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PREFACE 


The Title List of Documents Made Publicly Available is a 
monthly publication. It contains descriptions of the in¬ 
formation received and generated by the U.S. Nuclear 
Regulatory Commission (NRC). This information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma¬ 
terials and (2) nondocketed material received and gen¬ 
erated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records. This series of documents is in¬ 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

The docketed information contained in the Title List in¬ 


cludes the information formerly issued through the De¬ 
partment of Energy publication Power Reactor Docket 
Information , last published in January 1979. Microfiche 
of the docketed information listed in the Title List is 
available for sale on a subscription basis from the Na¬ 
tional Technical Information Service (NTIS). See 
NOTES at the end of the Preface for the complete NTIS 
address. 

We encourage your comments, criticisms, and sugges¬ 
tions. In particular, if there are title descriptions that are 
not meaningful, please let us know so that we can cor¬ 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


DOCKETED ITEMS 


The listings within Docket 50 are divided into the cate¬ 
gories used for filing and searching in the NRC Public 
Document Room. Those categories are 


A. Application/construction stage documents and 
correspondence 

B. Utility Preliminary Safety Analysis Reports 
(PSAR), amendments 

C. Utility Environmental Reports (ER), amend¬ 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and FES), supplements and cor¬ 
respondence 

E. NRC Safety Evaluation Reports (SER), supple¬ 
ments and correspondence 

F. Security, medical, emergency, and fire-protection 

plans 

G. Legal and adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Reports (FSAR) and 
amendments 


L. Limited work authorizations (LWA) and related 
correspondence 

M. Antitrust reviews and antitrust correspondence 

N. Antitrust hearing transcripts, testimony, and brief¬ 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and correspondence 

P. Operating license stage documents and correspon¬ 
dence 

Q. Inspection reports, IE Bulletins, Circulars and In¬ 
formation Notices, civil penalties, and related cor¬ 
respondence 

R. Periodic operating reports and related correspon¬ 
dence 

S. Reportable occurrences, PNOs, PNSs, and related 
correspondence 

T. Transcripts, testimony, and briefings on non¬ 
antitrust matters 

U. Congressional/executive correspondence 

V. Licensing of operators and related correspondence 

W. Decommissioning stage documents and correspon¬ 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 





DOCKETED ITEMS (cont.) 


Appendix A sets forth those categories and describes 
the materials available in each. Omission of a category in 
the listing for a docket indicates that no documents in 


that category were filed in the time period of the report. 
The principal elements of the entries in the list are 


(T) P. Operating license stage documents & correspondence 

© © 

8907070172 Commends util for exemplary hospitality extended to visiting Soviet technical 
working group on 890608. 


© © © 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27 



CLARK, P.R. General Public Utilities Corp.—GPU Service Corp. 2 pp. 50442:181-50442:182 


1. NRC/PDR Document category (see Appendix A). 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. Description of information contained in the docu¬ 
ment. 

4. Personal author(s). An asterisk in this position in¬ 
dicates that there is no personal author. 

5. Author affiliation (NRC, corporate, agency, or 
nonindividual source). 

6. Date of document described. 

7. Recipient of the document. 

8. Recipient affiliation (NRC or corporate). 

9. Pages in this document. 

10. This five-digit number is the NRC 48X microfiche 
designation. 


11. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the microfiche on which 
this document ends. 

13. The three-digit portion of this entry is the number 
of the frame on which this document ends. 


The Docketed Items list is arranged sequentially by 
Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are 
items that were submitted as enclosures to principal 
items. In general, indented items are not in accession 
number sequence. If the docketed document has a con¬ 
tract (FIN) number of a formal report number, it will ap¬ 
pear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 


The nondocketed items are divided into the categories 
used for filing and searching in the NRC Public Docu¬ 
ment Room. These categories and their symbols are: 


ACRS—Advisory Committee on Reactor Safe¬ 
guards 

ADVCM—NRC Advisory Committees 
COMMISSION—NRC Commissioners 
CONTRACT—NRC Contracts and Modifications 


10CFR—Commission Meeting Records 



NONDOCKETED ITEMS (cont.) 


DISCLOSURE—Financial Disclosure Informa¬ 
tion 

FOIA—Freedom of Information Act Requests 
and Releases 

GEN TECH IS—Generic Technical Issues 

IE—Inspection and Enforcement Issuances 

MISC—Public Document Room Miscellaneous 

NUREG—NRC-Issued Formal Reports and Re¬ 
lated Correspondence 

ORG—Organizational File 

PR—Proposed Rules 

PRM—Petitions for Rulemaking 

PROJ—Projects 

PT21—10 CFR Part 21 Deficiency Reports 
QA999—Quality Assurance Inspections 
REGGD—Regulatory Guides 
RES—Research and Technical Assistance Reports 


REVIEW GRP—Research Review Groups 
RM—Rulemakings 

SECY—Staff Position Papers Before the Com 
sion 

STATE PROG—State Programs 

TOPREP—Vendor Topical Reports and C( 
spondence 

WASH—AEC-Issued Formal Reports and C( 
spondence 

WM—Waste Management Documents 

WMRES—Waste Management Contract D 
ments 

XPORTLIC—Exports and Import Licenses 

Appendix B sets forth these categories and describe 
material available in each. Omission of a category ii 
listing for a docket indicates that no documents in 
category were filed in the time period of the repoi 

The principal elements of the nondocketed items ; 


(T) NUREG—NRC-Issued Formal Reports and Related Correspondence 

© ® ® 

8910100307 NUREG/CR-5340 DATA SUMMARY REPORT FOR FISSION PRODUCT RELEA5 

TEST VI-2 


© © 

OSBORNE, M.F., COLLINS, J.L., LORENZ, R.A. Oak Ridge National Laboratory. 

© ® ® © @ 

FIN B-0127. ORNL/TM-11105. 89/09/30. Division of Systems Research (Post 880717). 69 pp. 

© © ® © 

51409:065-51409:134. 


1. Nondocket category. 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. NRC Report Number. 


4. Title and description of information contain 
the document. 

5. Personal author(s). An asterisk in this positic 
dicates that there is no personal author. 




NONDOCKETED ITEMS (cont.) 


6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification number (FIN), 
if any. 

8. Secondary report number, if any. 

9. Date of document described. 

10. NRC organizational recipient (or sponsor). 

11. Pages in this document. 

12. This five-digit number is the NRC 48X microfiche 
designation. 


NOTES: 

1. The address for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington, DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac¬ 
count holders may charge their orders by calling 
202-512-2249. 


2. The address for NTIS is 

National Technical Information Service 
5285 Port Royal Road 
Springfield, Virginia 22161 


13. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

14. This five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by 
Accession Number within category. Indented items pre¬ 
ceded by a dash are enclosures to unindented items. 


To place orders for or to obtain price information about 
NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 487-4650. Specify the NRC re¬ 
port number and title when you place your order. Publi¬ 
cations can be charged to American Express, Visa, or 
Mastercard credit cards; supply the charge card number 
when placing your order. 

3. The address for the PDR is 

2120 L Street, NW., Lower Level 
Washington, DC 20555 

To place orders, either write to the NRC PDR or call 
(202) 634-3273. When ordering documents listed in this 
publication, please identify the Document Accession 
Number for each citation. Paper copy and microfiche of 
the documents listed in this title list may be purchased. 
Reproduction charges and method of payment, based on 
the current reproduction contract, are obtainable from 
the PDR. 




ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-047 COLUMBIA, SC, CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 LOUISVILLE, KY, U.S. ECOLOGY, INC. 1 

DOCKET UNKNOWN 1 

Domestic Licensing of Source Material - 
Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0534 GENERAL ELECTRIC CO., CLEVELAND, 1 

OH 

40-0659 GENERAL ELECTRIC CO., CINCINNATI, 1 

OH 

40-0772 BENDIX CORP., TETERBORO, NJ 1 

40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, 2 

CO 

40-1193 BABCOCK & WILCOX CO., APOLLO, PA 2 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-2407 TESTAGAR & CO., INC., DETROIT, Ml 2 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 2 

40-3453 ATLAS CORP., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 2 

WY 

40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 2 

40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 2 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 3 

NEWFIELD, NJ 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 3 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 3 

40-7604 BP CHEMICALS AMERICA, INC., LIMA, 3 

OH 

40-8021 PLG, INC., NEWPORT BEACH, CA 3 

40-8027 SEQUOYAH FUELS CORP., GORE, OK 3 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 5 

40-8102 EXXON CORP., HOUSTON, TX 5 

40-8452 BEAR CREEK URANIUM CO., CASPER, 5 

WY 

40-8502 TOTAL MINERALS CORP., CASPER, WY 5 

40-8584 MINERALS EXPLORATION CO., 5 

RAWLINS, WY 

40-8681 UMETCO MINERALS CORP., BLANDING, 5 

I IT 


Docket Name Page 

40-8698 PLATEAU RESOURCES, LTD., LAKE 6 

POWELL, UT 

40-8724 CHEMETRON CORP., PITTSBURGH, PA 6 

40-8767 ARMY, DEPT. OF, ROCK ISLAND, IL 6 

40-8768 RIO ALGOM MINING CORP., OKLAHOMA 6 

CITY, OK 

40-8778 MOLYCORP, INC., LOS ANGELES, CA 6 

40-8820 AMAX, INC., GOLDEN, CO 6 

40-8857 POWER RESOURCES, INC., GLENROCK, 6 

WY 

40-8902 ATLANTIC RICHFIELD CO., GRANTS, NM 7 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 7 

40-8904 SOHIO WESTERN MINING CO., SALT 7 

LAKE CITY, UT 

40-8905 QUSVSRA MINING CO., GRANTS, NM 7 

40-8907 UNC MINING & MILLING (DIV. OF 7 

UNITED NUCLEAR CORP.), 

40-8914 HECLA MINING CO., COEUR D’ALENE, 7 

ID 

40-8943 FERRET EXPLORATION CO. OF 7 

NEBRASKA, DENVER, CO 

40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 7 

40-8958 PATHFINDER MINES CORP., SHIRLEY 8 

BASIN, WY 

40-8964 RIO ALGOM MINING CORP., OKLAHOMA 8 

CITY, OK 

40-8981 PATHFINDER MINES CORP., SHIRLEY 8 

BASIN, WY 

40-8989 ENVIROCARE OF UTAH, INC., SALT 8 

LAKE CITY, UT 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 8 

50-3 INDIAN POINT STATION, UNIT 1 8 

50-5 PENNSYLVANIA STATE UNIV. 9 

RESEARCH REACTOR 

50-6 BATTELLE MEMORIAL INSTITUTE 9 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 9 

UNIT 1 

50-18 VALLECITOS BOILING WATER 10 

REACTOR 

50-20 MASSACHUSETTS INSTITUTE OF 10 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 10 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 10 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 11 

ca/^ii nrv 



Docket Name Page 

50-47 ARMY MATERIALS RESEARCH 11 

REACTOR 

50-54 CINT1CHEM 11 

50-57 BUFFALO MATERIALS RESEARCH 12 

CENTER 

50-62 UNIV. OF VIRGINIA RESEARCH 12 

REACTOR 

50-70 GENERAL ELECTRIC NUCLEAR TEST 12 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 12 

REACTOR 

50-75 ZERO POWER REACTOR-1 12 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 12 

50-87 WESTINGHOUSE CRITICAL 12 

EXPERIMENT 

50-89 GENERAL ATOMICS 13 

50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 13 

50-134 WORCESTER POLYTECHNIC INSTITUTE 13 

RESEARCH REACTOR 

50-139 UNIV. OF WASHINGTON RESEARCH 13 

REACTOR 

50-143 PHILIPPINES RESEARCH REACTOR 14 

50-146 SAXTON NUCLEAR EXPERIMENTAL 14 

FACILITY 

50-151 UNIV. OF ILLINOIS RESEARCH 14 

REACTOR 

50-155 BIG ROCK POINT NUCLEAR PLANT 14 

50-156 UNIV. OF WISCONSIN RESEARCH 16 

REACTOR 

50-160 GEORGIA INSTITUTE OF TECHNOLOGY 16 

RESEARCH REACTOR 

50-163 GENERAL ATOMICS 16 

50-170 ARMED FORCES RADIOBIOLOGY 16 

RESEARCH INSTITUTE 

50-171 PEACH BOTTOM ATOMIC POWER 16 

STATION, UNIT 1 

50-174 PENNSYLVANIA STATE RESEARCH 17 

REACTOR 

50-183 VALLECITOS EXPERIMENTAL 17 

SUPERHEAT REACTOR 

50-185 PLUM BROOK REACTOR - MOCK-UP 17 

50-186 UNIV. OF MISSOURI RESEARCH 17 

REACTOR-COLUMBIA 

50-199 MANHATTAN COLLEGE RESEARCH 17 

REACTOR 

50-206 SAN ONOFRE NUCLEAR STATION, UNIT 17 

1 

50-210 NASA CRITICAL FACILITY 19 

50-213 HADDAM NECK PLANT 19 

50-219 OYSTER CREEK NUCLEAR POWER 21 

PLANT 

50-220 NINE MILE POINT NUCLEAR STATION, 29 

UNIT 1 


Docket Name Page 

50-223 UNIV. OF LOWELL RESEARCH 31 

REACTOR 

50-225 RPI CRITICAL EXPERIMENT 31 

50-237 DRESDEN NUCLEAR POWER STATION, 31 

UNIT 2 

50-238 NUCLEAR SHIP SAVANNAH 33 

50-243 OREGON STATE UNIV. RESEARCH 33 

REACTOR 

50-244 ROBERT EMMET GINNA NUCLEAR 33 

PLANT, UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 35 

STATION, UNIT 1 

50-247 INDIAN POINT STATION, UNIT 2 37 

50-249 DRESDEN NUCLEAR POWER STATION, 38 

UNIT 3 

50-250 TURKEY POINT PLANT, UNIT 3 40 

50-251 TURKEY POINT PLANT, UNIT 4 42 

50-254 QUAD-CITIES STATION, UNIT 1 43 

50-255 PALISADES NUCLEAR PLANT 45 

50-259 BROWNS FERRY NUCLEAR POWER 48 

STATION, UNIT 1 

50-260 BROWNS FERRY NUCLEAR POWER 49 

STATION, UNIT 2 

50-261 H.B. ROBINSON PLANT, UNIT 2 50 

50-262 BRIGHAM YOUNG UNIV. RESEARCH 52 

REACTOR 

50-263 MONTICELLO NUCLEAR GENERATING 52 

PLANT 

50-264 DOW CHEMICAL CO. 53 

50-265 QUAD-CITIES STATION, UNIT 2 53 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 55 

50-267 FORT ST. VRAIN NUCLEAR 56 

GENERATING STATION 

50-269 OCONEE NUCLEAR STATION, UNIT 1 57 

50-270 OCONEE NUCLEAR STATION, UNIT 2 60 

50-271 VERMONT YANKEE NUCLEAR POWER 62 

STATION 

50-272 SALEM NUCLEAR GENERATING 63 

STATION, UNIT 1 

50-275 DIABLO CANYON NUCLEAR POWER 64 

PLANT, UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 66 

STATION, UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 67 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 69 

50-281 SURRY POWER STATION, UNIT 2 71 

50-282 PRAIRIE ISLAND NUCLEAR STATION, 73 

UNIT 1 

50-284 IDAHO STATE UNIV. RESEARCH 74 

REACTOR 


50-285 


FORT CALHOUN STATION, UNIT 1 


74 



Docket Name Page 

50-286 INDIAN POINT STATION, UNIT 3 76 

50-287 OCONEE NUCLEAR STATION, UNIT 3 78 

50-289 THREE MILE ISLAND NUCLEAR 80 

STATION, UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 82 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION, UNIT 83 

1 

50-296 BROWNS FERRY NUCLEAR POWER 85 

STATION, UNIT 3 

50-298 COOPER NUCLEAR STATION 86 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 88 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 89 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 90 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 92 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 93 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 95 

50-310 FLORIDA POWER CO. 96 

50-311 SALEM NUCLEAR GENERATING 96 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 98 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 99 

50-315 DONALD C. COOK NUCLEAR POWER 100 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 101 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 102 

PLANT, UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 104 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 105 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 108 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 109 

50-323 DIABLO CANYON NUCLEAR POWER 111 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT, 112 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 113 

UNIT 1 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 114 

50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 116 

50-329 MIDLAND PLANT, UNIT 1 117 

50-330 MIDLAND PLANT, UNIT 2 118 

50-331 DUANE ARNOLD ENERGY CENTER 118 

tznnn a i a lucre a cit7datdipi/ mi irM cad * nn 


Docket Name Page 

50-334 BEAVER VALLEY POWER STATION, 121 

UNIT 1 

50-335 ST. LUCIE PLANT, UNIT 1 123 

50-336 MILLSTONE NUCLEAR POWER 124 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 127 

50-339 NORTH ANNA POWER STATION, UNIT 2 129 

50-341 ENRICO FERMI ATOMIC POWER PLANT, 130 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 131 

50-345 BEZNAU NUCLEAR STATION, UNIT 2 133 

50-346 DAVIS-BESSE NUCLEAR POWER 133 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT, 135 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 137 

1 

50-353 LIMERICK GENERATING STATION, UNIT 139 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 140 

1 

50-356 UNIV. OF ILLINOIS RESEARCH 142 

REACTOR 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 142 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 144 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PLANT, 146 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 148 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 149 

50-369 WILLIAM B. MCGUIRE NUCLEAR 151 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 152 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION, UNIT 1 154 

50-374 LASALLE COUNTY STATION, UNIT 2 156 

50-382 WATERFORD GENERATING STATION, 157 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 158 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 160 

STATION, UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 162 

50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 163 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 164 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 165 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 166 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 166 

cr> Ann cucadhm ljaddic mi i/^i cad dau/cd -icq 



Docket Name Page 

50-409 LA CROSSE BOILING WATER REACTOR 170 

50-410 NINE MILE POINT NUCLEAR STATION, 170 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION, 172 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 173 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 174 

50-416 GRAND GULF NUCLEAR STATION, UNIT 176 

1 

50-423 MILLSTONE NUCLEAR POWER 178 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 181 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 183 

UNIT 2 

STN-50- FLOATING NUCLEAR PLANT 185 

437 

50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 185 

50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 186 

50-440 PERRY NUCLEAR POWER PLANT, UNIT 187 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 189 

2 

50-443 SEABROOK NUCLEAR STATION, UNIT 1 189 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 191 

50-445 COMANCHE PEAK STEAM ELECTRIC 191 

STATION, UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 194 

STATION, UNIT 2 

STN-50- BYRON STATION, UNIT 1 196 

454 

STN-50- BYRON STATION, UNIT 2 197 

455 

STN-50- BRAIDWOOD STATION, UNIT 1 198 

456 

STN-50- BRAIDWOOD STATION, UNIT 2 200 

457 

50-458 RIVER BEND STATION, UNIT 1 202 

50-460 WPPSS NUCLEAR PROJECT, UNIT 1 203 

50-461 CLINTON POWER STATION, UNIT 1 203 

STN-50- WOLF CREEK GENERATING STATION 204 

482 

STN-50- CALLAWAY PLANT, UNIT 1 206 

483 

STN-50- SOUTH TEXAS PROJECT, UNIT 1 207 

498 

STN-50- SOUTH TEXAS PROJECT, UNIT 2 208 

499 


STN-50- WPPSS NUCLEAR PROJECT, UNIT 3 210 

508 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 210 

528 1 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 213 

529 2 


Docket Name Page 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 216 

530 3 

50-537 CLINCH RIVER BREEDER REACTOR 218 

STN-50- BLACK FOX STATION, UNIT 1 219 

556 

STN-50- BLACK FOX STATION, UNIT 2 219 

557 

STN-50- GE ADVANCED BWR DESIGN 219 

605 

52-001 GE ADVANCED BWR DESIGN, GENERAL 219 

ELECTRIC CO. 

52-002 SYSTEM 80+ STANDARDIZED 220 

NUCLEAR POWER PLANT DES., 

DOCKET UNKNOWN 220 

Domestic Licensing of Special Nuclear 

Material - Docket 70 

70-0008 BATTELLE COLUMBUS DIV. (BATTELLE 222 

MEMORIAL INSTITUTE), 

70-0025 ROCKETDYNE DIV. (ROCKWELL 222 

INTERNATIONAL CORP.), CANOGA 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG, 222 

VA 

70-0028 BABCOCK & WILCOX CO., ALLIANCE, 223 

OH 

70-0033 TEXAS INSTRUMENTS, INC., 223 

ATTLEBORO, MA 

70-0036 COMBUSTION ENGINEERING, INC., 223 

HEMATITE, MO 

70-0045 NIAGARA MOHAWK POWER CORP., 223 

SYRACUSE, NY 

70-0047 NATIONAL AERONAUTICS & SPACE 223 

ADMIN., GREENBELT, MD 

70-0058 MARTIN MARIETTA CORP., BALTIMORE, 223 

MD 

70-0123 PENNSYLVANIA, UNIV. OF, 223 

PHILADELPHIA, PA 

70-0135 BABCOCK & WILCOX CO., APOLLO, PA 223 

70-0138 AEROJET GENERAL, SAN RAMON, CA 224 

70-0143 NUCLEAR FUEL SERVICES, INC., 224 

ERWIN, TN 

70-0168 NUCLIDE CORP., STATE COLLEGE, PA 225 

70-0186 SEISMOGRAPH SERVICE CORP., TULSA, 225 

OK 

70-0223 CALIFORNIA, UNIV. OF, LOS ANGELES, 225 

CA 

70-0262 OKLAHOMA STATE UNIV., STILLWATER, 225 

OK 

70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 225 

70-0364 BABCOCK & WILCOX CO., APOLLO, PA 225 

70-0371 UNC, INC., UNCASVILLE, CT 225 

70-0398 COMMERCE, DEPT. OF, NATIONAL 226 

INSTITUTE OF STANDARDS & 

70-0687 CINTICHEM, INC., TUXEDO, NY 226 



Docket 

Name 

Page 

70-0734 

GENERAL ATOMICS, SAN DIEGO, CA 

226 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

227 

70-0820 

UNC RECOVERY SYSTEMS (UNITED 
NUCLEAR CORP.), WOOD RIVER 

227 

70-0920 

RENSSELAER POLYTECHNIC 

INSTITUTE, TROY, NY 

227 

70-1040 

MILWAUKEE SCHOOL OF 

ENGINEERING, MILWAUKEE, Wl 

227 

70-1054 

PENNSYLVANIA STATE UNIV., 

UNIVERSITY PARK, PA 

227 

70-1100 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

227 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NC 

227 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

228 

70-1201 

B&W FUEL CO., LYNCHBURG, VA 

228 

70-1257 

SIEMENS NUCLEAR POWER CORP., 
RICHLAND, WA 

228 

70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

228 

70-3025 

FRONTIER TECHNOLOGY CORP., 

XENIA, OH 

228 

70-3070 

LOUISIANA ENERGY SERVICES, 
WASHINGTON, DC 

228 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0003 

SIEMENS NUCLEAR POWER CORP. 

229 

71-0009 

ISOMEDIX, INC. 

229 

71-0110 

BUCKEYE STEEL CASTINGS 

229 

71-0143 

RANCHERS EXPLORATION & 
DEVELOPMENT CO. 

229 

71-0215 

SPACE SCIENCE SERVICES, INC. 

229 

71-0216 

CONAM INSPECTION, INC. 

229 

71-0252 

DAYTON X-RAY CO. 

229 

71-0258 

U.S. ECOLOGY, INC. 

229 

71-0272 

CRANE CO. 

230 

71-0333 

ALABAMA POWER CO. 

230 

71-0384 

DUPONT MERCK PHARMACEUTICAL 

CO. 

230 

71-0396 

RENSSELAER POLYTECHNIC INSTITUTE 

230 

71-0420 

PROCESS TECHNOLOGY OF NORTH 
JERSEY 

230 

71-0472 

ABC TESTING 

230 

71-0516 

LONG ISLAND LIGHTING CO. 

230 

71-0524 

RADIATION STERILIZERS, INC. 

230 

71-0577 

PURDUE UNIV. 

230 

71-0625 

COPES-VULCAN, INC. 

230 

71-0627 

CONSOLIDATED NDE, INC. 

230 

71-0628 

NOVA DATA TESTING LABS, INC. 

230 


Docket Name Page 

71-0629 SCIENTIFIC TECHNICAL, INC. 230 

71-0662 BARNETT INDUSTRIAL X-RAY 230 

71-0689 MANHATTAN COLLEGE, RIVERDALE, NY 230 

71-0713 UTAH, UNIV. OF, SALT LAKE CITY, UT 230 

71-0733 TRIAD NONDESTRUCTIVE TESTING, 230 

INC. 

71-0734 METALS EVALUATION & TESTING, INC. 231 

71-0735 GENERAL ELECTRIC CO. 231 

71-4986 MODEL: RA-2, RA-3, GENERAL 231 

ELECTRIC CO. 

71-5341 MODEL: NFP-55, BABCOCK & WILCOX 231 

CO. 

71-5362 MODEL: NATICK IRRADIATOR, 231 

AGRICULTURE, DEPT. OF 

71-5607 MODEL: T-2, ENERGY, DEPT. OF 231 

71 -5796 MODEL: 181375, 181361, ADVANCED 231 

MEDICAL SYSTEMS, INC. 

71-5797 MODEL: INNER & OUTER HFIR UN, 231 

ENERGY, DEPT. OF 

71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR 231 

SYSTEMS, INC. 

71-5908 MODEL: DOT-6M TYPE B, BABCOCK & 231 

WILCOX CO. 

71-5939 MODEL: 1500, GENERAL ELECTRIC CO. 231 

71-5950 MODEL: BCL-4, BATTELLE COLUMBUS 231 

LABORATORY 

71-5971 MODEL: IPO-200, GENERAL ELECTRIC 231 

CO. 

71-5980 MODEL: GE-600, GENERAL ELECTRIC 231 

CO. 

71-6078 MODEL: 927A1 & 927C1, COMBUSTION 231 

ENGINEERING, INC. 

71-6347 MODEL: FSV-3, GENERAL ATOMICS 231 

71-6601 MODEL: CNS 8-120 A, CHEM-NUCLEAR 231 

SYSTEMS, INC. 

71-6717 MODEL: 6717-B, AMERSHAM CORP. 232 

71-9001 MODEL: IF-300, NUCLEAR PACKAGING, 232 

INC. 

71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE 232 

CORP. 

71-9019 MODEL: BU-7, GENERAL ELECTRIC CO. 232 

71-9023 MODEL: NLI-10/24, NUCLEAR 232 

ASSURANCE CORP. 

71-9027 MODEL: 741 & 741E, AMERSHAM CORP. 232 

71-9028 MODEL: 684 & 684E, AMERSHAM CORP. 232 

71-9032 MODEL: 650, AMERSHAM CORP. 232 

71-9033 MODEL: 660, 660A, 660AE, 660B, 660BE, 232 

660E, AMERSHAM 

71-9035 MODEL: 680 & 680E, AMERSHAM CORP. 232 

71-9036 MODEL: C-1, SOURCE PRODUCTION & 232 

EQUIPMENT CO., INC. 

71-9039 MODEL: 715, AMERSHAM CORP. 232 


Docket Name Page 

71-9044 MODEL: 1600, GENERAL ELECTRIC CO. 232 

71 -9056 MODEL: SPEC 2-T, SOURCE 232 

PRODUCTION & EQUIPMENT CO., 

71-9067 MODEL: BCL-3, BATTELLE COLUMBUS 233 

LABORATORY 

71-9068 MODEL: BCL-2, BATTELLE COLUMBUS 233 

LABORATORY 

71 -9069 MODEL: MO-1, WESTINGHOUSE 233 

ELECTRIC CORP. 

71 -9081 MODEL: CNS 1 -13C, CHEM-NUCLEAR 233 

SYSTEMS, INC. 

71-9085 MODEL: SENTINEL 8S, TELEDYNE 233 

ENERGY SYSTEMS 

71 -9127 MODEL: 100, 100A, 200 & 200A, 233 

AMERSHAM CORP. 1 

71-9133 MODEL: C-10, AMERSHAM CORP. 233 

71 -9135 MODEL: CENTURY S & SA, CENTURY 233 

UNIVERSAL S & SA, 

71-9145 MODEL: NUPAC 50-1.5L, NUPAC 50-2.5L, 233 

ET AL, NUPAC 

71-9151 MODEL: HN-100 SERIES 3, ET AL, 233 

SCIENTIFIC ECOLOGY 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 233 

CO. 

71-9157 MODEL: IR-100, INDUSTRIAL NUCLEAR 233 

CO. 

71-9160 MODEL: 20-VS & 40-VS, AMERSHAM 234 

CORP. 

71-9182 MODEL: HUSMAN IRRADIATOR, 234 

AGRICULTURE, DEPT. OF 

71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR 234 

CO. 

71-9186 MODEL: S-6213, ENERGY, DEPT. OF 234 

71-9208 MODEL: 10-142, NUPAC SERVICES, INC. 234 


Docket 

Name 

Page 

71-9222 

MODEL: 14-215, SCIENTIFIC ECOLOGY 
GROUP, INC. 

234 

71-9228 

MODEL: 2000, GENERAL ELECTRIC CO. 

234 

71-9229 

MODEL: TITAN, WESTINGHOUSE 
ELECTRIC CORP. 

234 

71-9235 

MODEL: NAC-STC, NUCLEAR 

ASSURANCE CORP. 

234 

71-9239 

MODEL: MCC-3, WESTINGHOUSE 
ELECTRIC CORP. 

234 

71-9243 

MODEL: 934, AMERSHAM CORP. 

234 

71-9246 

MODEL: ST, COMMERCE, DEPT. OF 

234 

71-9511 

MODEL: R-1, ENERGY, DEPT. OF 

234 

71-9793 

MODEL: M-140, ENERGY, DEPT. OF 

234 

Licensing of Independent Spent Fuel Storage 
- Docket 72 


72-0001 

GENERAL ELECTRIC CO., MORRIS 
OPERATIONS, 70-1308 

234 

72-0002 

VIRGINIA ELECTRIC & POWER CO., 50- 
280 & 50-281 

234 

72-0003 

CAROLINA POWER & LIGHT CO., 50-261 

235 

72-0004 

DUKE POWER CO., 50-269, 50-270 & 50- 
287 

235 

72-0007 

CONSUMERS POWER CO., 50-255 

235 

72-0008 

BALTIMORE GAS & ELECTRIC CO., 50- 
317 & 50-318 

235 

72-0009 

PUBLIC SERVICE CO. OF COLORADO, 
50-267 

235 

72-0010 

NORTHERN STATES POWER CO., 50- 
282 & 50-306 

235 

72-1000 

MODEL: CASTOR V/21, GENERAL 
NUCLEAR SYSTEMS, INC. 

235 

72-1007 

MODEL: VSC-24, PACIFIC SIERRA 
NUCLEAR ASSOCIATES 

235 



ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Radwaste Disposal Sites - 
Docket 27 

COLUMBIA, SC, CHEM-NUCLEAR SYSTEMS, 27-047 1 

INC. 

LOUISVILLE, KY, U.S. ECOLOGY, INC. 27-048 1 

Domestic Licensing of Source Material - 
Docket 40 

ALLIED-SIGNAL, INC., METROPOLIS, IL 40-3392 2 

AMAX, INC., GOLDEN, CO 40-8820 6 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 2 

ARMY, DEPT OF, ROCK ISLAND, IL 40-8767 6 

ATLANTIC RICHFIELD CO., GRANTS, NM 40-8902 7 

ATLAS CORP., DENVER, CO 40-3453 2 

BABCOCK & WILCOX CO., APOLLO, PA 40-1193 2 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 5 

BENDIX CORP., TETERBORO, NJ 40-0772 1 

BP CHEMICALS AMERICA, INC., LIMA, OH 40-7604 3 

CHEMETRON CORP., PITTSBURGH, PA 40-8724 6 

ENERGY, DEPT. OF, CANONSBURG, PA 40-6500 2 

ENVIROCARE OF UTAH, INC., SALT LAKE 40-8989 8 

CITY, UT 

EXXON CORP., HOUSTON, TX 40-8102 5 

FANSTEEL, INC., NORTH CHICAGO, IL 40-7580 3 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 7 

DENVER, CO 

GENERAL ELECTRIC CO., CINCINNATI, OH 40-0659 1 

GENERAL ELECTRIC CO., CLEVELAND, OH 40-0534 1 

HECLA MINING CO., COEUR D’ALENE, ID 40-8914 7 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 7 

MALLINCKRODT, INC., ST. LOUIS, MO 40-6563 2 

MINERALS EXPLORATION CO., RAWLINS, 40-8584 5 

WY 

MOLYCORP, INC., LOS ANGELES, CA 40-8778 6 

PATHFINDER MINES CORP., RIVERTON, WY 40-2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-8958 8 

BASIN, WY 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PATHFINDER MINES CORP., SHIRLEY 40-8981 8 

BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, WY 40-6659 2 

PLATEAU RESOURCES, LTD., LAKE 40-8698 6 

POWELL, UT 

PLG, INC., NEWPORT BEACH, CA 40-8021 3 

POWER RESOURCES, INC., GLENROCK, WY 40-8857 6 

QUIVIRA MINING CO., GRANTS, NM 40-8905 7 


Name 

Docket 

Page 

RIO ALGOM MINING CORP., MOAB, UT 

40-8084 

5 

RIO ALGOM MINING CORP., OKLAHOMA 
CITY, OK 

40-8964 

8 

RIO ALGOM MINING CORP., OKLAHOMA 
CITY, OK 

40-8768 

6 

SEQUOYAH FUELS CORP., GORE, OK 

40-8027 

3 

SHIELDALLOY CORP., NEWFIELD, NJ 

40-8948 

7 

SHIELDALLOY METALLURGICAL CORP., 
NEWFIELD, NJ 

40-7102 

3 

SOHIO WESTERN MINING CO., SALT LAKE 
CITY, UT 

40-8904 

7 

TESTAGAR & CO., INC., DETROIT, Ml 

40-2407 

2 

TOTAL MINERALS CORP., CASPER, WY 

40-8502 

5 

UMETCO MINERALS CORP., BLANDING, UT 

40-8681 

5 

UMETCO MINERALS CORP., RIVERTON, WY 

40-0299 

1 

UNC MINING & MILLING (DIV. OF UNITED 
NUCLEAR CORP.), 

40-8907 

7 

WESTERN NUCLEAR, INC., LAKEWOOD, CO 

40-1162 

2 

WHITTAKER CORP., LOS ANGELES, CA 

40-7455 

3 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 



ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 

50-424 

181 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 

183 

ARKANSAS NUCLEAR ONE, UNIT 1 

50-313 

99 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-368 

149 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

50-170 

16 

ARMY MATERIALS RESEARCH REACTOR 

50-47 

11 

BATTELLE MEMORIAL INSTITUTE 
RESEARCH REACTOR 

50-6 

9 

BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

121 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

172 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

50-438 

185 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

50-439 

186 

BEZNAU NUCLEAR STATION, UNIT 2 

50-345 

133 

BIG ROCK POINT NUCLEAR PLANT 

50-155 

14 

BLACK FOX STATION, UNIT 1 

STN-50-556 

219 

BLACK FOX STATION, UNIT 2 

STN-50-557 

219 

BRAIDWOOD STATION, UNIT 1 

STN-50-456 

198 

BRAIDWOOD STATION, UNIT 2 

STN-50-457 

200 

BRIGHAM YOUNG UNIV. RESEARCH 
REACTOR 

50-262 

52 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

48 

BROWNS FERRY NUCLEAR POWER 

50-260 

49 


STATION, UNIT 2 


Name 

Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-296 

85 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 1 

50-325 

113 

BRUNSWICK STEAM ELECTRIC PLANT, 

UNIT 2 

50-324 

112 

BUFFALO MATERIALS RESEARCH CENTER 

50-57 

12 

BYRON STATION, UNIT 1 STN-50-454 

196 

BYRON STATION, UNIT 2 STN-50-455 

197 

CALLAWAY PLANT, UNIT 1 STN-50-483 

206 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 1 

50-317 

102 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

104 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

173 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

174 

CINTICHEM 

50-54 

11 

CLINCH RIVER BREEDER REACTOR 

50-537 

218 

CLINTON POWER STATION, UNIT 1 

50-461 

203 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

191 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

50-446 

194 

COOPER NUCLEAR STATION 

50-298 

86 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 3 

50-302 

89 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

133 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 1 

50-275 

64 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 2 

50-323 

111 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 1 

50-315 

100 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 2 

50-316 

101 

DOW CHEMICAL CO. 

50-264 

53 

DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-10 

9 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

50-237 

31 

DRESDEN NUCLEAR POWER STATION, 

UNIT 3 

50-249 

38 

DUANE ARNOLD ENERGY CENTER 

50-331 

118 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

108 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

148 

ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 2 

50-341 

130 

FLOATING NUCLEAR PUNT STN-50-437 

185 

FLORIDA POWER CO. 

50-310 

96 

FORD NUCLEAR REACTOR 

50-2 

8 

FORT CALHOUN STATION, UNIT 1 

50-285 

74 


Name 

Docket 

Page 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

56 

GE ADVANCED BWR DESIGN STN-50-605 

219 

GENERAL ATOMICS 

50-89 

13 

GENERAL ATOMICS 

50-163 

16 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

12 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-70 

12 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

16 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

176 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

50 

HADDAM NECK PLANT 

50-213 

19 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

140 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

13 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

74 

INDIAN POINT STATION, UNIT 1 

50-3 

8 

INDIAN POINT STATION, UNIT 2 

50-247 

37 

INDIAN POINT STATION, UNIT 3 

50-286 

76 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

120 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

1 

50-348 

135 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

2 

50-364 

146 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

92 

LA CROSSE BOILING WATER REACTOR 

50-409 

170 

LASALLE COUNTY STATION, UNIT 1 

50-373 

154 

LASALLE COUNTY STATION, UNIT 2 

50-374 

156 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

137 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

139 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

95 

MANHATTAN COLLEGE RESEARCH 

REACTOR 

50-199 

17 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

10 

MIDLAND PLANT, UNIT 1 

50-329 

117 

MIDLAND PLANT, UNIT 2 

50-330 

118 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 1 

50-245 

35 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

124 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

178 

MONTICELLO NUCLEAR GENERATING 

PLANT 

50-263 

52 

NASA CRITICAL FACILITY 

50-210 

19 

NINE MILE POINT NUCLEAR STATION, UNIT 

50-220 

29 


1 


XVI 



Name 

Docket 

Page 

Name 

Docket 

Page 

NINE MILE POINT NUCLEAR STATION, UNIT 

o 

50-410 

170 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

17 

1c 



SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

142 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

127 







SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

144 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

129 







SAXTON NUCLEAR EXPERIMENTAL 

50-146 

14 

NUCLEAR SHIP SAVANNAH 

50-238 

33 

FACILITY 



OCONEE NUCLEAR STATION, UNIT 1 

50-269 

57 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

189 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

60 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

191 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

78 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

114 

OREGON STATE UNIV. RESEARCH 

50-243 

33 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

116 

REACTOR 









SHEARON HARRIS NUCLEAR POWER 

50-400 

169 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

21 

PLANT, UNIT 1 



PALISADES NUCLEAR PLANT 

50-255 

45 

SHOREHAM NUCLEAR POWER STATION 

50-322 

109 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

210 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

207 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

213 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

208 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

216 

ST. LUCIE PLANT, UNIT 1 

50-335 

123 

PEACH BOTTOM ATOMIC POWER STATION, 

50-171 

16 

ST. LUCIE PLANT, UNIT 2 

50-389 

162 

UNIT 1 









SURRY POWER STATION, UNIT 1 

50-280 

69 

PEACH BOTTOM ATOMIC POWER STATION, 

50-277 

66 




UNIT 2 



SURRY POWER STATION, UNIT 2 

50-281 

71 

PEACH BOTTOM ATOMIC POWER STATION, 

50-278 

67 

SUSQUEHANNA STEAM ELECTRIC 

50-387 

158 

UNIT 3 



STATION, UNIT 1 



PENNSYLVANIA STATE RESEARCH 

50-174 

17 

SUSQUEHANNA STEAM ELECTRIC 

50-388 

160 

REACTOR 



STATION, UNIT 2 



PENNSYLVANIA STATE UNIV. RESEARCH 

50-5 

9 

THREE MILE ISLAND NUCLEAR STATION, 

50-289 

80 

REACTOR 



UNIT 1 



PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

187 

THREE MILE ISLAND NUCLEAR STATION, 

50-320 

105 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

189 

UNIT 2 






TROJAN NUCLEAR PLANT 

50-344 

131 

PHILIPPINES RESEARCH REACTOR 

50-143 

14 







TURKEY POINT PLANT, UNIT 3 

50-250 

40 

PILGRIM NUCLEAR POWER STATION, UNIT 

50-293 

82 




1 



TURKEY POINT PLANT, UNIT 4 

50-251 

42 

PLUM BROOK REACTOR - MOCK-UP 

50-185 

17 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

12 

PLUM BROOK RESEARCH REACTOR 

50-30 

11 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

142 

FACILITY 









UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

14 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

55 







UNIV, OF LOWELL RESEARCH REACTOR 

50-223 

31 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

88 







UNIV. OF MISSOURI RESEARCH REACTOR- 

50-186 

17 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

50-282 

73 

COLUMBIA 



1 



UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

166 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

50-306 

93 




2 



UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

12 

QUAD-CITIES STATION, UNIT 1 

50-254 

43 

UNIV. OF WASHINGTON RESEARCH 

50-139 

13 




REACTOR 



QUAD-CITIES STATION, UNIT 2 

50-265 

53 







UNIV. OF WISCONSIN RESEARCH 

50-156 

16 

RANCHO SECO NUCLEAR GENERATING 

50-312 

98 

REACTOR 



STATION 









VALLECITOS BOILING WATER REACTOR 

50-18 

10 

RIVER BEND STATION, UNIT 1 

50-458 

202 







VALLECITOS EXPERIMENTAL SUPERHEAT 

50-183 

17 

ROBERT EMMET GINNA NUCLEAR PLANT, 

50-244 

33 

REACTOR 



UNIT 1 









VERMONT YANKEE NUCLEAR POWER 

50-271 

62 

RPI CRITICAL EXPERIMENT 

50-225 

31 

STATION 



SALEM NUCLEAR GENERATING STATION, 

50-272 

63 

VIRGIL C. SUMMER NUCLEAR STATION, 

50-395 

165 

UNIT 1 



UNIT 1 



SALEM NUCLEAR GENERATING STATION, 

50-311 

96 

WASHINGTON STATE UNIV. RESEARCH 

50-27 

10 


Name 
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WATERFORD GENERATING STATION, UNIT 

3 

50-382 

157 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

163 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

164 

WESTINGHOUSE CRITICAL EXPERIMENT 

50-87 

12 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

151 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

152 

WOLF CREEK GENERATING STATION STN-50-482 

204 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

13 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

203 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

166 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

210 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

10 

ZERO POWER REACTOR-1 

50-75 

12 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

83 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

90 

GE ADVANCED BWR DESIGN, GENERAL 
ELECTRIC CO. 

52-001 

219 

SYSTEM 80+ STANDARDIZED NUCLEAR 
POWER PLANT DES., 

52-002 

220 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



AEROJET GENERAL, SAN RAMON, CA 

70-0138 

224 

B&W FUEL CO., LYNCHBURG, VA 

70-1201 

228 

BABCOCK & WILCOX CO., ALLIANCE, OH 

70-0028 

223 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

225 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

223 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

222 

BATTELLE COLUMBUS DIV. (BATTELLE 
MEMORIAL INSTITUTE), 

70-0008 

222 

CALIFORNIA, UNIV. OF, LOS ANGELES, CA 

70-0223 

225 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

226 

COMBUSTION ENGINEERING, INC., 
HEMATITE, MO 

70-0036 

223 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

70-1100 

227 

COMMERCE, DEPT. OF, NATIONAL 
INSTITUTE OF STANDARDS & 

70-0398 

226 

FRONTIER TECHNOLOGY CORP., XENIA, 

OH 

70-3025 

228 

GENERAL ATOMICS, SAN DIEGO, CA 

70-0734 

226 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

227 

GENERAL ELECTRIC CO., SAN JOSE, CA 

70-1308 

228 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

227 
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MARTIN MARIETTA CORP., BALTIMORE, MD 

70-0058 

223 

MILWAUKEE SCHOOL OF ENGINEERING, 
MILWAUKEE, Wl 

70-1040 

227 

MISSOURI, UNIV. OF, COLUMBIA, MO 

70-0270 

225 

NATIONAL AERONAUTICS & SPACE ADMIN., 
GREENBELT, MD 

70-0047 

223 

NIAGARA MOHAWK POWER CORP., 
SYRACUSE, NY 

70-0045 

223 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

224 

NUCLIDE CORP., STATE COLLEGE, PA 

70-0168 

225 

OKLAHOMA STATE UNIV., STILLWATER, OK 

70-0262 

225 

PENNSYLVANIA STATE UNIV., UNIVERSITY 
PARK, PA 

70-1054 

227 

PENNSYLVANIA, UNIV. OF, PHILADELPHIA, 

PA 

70-0123 

223 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

227 

ROCKETDYNE DIV. (ROCKWELL 
INTERNATIONAL CORP.), CANOGA 

70-0025 

222 

SEISMOGRAPH SERVICE CORP., TULSA, OK 

70-0186 

225 

SIEMENS NUCLEAR POWER CORP., 
RICHLAND, WA 

70-1257 

228 

TEXAS INSTRUMENTS, INC., ATTLEBORO, 

MA 

70-0033 

223 

UNC RECOVERY SYSTEMS (UNITED 
NUCLEAR CORP.), WOOD RIVER 

70-0820 

227 

UNC, INC., UNCASVILLE, CT 

70-0371 

225 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-1151 

228 

Packaging of Radioactive Material for 
Transport and Transportation of 

Radioactive Material Under Certain 
Conditions - Docket 71 



ABC TESTING 

71-0472 

230 

ALABAMA POWER CO. 

71-0333 

230 

BARNETT INDUSTRIAL X-RAY 

71-0662 

230 

BUCKEYE STEEL CASTINGS 

71-0110 

229 

CONAM INSPECTION, INC. 

71-0216 

229 

CONSOLIDATED NDE, INC. 

71-0627 

230 

COPES-VULCAN, INC. 

71-0625 

230 

CRANE CO. 

71-0272 

230 

DAYTON X-RAY CO. 

71-0252 

229 

DUPONT MERCK PHARMACEUTICAL CO. 

71-0384 

230 

GENERAL ELECTRIC CO. 

71-0735 

231 

ISOMEDIX, INC. 

71-0009 

229 

LONG ISLAND LIGHTING CO. 

71-0516 

230 

MANHATTAN COLLEGE, RIVERDALE, NY 

71-0689 

230 
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MODEL: 100, 100A, 200 & 200A, AMERSHAM 
CORP. 

71-9127 

233 

MODEL: 14-215, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9222 

234 

MODEL: 1500, GENERAL ELECTRIC CO. 

71-5939 

231 

MODEL: 1600, GENERAL ELECTRIC CO. 

71-9044 

232 

MODEL: 181375, 181361, ADVANCED 

MEDICAL SYSTEMS, INC. 

71-5796 

231 

MODEL: 20-VS & 40-VS, AMERSHAM CORP. 

71-9160 

234 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9228 

234 

MODEL: 650, AMERSHAM CORP. 

71-9032 

232 

MODEL: 660, 660A, 660AE, 660B, 660BE, 

660E, AMERSHAM 

71-9033 

232 

MODEL: 6717-B, AMERSHAM CORP. 

71-6717 

232 

MODEL: 680 & 680E, AMERSHAM CORP. 

71-9035 

232 

MODEL: 684 & 684E, AMERSHAM CORP. 

71-9028 

232 

MODEL: 715, AMERSHAM CORP. 

71-9039 

232 

MODEL: 741 & 741E, AMERSHAM CORP. 

71-9027 

232 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

71-6078 

231 

MODEL: 934, AMERSHAM CORP. 

71-9243 

234 

MODEL: BCL-2, BATTELLE COLUMBUS 
LABORATORY 

71-9068 

233 

MODEL: BCL-3, BATTELLE COLUMBUS 
LABORATORY 

71-9067 

233 

MODEL: BCL-4, BATTELLE COLUMBUS 
LABORATORY 

71-5950 

231 

MODEL: BU-7, GENERAL ELECTRIC CO. 

71-9019 

232 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

232 

MODEL: C-10, AMERSHAM CORP. 

71-9133 

233 

MODEL: CENTURY S & SA, CENTURY 
UNIVERSAL S & SA, 

71-9135 

233 

MODEL: CNS 1-13C, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9081 

233 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

231 

MODEL: CNS 8-120 A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6601 

231 

MODEL: DOT-6M TYPE B, BABCOCK & 
WILCOX CO. 

71-5908 

231 

MODEL: FSV-3, GENERAL ATOMICS 

71-6347 

231 

MODEL: GE-600, GENERAL ELECTRIC CO. 

71-5980 

231 

MODEL: HN-100 SERIES 3, ET AL, 

SCIENTIFIC ECOLOGY 

71-9151 

233 

MODEL: HUSMAN IRRADIATOR, 
AGRICULTURE, DEPT. OF 

71-9182 

234 

MODEL: IF-300, NUCLEAR PACKAGING, INC. 

71-9001 

232 

MODEL: INNER & OUTER HFIR UN, 

ENERGY, DEPT. OF 

71-5797 

231 

MODEL: IPO-200, GENERAL ELECTRIC CO. 

71-5971 

231 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

233 
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MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

233 

MODEL: M-140, ENERGY, DEPT. OF 

71-9793 

234 

MODEL: MCC-3, WESTINGHOUSE ELECTRIC 
CORP. 

71-9239 

234 

MODEL: MO-1, WESTINGHOUSE ELECTRIC 
CORP. 

71-9069 

233 

MODEL: NAC-STC, NUCLEAR ASSURANCE 
CORP. 

71-9235 

234 

MODEL: NATICK IRRADIATOR, 

AGRICULTURE, DEPT. OF 

71-5362 

231 

MODEL: NFP-55, BABCOCK & WILCOX CO. 

71-5341 

231 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

232 

MODEL: NLI-10/24, NUCLEAR ASSURANCE 
CORP. 

71-9023 

232 

MODEL: NUPAC 50-1.5L, NUPAC 50-2.5L, ET 
AL, NUPAC 

71-9145 

233 

MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 

71-9185 

234 

MODEL: R-1, ENERGY, DEPT. OF 

71-9511 

234 

MODEL: RA-2, RA-3, GENERAL ELECTRIC 

CO. 

71-4986 

231 

MODEL: S-6213, ENERGY, DEPT. OF 

71-9186 

234 

MODEL: SENTINEL 8S, TELEDYNE ENERGY 
SYSTEMS 

71-9085 

233 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO., 

71-9056 

232 

MODEL: ST, COMMERCE, DEPT. OF 

71-9246 

234 

MODEL: T-2, ENERGY, DEPT. OF 

71-5607 

231 

MODEL: TITAN, WESTINGHOUSE ELECTRIC 
CORP. 

71-9229 

234 

NOVA DATA TESTING LABS, INC. 

71-0628 

230 

PROCESS TECHNOLOGY OF NORTH 

JERSEY 

71-0420 

230 

PURDUE UNIV. 

71-0577 

230 

RADIATION STERILIZERS, INC. 

71-0524 

230 

RANCHERS EXPLORATION & 

DEVELOPMENT CO. 

71-0143 

229 

RENSSELAER POLYTECHNIC INSTITUTE 

71-0396 

230 

SCIENTIFIC TECHNICAL, INC. 

71-0629 

230 

SIEMENS NUCLEAR POWER CORP. 

71-0003 

229 

SPACE SCIENCE SERVICES, INC. 

71-0215 

229 

TRIAD NONDESTRUCTIVE TESTING, INC. 

71-0733 

230 

U.S. ECOLOGY, INC. 

71-0258 

229 

UTAH, UNIV. OF, SALT LAKE CITY, UT 

71-0713 

230 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



BALTIMORE GAS & ELECTRIC CO., 50-317 & 
50-318 

72-0008 

235 

CAROLINA POWER & LIGHT CO., 50-261 

72-0003 

235 

CONSUMERS POWER CO., 50-255 

72-0007 

235 
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DUKE POWER CO., 50-269, 50-270 & 50-287 72-0004 235 

GENERAL ELECTRIC CO., MORRIS 72-0001 234 

OPERATIONS, 70-1308 

MODEL: CASTOR V/21, GENERAL NUCLEAR 72-1000 235 

SYSTEMS, INC. 

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR 72-1007 235 

ASSOCIATES 


NORTHERN STATES POWER CO., 50-282 & 
50-306 

72-0010 

235 

PUBLIC SERVICE CO. OF COLORADO, 50- 
267 

72-0009 

235 

VIRGINIA ELECTRIC & POWER CO., 50-280 
& 50-281 

72-0002 

234 

UNKNOWN 

DOCKET 

1 

UNKNOWN 

DOCKET 

220 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 COLUMBIA, SC, CHEM-NUCLEAR SYSTEMS, INC. 

9203050287 Informs that NRC has video tape of training session re recently revised 
10CFR20, “Stds for Protection Against Radiation Protection” for short-term loan to 
NRC licensees, upon request from NMSS. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/02. 
HOUSE,W.B. Chem-Nuciear Systems, Inc. Ip. 60852:228-60852:228. 


DOCKET 27-048 LOUISVILLE, KY, U.S. ECOLOGY, INC. 


9203190194 Reviews proposal to encapsulate waste form in structural concrete in 30- 
gallon DOT Spec 7A,Type A drum,per 911107 Itr.Encapsulation in 55-gallon 
drum,instead of 30-gallon drum provides equivalent protection. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/01/11. 
NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). Ip. 61062:281- 
61062:281. 

9203060070 Informs that NRC has video tape,consisting of training session providing 
overview of major changes in revised 10CFR20 for short-term loan to NRC 
licensees,upon request from NMSS. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/03. 
PALMER.A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 4pp. 60880:316- 
60880:319. 


DOCKET DOCKET UNKNOWN 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203160056 Discusses insp of License SNM-156 on 600425,26 & 27.No noncompli¬ 
ance noted.Violations noted re failure to subj sealed sources to compressed air test. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/08/25. BEAM.M.T. Curtiss- 
Wright Corp. Ip. 61316:250-61316:250. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


9203110242 “ALARA Rept for 1991.” W/920207 Itr. 

CONNER,J.L. UMETCO Minerals Corp. 91/12/31. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 125pp. 60887:001-60887:149. 

9203110216 Forwards environ rept for second half 1991.Environ program functioning 
satisfactorily. 

LYONS,P.J. UMETCO Minerals Corp. 92/02/07. HALL.R.E. Uranium Recovery Field 
Ofc. R4. Ip. 60893:172-60894:148. 

-9203110228 Environ monitoring rept for second half 1991.W/two oversize ends. 
MOORE,J.C., HORTON,G.L. UMETCO Minerals Corp. 91/12/31. 150pp. 60893:173- 
60894:148. 

9203110202 Forwards performance evaluation rept of radon barrier installed on Umetco 
Minerals Gas Hills above grade inactive tailing pile. 

LYONS,P.J. UMETCO Minerals Corp. 92/02/11. LAMMERING.M. Environmental Pro¬ 
tection Agency. 24pp. 60887:157-60887:180. 

9203110207 Forwards check for interest & administrative fees associated w/invoices 
J0049-92 & J0050-92.W/O end. 

MARUYAMA.J. UMETCO Minerals Corp. 92/02/14. Division of Accounting & Finance 
(Post 890205). Ip. 60887:181-60887:181. 

9203110352 Forwards inactive tailings settlement plate survey data for WP-2 through 
WP-8,per condition 54.F of license SUA-648. 

MOORE,J.C. UMETCO Minerals Corp. 92/02/18. HALL.R. Uranium Recovery Field 
Ofc, R4. 15pp. 60876:065-60876:079. 

9203110226 Forwards replacement pages re second half of 1991 40.65 rept.Pages con¬ 
sist of data tables,chloride vs TDS graphs for MW19 & MW20 & section 6.0 radon 
sampling data. 

MOORE,J.C. UMETCO Minerals Corp. 92/02/19. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 17pp. 60885:328-60885:344. 

9203100292 Requests QC data for clay cap cover layer & interpretation of settlement & 
piezometer data for 1991 be submitted by 920320. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/28. LYONS,P.J. UMETCO Miner¬ 
als Corp. Ip. 60853:278-60853:278. 


DOCKET 40-0534 GENERAL ELECTRIC CO., CLEVELAND, OH 


9203040004 Partial response to FOIA request for records.App A & B records end & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. LEHRENBAUM.W.U. Perkins, Coie (formerly Perkins, Coie, Stone, 
Olsen & Williams). 5pp. 61078:001-61082:025. 


-8412070273 Ack receipt of 841023 Itr informing NRC of steps taken to correct viola¬ 
tions noted in insp of Licenses 34-00054-04, 34-00054-05 & SMB-1 91 .Response did 
not address concern re internal deposition of persons handling thorium. 

AXELSON.W.L. Region 3 (Post 820201). 84/12/04. ZIELINSKI,A.M. General Electric 
Co. Ip. 61079:262-61079:275. 

-8412070288 Responds to NRC 841017 Itr re violations noted in insp of Licenses 34- 
00054-04,34-00054-05 & SMB-191 .Corrective actions:training scheduled for employ¬ 
ees at chemical & tungsten products plants. 

ZIELINSKI,A.M. General Electric Co. 84/10/23. AXELSON.W.L. Region 3 (Post 
820201). 13pp. 61079:263-61079:275. 

-8811160074 Discusses safety insp on 880811-12 of Licenses 34-00054-06 & SMB-191 
& forwards notice of violation.Insp identified new areas of listed concerns,including 
survey not being performed after handling thorium. 

WIEDEMAN.D.G. Region 3 (Post 820201). 88/11/07. KAPLAN,A.L. General Electric 
Co. 3pp. 61080:291-61080:296. 


-8811160084 Notice of violation from insp on 880811-12.Violations noted: licensee has 
not conducted contamination surveys since 870825 & licensee failed to perform re¬ 
quired bioassays from 850326 to 871013. 

WIEDEMAN.D.G. Region 3 (Post 820201). 88/11/07. 3pp. 61080:294-61080:296. 

-9203110249 Forwards insp of licenses 34-00054-04,34-00054-05 & SMB-191 on 
631021 & 22.Noncompliances noted. 

NORELIUS.C.E. Atomic Energy Commission (Pre 750119). 63/10/30. MATELSKY.I. 
General Electric Co. Ip. 61079:150-61079:150. 


-9203110251 Safety insp on 631021 & 22 of licenses 34-00043-04, 34-00054-05 & 
SMB-191.No noncompliance noted. 

NORELIUS.C.E. Atomic Energy Commission (Pre 750119). * General Electric Co. 63/ 
10/22. 11pp. 61079:151-61079:161. 


-9203110258 Advises that no items of noncompliance noted during 610822-23 insp of 
licenses 34-00054-04,34-00054-05, 34-00054-06 & SMB-191. 

KLAN.L.W. Atomic Energy Commission (Pre 750119). 61/08/13. MATELSKY.I. Gener¬ 
al Electric Co. 2pp. 61079:164-61079:165. 


-9203110267 Forwards Form AEC-591 for 660810 & 11 insp of licenses 34-00054- 
04,34-00054-05 & SMB-191.No noncompliances noted. 

HUETER.L.J. Atomic Energy Commission (Pre 750119). 66/08/29. MATELSKY.I. Gen¬ 
eral Electric Co. 19pp. 61079:176-61079:194. 

“9203110271 Safety insp on 660810 & 11 of Licenses 34-00054-04, 34-00054-05 & 
SMB-191.No noncompliances found. 

HUETER.L.J. Atomic Energy Commission (Pre 750119). * General Electric Co. 66/08/ 
11. 2pp. 61079:195-61079:196. 

-9203110287 Safety insp on 730510 of licenses 34-00054-04,34-00054-05 & SMB- 
191.No noncompliances noted. 

SCHULTZ,W.H. Atomic Energy Commission (Pre 750119). * General Electric Co. 73/ 
05/10. 9pp. 61079:213-61079:221. 

-9203110296 Safety insp on 770503 & 05 of Licenses 34-00054-06 & SMB-191 .No 
noncompliances noted. 

* Region III, IE (720101-810228). * General Electric Co. 77/05/05. Ip. 61079:230- 
61079:230. 

-9203110304 Insp Repts 30-05606/77-01 & 40-0534/77-01 on 770503 & 05.No non- 
compliances noted.Major areas inspected:program requirements,independent insp 
efforts,followup on noncompliances & deviations. 

* Region III, IE (720101-810228). 77/05/19. 17pp. 61079:231-61079:247. 

-9203190050 Safety insp on 770503-05 of licenses 34-00054-06 & SMB-191. Insp 
findings:no items of noncompliance noted. 

* Atomic Energy Commission (Pre 750119). * General Electric Co. 77/05/05. Ip. 
61080:290-61080:290. 


-9203190075 Insp Repts 30-05606/88-01 & 40-0534/88-01 on 880811-12.No violations 
noted for License 34-00054-06.Violations noted for License SMB-191 .Major areas 
inspected:organization, internal audits or insps & training/retraining of workers. 
GIBBONS,DA Region 3 (Post 820201). 88/09/19. 16pp. 61080:297-61080:312. 


DOCKET 40-0659 GENERAL ELECTRIC CO., CINCINNATI, OH 


9203040004 Partial response to FOIA request for records.App A & B records end & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. LEHRENBAUM.W.U. Perkins, Coie (formerly Perkins, Coie, Stone, 
Olsen & Williams). 5pp. 61078:001-61082:025. 

-9203240023 Insp Repts 30-20083/84-01 & 40-0659/84-01 on 840416-17. Noncompli¬ 
ance noted.Major areas inspecteddicensed programs. 

LASUK.S.R. Region 3 (Post 820201). 84/05/01. 15pp. 61081:328-61081:342. 


DOCKET 40-0772 BENDIX CORP., TETERBORO, NJ 


9203100140 Discusses cleanup of licensee - Bendix Div & Metpath.lnc properties in 
Teterboro.NJ.Staff concludes that further remedial action for removal of soil contami¬ 
nated w/thorium not required. 

KINNEMAN.J.D. Region 1 (Post 820201). 92/02/27. GARTNER,G. Allied-Signal Aero¬ 
space Co. 2pp. 60844:196-60844:197. 


2 


DOCKETED ITEMS 


DOCKET 40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, CO 

9203250339 Forwards “Split Rock Mill Tailings Regrading Rept for 1991,” per amend 
59 to license SUA-56. 

BAKER.SJ. Western Nuclear, Inc. 92/03/11. HALL.R. Uranium Recovery Field Ofc, 
R4. Ip. 61112:001-61113:340. 

—9203250343 “Split Rock Mill Tailings Regrading Rept for 1991.” W/six oversize maps. 
* Western Nuclear, Inc. 92/02/29. 800pp. 61112:002-61113:340. 

9203110360 Forwards 911121 radiation safety audit/ALARA rept for radiological safety 
audit conducted 911112. 

BAKER.S.J. Western Nuclear, Inc. 92/01/28. HALL.R. Uranium Recovery Field Ofc, 
R4. 6pp. 60885:317-60885:322. 

9203100238 Forwards 920212 analysis by Shepherd Miller,Inc of settlement data 
through Jan 1992,settlement platform data through Feb 1992 & schematic showing 
settlement platform locations. 

BAKER.SJ. Western Nuclear, Inc. 92/02/27. HALL.R.E. Uranium Recovery Field Ofc, 
R4. 41pp. 60864:316-60864:355. 

9203110184 “Semiannual Environ Monitoring Rept for Jul-Dec 1991.” 

BAKER.S.J. Western Nuclear, Inc. 92/03/02. HALL.R. Uranium Recovery Field Ofc, 
R4. 23pp. 60885:294-60885:312. 


DOCKET 40-1193 BABCOCK & WILCOX CO., APOLLO, PA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F ^ G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services {Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-8506240672 Consents to transfer of Licenses XB-37-138,37-04456-01, 37-08467- 
03,37-04456-03,37-04456-04 & 37-04456-06 to Nuclear Matls & Equipment Corp per 
licensee 670331 Itr.EncI App A incorporates Amend 24 to License 37-04456-03.W/O 
end. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/04/14. SHAPIRO,Z.D. 
Nuclear Materials & Equipment Corp. (NUMEC). Ip. 61317:093-61317:093. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

9203110344 Expresses opinion re license fee classification.NRC believes license falls 
under category 14 of fee schedule & should not be subject to 10CFR171 annual fee. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/07. HILLER,L. Division of Ac¬ 
counting & Finance (Post 890205). Ip. 60885:259-60885:259. 

9203110406 Forwards semi-annual effluent monitoring rept for period 910701-1231. 
HARDGROVE.T.W. Pathfinder Mines Corp. 92/02/12. HALL.R. Uranium Recovery 
Field Ofc, R4. Ip. 60885:118-60885:126. 

-9203110408 “Pathfinders Effluent Monitoring Rept 3rd & 4th Quarters, 1991.” 

* Pathfinder Mines Corp. 91/12/31. 8pp. 60885:119-60885:126. 

9203100267 Discusses ref invoices sent in error.Facility no longer operational or in 
standby status. 

NUGENT,E.L Pathfinder Mines Corp. 92/02/17. JACKSON,G. License Fee & Debt 
Collection Branch (Post 890827). Ip. 60866:084-60866:088. 

9203100240 Forwards records of transmittal to EPA re radon flux testing at Lucky 
McMine. 

HARDGROVE.T.W. Pathfinder Mines Corp. 92/02/28. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 11pp. 60864:356-60865:023. 

9203100298 Discusses corrective action program annual review & semiannual ground- 
water rept review for Pathfinder Lucky McMill site. 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. 92/02/28. Uranium Recovery 
Field Ofc, R4. 4pp. 60882:208-60882:211. 

9203110141 Ack receipt of corrective action program annual review dtd 911216.informs 
that several issues require attention to complete review including data on anions & 
cations. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/28. NUGENT,L. Pathfinder Mines 
Corp. 3pp. 60875:163-60875:165. 


DOCKET 40-2407 TESTAGAR & CO., INC., DETROIT, Ml 

9203090336 Partial response to FOIA requestApp A documents already available in 
PDR (filed under FOIA-81-276).App B documents end & placed in PDR.Review of 
documents subj to request continuing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/16. JENNINGS,L.K. Dechert, Price & Rhoads. 52pp. 60837:196- 
60837:355. 

-9203090359 Dicussess insp conducted on 620330 of activities authorized under Li¬ 
cense STB-404.Noncompliance noted. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 62/08/09. HEINRICH,S. Testa- 
gar & Co., Inc. 2pp. 60837:280-60837:281. 

—9203090363 Ack receipt of 620809 Itr re insp conducted on 620330. Corrective 
actions:special area built for equipment used in processing.Biological assays end. 
CARRIGAN.R.H. Atomic Energy Commission (Pre 750119). 62/08/14. PRICE,E.R. 
Testagar & Co., Inc. 3pp. 60837:282-60837:285. 

—9203090369 Responds to 640618 memo re medical use of source matl.Review of li¬ 
cense files indicates no licensee other than Fellows- Testagar Co authorized to use 
thorium preparations for administration to humans. 

DUBINSKI.L. Atomic Energy Commission (Pre 750119). 64/10/05. WESTERN,F. 
Atomic Energy Commission (Pre 750119). Ip. 60837:306-60837:306. 

—9203090373 Forwards application for renewal of license $TB-678,in response to 
680126 Itr. 

CARRIGAN.R.H. Fellows Medical Mfg. Co., Inc. 68/02/16. NUSSBAUMER.D.A. 
Atomic Energy Commission Pre 750119). Ip. 60837:320-60837:320. 


-9203090379 Informs that City of Detroit.MI issued cease & desist order to licensee on 
680725.Licensee compliance record reveals no significant problems. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 68/10/07. SEABORG, RAMEY, 
TAPE Atomic Energy Commission (Pre 750119). 2pp. 60837:325-60837:326. 

-9203090382 Forwards renewal of License R-152.lnfo re disposal of radwaste encl.W/o 
end. 

DELANEYJ.C. Atomic Energy Commission (Pre 750119). 58/04/23. CARRIGAN.R.H. 
Testagar & Co., Inc. 1 p. 60837:345-60837:347. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 


9203060049 “Facility Effluent Rept for Jul-Dec 1991.” W/920226 Itr. 
KOSMINDER.M.D. Allied-Signal Corp. 91/12/31. 3pp. 60880:328-60880:330. 


DOCKET 40-3453 ATLAS CORP., DENVER, CO 


9203110180 “Environ Monitoring Program for Jul-Dec 1991.” W/920226 Itr. 

EDWARDS,D.L. Atlas Corp. 91/12/31. HALL.R.E. Uranium Recovery Field Ofc, R4. 
43pp. 60886:277-60886:319. 

9203110151 Affirms extension granted to licensee for completion of revised reclamation 
plan. 

BLUBAUGH.R.E. Atlas Corp. 92/02/10. HALL.R.E. Uranium Recovery Field Ofc, R4. 
Ip. 60885:345-60885:345. 

9203110280 Summary of 920207 meeting w/licensee in Denver,CO to discuss reclama¬ 
tion plan for plant. 

JACOBY,D.L. Uranium Recovery Field Ofc, R4. 92/02/13. Uranium Recovery Field 
Ofc, R4. 3pp. 60885:291-60885:293. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


9203110170 “Semiannual Rept on Radioactive Effluent July-Dee 1991." W/920226 Itr. 
SALISBURY,W.C. American Nuclear Corp. 91/12/31. 17pp. 60886:259-60886:275. 

9203110130 Submits figures for 920131 market value of trust account. 

SHAFFER,R. Wyoming, State of. 92/02/07. CARPENTER,S.A. American Nuclear 
Corp. Ip. 60885:325-60885:325. 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 


9203310057 Forwards supplemental std application for satellite cell at Canonsburg.PA.in 
response to NRC 910124 Itr re control of residual radioactive matl disposed of outside 
of encapsulation cell. 

CHERNOFF.A.R. Energy, Dept. of. 92/03/26. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). 9pp. 61205:055-61205:063. 


DOCKET 40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 


9203120295 Confirms request for extension of time to answer NRC staff concerns re 
financial assurance documentation.Licensees agreed to extension until 920331 to 
submit appropriate info to NRC. 

DUFT.P.H. Mallinckrodt Specialty Chemicals Co. 92/03/03. HICKEYJ.W. Fuel Cycle 
Safety Branch. Ip. 60929:360-60929:360. 

9203240016 Forwards 920205 trip rept which familiarized project coordinator w/facility. 
CANIANO.R.J. Region 3 (Post 820201). 92/03/20. BYRD.T.J. Mallinckrodt Specialty 
Chemicals Co. Ip. 61052:346-61052:348. 

-9203240018 Trip rept of 920205 visit to facility to familiarize project coordinator w/site. 
LAMBERT,K.J. Region 3 (Post 820201). 92/03/20. Region 3 (Post 820201). 2pp. 
61052:347-61052:348. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


9203100245 “Environ Monitoring Data for Jul-Dec 1991.” W/920220 Itr. 

MURDOCK,E.S. Pathfinder Mines Corp. 91/12/31. GARCIA,P. Uranium Recovery 
Field Ofc, R4. 21pp. 60865:199-60865:219. 

9203110305 Forwards “Hydrologic Monitoring for Shirley Basin Tailings Seepage Con¬ 
trol Plan.” Data shows continuing improvement of surficial aquifer & tailings seepage 
control. 

MURDOCK,E.S. Pathfinder Mines Corp. 92/02/27. GARCIA,P. Uranium Recovery 
Field Ofc, R4. Ip. 60913:103-60913:214. 

-9203110311 “Hydrologic Monitoring For Shirley Basin Tailings Seepage Control Plan.” 
* Pathfinder Mines Corp. 92/02/29. 107pp. 60913:104-60913:214. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 


9203100223 Requests that extension of time for submittal of annual update to surety 
amount be granted until 45 days after NRC approval of corrective action program 
mods. 

JUDAY,R.A. Petrotomics Co. (formerly Getty/Petrotomics Co.). 92/02/20. HALL.R.E. 
Uranium Recovery Field Ofc, R4. Ip. 60864:310-60864:310. 

9203110157 Summary of 920219 meeting w/NRC,Petrotomics Co,Texaco Co & Hydro- 
Engineering to discuss proposed injection/recovery program w/respect to 
potential,future request for implementing alternate concentration limits. 
CORBETT-MILLER Uranium Recovery Field Ofc, R4. 92/02/25. Uranium Recovery 
Field C. R4. 2dd. 60 75:169-60875:170. 
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DOCKET 40-7102 SHI ELD ALLOY METALLURGICAL CORP., NEWFIELD, NJ 

9203240378 Advises that NRC anticipates commencement of technical review of li¬ 
cense renewal application,dtd 880718,upon receipt of site-wide characterization 
rept.Requests revised application or change pages be submitted. 

FARAZ.Y.H. Fuel Cycle Safety Branch. 92/03/19. SMITH,D.R. Shieldalloy Metallurgi¬ 
cal Corp. Ip. 61093:350-61093:350. 

9203260258 Forwards finding of no significant impact & notice of opportunity for hearing 
on 920213 & 871127 requests for amend to License SMB-743.Amend would authorize 
increase in possession & storage onsite of source matl. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/25. SMITH,D. Shieldalloy Metallurgical 
Corp. Ip. 61129:343-61129:349. 

-9203260259 Notice of consideration of issuance of amend to License SMB-743 & pro¬ 
posed NSHC determination & opportunity for hearing.Amend would authorize increase 
in possession & storage onsite of source matl & reflect change of name. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/25. 6pp. 61129:344-61129:349. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 

9203250263 Audit rept of radioactive matl located next to Greenville 
Metals,Greenville,PA.Gates locked,fence integrity maintained & signs placed on chain 
link & barbed wire fencing. 

MILLER,F.L. Whittar Industries, Ltd. dba Whittar Steel Strip (formerly Whittaker Corp.). 
92/03/16. Ip. 61099:200-61099:200. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 

9203020117 Ack receipt of 920129 response to 920124 notice of violation.Response 
considered deficient in that licensee failed to completely address four items for viola¬ 
tion as instructed. 

CALLAN.L.J. Region 4 (Post 820201). 92/02/26. HUNTER.J.J. Fansteel, Inc. 3pp. 
60731:160-60731:162. 

9203230381 Documents transfer of licensing responsibility for licenses from fuel cycle 
safety branch to decommissioning & regulatory issues branch .Transfer effective on 
920316. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/18. AUSTIN,J.H. Decommissioning & 
Regulatory Issues Branch (Post 901230). Ip. 61091:243-61091:243. 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC., LIMA, OH 

9203060413 Forwards Vols 1-6 of “Closure Plan - Mixed Waste Pond Closure Project 
BP Chemicals,Inc,Lima,OH." 

RUPERT,W.M. BP Chemicals International. 92/02/17. YOUNG,Y. NRC - No Detailed 
Affiliation Given. 11pp. 60953:167-60958:344. 

-9203060417 Vols 1-6 of “Closure Plan - Mixed Waste Pond Closure Project BP 
Chemicals,Inc,Lima,OH.” W/sixteen oversize drawings. 

* BP Chemicals International. 92/01/30. 2,000pp. 60953:178-60958:344. 

9203230001 Forwards Vols l-V of, “Application for Extension to Land Disposal Ban Ef¬ 
fective Date Per 40CFR268.5 for Four Mixed Waste Ponds.” W/16 oversize drawings. 
RUPERT,W.M. BP Chemicals International. 92/02/24. YOUNG,Y. NRC - No Detailed 
Affiliation Given. Ip. 61175:213-61180:291. 

-9203230003 Vols l-V to, “Application for Extension to Land Disposal Ban Effective 
Date Per 40CFR268.5 for Four Mixed Waste Ponds.” 

* BP Chemicals International. 92/02/24. 1,200pp. 61175:214-61180:291. 

9203170100 Application for amend to License SUB-0908,revising sections re const 
sequence,const of stormwater controls,dewatering, clean closing burn & deepwell 
ponds,disposal at existing disposal site,description of waste & property uses. 
WALPOLE,J.W. BP Chemicals International. 92/02/28. YOUNG,Y. NRC - No Detailed 
Affiliation Given. 750pp. 61123:121-61125:320. 


DOCKET 40-8021 PLG, INC., NEWPORT BEACH, CA 

9203110091 Forwards independent oversight program rept for wk ending 920301. 
GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/03/03. 
SHEPPARD,J.J. Sequoyah Fuels Corp. 10pp. 60849:170-60849:179. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., GORE, OK 

9203090479 Responds to FOIA request for info.Records identified in app A end & being 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/22. THOMAS,W. Winthrop, Stimson, Putnam & Roberts. 6pp. 
60884:272-60885:114. 

-9203090480 Expresses appreciation for opportunity to meet w/recipient & members of 
staff on 901003 & extends invitation to visit facility. 

GRAVES,R. Sequoyah Fuels Corp. 90/10/05. SYNAR.M. House of Rep. 146pp. 
60884:281-60885:114. 

9203100321 Partial response to FOIA request for documents.Apps X,Y & Z documents 
end & also placed in PDR. 

GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran &Tousley). 11pp. 60904:001-60905:130. 

-9203100324 Rev 3 to Operating Procedure HS-001, “Establishing & Posting Radiation 
Control Areas.” 

* Sequoyah Fuels Corp. 89/01/06. 7pp. 60904:014-60904:020. 

-9203100326 Rev 6 to Operating Procedure HS-010, “Radiation & Radioactive Matl In¬ 
cident Investigation & Reporting." Related info end. 

* Sequoyah Fuels Corp. 89/02/15. 15pp. 60904:021-60904:035. 

-9203100327 Rev 4 to Operating Procedure HS-101, “Bioassay Program." Related info 
end. 

* Sequoyah Fuels Corp. 89/06/09. 11pp. 60904:036-60904:075. 


—9203100329 Rev 2 to Operating Procedure G-153, “Use of 5-Minute Emergency 
Escape Breathing Apparatus.” 

* Sequoyah Fuels Corp. 89/10/31. 4pp. 60904:076-60904:079. 

—9203100330 Rev 4 to Operating Procedure G-110, “Personnel Radiation Exposure 
Monitoring.” 

* Sequoyah Fuels Corp. 89/11/07. 8pp. 60904:080-60904:087. 

-9203100332 Rev 1 to Operating Procedure G-114, “Change Room Procedure.” Relat¬ 
ed info encl. 

* Sequoyah Fuels Corp. 89/11/07. 54pp. 60904:088-60904:141. 

—9203100338 Forwards facility progress rept & analytical data rept for 901221-28. 
GRAVES,R. Sequoyah Fuels Corp. 91/01/02. ROBINSON,C. Office of Nuclear Materi¬ 
al Safety & Safeguards. 4pp. 60904:142-60904:145. 

-9203100339 Forwards facility progress rept & analytical data rept for 901228-910103. 
GRAVES,R. Sequoyah Fuels Corp. 91/01/04. ROBINSON,C. Office of Nuclear Materi¬ 
al Safety & Safeguards. 12pp. 60904:146-60904:164. 

-9203100341 Informs that NRC agreed w/licensee that security guards would no longer 
notify control room during off hours. 

BEACH,A.B. Region 4 (Post 820201). 91/01/08. NRC - No Detailed Affiliation Given. 
13pp. 60904:165-60904:180. 

-9203100343 Rev 4 to Operating Procedure N-290-13, “Plant Pond,Pit & Pad Pump- 
Out.” Related info encl. 

* Sequoyah Fuels Corp. 91/02/01. 29pp. 60904:181-60904:210. 

-9203100346 Rev 7 to Operating Procedure G-304, “Hazardous Work Permits.” 

* Sequoyah Fuels Corp. 91/02/13. 28pp. 60904:228-60904:257. 

-9203100348 Rev 0 to Operating Procedure G-113, “Non-Routine Handling of Radioac¬ 
tive Matls." 

* Sequoyah Fuels Corp. 89/10/18. 35pp. 60904:258-60904:293. 

-9203110412 Rev 6 to Operating Procedure G-160, “Health & Safety Precautions & Re¬ 
quirements.” 

* Sequoyah Fuels Corp. 90/01/31. 23pp. 60904:294-60904:316. 

-9203110413 Rev 6 to Operating Procedure G-111, “Access to Restricted Areais & 
Controlled Access Areas.” 

* Sequoyah Fuels Corp. 90/01/30. 18pp. 60904:317-60904:334. 

—9203110414 Submits daily staff note re licensee 900216 notification that fluoride 
sludge retention basin overflowed. 

* Region 4 (Post 820201). 90/02/20. Region 4 (Post 820201). 10pp. 60904:335- 
60904:344. 

-9203110416 Rev 9 to Operating Procedure G-004, “Reporting Requirements for Ab¬ 
normal Events." 

* Sequoyah Fuels Corp. 90/04/26. 34pp. 60904:345-60905:017. 

-9203110417 Trip rept of 900516 visit to Sequoyah Fuel Corp re organization changes 
& plant & operational improvements. 

FISHER,W.L. NRC - No Detailed Affiliation Given. 90/05/22. NRC - No Detailed Affili¬ 
ation Given. 14pp. 60905:018-60905:031. 

-9203110421 Rev 7 to Operating Procedure G-111, “Access to Restricted Areas & 
Controlled Access Areas." Supporting documentation encl. 

* Sequoyah Fuels Corp. 90/08/03. 60pp. 60905:032-60905:092. 

-9203110422 Rev 6 to Operating Procedure HS-301, “Radiation, Contamination & Re¬ 
lease Surveys.” 

* Sequoyah Fuels Corp. 89/07/12. 38pp. 60905:093-60905:130. 

9203130247 Forwards "Sequoyah Fuels Corp Info & Data Collected on Facility Cultural 
& Performance Improvements." Rept provides evidence that significant changes un¬ 
derway at facility. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/09. MARTIN.R.D. Region 4 (Post 
820201). Ip. 60968:058-60968:192. 

-9203130252 “Sequoyah Fuels Corp Info & Data Collected on Facility Cultural & Per¬ 
formance Improvements.” 

* Sequoyah Fuels Corp. 92/03/09. 137pp. 60968:060-60968:192. 

9203110306 “Sequoyah Fuels Corp Semiannual Effluent Rept for Second Half 1991.” 
W/920227 Itr. 

RICHARDSON,J.D. Sequoyah Fuels Corp. 91/12/31. MARTIN.R.D. Region 4 (Post 
820201). 2pp. 60913:007-60913:008. 

9203090032 Forwards facility gore water sample results collected during 910624-28 
insp.Analytical work requested included metals, radionuclides,nitrates & various anions 
& cations.Data will be used as supplementary info during 920110 review. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/07. CALLAN.L.J. Region 4 (Post 
820201). 2pp. 60832:183-60832:218. 

-9203090037 Facility gore water sample results for north ditch,emergency basin.MW- 
34T,MW-33T,MW-10,MW-36 (partial),MW-36A,MW-10, MW-2326,MW-2302B,flouride 
clarifier decant,RW-3,roof drain & laundry H20. 

* Sequoyah Fuels Corp. 92/01/18. 34pp. 60832:185-60832:218. 

9203180375 Forwards results of analytical work performed on water samples collected 
during 910624-28 insp of facility.Data will be used as supplementary info during G 
Konwinski review of 920110 licensee action plan. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/07. CALLAN.L.J. Region 4 (Post 
820201). 35pp. 60971:050-60971:084. 

9203020007 Summary of 920214 meeting re licensee briefing of NRC re vendor view of 
readiness for restart.Agenda & viewgraphs encl. 

HORN.M. Fuel Cycle Safety Branch. 92/02/27. TOKAR.M. Fuel Cycle Safety Branch. 
41pp. 60767:246-60767:286. 

9203040020 PNO-IV-92-015:on 920226,licensee notified NRC of contamination in unre¬ 
stricted area.Contamination limited to instrument support racks on rear of instrument 
control panel.Cause unknown,Licensee has not issued press releases. 

* Region 4 (Post 820201). 92/02/27. 2pp. 60767:052-60767:053. 
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9203110115 Forwards independent oversight program rept for wk ending 920223. Rept 
summarizes observations,concerns & resolutions of prior concerns.Procedures per¬ 
formed in satisfactory manner. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/02/27. 
SHEPPARD,J.J. Sequoyah Fuels Corp. 12pp. 60849:223-60849:234. 

9203120267 Informs that QA upgrade described in Section 6.2 of 920103 Itr underway & 
that vendor plans to defer outside review of Procedures QA-101 & QA-105,submitted 
in 920131 Itr to allow QA upgrade to define restructured QA program. 
RICHARDSON.J.D. Sequoyah Fuels Corp. 92/02/27. MARTIN,R.D. Region 4 (Post 
820201). 3pp. 60925:314-60925:316. 

9203050006 Informs of position that before restart of plant may be permitted,NRC must 
issue EIS & circulate for public comment. Appropriate legal relief will be sought if NRC 
denies request.NRC response should be known by 920306. 

CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). #192 12627. 92/02/28. 
THE CHAIRMAN, SELIN.I., ROGERS,K.C. Commissioners (Post 750119). 3pp. 
60790:283-60790:285. 

9203110292 Forwards Rev 1 to Radiological Survey Plan for Unrestricted Areas at Se¬ 
quoyah facility & root cause analysis of contaminated matl found at Carlile Training 
Ctr. 

RICHARDSON,J.D. Sequoyah Fuels Corp. 92/02/28. MARTIN,R.D. Region 4 (Post 
820201). 2pp. 60912:340-60912:355. 

•>9203110298 Rev 1 to Radiological Survey Plan for Unrestricted Areas at Sequoyah 
Fuels Corp,including evaluation of contaminated matl found at Sequoyah Fuels Facility 
Carlile Training Ctr. 

* Sequoyah Fuels Corp. 92/02/27. 14pp. 60912:342-60912:355. 

i 

9203110339 Revised application for amend to License SUB-1010,adding organizational 
& personnel changes & correcting typos. 

RICHARDSON,J.D. Sequoyah Fuels Corp. 92/02/28. HICKEY.J.W. Fuel Cycle Safety 
Branch. 56pp. 60897:176-60897:230. 

9203110375 Requests exemption from reporting requirements of 10CFR20.405 & 
10CFR40.60(b) & (c),per 10CFR20.501 & 10CFR20.40.60(b).Licensee intends to notify 
Region IV of implementation of survey plan in lieu of subj requirement. 

RICHARDSON,J.D. Sequoyah Fuels Corp. 92/02/28. BERNERO.R.M. Office of Nucle¬ 
ar Material Safety & Safeguards. 2pp. 60913:013-60913:014. 

9203110266 Submits addl info to clarify info submitted on 920203 re groundwater data 
presented in Environ Rept submitted as part of 900829 license renewal application 
(1990 ER) & Rev 1 submitted on 920110 (ER.Rev 1). 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/02. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 3pp. 60909:291-60909:293. 

9203110284 Forwards revs to offsite emergency mgt plan & rev schedule. W/o end. 
SHEPPARD.J.J. Sequoyah Fuels Corp. 92/03/02. CALLAN.L.J. Region 4 (Post 
820201). Ip. 60909:287-60909:287. 

9203110330 Forwards Rev 2 to Environ Rept.Rept originally part of license renewal ap- 
plicaton for License SUB-1010.Rev clarifies data from groundwater monitoring wells 
associated w/fertilizer application program test plots. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/02. HICKEY.J.W. Fuel Cycle Safety 
Branch. 4pp. 60897:261-60897:264. 

9203090099 Informs that License SUB-1010 need not be amended to incorporate de¬ 
commissioning financial assurance requirements,per review of 900726 & 910104 
submittals.Amend application dtd 900726 may be withdrawn.Comments end. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/04. RICHARDSON,J. Sequoyah Fuels 
Corp. 3pp. 60852:238-60852:240. 

9203090123 Forwards listed documents,w/regard to Sequoyah Fuels Corp renewal pro- 
C 0 odi no 

HORN.M. Fuel Cycle Safety Branch. 92/03/05. UTTAL.S. Office of the General Coun¬ 
sel (Post 860701). 4pp. 60893:064-60893:067. 

9203100130 Responds to 920228 Itr to Commission re issuance of EIS prior to restart 
of facility. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/03/05. 
CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). Ip. 60899:354-60899:354. 

9203110016 Ack receipt of Itr explaining NRC reasons for declining to prepare EIS prior 
to restart of facility.NRC would be in dereliction of duties under NEPA if facility al¬ 
lowed to restart w/o preparing EIS.Related correspondence. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). #192 12665. 92/03/05. BERNERO.R.M. Office of Nuclear Material Safety & 
Safeguards. 3pp. 60849:258-60849:260. 

9203110022 Expresses gratitude for Itr explaining NRC reasons for declining to prepare 
EIS prior to facility restartRequests that NRC reconsider position to avoid unneces¬ 
sary litigation. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). #192 12666. 92/03/05. BERNERO.R.M. Office of Nudear Material Safety & 
Safeguards. 3pp. 60849:271-60849:273. 

9203110033 Responds to 920127 Itr supporting request for NRC hearing on petition 
filed by Native Americans for Clean Environ & Cherokee Nation.Informs of 920317 
meeting re plant restart Served on 920310.W/Certificate of Svc. 

SELIN.I. Commissioners (Post 750119). #192 12675. 92/03/05. INOUYE.D.K. Senate, 
Indian Affairs. 2pp. 60850:026-60850:032. 

9203160300 Responds to 920127 Itr which supports request of Cherokee Nation of 
Oklahoma for Commission hearing on petition filed by Native Americans for Clean En¬ 
viron & Cherokee Nation. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/05. INOUYE.D.K. 
Senate. 2pp. 60932:242-60932:246. 

-9203170197 Requests that NRC grant hearing re petition that concerns license of Se¬ 
quoyah Fuels Corp U processing plant in Grove, OK. 

INOUYE.D.K. Senate. 92/01/27. THE CHAIRMAN, SELIN.I. Commissioners (Post 
750119). Ip. 60932:246-60932:246. 


9203110021 Forwards insp rept 40-8027/91-17 on 911218-19,920107-08 & 0127-0203 
& notice of violation. 

CALLAN.LJ. Region 4 (Post 820201). 92/03/06. SHEPPARD.J.J. Sequoyah Fuels 
Corp. 5pp. 60849:018-60849:064. 

“9203110024 Notice of violation from insp on 920127-0203.Violation noted:licensee did 
not secure licensed matl stored in unrestricted area from unauthorized removal from 
place of storage. 

* Region 4 (Post 820201). 92/03/06. 2pp. 60849:023-60849:024. 

“9203110029 Insp rept 40-8027/91-17 on 911218-19,920107-08 & 0127-0203. Viola¬ 
tions noted.Major areas inspected:team evaluated compliance w/order modifying li¬ 
cense & demand for info (order) dtd 911003. 

CAIN.C.L. Region 4 (Post 820201). 92/03/06. 40pp. 60849:025-60849:064. 

9203200247 Responds to NRC 920205 Itr re violations noted in insp rept 40-8027/91- 
14.Corrective actions:established means for obtaining full accounting of liquid ship¬ 
ments upon receipt. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/06. MARTIN,R.D. Region 4 (Post 
820201). 5pp. 61069:317-61069:321. 

9203300170 EN-92-022 on 920313,order modifying license (effective immediately) & 
demand for info to be issued.Action imposed new reporting requirements to give NRC 
added assurance that issues are promptly brought to licensee attention. 
TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/09. Ip. 
61225:008-61225:008. 


9203240216 Responds to 920220 Itr requesting consideration of petition requesting rev¬ 
ocation of Sequoyah Fuels Corps operating license for Gore,OK facility. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/10. BOREN,D.L. 
Senate. 2pp. 61096:314-61096:342. 

“9203240220 Forwards petition seeking immediate revocation of operating license for 
Sequoyah Fuels Corps U mill processing plant in Gore,OK,on behalf of Native Ameri¬ 
cans for Clean Environ & Cherokee Nation. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 91/11/27. SELIN.I., ROGERS,K.C., CURTISS,J.R. Commissioners (Post 
750119). 25pp. 61096:316-61096:342. 

9203190367 Responds to 920214 Itr requesting consideration of Enforcement Petition 
submitted by WP Mankiller,Principal Chief of Cherokee Nation.Petition seeks revoca¬ 
tion of Sequoyah Fuels Corps license for Gore,OK facility. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/11. NICKLES.D. 
Senate. 2pp. 61062:143-61062:144. 

9203230029 Informs NRC of licensee plans to upgrade groundwater monitoring 
program,including submission of proposed license amendment in Mar 1992.Update of 
facility environmental investigation continues w/results of 1991 sampling to come. 
RICHARDSON.J.D. Sequoyah Fuels Corp. 92/03/12. BERNERO.R.M. Office of Nucle¬ 
ar Material Safety & Safeguards. Ip. 61077:188-61077:188. 

9203230287 Responds to 920220 request for consideration of petition submitted by M 
Saeger requesting revocation of OL.Matters raised in petition do not pose immediate 
threat to public health & safety.Petition currently under NRC review. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/12. BOREN,D.L. 
Senate. 4pp. 61071:293-61071:347. 

9203230331 Responds to request for position re readiness to restart facility.OK Dept of 
Wildlife Conservation objects to restart of facility unless facility & NRC together make 
listed commitments. 

CANTRELL,B.H. Oklahoma, State of. 92/03/12. CHILK.S.J. Office of the Secretary of 
the Commission. 5pp. 61077:080-61077:084. 

9203250206 Confirms conversation re status of employees involved in allegations which 
vendor has investigated & Ol is investigating.Employees identified to Ol restricted 
from NRC-regulated activities until Ol investigation complete. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/12. MARTIN,R.D. Region 4 (Post 
820201). Ip. 61099:162-61099:162. 

9203170038 Forwards order modifying license (effective immediately) & demand for info 
re as new license conditions reporting requirements,intended to give NRC added as¬ 
surance that issues of potential safety reported. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards. 92/03/13. 
SHEPPARD.J.J. Sequoyah Fuels Corp. 4pp. 60924:022-60924:035. 

9203200233 Responds to 920221 order directing NRC to advise Board of basis for omit¬ 
ting from hearing file,correspondence between applicant & NRC re 911005 order 
modifying license & demand for info. 

UTTAL.S.L. Office of the General Counsel (Post 860701). #192 12696. 92/03/13. 
GLEASON,J.P. Atomic Safety & Licensing Board Panel. 2pp. 60976:289-60976:290. 

9203230306 Informs that on 920211,found that boots worn by maint mechanics while 
working at Pond 3E on 920207 contaminated & on 920212,boots determined to be 
contaminated.Pond 3E posted as Controlled Access Area. 

RICHARDSON.J.D. Sequoyah Fuels Corp. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 61071:285-61071:290. 

9203250014 Forwards independent oversight program rept for wk ending 920308.Rept 
summarizes observations,concerns & resolutions of prior concerns for last 7 days. 
GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/03/13. 
SHEPPARD.J.J. Sequoyah Fuels Corp. 9pp. 61070:053-61070:061. 

9203250193 Provides addl info re interim mgt oversight measures being taken during 
period required for long-term programs to mature & become effective,per Insp Rept 
40-8027/91-17. K H 

RICHARDSON.J.D. Sequoyah Fuels Corp. 92/03/13. MARTIN,R.D. Reqion 4 (Post 
820201). 23pp. 61099:136-61099:159. 

9203230013 Responds to NRC 920313 order modifying license,effective 

immediately.Vendor strongly disagrees w/terms of Section IV of order but will comply 
w/terms of order. 

SHEPPARD J.J. Sequoyah Fuels Corp. 92/03/16. CHILK.S. Office of the Secretary of 
the Commission. 3pp. 61077:200-61077:202. 
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“9203230011 Responds to NRC 920313 order modifying license,effective immediately & 
demand for info.Vendor has full confidence in RD Richardson candor & assurance 
that all info of regulatory concern provided to NRC.Affidavits end. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/15. LIEBERMAN,J. Ofc of Enforcement 
(Post 870413). 11pp. 61077:189-61077:202. 

-9203240299 Provides response to 920313 order modifying license (effective immedi¬ 
ately) & demand for info. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/15. LIEBERMAN Docketing & Services 
Branch. 14pp. 61117:179-61117:189. 

-9203240314 Forwards order imposing as new license conditions,reporting require¬ 
ments intended to give NRC added assurance that issues of potential safety & regula¬ 
tory significance are promptly brought to NRC attention. 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 92/03/13. SHEPPARD,J.J. Sequoyah Fuels Corp. 4pp. 
61117:190-61117:193. 

—9203240323 Order modifying license (effective immediately). 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 92/03/13. Sequoyah Fuels Corp. 9pp. 61117:194-61117:202. 

9203190024 Discusses order modifying license,effective immediately. W/o end. 

BAKER,E.T. Ofc of Enforcement (Post 870413). 92/03/17. LESAR.M.T. Regulatory 
Publications Branch. Ip. 60959:155-60959:155. 

9203230384 Requests that NRC prepare enforcement action to be circulated for public 
comment before permitting restart of Sequoyah Fuels Corp plant. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). WILCOXEN.J. Wilcoxen & Wilcoxen. 92/03/17. Commissioners (Post 
750119). 32pp. 61058:067-61058:099. 

9203240376 Undated opening statement of Chairman Ivan Selin briefing on status of 
restart of General Atomics Sequoyah Fuels Corp U conversion facility. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/03/17. 3pp. 61068:227- 
61068:228. 

9203300333 Submits qualifications of addl outside reviewer selected by vendor to per¬ 
form outside review of vendors health & safety & environ procedures for review & 
approval.P Loysen statement of qualifications encl.Statement withheld. 

SHEPPARD,J.J. Sequoyah Fuels Corp. 92/03/18. MARTIN,R.D. Region 4 (Post 
820201). Ip. 61209:212-61209:212. 

9203310124 Revised ‘‘Off-Site Emergency Mgt Plan.” W/920319 Itr. 

RICHARDSON,J.D. Sequoyah Fuels Corp. 92/03/19. 51pp. 61205:132-61205:181. 

9203310174 Forwards Independent Oversight Program (IOP) Rept for wk ending 
920315.Rept summarizes observations,concerns & resolutions of prior concerns for 
last 7 days. 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/03/19. 
SHEPPARD,J.J. Sequoyah Fuels Corp. 9pp. 61205:283-61205:291. 

9203260045 Submits addl comments for inclusion in record of 920317 briefing of NRC 
on readiness to restart facility. 

SHEPPARD,J.J. Sequoyah Fuels Corp. #192 12726. 92/03/20. CHILK.S. Office of the 
Secretary of the Commission. 20pp. 61083:336-61083:355. 

9203260069 Motion for order directing Staff to establish working dialogue w/Cherokee 
Nation of Oklahoma.* Moves Commission for order directing staff to establish working 
dialogue w/ Tribe re restart of facility.W/Certificate of Svc. 

WILCOXEN,J.G. Cherokee Nation. WILCOXEN,J.G. Wilcoxen & Wilcoxen. #192 
12728. 92/03/20. Commissioners (Post 750119). 4pp. 61084:105-61084:108. 

9203260076 Requests that listed info be made available in order for Native Americans 
for Clean Environ & Cherokee Nation to determine whether licensee can operate plant 
in safe manner w/o undue risk to environ. 

CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Cherokee 
Nation. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran 
& Tousley). #192 12724. 92/03/20. Commissioners (Post 750119). 3pp. 61084:001- 
61084:104. 

-9203260084 Native Americans for Clean Environ & Cherokee Nation opposition to 
NRC proposal to permit restart of Sequoyah Fuels U Processing Facility.Requests that 
NRC prepare & circulate environ assessment before plant restart. 

CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). WILCOXEN.J. Cherokee 
Nation. 92/03/17. Commissioners (Post 750119). 101pp. 61084:004-61084:104. 

9203270042 Advises that planned maintenance on foam deluge sys in solvent extrac¬ 
tion bldg on 920219 not reportable per 10CFR40.60(b)(2),based on fact that event 
was planned & fire watch was posted,per provisions of License SUB-1010. 
RICHARDSON,J.D. Sequoyah Fuels Corp. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61163:071-61163:072. 

9203300078 Ack receipt of 920315 & 16 responses to order modifying license (effective 
immediately) & demand for info dtd 920313. 

LIEBERMAN,J. Ofc of Enforcement (Post 870413). 92/03/25. SHEPPARD,J.J. Se¬ 
quoyah Fuels Corp. 3pp. 61110:317-61110:319. 

9203300081 Advises that 920320 response re request for maintenance of depleted UF4 
plant may be performed. 

MARTIN,R.D. Region 4 (Post 820201). 92/03/25. RICHARDSON.J.D. Sequoyah Fuels 
Corp. 3pp. 61110:333-61110:335. 

9203300217 Forwards list of documents relating to Nov 1990 Demand & Oct 1991 
Demand/Order w/regard to Sequoyah Fuels Corp renewal proceeding for incorpora¬ 
tion into staff hearing file. 

HORN.M. Fuel Cycle Safety Branch. 92/03/26. UTTAL.S. Office of the General Coun¬ 
sel (Post 860701). 2pp. 61192:275-61192:278. 


DOCKET 40-8084 RIO ALGOM MINING CORP., MOAB, UT 


9203100244 “Semiannual Environ Monitoring Rept for Jul-Dec 1991." W/920226 Itr. 
PATTISON.R.S., FOSSEV.F.G. Rio Algom Mining Corp. 91/12/31. HALL.R.E. Uranium 
Recovery Field Ofc, R4. 22pp. 60865:024-60865:045. 


9203110320 Forwards Rio Algom Mining Corp application & request for NRC review & 
approval to const evaporation cell under lower tailings impoundment at Lisbon,Utah 
facility. 

FERDINAND,B. Rio Algom Mining Corp. 92/02/03. HALL.R. Uranium Recovery Field 
Ofc, R4. 81pp. 60875:330-60876:049. 

9203110402 Application for amend to license SUA-1119 revising license condition 53(D) 
concerning pump rate to wells. 

FERDINAND,B. Rio Algom Mining Corp. 92/02/24. HALL.R. Uranium Recovery Field 
Ofc, R4. 2pp. 60885:131-60885:133. 


DOCKET 40-8102 EXXON CORP., HOUSTON, TX 


9203110328 Annual rept of seepage mitigation for 1991,Itr rept. 

RANGE,D.M. Exxon Corp. 92/01/30. HALL.R.E. Uranium Recovery Field Ofc, R4. 
58pp. 60912:001-60912:058. 

9203100242 Forwards semi-annual environ monitoring results covering Highland Recla¬ 
mation Project for period 910701-1231. Water levels in monitor wells,settlement 
monument data & summary of water quality end. 

RANGE,D.M. Exxon Corp. 92/02/17. Uranium Recovery Field Ofc, R4. Ip. 60865:252- 
60865:323. 

-9203100247 “Exxon Coal & Minerals Co Highland Reclamation Project Water Well Ele¬ 
vations Second Half 1991." 

* Exxon Corp. 92/02/17. 66pp. 60865:253-60865:323. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 


9203110368 Forwards results of effluent & environ monitoring data collected at Bear 
Creek during past 6 months,per license condition 47 C of license SUA-1310. 

CHASE,G. Union Pacific Resources Co. 92/01/10. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 18pp. 60876:080-60876:097. 


DOCKET 40-8502 TOTAL MINERALS CORP., CASPER, WY 


9203110388 Forwards results of 517 test site restoration for review & approval. 
CHAPMAN,WJ. Total Minerals Corp. 92/01/31. MOONEY,G. Wyoming, State of. Ip. 
60885:137-60885:155. 

-9203110392 “Total Minerals Corp Irigaray Mine Operations 517 Restoration Results.” 

* Total Minerals Corp. 92/01/14. 18pp. 60885:138-60885:155. 

9203120090 Forwards excursion remediation for facilities in response to 911220 re¬ 
quest. 

CHAPMAN,W.J. Total Minerals Corp. 92/02/17. HALL.R. Uranium Recovery Field Ofc, 
R4. Ip. 60917:035-60917:092. 

-9203120105 “Info Re Excursion Wells for Irigaray & Christensen Mine Sites.” W/one 
oversize. 

* Total Minerals Corp. 92/02/15. 59pp. 60917:036-60917:092. 

9203110239 Forwards memo from R Lucht of water quality div summarizing review of 
517 site restoration rept. 

MOONEY,G. Wyoming, State of. 92/02/18. CHAPMAN,W.J. Total Minerals Corp. 3pp. 
60887:214-60887:216. 


DOCKET 40-8584 MINERALS EXPLORATION CO., RAWLINS, WY 


9203110273 “Semiannual Environ Monitoring Rept for Jul-Dec 1991." W/ 920207 Itr. 
WORMAN.G.W. Union 76 Minerals Exploration Co. 91/12/31. HALL.R.E. Uranium Re¬ 
covery Field Ofc, R4. 4pp. 60887:217-60887:220. 

9203110159 Forwards third annual corrective action program review for 1991 .Rept sum¬ 
marizes monitoring & mitigation efforts in area of tailings cell.W/o end. 

WORMAN.G. Union 76 Minerals Exploration Co. 92/01/24. HALL.R.E. Uranium Re¬ 
covery Field Ofc, R4. 2pp. 60885:347-60885:348. 

9203110351 Forwards annual ALARA audit addressing condition 27 of license SUA- 
1350. 

WORMAN.G.W. Union Oil Co. of California (dba Unocal). 92/01/28. HALL.R.E. Urani¬ 
um Recovery Field Ofc, R4. 12pp. 60887:238-60887:249. 

9203110382 Forwards amend 17 to license SUA-1350,revising license condition 45 to 
allow operation of mine water cleanup ion exchange in either upflow or downflow 
mode as required,per 911018 request. 

HALL.R.E. Uranium Recovery Field Ofc. R4. 92/02/07. PAULSON,O. Union 76 Miner¬ 
als Exploration Co. 2pp. 60887:317-60887:328. 

-9203110387 Amend 17 to license SUA-1350 for Minerals Exploration Co, revising li¬ 
cense condition 45. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/06. 10pp. 60887:319-60887:328. 


DOCKET 40-8681 UMETCO MINERALS CORP., BLANDING, UT 


9203100287 "Semi-Annual Effluent Rept for Period 900701-1231.” W/920228 Itr. 
SCHIERMAN.S.L. UMETCO Minerals Corp. 90/12/31. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 71pp. 60865:350-60866:069. 

9203110407 Informs that license condition 20 requires annual update to surely bond 90 
days prior to June 4 based on inflation, changes in engineering plans,activities per¬ 
formed & any other conditions affecting estimated costs for site closure. 
SCHIERMAN.S.L. UMETCO Minerals Corp. 92/02/11. HALL.R.E. Uranium Recovery 
Field Ofc, R4. Ip. 60876:165-60876:165. 

9203110207 Forwards check for interest & administrative fees associated w/invoices 
J0049-92 & J0050-92.W/O end. 

MARUYAMA.J. UMETCO Minerals Corp. 92/02/14. Division of Accounting & Finance 
(Post 890205). Ip. 60887:181-60887:181. 
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DOCKET 40-8698 PLATEAU RESOURCES, LTD., LAKE POWELL, UT 

S203100221 Requests that review of application for amend to license SUA-1371 which 
would designate license as “possession only" be placed on hold until further notice. 
CORLEY,J.L. Plateau Resources, Ltd. 92/02/19. HALL.R. Uranium Recovery Field 
Ofc, R4. Ip. 60864:309-60864:309. 


DOCKET 40-8724 CHEMETRON CORP., PITTSBURGH, PA 

9203040380 Partial response to FOIA request for documents re McGean-Roho.Inc & 
Chemetron Corp.Forwards App A documents. App A documents available in PDR. 
PHILIP,J.D. Division of Freedom of Information & Publications Services (Post 890205). 
91/08/09. MITCHELL,W. Armstrong, Gordon, Mitchell & Damiani. 4pp. 60808:283- 
60809:010. 

-9103260191 Responds to 910128 Itr re violations noted in Insp Rept 40-08724/91- 
01 .Corrective actions:Chemetron took direct responsibility for site & changed organiza¬ 
tional structure re contractors rept to company. 

LEDERMAN.M.G. Chemetron Corp. 91/02/28. GROBE.J.A. Region 3 (Post 820201). 
3pp. 60808:287-60808:331. 

-9203040381 Discusses 850410 meeting w/J Lusher re status of Chemetron Corp de¬ 
contamination activities. 

SLAWINSKI.W.J. Region 3 (Post 820201). 85/04/23. Region 3 (Post 820201). Ip. 
60808:332-60809:010. 

9203310215 Expresses concern re delay in remediation of Bert Avenue dumpsite in 
Newburgh Heights,OH.Understands that NRC currently engaged in process 
which,within months time, will yield guidance concerning how to proceed. 

GLENN,J., METZENBAUM.H., OAKAR.M.R. Senate. 92/02/03. THE CHAIRMAN, 
SELIN,I. Commissioners (Post 750119). Ip. 61195:320-61195:320. 

9203040156 Withdraws request that info in 910215 Itr re security patrols be withheld (ref 
10CFR2.790(a)(4)). 

KOH.B. Chemetron Corp. 92/02/04. GROBE.J.A. Region 3 (Post 820201). Ip. 
60802:172-60802:172. 

9203050289 Informs licensee of Ohio Administrative Code requirements for Bert Ave 
dump per 920128 meeting.Submission of site characterization plan,waste pile charac¬ 
terization plan & rept & raw chemical data required. 

JONES,K. Ohio, State of. 92/02/10. KOH.B. Chemetron Corp. 2pp. 60873:118- 
60873:118. 

9203120383 Revises 920213 notice of meeting on 920316 in Newburgh Heights,OH to 
review Bert Avenue & Harvard Avenue decommissioning status & status of plans for 
McGean/Rohco site area characterization study.Earlier meeting cancelled. 
SRENIAWSKI.D.J. Region 3 (Post 820201). 92/03/06. OWEN.R. Ohio, State of. 2pp. 
60930:044-60930:045. 

9203170245 Provides estimated costs of possible scenarios for disposal of waste matls 
at Harvard Avenue & Bert Avenue sites.Plan calls for placing possibly contaminated 
matls in cell & verifying concentation does not exceed guidelines. 

LEDERMAN.M.G. Chemetron Corp. 92/03/09. BANGART.R.L. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 7pp. 60992:351-60992:357. 

9203230387 Forwards Chemetron Corp Itr dtd 920205,responding to comments entitled, 
“Remediation Plan for Harvard & Bert Ave Sites,Aug 1991." W/o end. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
18. JONES,K. Ohio, State of. ip. 61091:257-61091:258. 

9203240196 Forwards Chemetron Corp Itr dtd 920205,responding to comments on li¬ 
censee document entitled, “Remediation Plan for Harvard & Bert Ave Sites,920816.” 
W/o end. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
18. OWEN.R.E. Ohio, State of. Ip. 

9203310205 Responds to joint Itr written by Senator Metzenbaum & Congresswoman 
Oakar dtd 920303 re Chemetron Corp site in Newburg Heights,OH.Agrees that site 
should be remediated as soon as possible. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/03/20. GLENN,J. 
Senate. Ip. 61195:324-61195:324. 


DOCKET 40-8767 ARMY, DEPT. OF, ROCK ISLAND, IL 

9203040038 Discusses development of plan for cleanup of depleted U contaminated 
range at facility.Dept of Army has not allocated funds to current fiscal yr to dispose of 

sKSJSanS?. Trmyi Dept. of. 92/01/24. LAMBERT,K. Region 3 (Post 820201). 
2pp. 60814:091-60814:096. 

-9203040039 Forwards results of water samples taken on 910827 at Lake City Army 
Ammunication Plant.Sampfes analyzed for depleted U.No samples exceeded limits 
specified in 10CFR20,App B. 

SKOGMAN.D.P. Army, Dept. of. 91/11/26. SRENIAWSKI.D. Region 3 (Post 820201). 
3pp. 60814:093-60814:095. 

-9203040042 Requests NRC Guidance Document 2082 & other guidance or regulations 
re decommissioning plan process. 

YORK.R.J. Army, Dept. of. 91/10/04. SRENIAWSKI.D. Region 3 (Post 820201). Ip. 
60814:096-60814:096. 

9203200260 Responds to 920218 telcon,requesting proposed dates for initial meeting to 
discuss cleanup of depleted U from firing range at Lake City Army Ammunition 
plant.Available to meet w/licensee on 920407,16,22/29. 

MORRIS,B.E. Army, Dept. of. 92/03/03. LAMBERT,K. Region 3 (Post 820201). 7pp. 
61069:296-61069:302. 


DOCKET 40-8768 RIO ALGOM MINING CORP., OKLAHOMA CITY, OK 

9203110231 “Annual ALARA Summary for Smith Ranch Facility for 1991." W/920212 
Itr. 

FERDINAND,B. Rio Algom Mining Corp. 91/12/31. HALL.R.E. Uranium Recovery 
Field Ofc, R4. 10pp. 60886:320-60886:329. 


9203110376 Forwards semi-annual effluent monitoring rept for period 910701-1231. 
FERDINAND,B. Rio Algom Mining Corp. 92/02/11. HALL.R. Uranium Recovery Field 
Ofc, R4. Ip. 60885:195-60885:244. 

—9203110383 “Semi-Annual Effluent Monitoring Rept Smith Ranch Facility," for period 
910701-1231. 

* Rio Algom Mining Corp. 91/12/31.48pp. 60885:196-60885:244. 


DOCKET 40-8778 MOLYCORP, INC., LOS ANGELES, CA 

9203230381 Documents transfer of licensing responsibility for licenses from fuel cycle 
safety branch to decommissioning & regulatory issues branch.Transfer effective on 
920316. 

HICKEY.J.W. Fuel Cycle Safety Branch. 92/03/18. AUSTIN,J.H. Decommissioning & 
Regulatory Issues Branch (Post 901230). Ip. 61091:243-61091:243. 


DOCKET 40-8820 AMAX, INC., GOLDEN, CO 

9203090326 Advises that document submitted to NRC re Amax Parkersburg,WV site,per 
920228 telcon.Document verifies that all NRC requirements satisfied & recommends 
that stabilization area be transferred to DOE. 

KEPPLER.P. Popham, Haik, Schnobrich & Kaufman, Ltd. 92/03/03. CLARK,A.T. Fuel 
Cycle Safety Branch. 2pp. 60883:136-60883:137. 

9203130044 Discusses P Haik Itr stating that “a document has been submitted to NRC 
Commissioners re Amax Parkersburg,WV site." Informs that licensee to be treated as 
any licensee,w/no intention to seek favorable consideration in matter. 

CLARK,A.T. Fuel Cycle Safety Branch. 92/03/06. SWIFT.J.J. Fuel Cycle Safety 
Branch. Ip. 60931:057-60931:057. 


DOCKET 40-8857 POWER RESOURCES, INC., GLENROCK, WY 

9203100233 “Semiannual Effluent & Environ Monitoring Rept for Jul-Dec, 1991.” W/ 
920225 Itr. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 91/12/ 
31. HALL.R.E. Uranium Recovery Field Ofc, R4. 64pp. 60865:110-60865:173. 

9203110350 Forwards notes re operational changes made in c-Wellfield in 1991 to try & 
keep lixiviant from entering underground drift & workings interconnected w/c- 
Wellfield.per 920203 telcon. 

HILDENBRAND.P. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/ 
02/04. HALL.R.E. Uranium Recovery Field Ofc, R4. 6pp. 60887:232-60887:237. 

9203110326 Forwards monitoring data for Well M-21 .Review of water level data shows 
that water levels continue to decline as result of groundwater sweep activities. 
KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
05. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 60876:050-60876:051. 

9203110329 Notifies of tentative date of 920220 for meeting in Cheyenne,WY to discuss 
excursion at Well M-21 & status of groundwater restoration in A/B Wellfield.per B 
Kearney request.Proposed agenda end. 

CASH.G.A. Wyoming, State of. 92/02/07. CORBETT,C. NRC - No Detailed Affiliation 
Given. 2pp. 60876:052-60876:053. 

9203100234 Forwards monitoring data for Well M-21 which went on excursion status on 
920l08.Data indicates water quality improved since last sampling. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
12. HALL.R.E. Uranium Recovery Field Ofc, R4.1pp. 60875:126-60875:127. 

—9203100236 “Section 21 WF 30 Sand Monitoring Well Data.” 

* Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/12. Ip. 
60875:127-60875:127. 

9203100252 Informs that monitoring wells CRMW-1.CRMW-5 & CRMW-6 located at 
Highland U Project have gone on excursion status. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
17. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 60866:072-60866:076. 

-9203100261 “Data for Wells CRMW1.CRMW5 & CRMW6." 

* Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/17. 3pp. 
60866:074-60866:076. 

9203110293 Summary of 920127 meeting w/licensee in Denver.CO to discuss licensee 
plan to resubmit application to manage onsite disposal of waste from in situ oper¬ 
ations. 

MILLER-CORBETT Uranium Recovery Field Ofc, R4. 92/02/18. Uranium Recovery 
Field Ofc, R4. 3pp. 60885:288-60885:290. 

9203100255 Forwards monitoring data for Well M-21.Water quality said to have im¬ 
proved since last sampling & water levels continue to decline because of groundwater 
sweep activities. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
19. HALL.R.E. Uranium Recovery Field Ofc, R4. Ip. 60865:220-60865:221. 

—9203100258 “Well Data for Well M21.” 

* Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/17. ip. 
60865:221-60865:221. 

9203110162 Application for amend to incorporate abandoned underground mine work¬ 
ings into C-Wellfield production zone.W/one oversize drawing. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
19. HALL.R.E. Uranium Recovery Field Ofc, R4. 39pp. 60894:149-60894:187. 

9203100218 Requests waiver from criterion 10 of 10CFR40 which requires payment of 
min charge of stated amount at time of closing to cover costs of long-term 
surveillance,per NRC approval of application for amend to license SUA-1511. 
HILDENBRAND.P.R Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 
92/02/20. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 60864:307-60864:308. 

9203110149 Requests permission to use well installation technique different from that 
contained in approved license amend application. 

KEARNEY.W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
24. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 60885:356-60885:357. 
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9203110347 Forwards monitoring data for Well M-21. 

KEARNEY,W.F. Power Resources, Inc. (formerly Sparkling City Nuclear Corp.). 92/02/ 
26. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 60876:063-60876:064. 


DOCKET 40-8902 ATLANTIC RICHFIELD CO., GRANTS, NM 

9203100246 “Radiological Effluent & Environ Data for ARCO Bluewater 
Mill,Grants,NM,July-Dee 1991.” W/920218 Itr. 

ZIEGLER,R.S. Atlantic Richfield Co. (ARCO). 91/12/31. HALL.R. Uranium Recovery 
Field Ofc, R4. 62pp. 60875:063-60875:125. 

9203110334 Forwards Oak Ridge National Lab Analytical Chemistry Div results of analy¬ 
ses chemical & physical analysis. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/07. ZIEGLER,R.S. Atlantic Rich¬ 
field Co. (ARCO). 8pp. 60885:278-60885:285. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 

9203120063 Forwards ground-water monitoring for Homestake Mill discharge plan DP- 
200 & NRC license for 1991. 

HILES.M.D. Homestake Mining Co. 92/02/13. HALL.R. Uranium Recovery Field Ofc, 
R4. 2pp. 60907:063-60907:263. 

-9203120087 “Ground-Water Monitoring for Homestake Mill Discharge Plan DP-200 & 
NRC License SUA-1471,1991." W/seven oversize drawings. 

HOFFMAN,G.L. Hydro-Engineering. 92/02/29. 200pp. 60907:065-60907:263. 

9203110349 Responds to 911231 request to review meteorological data, milldose com¬ 
puter modeling output,previous air monitoring & add I soil sampling. Review of meteoro¬ 
logical data illustrates predominate wind direction from south west to north east. 
MILES,M.D. Homestake Mining Co. 92/01/30. HALL Uranium Recovery Field Ofc, R4. 
3pp. 60885:256-60885:258. 

9203110355 Discusses annual interim stabilization & soil sampling. Concentrations of 
Ra-266 on NNE lateral line reduced to below 10.5 pCi/gm. 

HILES.M.D. Homestake Mining Co. 92/01/30. HALL.R. Uranium Recovery Field Ofc, 
R4. ip. 60885:255-60885:255. 

9203110332 Application for amend to license SUA-1471,requesting that submittal for 
corrective action performance review be changed to Feb 28 for each yr. 

HILES.M.D. Homestake Mining Co. 92/01/31. HALL.R.E. Uranium Recovery Field Ofc, 
R4. Ip. 60887:229-60887:229. 

9203110325 Advises of changes to items to 920108 Itr re projected schedule milestone 
dates,per request to conform milestone dates to target dates set forth in EPA/NRC 
MOU. 

CRAFT,F.R. Homestake Mining Co. 92/02/04. HALL.R. Uranium Recovery Field Ofc, 
R4. 2pp. 60887:227-60887:228. 

9203100216 Ack receipt of 920130 Itr responding to NRC 911231 Itr re radon levels at 
southeast perimeter boundary of Grants operation.Results of radon monitoring at site 
HMC-7 should be provided as part of routine submittal of environ data. 

HALL.R.E. Region 4 (Post 820201). 92/02/20. HILES.M.D. Homestake Mining Co. Ip. 
60875:025-60875:025. 

9203100225 Submits semiannual rept for Jul-Dec 1991 for U mill & tailing facilities locat¬ 
ed at Grants,NM.AII groundwater info submitted 920214 in annual performance 
review.W/o end. 

HILES.M.D. Homestake Mining Co. 92/02/26. HALL.R. Uranium Recovery Field Ofc, 
R4. Ip. 60864:312-60864:312. 

9203100208 Discusses review of licensee 910131 reclamation plan. Deficiencies identi¬ 
fied must be addressed before plan can be approved. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/02/28. Homestake Mining Co. 11pp. 
60853:264-60853:273. 


DOCKET 40-8904 SOHIO WESTERN MINING CO., SALT LAKE CITY, UT 

9203100278 Responds to 910802 Itr requesting review of facility reclamation plan & 
comparison w/current reclamation criteria.Concludes that no further actions different 
from approved plan necessary. 

SCHURTZ.G.D. Kennecott Corp. 92/01/31. HALL.R.E. Uranium Recovery Field Ofc, 
R4. 7pp. 60866:077-60866:083. 

9203110403 Forwards renewed instrument re annual surety review for U facility. 
SCHURTZ.G.D. Kennecott Corp. 92/02/26. HALL.R. Uranium Recovery Field Ofc, R4. 
3pp. 60885:127-60885:129. 

9203110341 Discusses Sohio Western Mining Co L-Bar U Mill Site,Cibola County,New 
Mexico,Aug 1991 semiannual groundwater monitoring rept,per license condition 31 of 
SUA-1472. 

MILLER-CORBETT Uranium Recovery Field Ofc, R4. 92/03/04. Uranium Recovery 
Field Ofc, R4. 2pp. 60885:323-60885:324. 


DOCKET 40-8905 QUIVIRA MINING CO., GRANTS, NM 

9203110342 “ALARA Summary,Jan - Dec 1991.” W/920130 Itr. 

LUTHIGER.P. Quivira Mining Co. 91/12/31. HALL.R. Uranium Recovery Field Ofc, R4. 
18pp. 60885:260-60885:277. 

9203110377 Forwards groundwater monitoring rept for period covering 911001-1231 per 
discharge plan-362. 

LUTHIGER.P. Quivira Mining Co. 92/01/30. OHRBOM.R. New Mexico, State of. Ip. 
60887:329-60887:331. 

--9203110380 “Ambrosia Lake Operations Discharge Plan 362 4th Quarter 1991.” 

* Quivira Mining Co. 92/01/30. 2pp. 60887:330-60887:331. 

9203110391 Ack receipt of 911223 Itr re NRC corrective action plan rept & US EPA 
NPDES permit. 

FERDINAND,B. Quivira Mining Co. 92/02/14. OHRBOM.R. New Mexico, State of. 
3pp. 60885:134-60885:136. 


9203100262 Forwards effluent monitoring rept for second half of 1991, sampling period 
910701-1231.Includes results for gaseous, particulate,direct 

radiation,soils,sediments,vegetation & water. 

LUTHIGER.P. Quivira Mining Co. 92/02/28. HALL.R. Uranium Recovery Field Ofc, R4. 
Ip. 60865:222-60865:251. 

-9203100266 “Effluent Monitoring Rept for 2nd Half 1991.” 

* Quivira Mining Co. 91/12/31. 29pp. 60865:223-60865:251. 


DOCKET 40-8907 UNC MINING & MILLING (DIV. OF UNITED NUCLEAR CORP.), 


9203110379 “Semiannual QA Rept,Groundwater Monitoring - Second Half of 1991." W/ 
920127 Itr. 

MORALES,E.M. United Nuclear Corp. (subs, of UNC, Inc.). 91/12/31. GHOSE.S. Envi¬ 
ronmental Protection Agency. 64pp. 60876:098-60876:161. 

9203110139 Comments on draft proposed license condition 25. 

VELASQUEZ,J.R. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/11. HALL.R. Ura¬ 
nium Recovery Field Ofc, R4. 3pp. 60885:313-60885:315. 

9203110174 Informs that due to first phase of mill decommissioning being completed in 
1991 .listed areas no longer available as monitoring stations.Changes will be submitted 
in next license amend. 

MORALES,E.M. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/12. HALL.R.E. Ura¬ 
nium Recovery Field Ofc, R4. 1 p. 60885:349-60885:349. 

9203110190 Discusses effluent & environ monitoring repts specifying concentration of 
principal radionuclide released to unrestricted areas in air particulate & water effluent 
during period 910701-1231. 

MORALES,E.M. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/12. HALL.R.E. Ura¬ 
nium Recovery Field Ofc, R4. ip. 60875:199-60875:199. 

9203110248 Forwards cost estimate for remaining reclamation activities yet to be con¬ 
ducted at Church Rock site. 

VELASQUEZ.J.R. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/14. HALL.R. Ura¬ 
nium Recovery Field Ofc, R4. Ip. 60950:027-60950:105. 

-9203120236 “Engineer Rept,NRC Reclamation Cost Estimate Remaining Reclamation 
Cost-1992." 

* Canonie Environmental Services, Inc. (subs, of Canonie, Inc.). 92/02/14. 81pp. 
60950:028-60950:105. 

9203110227 Forwards financial info supporting use of financial test to demonstrate fi¬ 
nancial assurance per l0CFR40,app A. 

PEVENSTEIN.R.L. UNC, Inc. (formerly UNC Resources, Inc.). 92/02/18. HALL.R.E. 
Uranium Recovery Field Ofc, R4. 32pp. 60887:182-60887:213. 

9203110321 Summary of 920130 meeting w/licensee in Denver.CO to discuss & resolve 
form of licensee proposed surety arrangement. 

MICHAUD,P.W. Uranium Recovery Field Ofc, R4. 92/02/18. Uranium Recovery Field 
Ofc, R4. 2pp. 60885:286-60885:287. 

9203110337 Discusses annual review of UNC Church Rock corrective action 
programmer 911231 submittal. 

KONWINSKI.G.R. Uranium Recovery Field Ofc, R4. 92/03/04. Uranium Recovery 
Field Ofc, R4. 7pp. 60876:054-60876:060. 


DOCKET 40-8914 HECLA MINING CO., COEUR D’ALENE, ID 


9203310067 Forwards insp rept 40-8914/92-01 on 920312.No violations or deviations 
noted. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 92/03/24. Hecla Mining Co. 2pp. 
61126:163-61126:168. 

—9203310070 Insp rept 40-8914/92-01 on 920312.No violations noted.Major areas 
inspected:reclamation cleanup activities. 

WARD.D.C., JACOBY,D.L., HALL.R.E. Uranium Recovery Field Ofc, R4. 92/03/23. 
4pp. 61126:164-61126:168. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

9203110346 Discusses disposal of air-lifted water from wells developed at Crow Butte 
in-situ U mine.Recipient requested to submit NPDES permit application in order to 
continue type of discharge. 

WOOD.R. Nebraska, State of. 92/02/03. COLLINGS.S. Ferret Exploration Co. of Ne¬ 
braska, Inc. 2pp. 60887:230-60887:231. 

9203110187 Forwards semiannual radiological effluent & environ monitoring rept for 
third & fourth quarters of 1991.W/o end. 

KNODE.R. Ferret Exploration Co. of Nebraska, Inc. 92/02/10. HALL.R. Uranium Re¬ 
covery Field Ofc, R4. Ip. 60885:350-60885:350. 

9203110365 Forwards rept detailing circumstances of liner leak & subsequent remedial 
action to repair pond liner.per license condition 25. 

KNODE.R. Ferret Exploration Co. of Nebraska, Inc. 92/02/11. HALL.R. Uranium Re¬ 
covery Field Ofc, R4. 16pp. 60887:300-60887:315. 

9203110175 Forwards annual ALARA rept for 1991.W/o end. 

COLLINGS.S.P. Ferret Exploration Co. of Nebraska, Inc. 92/02/28. HALL.R. Uranium 
Recovery Field Ofc, R4. Ip. 60886:276-60886:276. 


DOCKET 40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 

9203170096 Ack receipt of 920221 Itr informing NRC of steps taken to correct violations 
noted during insp of license SMB-1507. Need to control access to combined pile is 
still required. 

GROBE.J.A. Region 3 (Post 820201). 92/03/11. SMITH,D. Shieldalloy Metallurgical 
Corp. 2pp. 60924:104-60924:108. 
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9203230381 Documents transfer of licensing responsibility for licenses from fuel cycle 
safety branch to decommissioning & regulatory issues branch.Transfer effective on 
920316. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/18. AUSTIN,J.H. Decommissioning & 
Regulatory Issues Branch (Post 901230). Ip. 61091:243-61091:243. 


DOCKET 40-8958 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

9203110289 Forwards 920204 memo re review of Pathfinder 1990-91 annual rept for 
Ruth ISL ProjectMinor problems noted in listed areas,including rept period shown on 
annual rept form & regional groundwater rept required by Condition 5. 

MOONEY,G. Wyoming, State of. 92/02/04. WICHERS.D. Pathfinder Mines Corp. 6pp. 
60887:221-60887:226. 


DOCKET 40-8964 RIO ALGOM MINING CORP., OKLAHOMA CITY, OK 

9203110140 Forwards semiannual monitoring rept for Smith Ranch facility for Jul-Dec 
1991.No areas of concern noted.W/o end. 

FERDINAND,B. Rio Algom Mining Corp. 92/02/11. SHAFFER,R. Wyoming, State of. 
Ip. 60885:346-60885:346. 

9203110376 Forwards semi-annual effluent monitoring rept for period 910701-1231. 
FERDINAND,B. Rio Algom Mining Corp. 92/02/11. HALL,R. Uranium Recovery Field 
Ofc, R4. Ip. 60885:195-60885:244. 

-9203110383 “Semi-Annual Effluent Monitoring Rept Smith Ranch Facility," for period 
910701-1231. 

* Rio Algom Mining Corp. 91/12/31. 48pp. 60885:196-60885:244. 

9203100228 Forwards safety evaluation rept accompanying issuance of source matl li¬ 
cense to Rio Algom Mining Corp.Application.as amended.complies W/10CFR40 & ac¬ 
ceptable. 

GRIMM,J.P. Uranium Recovery Field Ofc, R4. 92/02/20. Uranium Recovery Field Ofc, 
R4. 2pp. 60875:026-60875:062. 

-9203100232 SER supporting issuance of source matl license to Rio Algom Mining 
Corp. 

* Uranium Recovery Field Ofc, R4. 92/02/20. 35pp. 60875:028-60875:062. 


DOCKET 40-8981 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

9203120013 Forwards licensee 1991 annual rept concerning facility. Revised reclama¬ 
tion bond estimate end. 

WICHERS.D.L. Pathfinder Mines Corp. 92/01/30. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 2pp. 60950:001-60950:026. 

-9203120020 "North Butte ISL Project,Permit to Mine 632 Annual Rept-1991.” 

* Pathfinder Mines Corp. 92/01 /30. 23pp. 60950:003-60950:026. 

9203110212 Forwards 920210 memo re review of Pathfinder 1992-93 annual rept for 
North Butte ISL ProjecLMinor problems noted in areas,including regional groundwater 
rept required by Condition 5. 

MOONEY,G. Wyoming, State of. 92/02/10. WICHERS.D. Pathfinder Mines Corp. 
17pp. 60886:330-60886:363. 

9203110220 Informs of review of 1991 annual rept & 910925 annual insp. Land Quality 
Div district III ofc should be informed within 45 days of recipient intention to reduce 
current bond. 

HEMMER.D. Wyoming, State of. 92/02/12. WICHERS.D. Pathfinder Mines Corp. 7pp. 
60887:150-60887:156. 

9203120080 Submits correspondence w/State of Wyoming,DEQ re Ruth ISL Project 
which included response to WDEQ comments on Ruth annual rept & submittal of re¬ 
gional groundwater description for incorporation into Ruth permit application docu¬ 
ment. 

WICHERS.D.L. Pathfinder Mines Corp. 92/02/12. HALL.R.E. Uranium Recovery Field 
Ofc, R4.11pp. 60888:132-60888:142. 

9203110197 Concludes that pond leak had not occurred & water in leak detection sys 
result of normal condensation. 

WICHERS.D.L. Pathfinder Mines Corp. 92/02/14. HALL.R.E. Uranium Recovery Field 
Ofc, R4. ip. 60875:200-60875:201. 

-9203110354 “Water Analysis Rept - Pathfinder Mines." 

* Energy Laboratories, Inc. 92/02/14. Ip. 60875:201-60875:201. 

9203100235 Submits bond amount for North Butte ISL project.Addl bonding instruments 
should be submitted within 45 days of Itr receipt 

HEMMER.D. Wyoming, State of. 92/02/21. WICHERS.D. Pathfinder Mines Corp. Ip. 
60864:315-60864:315. 


DOCKET 40-8989 ENVIROCARE OF UTAH, INC., SALT LAKE CITY, UT 

9203130202 Transcript of 920310 application of Envirocare of Utah,Inc byproduct matl 
waste disposal license.Pp 1-219. 

* Atomic Safety & Licensing Board Panel. 92/03/10. 219pp. 60969:001-60969:222. 

9203060393 Forwards for info,trip rept describing Commissioner de Planque tour of En¬ 
virocare of Utah,Inc & visit to State of UT Div of Radiation Control ofc on 920124.W/ 
Certificate of Svc.Served on 920207. 

JENSEN.E.N. Office of the General Counsel (Post 860701). #192 12561. 92/02/04. 
Atomic Safety & Licensing Board Panel. 45pp. 60832:103-60832:147. 

9203100213 Forwards comments from review of Envirocare application. 

GARCIA,P.J. Uranium Recovery Field Ofc, R4. 92/02/19. WASTLER.S. Uranium Re¬ 
covery Branch (Post 901230). 4pp. 60875:021-60875:024. 

9203020060 Forwards second round technical questions on 911216 revised license ap¬ 
plication to receive & dispose of byproduct matl, per Atomic Energy Act,Section 
11e.(2).Questions due to deficiencies identified as result of review of application. 
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/02/21. SEMNANI.K.B. 
Envirocare of Utah, Inc. 29pp. 60758:332-60758:360. 


9203050012 Forwards listed documents for NRC ref during 920310 prehearing 
conference.W/Certificate of Svc. 

TURK.S.E. Office of the General Counsel (Post 860701). #192 12638. 92/02/28. 
BECHHOEFER.C., SHON.F.J.. FOSTER,R.F. Atomic Safety & Licensing Board Panel. 
Ip. 60790:291-60790:340. 

9203060251 Advises that submittal of revised environ rept for I1e.(2) matl storage & 
disposal will be delayed from 920228 to 0330. 

JUDD.C.A. Envirocare, Inc. 92/02/28. SURMEIER.J.J. Uranium Recovery Branch 
(Post 901230). 2pp. 60860:095-60860:096. 

9203110259 Requests placement on NRC mailing list for all matls re Envirocare facility 
in Utah.Address listed. 

MERGES,P.J. New York, State of. 92/03/03. WASTLER.S.L. Uranium Recovery 
Branch (Post 901230). Ip. 60909:282-60909:282. 

9203200283 Forwards five-point agreement in principle between Kerr-McGee Chemical 
& State of Illinois.Parties seeking to negotiate order reflecting points that will be sub¬ 
mitted for consideration by Illinois state court re facility wastes. 

MESERVE.R.A. Kerr-McGee Chemical Corp. MESERVE.R.A. Covington & Burling. 
#192 12698. 92/03/12. BECHHOEFER.C. Atomic Safety & Licensing Board Panel. 
2pp. 60976:316-60976:317. 

9203200271 Memorandum.* Invites parties & petitioner to comment on significance of 
apparent discrepancy concerning five point agreement.W/Certificate of Svc.Served on 
920318 

BECHHOEFER.C. Atomic Safety & Licensing Board Panel. #192 12708. 92/03/17. 
4pp. 60976:308-60976:310. 

9203260148 Record of telcon w/C Judd on 920317 re final check on proposed meeting 
dates. 

JUDD.C. NRC - No Detailed Affiliation Given. 92/03/17. Envirocare of Utah, Inc. Ip. 
61093:172-61093:172. 

9203270079 Notification of significant licensee meeting w/Envirocare of Utah,Inc on 
920406 in Rockville,MD to discuss second round technical review questions of 
920221. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/03/19. Uranium Recov¬ 
ery Branch (Post 901230). 2pp. 61109:276-61109:277. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating license stage documents & correspondence 

9203200087 Discusses 920203 written rept re failure of radiation safety technician to 
perform daily contamination surveys on 920117-20 & subsequent falsification of con¬ 
tamination survey records. 

NORELIUS.C.E. Region 3 (Post 820201). 92/03/11. KRUMM.W. Michigan, Univ. of, 
Ann Arbor, Ml. 2pp. 60970:167-60970:168. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223 
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NRC lnfo Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6 pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6 pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203100182 “Semiannual Effluent & Waste Disposal Rept for Jul-Dec 1991." W/920302 
ltr. 

BRAM.S.B Consolidated Edison Co. of New York, Inc. 91/12/31. 53pp. 60900:001- 
60900:053. 

9203110195 “Personnel Whole Body Exposures for CY91,Indian Point Units 2 & 3 .W/ 
920228 ltr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/12/31. 4pp. 60897:026- 
60897:029. 

9203090422 Forwards “Fitness for Duty Program Performance Data” for Jul-Dec 1991. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/02. Document Control 
Branch (Document Control Desk). 7pp. 60868:166-60868:173. 


S. Reportable occurrences, LERs & related correspondence 

9203180378 Preliminary Part 21 rept on EDG jacket water/lube oil coolers w/excessive 
corrosion in internal areas.Caused by galvanic corrosion between copper alloy tubes/ 
tubesheet, stainless steel divider plates & carbon steel channel head. 

JACKSON,C.W. Consolidated Edison Co. of New York, Inc. 92/02/21. BRAM.S.B. 
Consolidated Edison Co. of New York, Inc. 3pp. 60975:356-60975:358. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9203190206 Forwards rev to physical security plan.Rev withheld (ref 
10CFR170.11(a)(4)). 

SHIRLEY,D.A. Pennsylvania State Univ., University Park, PA. 92/03/10. Document 
Control Branch (Document Control Desk). Ip. 61060:317-61060:317. 


H. General correspondence 

9203200103 Advises that author appointed to position of Senior Vice President for Re¬ 
search & Dean of Graduate School,effective 920301,replacing CL Hosier. 

SHIRLEY,D.A. Pennsylvania State Univ., University Park, PA. 92/03/10. Document 
Control Branch (Document Control Desk). Ip. 61056:344-61056:344. 


DOCKET 50-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203160003 Forwards listed applications for licenses.Applications should be returned 
w/comments.W/o ends. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 59/01/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). ip. 61316:227-61316:227. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203090049 Rev 0 to EPIP-730-3, “Emergency Planning Program Audits & Surveil¬ 
lances." reflecting deletion of procedure since surveillances have been incorporated 
into Dresden General Surveillance (GSRV) sys. 

* Commonwealth Edison Co. 91/02/22. 13pp. 60862:164-60862:176. 

9203110025 Forwards rev 38 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:285-60897:285. 


9203300285 Rev 3 to EPlP 0730-T2, “Procedure Distribution Matrix for Emergency Re¬ 
sponse Manuals.” 

* Commonwealth Edison Co. 92/03/09. 24pp. 61174:327-61174:350. 

9203200160 Acks receipt of 920220 Rev 38 to security plan.Rev consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2 pp. 61069:290-61069:291. 

9203300366 Revs 02A to EPIP 200-T 1 , “BWR EALs." Rev changes pages 2 & 10 of 
21 . 

* Commonwealth Edison Co. 92/03/13. 3pp. 61169:230-61169:232. 

9203300290 Rev 1 to EPIP 0150-04, “High Radiation Sampling Sys GSEP Utilization 
Guidance.” 

HOLMAN,R., SHARPER,D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289- 
61198:310. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020018 Forwards proprietary GE-NE-187-37-0991, “Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities." SER withheld. 

SCHRAGE.J.L Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190316 Forwards Revs 0 to TID-E/I&C-10, “Analysis of Instrument Channel Set- 
point Error & Instrument Loop Accuracy” & TID-E/I&C-20, “Basis for Analysis of In¬ 
strument Channel Setpoint Error & Instrument Loop Accuracy.” 

PIET.P.L. Commonwealth Edison Co. 92/03/09. SIEGEL,B.L. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 60990:020-60990:278. 

-9203190322 Rev 0 to "Analysis of Instrument Channel Setpoint Error & Instrument 
Loop Accuracy.” 

* Commonwealth Edison Co. TID-E/I&C-10 R00. 92/03/19. 65pp. 60990:021- 
60990:187. 

-9203190324 Rev 0 to "Basis for Analysis of Instrument Channel Setpoint Error & In¬ 
strument Loop Accuracy.” 

* Commonwealth Edison Co. TID-E/I&C-20 R00. 92/03/19. 65pp. 60990:189- 
60990:278. 

9203180255 Provides update on corrosion monitoring program.in ref to Allegation Rlll- 
87-A-0138 re structural integrity of fuel racks &/or concrete walls & stagnant condi¬ 
tions of spent fuel pool.New monitoring program will be in place by 920630. 
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/10. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60992:265-60992:266. 


Q, Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 
c j ear pQyy 0 f* Pi^nt 3it@s 11 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6 pp. 60948:134-60948:139. 
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9202190371 NRC Info Notice 92-017, “NRC insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 
F. Security, medical, emergency & fire protection plans 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity Durinq Control Room Fire." v , 

ROSSI CE. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


l h , a ? 920129 Rev 28 ^ physical security plan consistent w/provi- 
° f1 ?£ F S 5 a 54 <P) & acceptable for inclusion in plan. 

JOYNER.J.H. Region 1 (Post 820201). 92/02/20. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 60814:156-60814:159. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 

ROSsI C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203020035 Forwards insp rept 50-029/92-01 on 920101-0210.Inspector observations 
, HT'flrj period indicate activities conducted as safe & conservative. 

LINVILLE.J.C Region 1 (Post 820201). 92/02/25. THAYERJ.K. Yankee Atomic Elec¬ 
tric Co. 3pp. 60731:025-60731:038. 


9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203120125 “Number of Personnel & Person-Rem by Work & Job Function for 1991." 
W/920129 ltr. 

SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60925:317-60925:318. 

9203300107 “Annual Radiological Environ Operating Rept" Part 3.W/920310 ltr. 
SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B, Region 3 (Post 
820201). 150pp. 61199:002-61199:179. , 

9203160059 Monthly operating repts for Feb 1992 for Dresden Nuclear Power 
Station,Units 1,2 & 3.W/920302 ltr. 

MAXWELL,D.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/02/29. 30pp. 
60970:310-60970:339. 


—9203020042 Insp rept 50-029/92-01 on 920101 -0210.Major areas inspected: plant 
operations,radiological controls,maint & surveillance, security,engineering & technical 
i assessment & quality verification. 

ROGGE,J.F. Region 1 (Post 820201). 92/02/21. 11pp. 60731:028-60731:038. 

f?™ ards insp rept 50-029/92-06 on 920224-28.No violations noted. 
JOYNER.J.H. Region 1 (Post 820201). 92/03/13. THAYER.J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 61054:246-61054:259. 

“ 92 P 8 f £0133 Partially withheld insp rept 50-029/92-06 on 920224-28 (ref 
10CFR2.790(a)). No violations noted.Major areas inspected .vital area physical 
~ a /I!® r 1 ?’ d ®l ection & assessment aids & personnel training & qualification. 

R ATTAA D" KEIMIG.R.R. Region 1 (Post 820201). 92/03/13. 10pp. 61054:250- 


9203250190 Revised emergency plan. 

* Yankee Atomic Electric Co. 92/03/19. 30pp. 61099:101-61099:135. 


H. General correspondence 


S. Reportable occurrences, LERs & related correspondence 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 


DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 


9203110071 Comment on special review of NRC regulations.Recommends that review 
address process issues & see that method to assure finality in issue resolution imple¬ 
mented. 

EDWARDS,D.W. Yankee Atomic Electric Co. 92/03/06. MEYER,D.L. Division of Free¬ 
dom of Information & Publications Services (Post 890205). 10pp. 60849:116- 
60849:125. 

9203190078 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

EDWARDS,D.W. Yankee Atomic Electric Co. 92/03/13. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 4pp. 60959:300-60959:303. 


R. Periodic operating reports & related correspondence 

9203200348 "General Electric Annual Rept, 1991." W/920313 ltr. 

CUNNINGHAM,G.E. General Electric Co. 91/12/31.67pp. 61073:113-61073:182. 


I. Financial information 


9203300372 Forwards certified financial statements for three years ending 911231. 
PAPANIC.G. Yankee Atomic Electric Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 43pp. 61209:241-61209:264. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 


9203030312 Forwards DOE 920219 ltr to univ advising that federal funding for conver¬ 
sion to low enriched U will not be available during FY92. 

BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 92/02/26. 
Document Control Branch (Document Control Desk). 2pp. 60812:348-60812:349. 

9203170318 Requests amend to License R-37,tn response to NRC request,re research 
reactors medical therapy facility beam for human therapy.Quality mgt program that ad¬ 
dresses generation of medical therapy facility beam encl. 

BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 92/03/10. 
Document Control Branch (Document Control Desk). 29pp. 60989:311-60989:339. 


S. Reportable occurrences, LERs & related correspondence 

9203060383 R0 50-20/92-1 on:920218,malfunction occurred in reactor analog control¬ 
ler due to improper performance of increase in reactor power.Caused by operator 
error.Analog automatic control sys investigated & temporarily repaired. 

KWOK.K.S., BERNARD.J.A. Massachusetts Institute of Technology, Cambridge, MA. 
92/03/02. Document Control Branch (Document Control Desk). 5pp. 60392:352- 


9203180188 RO 50-020/1992-2:on 911030,three fission chambers missing during 
annual inventory of SNM matl.Search for missing chambers completed on 920311 w/ 
o locating chambers.SNM inventory for 1991 has been amended. 

KWOK.K.S., BERNARD.J.A., MASSE,F.X. Massachusetts Institute of Technology, 
Cambridge, MA. 92/03/12. Document Control Branch (Document Control Desk). 3pp. 
60977:037-60977:039. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


P. Operating license stage documents & correspondence 

9203180264 Notifies that funds for actual conversion of reactor from HEU to LEU will 
not be available during FY92.Funding is available during FY92 to accomplish safety 
analysis phase of con version,per encl 920219 DOE ltr. 

TRIPARD.G.E. Washington State Univ., Pullman, WA. 92/03/10. Document Control 
Branch (Document Control Desk). 2pp. 60992:267-60992:268. 


J. Insurance & indemnity information 


9203300380 Repts present level of nuclear properly insurance coverage in effect at fa¬ 
cility as of 920401. 

PAPANIC.G. Yankee Atomic Electric Co. 92/03/23. WOOD.R. Office of State Pro¬ 
grams (Post 911117). Ip. 61199:358-61199:358. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 1 QCFR50.54(f). 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020228 Advises that,effective immediately.util will permanently cease operation of 
facility & commence development of detailed plans to decommission 
facility.Application for possession-only license will be submitted within 3 months. 
KADAK.A.C. Yankee Atomic Electric Co. 92/02/27. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60783:132-60783:133. 

9203020192 Forwards "Effluent & Waste Disposal Semiannual Rept for Third & Fourth 
Quarters 1991” & Rev 5 to “Yankee Nuclear Power Station Process Control Pro¬ 
gram." 

PAPANIC.G. Yankee Atomic Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60787:283-60787:333. 

—9203020196 Rev 5 to "Yankee Nuclear Power Station Process Control Program.” 

* Yankee Atomic Electric Co. 91/07/17. 18pp. 60787:299-60787:333. 

9203060339 Notification of 920316 meeting w/util in Rockville.MD to discuss licensing 
actions needed to decommission plant. 

FAIRTILE M B Project Directorate 1-3. 92/03/04. BUTLER.W.R. Division of Reactor 
Projects-V11 (Post 870411). 3pp. 60816:019-60816:021. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp, 60997:047-60997:050. 
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9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130340 Responds to 920226 Itr to Chairman Selin,expressing disappointment over 
licensee decision to permanently shut down plant & lack of clear criteria from NRC for 
continued operation.NRC restart criteria end. 

CALVO.J.A. Region 1 (Post 820201). 92/03/06. ROSSIN.A.D. Affiliation Not Assigned. 
Ip. 60912:235-60912:263. 

“9203130345 Discusses review of util restart assessment & criteria submitted on 
911218. 

BUTLER,W.R. Division of Reactor Projects - I/ll (Post 870411). 92/02/14. 
HASELTINE.J. Yankee Atomic Electric Co. 27pp. 60912:237-60912:263. 

9203130286 Notification of 920317 meeting w/util in Rockville,MD to discuss lessons 
learned re reaction vessel issues. 

FAIRTILE.M.B. Project Directorate 1-3. 92/03/09. BUTLER,W.R. Division of Reactor 
Projects - I/ll (Post 870411). 3pp. 60909:343-60909:345. 

9203180324 Forwards generic Itr 92-01,rev l.dtd 920306,replacing generic Itr 92-01 dtd 
920228.Rev 1 clarifies & updates NRC assessment of embrittlement in RV & better 
reflects licensee extensive technical efforts re RV integrity. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/10. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 15pp. 60962:075-60962:089. 

9203310195 Application for amend to License DPR-3,removing wording which allows re¬ 
actor power operation of facility & restricting use & movement of SNM used as reac¬ 
tor fuel. 

THAYER,J.K. Yankee Atomic Electric Co. 92/03/27. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61205:127-61205:131. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York. Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203020035 Forwards insp rept 50-029/92-01 on 920101-0210.lnspector observations 
during report period indicate activities conducted as safe & conservative. 

LINVILLE.J.C. Region 1 (Post 820201). 92/02/25. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 3pp. 60731:025-60731:038. 

-9203020042 Insp rept 50-029/92-01 on 920101-0210.Major areas inspected: plant 
operations,radiological controls,maint & surveillance, security,engineering & technical 
support & safety assessment & quality verification. 

ROGGE,J.F. Region 1 (Post 820201). 92/02/21. 11pp. 60731:028-60731:038. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090214 Forwards Safety Insp Rept 50-029/92-04 on 920218-21.No violations or 
deficiencies noted. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/28. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 2pp. 60862:220-60862:230. 

-9203090218 Safety Insp Rept 50-029/92-04 on 920218-21.No violations or deficien¬ 
cies noted.Major areas inspected:radioactive liquid & gaseous effluent 
programs,radiological environ monitoring program,mgt controls & audits. 

PELUSO.L., JANG.J.C., BORES,R.J. Region 1 (Post 820201). 92/02/27. 8pp. 
60862:222-60862:230. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203240128 Forwards insp rept 50-029/92-06 on 920224-28.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 92/03/13. THAYER,J.K. Yankee Atomic Elec¬ 
tric Co. 4pp. 61054:246-61054:259. 

“9203240133 Partially withheld insp rept 50-029/92-06 on 920224-28 (ref 
10CFR2.790(a)).No violations noted.Major areas inspected-.vital area physical 
barriers,detection & assessment aids & personnel training & qualification. 

RATTA.A.D., KEIMIG.R.R. Region 1 (Post 820201). 92/03/13. 10pp. 61054:250- 
61054:259. 


R. Periodic operating reports & related correspondence 


9203040198 “1991 Annual Rept.” W/920228 Itr. 

ST.LAURENT.N.M. Yankee Atomic Electric Co. 91/12/31. 12pp. 60813:133- 
60813:144. 

9203020192 Forwards “Effluent & Waste Disposal Semiannual Rept for Third & Fourth 
Quarters 1991” & Rev 5 to “Yankee Nuclear Power Station Process Control Pro¬ 
gram." 

PAPANIC.G. Yankee Atomic Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60787:283-60787:333. 

“9203020193 “Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters 
1991." 

* Yankee Atomic Electric Co. 91/12/31. 14pp. 60787:284-60787:297. 

“9203020196 Rev 5 to "Yankee Nuclear Power Station Process Control Program.” 

* Yankee Atomic Electric Co. 91/07/17. 18pp. 60787:299-60787:333. 

9203110001 Understands that further monthly reactor vessel status repts need not be 
submitted,per Commission Order CLI-91-11 dtd 910731,based on premise that plant 
will be shutdown. 

HASELTINE.J.D. Yankee Atomic Electric Co. 92/02/28. MILANO,P. Division of Reac¬ 
tor Projects - I/ll (Post 870411). Ip. 60897:088-60897:088. 

9203180237 Monthly operating rept for Feb 1992 for Yankee Atomic Power Station.W/ 
920311 Itr. 

SAMMARCO.H., BERRY.R.L. Yankee Atomic Electric Co. 92/02/29. 6pp. 60991:356- 
60991:361. 


S. Reportable occurrences, LERs & related correspondence 

9203030013 PNO-l-92-007:on 920226, Kadak announced that util will permanently cease 
operation at plant & will prepare plant for decommissioning.Decision based on high 
cost associated w/reactor pressure vessel work & undefined restart criteria. 

ROGGE,J., PERRY,N. Region 1 (Post 820201). 92/02/26. 2pp. 60753:049-60753:050. 


T. Hearing transcripts on non-antitrust matters 


9203310115 Forwards transcript of 920317 meeting re status of various programs initiat¬ 
ed to resolve uncertainties concerning reactor pressure vessel. 

DORMAN,D.H. Division of Reactor Projects - I/ll (Post 870411). 92/03/26. 
HASELTINE.J.D. Yankee Atomic Electric Co. 2pp. 61194:232-61194:354. 

“9203310118 Transcript of 920317 meeting in Rockville,MD re util lessons learned.Pp 
1-72.Supporting documentation end. 

* NRC - No Detailed Affiliation Given. 92/03/17. 113pp. 61194:234-61194:354. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


H. General correspondence 


9203090428 Informs of change in contact person in regard to matters concerning 
facility.EA Richley no longer employed by ctr. Correspondence should be directed to 
NT Saunders. 

SMITH,A.B. National Aeronautics & Space Administration. 92/03/02. WEISS,S.H. 
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). Ip. 
60883:213-60883:213. 


R. Periodic operating reports & related correspondence 


9203240292 “Annual Status Rept for Plum Brook Reactor & Plum Brook Mock-Up Re¬ 
actor for 1991.” W/undated ltr. 

PFANNER.H.G., SAUNDERS.N.T. National Aeronautics & Space Administration. 91/ 
12/31. 9pp. 61094:316-61094:324. 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


9203230075 Forwards responses to questions raised in 920205 Itr re United States 
Army Matls Technology Lab Research Reactor. Project currently in design phase & 
will not proceed to const phase until Decommissioning Order has been received. 
NAUGHTON.J.T. Army, Depy. of, Materials Technology Laboratory. 92/03/16. 
ADAMS,A. NRC - No Detailed Affiliation Given. 17pp. 61104:001-61104:025. 

-9203230077 Informs that Dept of Army licensees will implement new final rule pub¬ 
lished in 910521 FR for NRC stds for protection against radiation,effective 930101,to 
allow NRC to publish guides to assist in implementation of new stds. 

WALKER,L.D. Army, Dept. of. 91/06/11. GLENN,J.E. Office of Nuclear Material 
Safety & Safeguards. 8pp. 61104:018-61104:025. 


DOCKET 50-54 CINTICHEM 


F. Security, medical, emergency & fire protection plans 


9203250003 Forwards combined insp repts 50-054/92-02 & 70-0687/92-01 on 
920205. No safety concerns or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. MCGOVERN,J.J. Cintichem, Inc. 
3pp. 61070:005-61070:010. 
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-9203250006 Insp repts 50-054/92-02 & 70-0687/92-01 on 920205.No safety concerns 
or violations noted.Major areas inspectedistatus of improvements to health physics 
program & conduct of interim & final closeout radiological surveys. 

DRAGOUN.T., BORES.RJ. Region 1 (Post 820201). 92/03/09. 3pp. 61070:008- 
61070:010. 


Q. Inspection reports, IE Bulletins & correspondence 

9203250003 Forwards combined insp repts 50-054/92-02 & 70-0687/92-01 on 
920205.No safety concerns or violations noted. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem, Inc. 
3pp. 61070:005-61070:010. 

' -9203250006 Insp repts 50-054/92-02 & 70-0687/92-01 on 920205.No safety concerns 
or violations noted.Major areas inspectedistatus of improvements to health physics 
program & conduct of interim & final closeout radiological surveys. 

DRAGOUN.T., BORES.R.J. Region 1 (Post 820201). 92/03/09. 3pp. 61070:008- 
61070:010. 


R. Periodic operating reports & related correspondence 

9203190045 Forwards results of NRC TLD direct radiation monitoring around facility for 
fourth quarter of 1991. 

BORES.RJ. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem. Inc. 6pp. 
60959:187-60959:192. 


W. Decommissioning Stage Documents & Correspondence 

9203030064 Proposes to measure distribution coefficient for soils found in contaminated 
zones.Samples will be drawn from known or suspect area under listed areas of plant. 
MCGOVERN,J.J. Cintichem, Inc. 92/02/19. ORLANDO,N. NRC - No Detailed Affili¬ 
ation Given. 3pp. 60805:035-60805:037. 

9203250001 Responds to 920216 Itr expressing concerns & feelings re 920220 public 
meeting held between town of Tuxedo & Cintichem,Inc.Meeting not under auspices of 
NRC & NRC had no control of notice period or meeting time & location. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/11. NIMKE.H.E. Tuxedo, NY. 3pp. 
61070:001-61070:004. 

-9203250002 Expresses concern over notice of 920220 public meeting between town 
of Tuxedo & Cintichem,Inc.Meeting had no benefit of prior public notice.Appeals made 
to delay meeting to better date & location not accomodated. 

NIMKE.H.E. Tuxedo, NY. 92/02/16. JOYNER.J.H. Region 1 (Post 820201). 2pp. 
61070:004-61070:004. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


Q. Inspection reports, IE Bulletins & correspondence 

9203100275 Forwards insp rept 50-057/92-01 on 920121-23 & notice of violation.NRC 
concerned about violation because reactor water quality not measured often enough 
to prevent corrosion of sys components. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/02. RENNIE,D.W. New York, State 
Univ. of, Buffalo, NY. 3pp. 60845:175-60845:183. 

-9203100280 Notice of violation from insp on 920121-23.Violation noted: weekly surveil¬ 
lance for pH & conductivity & semiannual radioisotopic analysis were not conducted 
for period 901012- 920121. 

* Region 1 (Post 820201). 92/03/02. Ip. 60845:178-60845:178. 

-9203100285 Insp rept 50-057/92-01 on 920121-23.Violations noted.Major areas 
inspected:reactor restart preparation,including restart planning,facility 
staffing,requalification training, storage of reactor components & surveillance. 
DRAGOUN.T., BORES.RJ. Region 1 (Post 820201). 92/02/25. 5pp. 60845:179- 
60845:183. 


V. Operator Examinations 

9203100275 Forwards insp rept 50-057/92-01 on 920121-23 & notice of violation.NRC 
concerned about violation because reactor water quality not measured often enough 
to prevent corrosion of sys components. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/02. RENNIE,D.W. New York, State 
Univ. Of, Buffalo, NY. 3pp. 60845:175-60845:183. 

-9203100285 Insp rept 50-057/92-01 on 920121-23.Violations noted.Major areas 
inspected:reactor restart preparation,including restart planning,facility 

staffing,requalification training, storage of reactor components & surveillance. 
DRAGOUN.T., BORES.R.J. Region 1 (Post 820201). 92/02/25. 5pp. 60845:179- 
60845:183. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9203200197 Requests responses to encl RAI within 30 days. 

ADAMS,A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/17. MULDER,R.U. Virginia, Univ. of, Charlottesville, VA. 5pp. 
60997:331-60997:335. 


R. Periodic operating reports & related correspondence 

9203310256 "Univ of Virginia Reactor Facility Annual Rept, 1991." W/ 920326 Itr. 
FARRAR,J.P. Virginia, Univ. of, Charlottesville, VA. 91/12/31. MENDONCA.M. Non- 
Power Reactors. Dec mmissionina & Envir nmental Proi. Dir. (Post 901216). 48dd. 


9203260181 Forwards "Annually Updated HEU to LEU Fuel Conversion Schedule for 
Univ of VA 2 MW UVAR Reactor." Date of conversion to LEU fuel projected tentative¬ 
ly for early 1993 subj to availability of suitable shipping cask. 

MULDER,R.U. Virginia, Univ. of, Charlottesville, VA. 92/03/18. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 4pp. 61128:056-61128:059. 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents & correspondence 

9203310176 Forwards GE 920318 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A.reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHINDLER.W.H. General Electric Co. 92/03/20. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 


R. Periodic operating reports & related correspondence 


9203200348 “General Electric Annual Rept,1991.” W/920313 Itr. 

CUNNINGHAM,G.E. General Electric Co. 91/12/31. 67pp. 61073:113-61073:182. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency & fire protection plans 

9203030400 Forwards revised “Vallecitos Nuclear Ctr Reactor Facilities Radiological 
Emergency Plan.” Subj plan revised to eliminate descriptions & requirements which 
apply to or were required for non-reactor facilities. 

CUNNINGHAM,G.E. General Electric Co. 92/02/24. Office of Nuclear Reactor Regu¬ 
lation, Director (Post 870411). 7pp. 60801:310-60801:357. 

-9203030403 Revised “Vallecitos Nuclear Ctr Reactor Facilities Radiological Emergen¬ 
cy Plan.” 

* General Electric Co. 92/02/24. 41pp. 60801:317-60801:357. 


P. Operating license stage documents & correspondence 

9203310176 Forwards GE 920318 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A,reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHINDLER.W.H. General Electric Co. 92/03/20. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 


R. Periodic operating reports & related correspondence 


9203200348 “General Electric Annual Rept,1991." W/920313 Itr. 

CUNNINGHAM,G.E. General Electric Co. 91/12/31.67pp. 61073:113-61073:182. 


DOCKET 50-75 ZERO POWER REACTOR-1 


P. Operating license stage documents & correspondence 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for add! records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203160003 Forwards listed applications for licenses.Applications should be returned 
w/comments.W/o ends. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 59/01/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:227-61316:227. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


V. Operator Examinations 

9203050136 Notifies that licensee 911226 submittal of revised operator requalification 
recertification training program,acceptable per 10CFR55.Proposed program may be in¬ 
corporated into operator requalification program. 

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 92/02/28. VERNETSON.W. Florida, Univ. of, Gainesville, FL. 3pp. 
60807:090-60807:092. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


Q. Inspection reports, IE Bulletins & correspondence 

9203040004 Partial response to FOIA request for records.App A & B records encl & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. LEHRENBAUM.W.U. Perkins, Coie (formerly Perkins, Coie, Stone 
Olsen & Williams). 5pp. 61078:001-61082:025. 

-9203100191 Forwards insp rept for licenses 34-00054-04,34-00054-03 & R-119.Two 
items of noncompliance noted. 

HAGEMAN R.C. At mic Enerav C mm i n ( re 75 9). 59/ 2 04 PRIHF H i 
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—9203110241 Advises of noncompliances noted in insp of licenses 34-00054-03,34- 
00054-04 & R-119 on 590923. 

MASON.J.R. Atomic Energy Commission (Pre 750119). 60/01/18. CLARKE,S.B. Gen¬ 
eral Electric Co. Ip. 61079:148-61079:148. 

-9203110254 Advises that insp of Licenses 34-00054-03,34-00054-04, 34-00054-05 & 
R-119 scheduled for wk of 600926. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/09/19. MATELSKI.I. 
General Electric Co. Ip. 61079:162-61079:162. 

-9203110256 Advises that no items of noncompliance noted during 600929 insp of li¬ 
censes 34-00054-03,34-00054-04,34-00054-05 & R-119. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/11/09. MATELSKY.I. 
General Electric Co. Ip. 61079:163-61079:163. 


DOCKET 50-89 GENERAL ATOMICS 


Q. Inspection reports, IE Bulletins & correspondence 

“9203090338 Advises that License 34-00054-03,54-00054-04 & R-119 assigned to Chi¬ 
cago Operations Ofc for compliance insp. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/09/09. CLARKE,S.B. 
General Electric Co. Ip. 61079:135-61079:135. 


R. Periodic operating reports & related correspondence 

9203040029 Forwards “TRIGA Mark I Reactor Annual Rept for CY91.” W/ 920228 Itr. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/12/31. ADAMS,A. Non-Power Reactors, Decommissioning & Environmental 
Proj. Dir. (Post 901216). 28pp. 60814:128-60814:155. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9203170180 Forwards insp rept 50-133/92-01 on 920113-17.0ne violation identified re 
failure of plant staff review committee to perform biennial review of emergency plan. 
YUHAS.G.P. Region 5 (Post 820201). 92/01/30. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60924:266-60924:279. 

-9203170189 Insp rept 50-133/92-01 on 920113-17.0ne violation identified & will not 
be subj of enforcement action.Major areas inspected: rad waste mgt,environ protection 
& emergency preparedness. 

CILLIS.M., YUHAS.G.P. Region 5 (Post 820201). 92/01/30. 11pp. 60924:269- 
60924:279. 


I. Financial information 


9203310246 “PGE Annual Rept - 1991.” W/920325 Itr. 

LOCKE,R.F. Pacific Gas & Electric Co. 91/12/31. 49pp. 61218:001-61218:053. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

920225031 1 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, ‘‘Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203240289 Forwards notice of consideration of issuance of amend to License DPR- 
7.Amend entirely administrative in nature.W/o end. 

BELL.L.G. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/19. BAILEY,E.D. California, State of. Ip. 61093:339-61093:339. 


Q. Inspection reports, IE Bulletins & correspondence 

9203170180 Forwards insp rept 50-133/92-01 on 920113-17.0ne violation identified re 
failure of plant staff review committee to perform biennial review of emergency plan. 
YUHAS.G.P. Region 5 (Post 820201). 92/01/30. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60924:266-60924:279. 

“9203170189 Insp rept 50-133/92-01 on 920113-17.0ne violation identified & will not 
be subj of enforcement action.Major areas inspected:radwaste mgt,environ protection 
& emergency preparedness. 

CILLIS.M., YUHAS.G.P. Region 5 (Post 820201). 92/01/30. 11pp. 60924:269- 
60924:279. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Powsr Plsnt Sites/' 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 


9203040162 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1991." W/920227 
Itr. 

GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 22pp. 60798:119-60798:140. 


S. Reportable occurrences, LERs & related correspondence 

9203170275 PNO-V-92-006:on 920307,earthquake w/richter magnitude of 5.2 

occurred.Earthquake centered about 38 miles southwest of plant,shutdown since 1976 
& in SAFSTOR decommissioning status.Plant walkdown performed & no problems 
noted. 

CILLIS.M., YUHAS.G. Region 5 (Post 820201). 92/03/09. Ip. 60924:342-60924:342. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9203230333 Forwards revised security plan.Enel withheld. 

BOBEK.L.M. Worcester Polytechnic Institute, Worcester, MA. 92/03/18. Document 
Control Branch (Document Control Desk). Ip. 61115:358-61115:358. 


H. General correspondence 


9203240240 Requests that all NRC communications,announcements & info notices be 
addressed to author.JA Meyer ceased position as acting director on 900709. 
BOBEK.L.M. Worcester Polytechnic Institute, Worcester, MA. 92/03/18. Document 
Control Branch (Document Control Desk). 3pp. 61096:356-61096:358. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


P„ Operating license stage documents & correspondence 

9203240263 Summary of 920221 nuclear reactor decommissioning meeting. NRC con¬ 
firmed that reactor fuel removed in Jan 1990.Reactor, contamined concrete & steel 
still remains to be removed. Attendees listed. 

* Washington, Univ. of, Seattle, WA. 92/02/25. Washington, Univ. of, Seattle, WA. Ip. 
61099:358-61099:358. 

9203250313 Provides decommissioning approach.Funds are available for decommis¬ 
sioning in current 1991-31 biennium to develop plan. Univ will request necessary 
funds to complete decommissioning process as part of 1993-95 Capital Budget. 
CARETTE.M. Washington, Univ. of, Seattle, WA. 92/03/17. WEISS.S.H. NRC - No 
Detailed Affiliation Given. 2pp. 61106:356-61106:357. 


Q. Inspection reports, IE Bulletins & correspondence 


9203230188 Forwards insp rept 50-139/92-01 on 920228.No violations or deviations 
noted. 

REESE,J.H. Region 5 (Post 820201). 92/03/06. BOWEN,J.R. Washington. Univ. of, 
Seattle, WA. 2pp. 60985:055-60985:059. 

-9203230192 Insp rept 50-139/92-01 on 920228.No violations or deviations 
noted.Major areas inspected:status of reactor facility & insp procedure 40750. 

QUALLS,P.M., NORDERHAUG.L.R., REESE,J.H. Region 5 (Post 820201). 92/03/06. 
3pp. 60985:057-60985:059. 
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DOCKET 50-143 PHILIPPINES RESEARCH REACTOR 


B. Utility Preliminary Safety Analysis Report, amends 

9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission {Pre 750119). 59/01/19. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

9203090209 Forwards errata to “Saxton Nuclear Experimental Corp Final Release 
Survey of Reactor Support Bldgs Rept." 

HILDEBRAND,J.E. Saxton Nuclear Experimental Corp. HILDEBRAND.J.E. General 
Public Utilities Corp. - GPU Service Corp. 92/03/03. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 60892:021-60892:026. 

9203130151 Forwards rev 2 to TS Change Request 53 to License DPR-4, removing re¬ 
actor support bldgs & structures from YSs.per NRC 920206 request. 

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/03/06. Document Control 
Branch (Document Control Desk). 2pp. 60931:058-60931:083. 

-9203130158 Rev 2 to TS change request 53 to amend License DPR-4, requesting re¬ 
moval of reactor support bldgs & structures from TSs. 

HILDEBRAND,J.E. Saxton Nuclear Experimental Corp. 92/03/06. 15pp. 60931:060- 
60931:074. 

“9203130166 Rev 0 to 6675-PLN-4542.01, “Radiation Protection Plan." 

HOLMES,R.D., GOOD,8., HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/ 
03/04. 9pp. 60931:075-60931:083. 

9203160207 Forwards Rev 3 to “Saxton Nuclear Facility Final Release Survey of Reac¬ 
tor Support Bldg Rept." Rev prompted as result of 920203 meeting w/SNEC & NRC. 
HILDEBRAND,J.E. Saxton Nuclear Experimental Corp. HILDEBRAND.J.E. General 
Public Utilities Corp. - GPU Service Corp. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 50pp. 61060:246-61060:295. 

9203300265 Forwards notice of consideration of issuance of amend to license & pro¬ 
posed NSHC determination & opportunity for hearing re 870922 request for amend to 
license DRP-4.Amend revises description of bldg by removing outbuilding from TS. 
ADAMS,A. Non-Power Reactors, Decommissioning & Environmental Pro|. Dir. (Post 
901216). 92/03/25. HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 3pp. 
61122:086-61122:091. 


R. Periodic operating reports & related correspondence 

9203040331 Provides Fourth Quarter 1991 containment vessel sump results.On 
911205,water was found in containment vessel sump.Results of water analysis indicat¬ 
ed concentation of Sr-90 & Cs-137 exceeded limits. 

HILDEBRAND.J.E. Saxton Nuclear Experimental Corp. 92/02/25. Document Control 
Branch (Document Control Desk). 3pp. 60813:184-60813:186. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9203160239 Forwards changes to physical security plan & minutes of 920122 Reactor 
Committee Meeting 5-9192 at which plan was approved.Changes withheld. 

HOLM.R.L. Illinois, Univ. of, Urbana, IL. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60969:248-60969:252. 

9203190165 Revised emergency plan for Dept of Nuclear Engineering.W/ 920310 Itr. 
HOLM.R.L Illinois, Univ. of, Urbana, IL. 92/03/10. 32pp. 60996:313-60996:343. 

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio¬ 
lations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/18. JONES,B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 61054:227-61054:231. 

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations 
noted.Major areas inspected:plans,procedures & revs.repts of safeguards events & 
fixed site physical protection of SNM of low strategic significance. 

BELANGER,J.L., CREED,J.R. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228- 
61054:231. 


P. Operating license stage documents & correspondence 

9203050037 Forwards discussion of reactor facility fuel inventory administrative prob¬ 
lems previously discussed at 920131 meeting.Corrective actions include identification 
& corrected licensing of ail Al elements. 

HOLM.R.L. Illinois, Univ. of, Urbana, IL. 92/02/24. ADAMS,A. NRC - No Detailed Affili¬ 
ation Given. 5pp. 60852:169-60852:173. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060362 Responds to NRC 920106 Itr re violations noted in Insp Rept 50-151/91- 
01.Corrective actions:computer generated tickler/ calendar sys being utilized to 
prompt when surveillances are required. 

HOLM.R.L., HANG.D.F., JONES,B.G. Illinois, Univ. of, Urbana, IL. 92/01/17. Region 3 
(Post 820201). 7pp. 60840:341-60840:347. 

9203060371 Responds to NRC 920106 Itr re violations noted in Insp Repts 50-151/91- 
01 & 50-356/91-01 on 911204-06.Corrective actions: reactor supervisor removed from 
duties & listed missing Reactor Committee meeting minutes reconstructed. 

HOLM.R.L., HANG.D.F., JONES,B.G. Illinois, Univ. of, Urbana, IL. 92/01/17. Region 3 
(Post 820201). 7pp. 60840:329-60840:336. 


9203060028 Ack receipt of 920117 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-151/91-01 & 50-356/91-01. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES,B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 60803:182-60803:182. 

9203090133 Forwards mgt meeting rept 50-151/92-01 & 50-356/92-01 on 920131 re 
results of recent NRC insp & 920117 response to insp. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES,B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 60833:092-60833:096. 

-9203090140 Mgt meeting repts 50-151/92-01 & 50-356/92-01 on 920131. Major areas 
discussedxoncerns identified during Dec 1991 insp,particularly changes in facility staff 
mgt oversight of facility. 

COX.C.R., BARGER,J.W., GREGER.L.R. Region 3 (Post 820201). 92/02/28. 4pp. 
60833:093-60833:096. 

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio¬ 
lations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/18. JONES,B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 61054:227-61054:231. 

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations 
noted.Major areas inspected:pians,procedures & revs.repts of safeguards events & 
fixed site physical protection of SNM of low strategic significance. 

BELANGER,J.L., CREED,J.R. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228- 
61054:231. 

9203310117 Forwards insp repts 50-151/92-03 & 50-356/92-03 on 920309-10.No viola¬ 
tions noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/20. JONES,B.G. Illinois, Univ. of, 
Urbana, IL. 2pp. 61127:025-61127:027. 

“9203310123 Partiallly withheld insp repts 50-151/92-03 & 50-356/92-03 on 920309-10 
(ref 10CFR2.790).No violations noted.Major areas inspected:facility organization & 
operation,shipping & receiving & measurement & statistical controls. 

BELANGER.J.L., CREED,J.R. Region 3 (Post 820201). 92/03/20. Ip. 61127:027- 
61127:027. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


9203120011 Rev 131 to EPIP Vol 9A, including EPIPs 3A 1 3B,4A,4F.4J 1 5A-2. 6E.6F.6H & 
61 w/revised coversheet & table of contents.W/ undated Itr. 

BROWN,S.C. Consumers Power Co. 92/03/02. 58pp. 60918:275-60918:332. 

9203180102 Forwards scope & objectives for 920616 Emergency Exercise. 

BECKMAN,W.L. Consumers Power Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60977:070-60977:074. 

9203240097 Discusses end 920213 FEMA Itr & associated final exercise rept of offsite 
portion of plant emergency preparedness exercise conducted on 911022.No deficien¬ 
cies identified during exercise.W/o ends. 

GREGER.L.R. Region 3 (Post 820201). 92/03/16. BECKMAN,W.L Consumers Power 
Co. 2pp. 61053:341-61053:342. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203190286 Forwards amend 107 to license DPR-6 & safety evaluation. Amend re¬ 
issues all pages plant TS to correct editorial errors which existed in previous TS docu¬ 
ment. 

STRANSKY.R. Project Directorate 111-1. 92/02/19. BECKMAN.W.L. Consumers Power 
Co. 3pp. 60972:018-60972:185. 

-9203190290 Amend 107 to license DPR-6,reissuing all pages of plant TS. 

MARSH,L.B. Project Directorate 111-1. 92/02/19. 162pp. 60972:021-60972:182. 

“9203190296 Safety evaluation supporting amend 107 to license DPR-6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/19. 3pp. 
60972:183-60972:185. 

9203020229 Notification of 920228 meeting w/util in Rockville,MD to discuss licensee 
engineering evluation of failed core diffuser support stud,including licensee response 
to NRC Region III confirmatory action Itr. 

STRANSKY.R. Project Directorate 111-1. 92/02/25. MURLEY.T., MIRGALIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 60746:251-60746:254. 

9203030006 Informs that licensee 920214 submittal documenting previously described 
informal submittals re TR CPC-2A rev 12 acceptable,per 10CFR50 App B. 

MILLER,H.J. Region 3 (Post 820201). 92/02/27. HOFFMAN.D.P. Consumers Power 
Co. 2pp. 60753:034-60753:035. 

9203040291 Informs that NRC has not identified immediate concerns re capability of 
MOVs within scope of suppl 3 to perform design basis function in event of pipe break 
downstream of valves. Listed issues should be addressed. 

STRANSKY.R. Project Directorate 111-1. 92/02/27. BECKMAN.W.L. Consumers Power 
Co. 3pp. 60799:353-60799:355. 
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9203060114 Amend 1 to Confirmatory Action Ltr CAL-RIII-92-005 re 920228 telcon con¬ 
cerning developments of failed core flow baffle plate hold-down bolt issues.Util condi¬ 
tionally released from 920206 commitment to address selected issues. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/03. BECKMAN,W.L. Consumers Power 
Co. 2pp. 60804:216-60804:217. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190053 Application for amend to License DPR-6,changing TS to add required in- 
service insp statement & ref Generic Ltr 88-01, “NRC Position on IGSCC in BWR 
Austenitic Stainless Steel Piping Program.” 

BECKMAN,W.L. Consumers Power Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60990:337-60990:344. 

—9203190059 Proposed TS Section 9.0 re inservice insp & testing,per Generic Ltr 88- 

* Consumers Power Co. 92/03/09. 4pp. 60990:341-60990:344. 

9203190318 Forwards NRC memo re failed core diffuser stud & engineering analyses 
performed to determine cause of failure & potential consequences which could occur 
should distributor become detached. 

MARSH,L.B. Project Directorate 111-1. 92/03/11. BECKMAN,W.L. Consumers Power 
Co. 2pp. 60972:325-60972:334. 

-9203190319 Concludes that bolt failure was result of cold work induced stress corro¬ 
sion cracking.NRC recommends that GE be asked to provide detailed calculations for 
review. 

NORBERG.J.A. Mechanical Engineering Branch. 92/03/09. MARSH,L.B. Project Di¬ 
rectorate IV-1. 8pp. 60972:327-60972:334. 

9203270011 Advises that response to Generic Ltr 91-06, "Resolution of Generic Issue 
A-30,Adequacy of Safety-Related DC Power Supplies,Pursuant to 10CFR50.54(f),” 
currently under review. 

STRANSKY.R. Project Directorate 111-1. 92/03/20. BECKMAN,W.L. Consumers Power 
Co. ip. 61109:084-61109:084. 

9203300342 Discusses mod to previous commitment re replacement of feedwater check 
valve VFW-305 resilient seal.Commitment for seat changeout will be deleted 
entirely.Replacement will be governed by inservice leak rate testing of valve. 
BECKMAN,W.L Consumers Power Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61169:199-61169:201. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060069 Forwards insp rept 50-155/91-22 on 920113-17.Plant simulation facility de¬ 
termined to be acceptable exam & training tool. 

WRIGHT,G.C. Region 3 (Post 820201). 92/02/28. BECKMAN,W.L. Consumers Power 
Co. 2pp. 60803:240-60803:259. 

-9203060074 Insp rept 50-155/91-22 on 920113-17.Util limited scope simulator (LSS) 
determined to be acceptable simulation facility for conduct of NRC licensing 
exams.Major areas inspected:applicability & adequacy of util LSS. 

PETERSON,H., JORDAN.M. Region 3 (Post 820201). 92/02/28. 18pp. 60803:242- 
60803:259. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

O I. . . i sio f oe t' n I Events Assessment (Post 870411). 92/03/03. 


9203120230 Forwards insp rept 50-155/92-05 on 920203-07 & notice of violation. 
GREGER.L.R. Region 3 (Post 820201). 92/03/06. BECKMAN,W.L. Consumers Power 
Co. 2pp. 60925:301-60925:310. 

-9203120233 Notice of violation from insp on 920203-07.Violation noted: worker did not 
comply w/requirements of Radiation Work Permit A-062. 

GREGER.L.R. Region 3 (Post 820201). 92/03/06. Ip. 60925:303-60925:303. 

-9203120238 Insp rept 50-155/92-05 on 920203-07 & 21.No violations noted.Major 
areas inspected-.external & internal exposure control .control of radioactive matl & 
contamination,surveys, & monitoring. 

KUNOWSKI.M.A., SHAH.N., SCHUMACHER,M.C. Region 3 (Post 820201). 92/03/06. 
7pp. 60925:304-60925:310. 

9203190053 Application for amend to License DPR-6,changing TS to add required in- 
service insp statement & ref Generic Ltr 88-01, “NRC Position on IGSCC in BWR 
Austenitic Stainless Steel Piping Program." 

BECKMAN,W.L. Consumers Power Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60990:337-60990:344. 

-9203190059 Proposed TS Section 9.0 re inservice insp & testing,per Generic Ltr 88- 
01 . 

* Consumers Power Co. 92/03/09. 4pp. 60990:341-60990:344. 

9203240079 Forwards insp rept 50-155/92-06 on 920116-0227.No violations noted. 
SHAFER,W.D. Region 3 (Post 820201). 92/03/17. BECKMAN,W.L. Consumers Power 
Co. 3pp. 61053:282-61053:296. 

-9203240089 Insp rept 50-155/92-06 on 920116-0227.No violations noted. Major areas 
inspected:maint activities on various components,operational safety verification & fol¬ 
lowup on confirmatory action ltr. 

DEFAYETTE.R.W. Region 3 (Post 820201). 92/03/17. 12pp. 61053:285-61053:296. 

9203310267 Responds to Confirmatory Action Ltr CAL-RIII-92-05 re failed flow distribu¬ 
tor hold-down bolt & provides planned actions.Requests release from subj ltr per com¬ 
mitment not to restart plant until repairs are complete. 

HOFFMAN,D.P. Consumers Power Co. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61217:011-61217:012. 

9203310051 Ack actions taken in response to 920206 confirmatory action ltr CAL-lll/92- 
05 & amend 1 to ltr dtd 920303. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/26. BECKMAN,W.L. Consumers Power 
Co. 2pp. 61126:127-61126:128. 


R. Periodic operating reports & related correspondence 


9203020131 "Annual Exposure Report 1991-Reporting Number of Personnel & Man- 
REM by Work Group & Job Function.” W/920226 ltr. 

BECKMAN,W.L. Consumers Power Co. 91/12/31. 4pp. 60758:323-60758:326. 

9203020162 “1991 Range Summary Repts." W/920226 ltr. 

BECKMAN,W.L. Consumers Power Co. 91/12/31. 4pp. 60792:075-60792:078. 

9203040216 “Semi-Annual Radioactive Effluent Release & Waste Disposal Rept - Jul- 
Dec 1991," for Big Rock Point Plant.W/920228 ltr. 

BECKMAN,W.L Consumers Power Co. 91/12/31. 100pp. 60798:273-60799:028. 

9203270292 “1991 Annual Rept of Facility Changes.Spec Changes & Set Point 
Changes.” W/920320 ltr. 

BECKMAN,W.L. Consumers Power Co. 91/12/31. 8pp. 61190:335-61190:342. 

9203020272 Forwards semiannual fitness-for-duty program performance rept for Jul-Dec 
1991. 

SLADE,G.B. Consumers Power Co. 92/02/24. Document Control Branch (Document 
Control Desk). 17pp. 60783:200-60783:216. 

9203090307 Monthly operating rept for Feb 1992 for Big Rock Point Plant.W/920302 ltr. 
JOHNSTON,J.R., BECKMAN,W.L Consumers Power Co. 92/02/29. 6pp. 60882:302- 
60882:307. 

9203300352 Forwards 16th semiannual update of plant integrated plan. Issues added 
include HEA 51 type auxiliary relay replacement,screenhouse intake biofouling,makeup 
denim replacement & spool piece monitor & venting. 

BECKMAN,W.L. Consumers Power Co. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 26pp. 61169:204-61169:229. 


S. Reportable occurrences, LERs & related correspondence 

9203020186 LER 92-004-00:on 920114,observed arcing in cable tray originating from 
single conductor cable.Caused by polyethylene cable becoming brittle.Cable isolated 
& later replaced,per engineering review.W/920224 ltr. 

BOURASSA.M.D., BECKMAN,W.L. Consumers Power Co. 92/02/24. 5pp. 60838:109- 
60838:113. 

9203100175 Forwards GE Rept RDE 15-0292,Rev 1 & MPR Associates,Inc rept,in re¬ 
sponse to CAL-RIII-92-005 re flow distributor hold down bolt failure.lnitially discovered 
on 920127.Root cause evaluation of bolt failure to be developed. 

BECKHAM,W.L. Consumers Power Co. 92/03/04. Document Control Branch (Docu¬ 
ment Control Desk). 31pp. 60920:308-60921:133. 

-9203100188 “Big Rock Point Nuclear Plant Flow Baffle/Flow Distributor Hold Down 
Failure." 

PARKER,S.K., CHARNLEY.J.E., DEAVER.G.A. General Electric Co. RDE 15-0292 
R01. 92/02/29. 52pp. 60920:339-60921:030. 

-9203100189 “Independent Review of Baffle Bolt Failure in Big Rock Point Reactor." 
* MPR Associates, Inc. 92/02/19. 11pp. 60921:031-60921:041. 

-9203100195 “Amplification Factor for Sinusoidal Forcing Function for Second-Order 
Mechanical Sys." 

MCCURDY.H.W., FRANCIS.M. MPR Associates. Inc. 98-114-HWM1 R00. 2/02/17. 
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—9203100197 “Flow Velocities & Velocity Head in Area of RY Flow Diffuser.’’ 
FRIDERICKS.T., HEFFERMAN.M. MPR Associates, Inc. 98-114-TJF1 R00. 92/02/19. 
4pp. 60921:050-60921:053. 

~9203100200 “Preload & Rotational Stiffness of Flow Diffuser-to-Core Support Plate 
Bolted Joint.” 

FRIDERICKS.T., JACOBS.D. MPR Associates, Inc. 98-114-TJF2 R00. 92/02/18. 
10pp. 60921:054-60921:063. 

—9203100201 “Stress & Preload for Flow Distributor to Core Support Plate Bolts.” 

* MPR Associates, Inc. 98-114-DEM-1 R00. 92/02/19. 9pp. 60921:064-60921:072. 

-9203100204 “Structural Model of as Designed Flow Diffuser W/Unit DP Load Applied 
at Ctr.” 

* MPR Associates, Inc. 98-114-SAB-01 R00. 92/02/19. 61pp. 60921:073-60921:133. 

9203120149 LER 91-012-00:on 911022,spent fuel bundle dropped in big rock spent fuel 
pool.Caused by spring force of newer grapple less than that of original grapple.Spent 
fuel shuffling was discontinued.W/920305 Itr. 

BOURASSA.M.D., BECKMAN.W.L. Consumers Power Co. 92/03/05. 5pp. 60949:042- 
60949:046. 

9203130226 LER 92-005-00:on 920221 .diesel fire pump failed to meet ECCS & core 
spray HX/LOCA hose acceptance criteria.Caused by conservative acceptance criteria 
& leaking diesel fire pump relief valve.Test repeated w/acceptable result.W/920306 
Itr. 

BOURASSA.M.D., BECKMAN.W.L Consumers Power Co. 92/03/06. 5pp. 60948:316- 
60948:321. 

9203190164 LER 92-005-01 :on 920221,diesel fire pump failed to meet ECCS & core 
spray HX acceptance criteria.Caused by use of conservative acceptance criteria & 
leaking diesel fire pump relief valve.Valve reconditioned.W/920311 Itr. 
BOURASSA.M.D., BECKMAN.W.L. Consumers Power Co. 92/03/11. 6pp. 61085:083- 
61085:088. 

9203240195 Responds to Confirmatory Action Ltr CAL-RIII-92-05 re flow distributor hold 
down bolt failure. 

BECKMAN.W.L. Consumers Power Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). 75pp. 61091:271-61092:011. 

9203250170 Suppls 920312 response to Confirmatory Action Ltr CAL-RIII-92-005 re flow 
distributor holddown bolt failure, based on 920316 & 17 telcons w/NRC.BNL & 
GE.Forwards “Big Rock Point CRD Insertion Capability.” 

BECKMAN.W.L. Consumers Power Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 11pp. 61104:282-61104:309. 

-9203250173 Draft Cl 1-00261 (4), “Big Rock Point CRD insertion Capability.” 

GIBO.E.Y., CHARNLEY.J.E., CEARLEY.J.E. Consumers Power Co. Cl 1-00261 (4) 
DRF. 92/02/26. 15pp. 61104:295-61104:309. 

9203300276 LER 92-006-00:on 920220,util notified by ITT Barton that one transmitter 
returned for repair had sensing line filled w/ water instead of required silicone.Caused 
by poor vendor QA. Receipt insp instruction will be modified.W/920323 Itr. 
ALEXANDER,R.J., BECKMAN.W.L Consumers Power Co. 92/03/23. 4pp. 61225:037- 
61225:040. 


V. Operator Examinations 

9203300350 Notification of contract execution,awarding task order 145: "Reactor Oper¬ 
ator Licensing Requalification Exams,Big Rock Point Nuclear Plant," to “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/03/20. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 61167:291- 
61167:295. 

-9203300353 Task order 145: “Reactor Operator Licensing Requalification Exams,Big 
Rock Point Nuclear Power Plant,” to “Technical Assistance to Support Licensing Ac¬ 
tivities." 

* Sonalysts, Inc. SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L- 
1289-2. 92/03/20. 4pp. 61167:292-61167:295. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9203060395 Informs that univ unable to present Commission w/schedule for remaining 
portions of refueling,per 10CFR50.64C,Section iii,since phase is for initiation (compu¬ 
tations & safety analysis portions only) of refueling. 

CASHWELL.R.J. Wisconsin, Univ. of, Madison, Wl. 92/03/02. Document Control 
Branch (Document Control Desk). Ip. 60840:324-60840:324. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

9203030358 Annual rept for 1991 (CY91) for GA Institute of Technology Research Re¬ 
actor. 

* Georgia Institute of Technology, Atlanta, GA. 92/02/24. Region 2 (Post 820201). 
32pp. 60802:102-60802:134. 

9203030245 Forwards corrected Pages 10 & 11 to annual rept,correcting typos re fis¬ 
sion & activation gases. 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 92/02/26. Region 2 (Post 
820201). Ip. 60819:017-60819:019. 


-9203030247 Corrected Pages 10 & 11 to annual rept covering fission & activation 
gases. 

* Georgia Institute of Technology, Atlanta, GA. 91/12/31. 2pp. 60819:018-60819:019. 


DOCKET 50-163 GENERAL ATOMICS 


R. Periodic operating reports & related correspondence 


9203040061 “TRIGA Mark F Reactor Annual Rept for CY91." W/920228 Itr. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/12/31. ADAMS,A. Non-Power Reactors, Decommissioning & Environmental 
Proj. Dir. (Post 901216). 24pp. 60888:157-60888:180. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


R. Periodic operating reports & related correspondence 


9203300221 “AFRRI TRIGA Reactor 1991 Annual Rept." W/undated ltr. 

MOORE,M.L., BUMGARNER,R.L. Armed Forces Radiobiological Research Institute. 
91/12/31. 200pp. 61174:044-61174:276. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


H. General correspondence 

9202200182 Responds to 920121 Itr forwarding constituent inquiry re problems in ob¬ 
taining results of Sept 1991 appeal to PECO re denial of unescorted access to 
facility.On 920128,PECO informed NRC that decision to be made in near future. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/12. MIKULSKI.B.A. 
Senate. Ip. 60979:302-60979:310. 

-9202200195 Responds to 910911 Itr requesting NRC assistance in assuring fairness in 
licensee handling of appeal of its decision to deny access to plant.Discussions re 
case held w/PECO personnel on 911030-31 .PECO will convey decision when made. 
MCKEE,P.F. Reactor Safeguards Branch. 91/11/13. SMIDT.F. Affiliation Not As¬ 
signed. Ip. 60979:303-60979:303. 

-9202200198 Forwards correspondence from constituent^ Smidt re matter concerning 
agency.Requests review & written response. 

MIKULSKI.B.A. Senate. 92/01/21. RATHBUN.D. Office of Congressional Affairs (Post 
911117). 4pp. 60979:304-60979:310. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, inc. 11pp. 60392:001-60392:011. 
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9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil- 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203030435 Notification of contract execution,task order 30,to “Nuclear Power Reactor 
Operations,Mod & Maint Insp Svcs.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-2. 92/02/28. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 60773:099- 
60773:106. 

-*9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 30, “Integrated Performance Assessment Team Insp - Peach Bottom," under 
contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/14. 
LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 


9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring 
Network. 

BORES,R. Region 1 (Post 820201). 92/03/12. HAMMONS,D. Federal Emergency 
Management Agency. 17pp. 61053:187-61053:203. 

9203300011 Forwards 1991 annual decommissioning rept for Jan-Dec 1991. 

MILLER.D.B. Philadelphia Electric Co. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61164:352-61164:354. 


DOCKET 50-174 PENNSYLVANIA STATE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


—9203120323 Order terminating Pennsylvania State Univ interest in License R-72 & 
transferring license to Curtiss-Wright Nuclear Research Lab. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 67/10/09. Pennsylvania 
State Univ., University Park, PA. Ip. 61316:030-61316:030. 

-9203120327 Forwards Amend 3 to License R-72,Indemnity Agreement R-33 & FR 
notice of issuance.Amend transfers title to reactor to Curtiss-Wright Nuclear Research 
Lab.W/o indemnity agreement. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 

GODDARD,M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). 2pp. 61316:031-61316:032. 

-9203120330 Forwards signed copy of Amend 3 to License R-72.Amend initially submit¬ 
ted in ltr dtd 671108 was unsigned. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/16. 

GODDARD,M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). Ip. 61316:033-61316:036. 


W. Decommissioning Stage Documents & Correspondence 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


R. Periodic operating reports & related correspondence 


9203200348 “General Electric Annual Rept,1991.” W/920313 ltr. 

CUNNINGHAM,G.E. General Electric Co. 91/12/31. 67pp. 61073:113-61073:182. 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


H. General correspondence 

9203090428 Informs of change in contact person in regard to matters concerning 
facility.EA Richley no longer employed by ctr. Correspondence should be directed to 
NT Saunders. 

SMITH,A.B. National Aeronautics & Space Administration. 92/03/02. WEISS,S.H. 
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). Ip. 
60883:213-60883:213. 


R. Periodic operating reports & related correspondence 

9203240292 “Annual Status Rept for Plum Brook Reactor & Plum Brook Mock-Up Re¬ 
actor for 1991.” W/undated ltr. 

PFANNER.H.G., SAUNDERS,N.T. National Aeronautics & Space Administration. 91/ 
12/31.9pp. 61094:316-61094:324. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operating license stage documents & correspondence 

9203110217 Forwards DOE 920219 ltr notifying licensee that Federal Funds for conver¬ 
sion of reactor will not be available for FY92,per 10CFR50.64(c)(2)(ii).Univ will re¬ 
spond to issue again prior to 930327. 

MEYER,W.A., MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 92/02/26. ADAMS.A. 
Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 2pp. 
60897:112-60897:113. 

9203130194 Cancels spent fuel shipments from MURR to INEL described in 920103 ltr. 
HULTSCH.R.A. Missouri, Univ. of, Columbia, MO. 92/03/03. RENTSCHLER.R. Trans¬ 
portation Branch. 1 p. 60932:344-60932:344. 


Q. Inspection reports, IE Bulletins & correspondence 

9203230165 Responds to concerns noted in Insp Rept 50-186/91-06 re external expo¬ 
sure control program & two higher than normal extremity exposures to pneumatic tube 
operator.P-tube log sheet modified to record proper operation of room frisker. 
LANGHORST.S.M., MCKIBBEN.J.C. Missouri, Univ. of. Columbia, MO. 92/03/13. 
GREGOR,R.L. Region 3 (Post 820201). 6pp. 61082:349-61082:354. 


S. Reportable occurrences, LERs & related correspondence 

9203230005 Informs that fuel experiment conducted w/radiation monitor, part of radi¬ 
ation monitor sys.not operational on 920211. Caused by failure to specify semiannual 
calibr interval for monitor.Film irradiator fueled experiment secured. 

MEYER,W.A., MCKIBBEN.J.C. Missouri, Univ. of, Rolia, MO. 92/03/11. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 5pp. 61062:246-61062:251. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9203160133 Application for amend to License R-94,permitting possession & use of 
calibr sources up to 5 mCi source activity. 

BERLIN,R.E. Manhattan College, Riverdale, NY. 92/03/02. MICHAELS.T.S. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). Ip. 
60968:275-60968:275. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan,per request. 
UPSHAW, W. International Programs (870413-911116). 88/08/17. Brazil. Ip. 
61213:303-61213:303. 

9111060025 Concludes that exercise scenario & objectives appear adequate & meet 
NRC requirements & emergency plan goals. 

REESE,J.H. Region 5 (Post 820201). 91/09/24. RAY.H.B. Southern California Edison 
Co. Ip. 60910:017-60910:017. 

9203030060 Forwards Rev 10 to Safeguards Contingency Plan.Rev withheld (ref 
10CFR73.21). 

KRIEGER.R.W. Southern California Edison Co. 92/02/13. Document Control Branch 
(Document Control Desk), ip. 60782:300-60782:300. 

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program,including oper¬ 
ational safety,radiological protection,security,surveillance,maint & LER rept review. 
JOHNSON,P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203030005 Discusses insp rept 50-206/91-36 on 911114-1218 & forwards notice of 
violation & proposed imposition of civil penalty in amount of $50.000.Failure to meet 
regulatory requirements for protecting equipment following fire serious violation. 
MARTIN,J.B. Region 5 (Post 820201). 92/02/21. RAY.H.B. Southern California Edison 
Co. 7pp. 60753:023-60753:033. 

-9203030008 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Noncompliances noted:continuous fire watch not established when banks of 
Halon sys for 4,160-volt switchgear inoperable & LER 206/91-013 incomplete. 

* Region 5 (Post 820201). 92/02/21.4pp. 60753:030-60753:033. 

9203020058 Rev 13 to EPIP SO123-VIII-0.9, "Action EPIP Index.” W/920224 ltr. 
PLAPPERT.R.D. Southern California Edison Co. 92/02/24. 5pp. 60758:327- 
60758:331. 
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9203090318 Forwards “City of Dana Point Multihazard Emergency Plan," including 
Annex A & forwards Std Operating Procedures. 

* Southern California Edison Co. 92/02/26. NRC - No Detailed Affiliation Given. 2pp. 
60863:127-60863:329. 

-9203090323 “City of Dana Point Multihazard Emergency Plan," including Annex A. 

* Dana Point, CA. 92/01/31. 75pp. 60863:129-60863:225. 

-9203090325 “Std Operating Procedure for Director of Emergency Svcs.” 

* Dana Point, CA. 92/01/31. 10pp. 60863:226-60863:235. 

-9203090330 “Std Operating Procedure for Emergency Svcs Coordinator." 

* Dana Point, CA. 92/01/31. 14pp. 60863:236-60863:248. 

-9203090333 “Std Operating Procedure for City Attorney." 

* Dana Point, CA. 92/01/31.8pp. 60863:249-60863:257. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203160091 Notification of 920312 meeting w/util in Rockville,MD to discuss licensing 
issues re anticipated closure of facility. 

KALMAN,T. Project Directorate V. 92/03/10. MURLEY.T., MIRAGLIA.F., RUSSELL,W. 
NRC - No Detailed Affiliation Given. 5pp. 60919:270-60919:274. 


-9203090335 “Std Operating Procedure for Planning Section Chief." 

* Dana Point, CA. 92/01/31. 12pp. 60863:258-60863:269. 

-9203090337 “Std Operating Procedure for Operations Section Chief.” 

* Dana Point, CA. 92/01/31. 26pp. 60863:270-60863:295. 


9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. ROBERTSON.J.L. Entergy Operations, Inc. WOODS,B. Combustion En¬ 
gineering, Inc. 9pp. 60963:088-60963:101. 


-9203090339 “Std Operating Procedure for Info Officer." 

* Dana Point, CA. 92/01/31. 34pp. 60863:296-60863:329. 

9203110405 Forwards Rev 10 to Security Force Training & Qualification, per 
10CFR50.54(p).Rev withheld. 

KRIEGER.R.W. Southern California Edison Co. 92/03/04. Document Control Branch 
(Document Control Desk). Ip. 60897:291-60897:291. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE,J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203170343 Forwards Rev 35 to physical security plan.Rev withheld (ref 10CFR73.21). 
KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Branch 
(Document Control Desk). Ip. 61090:240-61090:240. 

9203250137 Responds to NRC ltr re violations & proposed imposition of civil penalty 
resulting from special insp of license on 911114 & 1218.Corrective actions:continuous 
fire watch established.Payment in amount of $50,000 will be made. 

RAY.H.B. Southern California Edison Co. 92/03/16. Ofc of Enforcement (Post 
870413). 11pp. 61099:318-61099:328. 

9203300066 Revised EPIPs,including rev 3 to EPIP SOI 23-VI11-0.201, “Surveillance Re¬ 
quirements Emergency Response Facilities & Equipment” & rev 3,technical change 
number 3-1 to EPIP SOI 23-VI!1-0.202, "Assignment of....” W/920323 ltr. 
PLAPPERT.R.D. Southern California Edison Co. 92/03/23. 25pp. 61164:293- 
61164:317. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan,” ad¬ 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA 
for Units 2 & 3.W/o end. 

ORNELAS,R. Southern California Edison Co. 92/03/26. Document Control Branch 
(Document Control Desk). 2pp. 61165:016-61165:017. 


I. Financial information 


—9203170228 Forwards marked up RCS PIV leackage section of proposed tech specs 
submitted by owners group. 

NORBERG.J.A. Mechanical Engineering Branch. 92/02/26. GRIMES,C.l. Technical 
Specifications Branch. 5pp. 60963:097-60963:101. 

9203180366 Forwards ltr rept on ODCM,updated through rev 6.0DCM does not contain 
methodology properly to limit dose rates when there are simultaneous releases of ra¬ 
dioactive matls in gaseous effluents from plants. 

BRADFUTE.J.O. Project Directorate V. 92/03/11. RAY.H.B. Southern California 
Edison Co. 6pp. 60971:044-60971:049. 

9203270270 Forwards completed section 3.9 for each version of new std tech 
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance 
w/comment resolution process. 

GRIMES,C.L Technical Specifications Branch. 92/03/16. BUSH.L. Westinghouse 
Electric Corp. WOODS,B. Combustion Engineering, Inc. WUNDERLY.B. Babcock & 
Wilcox Co. 200pp. 61108:254-61109:083. 

9203250099 Advises of completion of internal audit of plant TSs for FY92.Audit results 
reveal 20 discrepancies in three vol plant TS copy,which consist of TS pages not up¬ 
dated to current amends. 

CARSON,L.C. Region 5 (Post 820201). 92/03/18. SCARANO.R.A. Region 5 (Post 
820201). 2pp. 61070:279-61070:280. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan,” ad¬ 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA 
for Units 2 & 3.W/o end. 

ORNELAS,R. Southern California Edison Co. 92/03/26. Document Control Branch 
(Document Control Desk). 2pp. 61165:016-61165:017. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude pages from repts pertaining to nuclear expenses & investments. 

RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN,J.B. Region 5 (Post 
820201). 116pp. 61107:001-61107:116. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203160303 Discusses 901228 & 910710 Itrs forwarding info re cost-effectiveness eval¬ 
uations of facility.Evaluations submitted to util in connection w/request for authoriza¬ 
tion to make capital expenditures. 

RAY.H.B. Southern California Edison Co. 92/01/15. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60932:345-60932:346. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030349 Advises that 920128 response to generic ltr 91-11 re resolution of generic 
issues 48, “LCO for Class IE Vital Instrument Buses" & 49, "Interlocks & LCO for 

Hfloc iC Tip Rrpfl^prc 11 drf'PntpKIp 

BRADFUTE.J.O. Project Directorate V. 92/02/25. BAY.H.B. Southern California 
Edison Co. COTTON,G.D. San Diego Gas & Electric Co. 3pp. 60772:201-60772:203. 

9203020006 Suppls 901227 response to Generic ltr 90-06, “Resolution of Generic Issue 
70, ’PORV & Block Valve Reliability’ & 94, ’Addl Low Temp Overpressure Protection 
for LWRs.”’ 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/27. Document Control 
Branch (Document Control Desk). 4pp. 60758:319-60758:322. 

9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jui-Dec 
1991” & Rev 24 to “ODCM." 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). Ip. 60863:330-60864:267. 

-9203090331 Rev 24 to “ODCM." 

* Southern California Edison Co. 91/08/31. 200pp. 60864:088-60864:267. 


9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program.including oper¬ 
ational safety,radiological protection,security,surveillance,maint & LER rept review. 
JOHNSON,P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203060011 Forwards insp repts 50-206/92-05,50-361/92-05 & 50-362/92-05 on 
920127-31.No violations noted.Potentia! safety issue noted re incapability of alarm do¬ 
simeters in high noise areas. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RAY.H.B. Southern California Edison 
Co. 4pp. 60803:122-60803:133. 

-9203060015 Insp repts 50-206/92-05,50-361/92-05 & 50-362/92-05 on 920127-31.No 
violations noted.Major areas inspecteddicensee radiation protection program.including 
work during refueling & maint outage & ALARA planning. 

CHANEY,H.D., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 7pp. 60803:126- 
60803:133. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030005 Discusses insp rept 50-206/91-36 on 911114-1218 & forwards notice of 
violation & proposed imposition of civil penalty in amount of $50,000.Failure to meet 
regulatory requirements for protecting equipment following fire serious violation. 
MARTIN,J.B. Region 5 (Post 820201). 92/02/21. RAY.H.B. Southern California Edison 
Co. 7pp. 60753:023-60753:033. 

—9203030008 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Noncompliances notedxontinuous fire watch not established when banks of 
Halon sys for 4,160-volt switchgear inoperable & LER 206/91-013 incomplete. 

* Region 5 (Post 820201). 92/02/21. 4pp. 60753:030-60753:033. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 
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9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE,J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203250137 Responds to NRC ltr re violations & proposed imposition of civil penalty 
resulting from special insp of license on 911114 & 1218.Corrective actions:continuous 
fire watch established.Payment in amount of $50,000 will be made. 

RAY.H.B. Southern California Edison Co. 92/03/16. Ofc of Enforcement (Post 
870413). 11pp. 61099:318-61099:328. 


R. Periodic operating reports & related correspondence 


9203050154 “Annual Personnel Monitoring Rept for 1991." W/920228 ltr. 

KRIEGER.R.W. Southern California Edison Co. 91/12/31. 4pp. 60826:314-60826:317. 

9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991" & Rev 24 to “ODCM.” 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). Ip. 60863:330-60864:267. 

-9203090322 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Southern California Edison Co. 91/12/31. 114pp. 60863:331-60864:087. 

-9203090331 Rev 24 to “ODCM.” 

* Southern California Edison Co. 91/08/31. 200pp. 60864:088-60864:267. 

9203190166 Monthly operating rept for Feb 1992 for San Onofre Nuclear Generating 
Station.Unit 1.W/920313 ltr. 

VITTUM.S.L., ORNELAS,R. Southern California Edison Co. 92/02/29. 7pp. 
60998:325-60998:331. 

9203240256 Forwards revised “San Onofre Nuclear Generating Units 1,2 & 3 Personnel 
Monitoring Rept,1990.” Rev corrects discrepancies between computer generated 
summary & recorded data noted during generation of 1991 rept. 

KRIEGER.R.W. Southern California Edison Co. 92/03/16. Document Control Branch 
(Document Control Desk). 4pp. 61100:001-61100:004. 

-9203240260 “San Onofre Nuclear Generating Station.Units 1,2 & 3 Revised Annual 
Personnel Monitoring Rept-1990.” 

* Southern California Edison Co. 90/12/31. 3pp. 61100:002-61100:004. 


S. Reportable occurrences, LERs & related correspondence 

9203090358 NPDES noncompliance notification:on 911202 & 11,samples for grease & 
oil concentrations exceeded NPDES permit by 10 mg/I & 4.9 mg/ 
I,respectively .Caused by leaching oil residue. Drain pipe cleaned by hydrolasing. 
ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). 4pp. 60883:072-60883:075. 

9203090395 LER 91-012-01 :on 910625,determined that air-operated actuator associat¬ 
ed w/PORV block valves leaking.On 910312, backup nitrogen sys became 
inoperable.Caused by loose actuator.Bolts torqued.W/920303 ltr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/03. 8pp. 60948:206-60948:213. 

9203110117 LER 91-013-02:on 910701,halon fire suppression sys inadvertently actu¬ 
ated due to water intrusion into halon control panel.Conduit fittings associated w/ 
halon control panel sealed w/RTV.W/920305 ltr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/05. 11pp. 60948:259- 
60948:269. 

9203230273 NPDES noncompliance notifications 920102,sample for hydrazine con¬ 
centrations exceeded NPDES limit.Second sample taken 2 h after initial sample indi¬ 
cated hydrazine concentration within NPDES permitted level. 

ROSENBLUM.R.M. Southern California Edison Co. 92/03/19. Document Control 
Branch (Document Control Desk). 2pp. 61082:344-61082:345. 

9203300299 Forwards NPDES permit violation dtd 920319 initially sent w/o end. 

* Southern California Edison Co. 92/03/20. Document Control Branch (Document 
Control Desk). Ip. 61199:296-61199:300. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203230162 Ack receipt of 920224 ltr re delivery of final certified operator license appli¬ 
cations at simulator in Montreal. Non-certified applications should arrive before review 
performed before exams administered. 

KIRSCH.D.F. Region 5 (Post 820201). 92/03/13. KRIEGER.R.W. Southern California 
Edison Co. 2pp. 60985:011-60985:012. 

9203250050 Forwards noncertified applications for seven senior reactor operator li¬ 
censes & 14 reactor operator licenses,including list of initial license applicants & non¬ 
certified forms. 

KRIEGER.R.W. Southern California Edison Co. 92/03/20. MARTIN,J.B. Region 5 
(Post 820201). 66pp. 61108:080-61108:146. 


DOCKET 50-210 NASA CRITICAL FACILITY 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


9203270094 Forwards util 720822 ltr transmitting plant summary technical rept of pri¬ 
mary containment leakage rate test during June 1972.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/29. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:191-61215:191. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 


9203170032 Partially withheld ltr re recent inquiry on plant worker w/ unstable mental 
stabilities w/unlimited access to secured areas. 

* Affiliation Not Assigned. 89/06/29. SHEDLOSKY.T. NRC - No Detailed Affiliation 
Given. Ip. 60920:238-60920:238. 

9203090120 Rev 10 to EPIP 1.5-11, “Personnel Injuries.” 

HEFFERNAN.D.C., FRIES,E.V., NEVELOS.W.F. Connecticut Yankee Atomic Power 
Co. 92/02/19. 13pp. 60884:196-60884:208. 

9203100089 Forwards insp rept 50-213/92-01 on 920112-0201 & notice of violation. 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/25. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 60844:032-60844:056. 

--9203100115 Insp rept 50-213/92-01 on 920112-0201.Violations noted.Major areas 
inspected:radiological controls,maint,surveillance, security,licensee self-assessment & 
periodic repts. 

RULAND.W.H. Region 1 (Post 820201). 92/02/21. 21pp. 60844:036-60844:056. 

9203110104 Revised Corporate Organization for Nuclear Incidents (CONI) 
procedure,including Rev 19 to CONI 1.01,Rev 39 to CONI 1.02,Rev 25 to CONI 
1.03,Rev 5 to CONI 1.04,Rev 9 to CONI 1.06,Rev 18 to CONI 3.01 & Rev 14 to CONI 
8 . 01 . 

MALLOY,E., SEARS,C. Northeast Utilities Service Co. 92/03/01. 200pp. 60898:087- 
60898:270. 

9203170305 Revised EPIPs,including Rev 8 to EPIP 1.5-12 & Rev 8 to EPIP 1.5-16. 
OSIECKI.L.M. Connecticut Yankee Atomic Power Co. 92/03/04. 16pp. 60981:211- 
60981:226. 

9203240105 Requests that documents re l0CFR50,App R & fire protection programs.be 
forwarded prior to insp at plant scheduled for wk of 920420-24. 

DURR.J.P. Region 1 (Post 820201). 92/03/12. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. 4pp. 61054:222-61054:225. 

9203300318 Forwards Rev 23 to modified,amended security plan.Access authorization 
program will be implemented by 920401 & will be effective on 920427.Rev withheld 
(ref 10CFR2.790(a)). 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/25. Document Control Branch (Document Control Desk). Ip. 61259:144- 
61259:144. 


H. General correspondence 


9203180107 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide 
8.7) re instructions for recording & reporting occupational radiation exposure data. 
OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/13. Regulatory Publications Branch. 
2pp. 60936:069-60936:070. 


J. Insurance & indemnity Information 


9203230220 Notifies of amount of property insurance coverage currently in force for 
plant. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/17. Document Control 
Branch (Document Control Desk). 2pp. 61077:094-61077:095. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 
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-9203110336 Partially withheld Itr informing of NRC findings re recipient allegation on 
supervisory harassment involving work on loose parts monitoring sys at facility. 
MCCABE,EC. Region 1 (Post 820201). 89/05/11. Affiliation Not Assigned. 2pp. 
60920:113-60920:114. 

-9203110410 Ack receipt of end Itr & forwarded as document requested in that Itr sent 
to Region I attached to memo re allegation RI-89-A65. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/07/06. NRC - No Detailed 
Affiliation Given. 2pp. 60920:231-60920:232. 

-9203110411 Partially withheld Itr re anonymous Itr sent to NRC which claims unstable 
conditions existed in employee at plant. 

* Affiliation Not Assigned. 89/05/24. SHEDLOSKY.J.T. NRC - No Detailed Affiliation 
Given. Ip. 60920:233-60920:233. 

-9203110415 Partially withheld Itr re 890502 anonymous allegation by female caller 
who questioned job suitability of named individual because person received treatment 
at psychiatric institution. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/23. NRC - No Detailed 
Affiliation Given. 3pp. 60920:234-60920:236. 

-9203110418 Partially withheld memo re Allegation RI-89-A65. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/29. NRC - No Detailed 
Affiliation Given. Ip. 60920:237-60920:237. 

-9203110420 Partially withheld Itr ack telcon reauest to NRC senior resident inspector 
for original of recent allegation made on recipient fitness for employment at plant & 
recipient 890629 follow up Itr. 

MCCABE.E.C. Region 1 (Post 820201). 89/07/12. Affiliation Not Assigned. Ip. 
60920:240-60920:240. 

-9203110423 Partially withheld Itr informing of NRC insp of allegation RI-89-A-0065 re 
fitness for duty.Author unable to directly release any info associated w/allegation.lnfo 
may be releasable through FOIA process. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/12/20. Affiliation Not Assigned. 6pp. 
60920:241-60920:251. 

9203030260 Corrected Itr forwarding environ assessment & finding of no significant 
impact re 910830 application for amend.Amend would change TS to reflect plant 
mods to auxiliary feedwater automatic initiation sys. 

WANG,A. Project Directorate 1-4. 92/02/11. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. 2pp. 60793:095-60793:100. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040120 Application for amends to Licenses DPR-61.DPR-21.DPR-65 & NPF-49,in¬ 
corporating changes to Section 6 of Administrative Tech Specs. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/25. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60823:003-60823:121. 

-9203040123 Proposed Tech Specs Section 6 “Administrative Controls." 

* Connecticut Yankee Atomic Power Co. 92/02/25. 200pp. 60823:007-60823:121. 

9203110308 Application for amend to license DPR-61 by revising TS 4.7.4.a & 4.7.4.b re 
snubber visual insp & acceptance criteria,respectively,per Generic Ltr 90-09. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/02/28. Document Control Branch (Document Control Desk). 5pp. 60898:271- 
60898:282. 

-9203110323 Proposed change to TS 4.7.4.a & 4.7.4.b re snubber visual insp & accept¬ 
ance criteria,respectively. 

* Connecticut Yankee Atomic Power Co. 92/02/28. 7pp. 60898:276-60898:282. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79. “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station).re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203110394 Advises that 920131 response to generic Itr 91-11 meets reporting require¬ 
ments set forth in generic Itr. 

STOL2.J.F. Project Directorate 1-4. 92/03/06. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 3pp. 60876:162-60876:164. 

9203200210 Forwards addl info to support util view that plant should be categorized in 
extremely severe weather group two as part of station blackout rule.NRC staff assign¬ 
ment of group five in initial SER challenged w/Weather Service data. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/12. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 8pp. 61073:201-61073:208. 

9203230222 Advises that responses to SEP Topic 111-6, “Seismic Design Consider¬ 
ations" & addl related matl will be submitted by 920630. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/17. Document Control 
Branch (Document Control Desk). 2pp. 61077:096-61077:097. 

9203240259 Provides summary of fuel recovery program efforts during Cycle 16 refuel¬ 
ing outage covering fuel performance,fuel pin insps.fuel assembly reconstitution,failure 
characteristics & expectations for Cycle 17. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/17. Document Control Branch (Document Control Desk). 12pp. 61100:014- 
61100:025. 

9203250142 Forwards addl info on 920225 application for amends to License DPR- 
61,DPR-21.DPR-65 & NPF-49,revising TSs Section 6 re administrative controls.per 
recent telcon. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/18. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:180-61099:195. 


-9203250144 Proposed Tech Specs Section 6 re administrative controls. 

* Connecticut Yankee Atomic Power Co. 92/03/18. 14pp. 61099:182-61099:195. 

9203300291 Lists recent results from self-initiated pilot program for shift optimization,per 
util 871223 Itr.Program developed to promote health awareness & altertness for rotat¬ 
ing shift workers. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 61198:357-61198:360. 

9203310201 Forwards summary of SWRI rept on util reexam of pressurizer indications/ 
flaws during 1991-92 refueling outage,per NRC 900803 request that util perform ultra¬ 
sonic test reexam of pressurizer indications/flaws identified during 1990. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/24. Document Control Branch (Document Control Desk). 12pp. 61205:096- 
61205:107. 

9203310192 Provides info to close out Systematic Evaluation Program Topic VII.1.A re 
isolation of reactor protection sys from non-safety sys. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/26. Document Control Branch (Document Control Desk). 4pp. 61205:123- 
61205:126. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060433 Forwards relevant part of insp rept 50-213/89-10 which discusses senior 
resident review of licensee investigation of anonymous allegation which questioned in¬ 
dividual fitness for employment.No unacceptable conditions noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/11/06. PERKINS,M. NRC - No De¬ 
tailed Affiliation Given. 3pp. 60920:054-60920:061. 

9203040001 Ack receipt of 920116 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-213/91-25. 

WEN2INGER.E.C. Region 1 (Post 820201). 92/02/05. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 60767:001-60767:008. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100089 Forwards insp rept 50-213/92-01 on 920112-0201 & notice of violation. 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/25. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 60844:032-60844:056. 

-9203100108 Notice of violation from insp on 920112-0201.Violation noted:containment 
isolation valve inoperable following design basis accident. 

* Region 1 (Post 820201). 92/02/25. 2pp. 60844:034-60844:035. 

-9203100115 Insp rept 50-213/92-01 on 920112-0201.Violations noted.Major areas 
inspected:radiological controls,maint,surveillance, security,licensee self-assessment & 
periodic repts. 

RULAND.W.H. Region 1 (Post 820201). 92/02/21. 21pp. 60844:036-60844:056. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020235 Discusses applicability of corrective actions taken at Haddam Neck to find¬ 
ings in Insp Rept 50-423/91-26 re equipment problems involving air compressors for 
emergency generator air receivers & dc grounds. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/02/27. Document Control Branch (Document Control Desk). 2pp. 60783:194- 
60783:195. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090020 Forwards “Haddam Neck Plant 1991 Refueling Outage Steam Generator 
Tube Insp Rept,” per Tech Spec 4.4.5. 

STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/02/28. Document Control 
Branch (Document Control Desk). Ip. 60862:106-60862:138. 

-9203090023 “Haddam Neck Plant 1991 Refueling Outage Steam Generator Tube Insp 
Rept." 

PRITCHARD,R.W., DELAWRENCE.J.L., GLADDING,C.J. Connecticut Yankee Atomic 
Power Co. 92/02/28. 32pp. 60862:107-60862:138. 
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9203110308 Application for amend to license DPR-61 by revising TS 4.7.4.a & 4.7.4.b re 
snubber visual insp & acceptance criteria,respectively,per Generic Ltr 90-09. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/02/28. Document Control Branch (Document Control Desk). 5pp. 60898:271- 
60898:282. 

—9203110323 Proposed change to TS 4.7.4.a & 4.7.4.b re snubber visual insp & accept¬ 
ance criteria,respectively. 

* Connecticut Yankee Atomic Power Co. 92/02/28. 7pp. 60898:276-60898:282. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05.50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E., ESELGROTH.P.W. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230- 
61056:247. 

9203240248 Provides schedule for completion of review of responses to NRC Bulletin 
80-004 re main steam line break reanalysis,per Insp Rept 50-336/91-28.Reviews of 
bulletin & generic Itrs will be completed by 920831. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:344-61099:345. 

9203240259 Provides summary of fuel recovery program efforts during Cycle 16 refuel¬ 
ing outage covering fuel performance,fuel pin insps.fuel assembly reconstitution,failure 
characteristics & expectations for Cycle 17. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/17. Document Control Branch (Document Control Desk). 12pp. 61100:014- 
61100:025. 


R. Periodic operating reports & related correspondence 

9203020257 "Haddam Neck Plant Semiannual Radioactive Effluents Rept, Jul-Dec 
1991." W/920227 ltr. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
91/12/31. 15pp. 60783:224-60783:238. 

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. Document Control Branch (Doc¬ 
ument Control Desk). 20pp. 60802:174-60802:193. 

9203060262 Forwards "Haddam Neck Plant & Millstone Station,Unit 1,2 & 3 Annual 
Rept 1991.” Rept contains summary of challenges to relief/safety valves,per commit¬ 
ment in 800610 ltr. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60879:178-60880:254. 

-9203060266 "Haddam Neck Plant & Millstone Station,Units 1,2 & 3 Annual 
Rept,1991.” 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. * Northeast 
Utilities. 91/12/31. 250pp. 60879:179-60880:254. 

9203230347 Monthly operating rept for Feb 1992 for Haddam Neck Plant. W/920315 ltr. 
CLAFFEY.S.F., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/02/29. 10pp. 
61069:351-61069:360. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

—9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

T MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

—9203030230 Part 21 rept re potentially reportable defect re rotor pole mounting bolt 
torque on EMD A20C generator.Data from site insps currently being evaluated.Ltrs 
from affected utils end. 

MITCHELL,M.V. MKW Power Systems, Inc. 91/12/13. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60804:350-60805:005. 

9203020298 LER 92-002-00:on 920131 .spent fuel cooling pumps temporarily deener¬ 
gized during surveillance procedure. Caused by preplanned performance of 
procedure.No corrective action required.W/920227 ltr. 

FRIES,E.V., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/02/27. 6pp. 
60838:072-60838:077. 

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms 
that duplicate evaluation & reporting of events unnecessary.Util will not be conducting 
further evaluation of loss of control power noted during Millstone Unit 3 insp. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/03. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60862:216-60862:217. 


9203110133 LER 92-003-00:on 920206,determined that flexible hoses installed in HPSI 
pump seal water supply lines could fail while pumps used following LOCA.Caused by 
design deficiency. Flex hoses replaced w/hoses of metal const.W/920305 ltr. 
MAJEWSKI.J.L., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/05. 5pp. 
60948:283-60948:287. 

9203190110 LER 91-021-01:on 911019,failure of RCS loop 3 hot leg loop isolation valve 
caused major reduction in forced reactor coolant flow.Caused by stress corrosion 
cracking of valve stem.New stem installed.W/920312 ltr. 

MARINO.M.F., STEZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/12. 7pp. 
61085:097-61085:103. 

9203190131 LER 92-005-00:on 920212,operations dept personnel discovered missed 
surveillance of fire fighting equipment.Caused by personnel error.Revs implemented to 
plant surveillance planning.W/920312 ltr. 

MCCRACKEN,D.S., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/12. 
4pp. 61085:104-61085:107. 

9203190151 LER 92-004-00:on 920212,potential inoperability of Foxboro equipment 
during seismic events noted.Caused by inadequate info from Foxboro re installation of 
seismic constraints. Insp performed on equipment.W/920312 ltr. 

RYAN.T.L., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/12. 7pp. 
61085:108-61085:113. 

9203270186 LER 92-008-00:on 920226,during engineering review,inoperable fire barrier 
penetration seal in primary auxiliary bldg discovered on 920207.Possibly caused by 
improper work practices.Seal repaired.W/920320 ltr. 

KAZUKYNAS.T.B., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/20. 4pp. 
61224:308-61224:312. 

9203270212 LER 92-006-00:on 920125,undervoltage load shed circuitry wire discovered 
disconnected & on 920221 .discovered that Procedures SUR 5.1-18 & 19 

inadequate.Cause of disconnected wire inconclusive.Existing SPs to be revised.W/ 
920323 ltr. 

FRIES,E.V., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/23. 7pp. 
61224:317-61224:323. 

9203270283 LER 92-007-00:on 920222,spent fuel cooling pumps were temporarily 
deenergized.Caused by preplanned procedure ST 11.7-86.No corrective actions were 
requiied.W/920323 ltr. 

FRIES,E.V., STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/03/23. 6pp. 
61224:341-61224:346. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-l7.Noncited violation noted.Major areas inspected:licensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-61056:247. 
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F. Security, medical, emergency & fire protection plans 

9203040011 Forwards safety insp rept 50-219/92-02 on 920127-30.Examined compen¬ 
satory training & emergency operating procedures. Unresolved item noted. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/02/25. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 60767:023-60767:035. 

-9203040018 Insp rept 50-219/92-02 on 920127-30.Unresolved item noted. Major 
areas inspected:effectiveness activities designed to compensate for lack of plant spe¬ 
cific simulator & corrective actions addressing EOP-related deficiencies. 

SISCO,C., CONTE,R.J. Region 1 (Post 820201). 92/02/18. 10pp. 60767:026- 
60767:035. 

9203060126 Forwards rev 0 to "Oyster Creek Security Training & Qualification Plan.” 
Plan withheld. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 92/02/27. Document 
Control Branch (Document Control Desk). Ip. 60854:351-60854:351. 

9203160229 Forwards Rev 29 to security plan.Rev withheld (ref 10CFR73. 21). 
BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/04. Document 
Control Branch (Document Control Desk). 1 p. 60946:087-60946:087. 

9203160009 Forwards safeguards insp rept 50-219/92-05 on 920218-21 & notice of 
violation.Weakness in security program audit described in rept should receive mgt at¬ 
tention. 

JOYNER,J.G. Region 1 (Post 820201). 92/03/06. BARTON.J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 3pp. 60911:020-60911:030. 

-9203160010 Notice of violation from insp on 920218-21 .Violation noted: CY90 & CY91 
security program audits did not contain evaluation of security programs potential 
impact on plant personnel safety. 

* Region 1 (Post 820201). 92/03/06. Ip. 60911:023-60911:023. 

-9203160014 Insp rept 50-219/92-05 on 920218-21 .Violations noted.Major areas 
inspected:mgt support,security plans & audits,alarm stations & 

communications,protected area physical barriers, detection & assessment 
aids.isolation zones & lighting. 

SMITH,G.C., RATTA.A.D., KEIMIG.R.R. Region 1 (Post 820201). 92/03/05. 7pp. 
60911:024-60911:030. 
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9203300005 Forwards insp rept 50-219/92-03 on 920119-0222.No violations noted. 
WENZINGER.E. Region 1 (Post 820201). 92/03/16. BARTON,J.J. General Public Util¬ 
ities Corp. - GPU Service Corp. pp. 61110:009-61110:033. 

—9203300009 Insp rept 50-219/92-03 on 920119-0222.Major areas inspected: plant 
operations,radiation protection,maint & surveillance, engineering & technical 
support,emergency preparedness, security & safety assessment/quality verification. 
RULAND.W.H. Region 1 (Post 820201). 92/03/11. 22pp. 61110:012-61110:033. 


I. Financial information 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS.D.A., WILCOX,R.N. Atomic Energy Commission (Pre 750119). Ip. 

61214:081-61214:081. 

-9203190070 Submits category B rept re licensee financial info.No ACRS action ap¬ 
pears warranted. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/19. 
MCKEE,J.E., PALLADINO.N. Atomic Energy Commission (Pre 750119). Ip. 

61214:129-61214:129. 

-9203190073 Forwards 670726 Itr & license application amend 6 containing financial 
data in support of application for provisional OL.W/o end. 

MORRIS,P.A. Atomic Energy Commission (Pr<? 750119). 67/09/07. PALLADINO.N. 
ACRS - Advisory Committee on Reactor Safeguards. 10pp. 61214:130-61214:139. 

-9203240304 Forwards amend 49 to application for OL for unit 1 re financial qualifica¬ 
tions of applicant.No ACRS actions recommended. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/12/30. 
STRATTON,W.R. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:246- 
61214:246. 

-9203240309 Forwards util 681129 Itr transmitting amend 49 containing current finan¬ 
cial data.W/o end. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/12/05. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:247-61214:247. 

-9203240312 Forwards 681212 telcon from licensee clarifying financial qualification 
data previously submitted in Amend 49.W/o end. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/12/13. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:248-61214:248. 


J. Insurance & indemnity information 

9203230158 Advises that as of 920401 .listed MAELU.NELIA & Nuclear Mutual Ltd prop¬ 
erty insurance coverage will be in effect at facility. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/06. Document 
Control Branch (Document Control Desk). Ip. 61069:332-61069:332. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR, 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 

-9203180334 Forwards amend 1 dtd 640505 to application for const permit & OL for 
plant,unit 1. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/05/26. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:082-61214:082. 

-9203180337 Forwards summary of 640512 meeting re util nuclear instrumentation,for 
info.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
ROGERS.D.A., NEWSON.H.W. Atomic Energy Commission (Pre 750119). Ip. 
61214:083-61214:083. 

-9203180342 Forwards memo summarizing 640512 DRL meeting on util 
instrumentation,for info. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
EPLER.E.P. Oak Ridge National Laboratory. Ip. 61214:084-61214:084. 

-9203180346 Summary of 640512 meeting in Bethesda.MD to discuss licensee nuclear 
instrumentation.Attendees listed. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. ACRS - 
Advisory Committee on Reactor Safeguards. 6pp. 61214:085-61214:090. 

-9203180349 Provides addl info re amend 2 to licensee application covering prototype 
testing of CRD & subchannels in safety sys. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 64/08/06. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). 3pp. 61214:091-61214:093. 

-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern¬ 
ing plant. 

FRALEY,F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03. 
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094- 
61214:095. 

—9203180357 Submits category B rept re 640909 meeting in Toms River,NJ re provi¬ 
sional const permit.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/09/18. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:096-61214:096. 


-9203180358 Forwards notice of hearing on application for provisional const permit for 

nuclear reactor.W/o end. __ 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/09/11. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:097-61214:097. 

-9203180372 Forwards repts concerning meeting w/Epler on 640512 re GE instrumen¬ 
tation for plant.W/o end. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/10/13. 

THOMPSON,T.J. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:098- 
61214:098. 

-9203180379 Provides category B rept re DRL public hazards analysis. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/09. 

ROGERS,D.A., KOUTS.K.J. Atomic Energy Commission (Pre 750119). 2pp. 
61214:099-61214:100. 

-9203180382 Forwards hazards analysis rept for plant.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/10/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:101-61214:101. 

-9203180392 Provides category B rept for util const permit. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 65/01/08. 

ROGERS.D.A., MANLY,N.B. Atomic Energy Commission (Pre 750119). Ip. 61214:102- 

61214:102. 

-9203180399 Forwards CPPR-15 & FR notice of availability.W/o ends. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/12/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards, ip. 61214:103-61214:103. 

-9203180405 Forwards decision of Commission re util request to suspend Hearing 
Board requirement for addl info until appeal resolved.Request denied. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 65/04/14. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:104-61214:104. 

-9203180410 Provides category B rept re order determining plant compliance w/condi- 
tions in initial decision. 

GASKE.W.C. ACRS - Advisory Committee on Reactor Safeguards. 66/01/26. 
SILVERMAN,L., OKRENT.D. Atomic Energy Commission (Pre 750119). Ip. 
61214:105-61214:105. 

-9203180419 Forwards order determining compliance w/conditions in initial decision in 
ref to provisional const permit.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 66/01/14. OKRENT.D. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:106-61214:106. 

-9203190060 Discusses review of plant ECCS.per 661020 Itr to util re results of recent 
const permit reviews. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/05/08. ACRS - 
Advisory Committee on Reactor Safeguards. 13pp. 61214:107-61214:120. 

-9203190065 Requests that end evaluation by Epler re instrumentation sys be distribut¬ 
ed to plant subcommittee. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/05. 
MCKEE,J.E., BUSH.S.H., PALLADINO.H. Atomic Energy Commission (Pre 750119). 
8pp. 61214:121-61214:128. 

—9203190077 Discusses AE Bates assistance on 671117 w/Subcommittee review of 
control & instrument sys for facility. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/11/16. ACRS - 
Advisory Committee on Reactor Safeguards. 5pp. 61214:140-61214:144. 

—9203190086 Submits Category B repts re regulatory Itrs dtd 671108 & 24 concerning 
cracks in control rod stub tubes of plant reactor. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/12/01. 
MCKEE,J.E., PALLADINO.N. Atomic Energy Commission (Pre 750119). 4pp. 
61214:145-61214:148. 

-9203190089 Believes that analysis should be made & design justified concerning reac¬ 
tor vessel repair at facility. 

ETHERINGTON.H. Atomic Energy Commission (Pre 750119). 67/12/20. FRALEY,R.F. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:149-61214:149. 

—9203190098 Forwards evaluation re possible cause of pressure vessel (stub tube) 
cracking at plant. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/12/27. 

MCKEE,J.E. Atomic Energy Commission (Pre 750119). 5pp. 61214:150-61214:154. 

-9203190105 Advises that Etherington provided end addl info re plant. DRL plans to 
develop addl detail for discussions during meeting to be held next wk. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 

MCKEE,J.E. Atomic Energy Commission (Pre 750119). Ip. 61214:155-61214:155. 

-9203190106 Discusses & provides comments on plant vessel,including distortion 
measurements & other stresses. 

ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:156- 
61214:157. 

-9203190114 Forwards info re stub tubes,per request at ACRS 93rd meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 

STRATTON,W.R., HANSUER.S. Atomic Energy Commission (Pre 750119). 2pp. 
61214:158-61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 

-9203190192 Discusses Feb 1968 ACRS meeting re pressure vessel repairs. 
GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:174-61214:174. 

-9203190195 Provides basis for concern re plant pressure vessel stub tube failures. 
ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. 
ACRS - Advisory Committee on Reactor Safeguards. 21pp. 61214:175-61214:195. 
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-9203190245 Submits Category B rept re summary of info contained in util 680612 
Itr.No ACRS action appears necessary. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/06/25. 
STRATTON,W.R., ZABEL.C.W. Atomic Energy Commission (Pre 750119). 2pp. 
61214:196-61214:197. H 

—9203190255 Forwards 680612 Itr requesting extension of completion date specified in 
const permit CPPR-15,FR notice & order.W/o ends. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/06/24. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:198-61214:198. 

—9203190257 Summary of 680807 meeting w/util re pressure vessel repair 
procedures.Attendees listed. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/08/21. ACRS - 
Advisory Committee on Reactor Safeguards. 8pp. 61214:199-61214:206. 

-9203190268 Requests that end rept, “Corrosion Evaluation - Oyster Creek Nuclear 
Power Plant,’’ be forwarded to ACRS members for info. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/10/17. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:207-61214:207. 

-9203190277 Discusses intergranular stress-assisted corrosion & weld defects found in 
stub tubes & control rod housing of primary pressure vessel at plant. 

CHENG,C.F. Argonne National Laboratory. 68/07/24. PORSE.L. Atomic Energy Com¬ 
mission (Pre 750119). 9pp. 61214:208-61214:216. 

-9203190281 Summary of 681024 meeting re facility reactor pressure vessel repair pro¬ 
gram. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/10/30. ACRS - 
Advisory Committee on Reactor Safeguards. 9pp. 61214:217-61214:225. 

-9203190284 Submits info provided to applicant concerning ACRS Subcommittee on 
Oyster Creek 681122-23 meetings. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/11/19. 
STRATTON,W.R., BUSH.S.H., ETHERINGTON.H. ACRS - Advisory Committee on Re¬ 
actor Safeguards. Ip. 61214:226-61214:233. 

-9203240296 Forward info re intergranular cracking at plant. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/11/25. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:234-61214:234. 

-9203240302 Discusses matl evaluation on corrosion aspect of cracked vessel compo¬ 
nents at facility. 

CHENG,C.F. Argonne National Laboratory. 68/11/20. YOUNG,R.D. Atomic Energy 
Commission (Pre 750119). 11pp. 61214:235-61214:245. 

-9203240318 Forwards notice of proposed issuance of provisional OL. 

GASKE.M.C. Atomic Energy Commission (Pre 750119). 69/01/02. STRATTON,W.R., 
HENDRIE.J.M. Atomic Energy Commission (Pre 750119). Ip. 61214:249-61214:249. 

-9203240320 Forwards notice of proposed issuance of provisional OL.W/o end. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/12/21. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:250-61214:250. 

-9203240325 Forwards category B rept re delay in startup of plant reactor.Subj of 
cracks in ECCS valves will be discussed at Feb 1969 ACRS meeting. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 69/01/31. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:251-61214:251. 

-9203240335 Forwards category B rept providing summary of info presented in util 
690325 Itr.Recommends that no ACRS action be taken concerning info. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/02. 
HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:252- 
61214:253. 

-9203240341 Forwards category B rept re allegations of deficient piping & valves in 
plant. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/02. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. Ip. 61214:254-61214:254. 

-9203240356 Forwards category B rept concerning amend 50 to license re containment 
penetration protection from forces resulting from rupture of process pipe connected tq 
penetation. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/04, 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:255-61214:256. 

—9203240361 Forwards util 690227 Itr transmitting application amend 50 covering suppl 
info concerning primary containment penetrations. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/03/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:257-61214:257. 

-9203240364 Forwards util 690325 Itr transmitting amend 51 to license application con¬ 
sisting of supplemental info re primary containment penetrations. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/03/28. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:258-61214:258. 

—9203250017 Forwards category B repts re notice of issuance of provisional OL includ¬ 
ing TS & addendum to safety evaluation. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/Q4/22. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:259-61214:260. 

—9203250020 Forwards notice of issuance of provisional OL,provisional OL DPR-16 & 
addendum to SE. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/04/09. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:261-61214:261. 

—9203250025 Forwards category B rept re achievement of initial criticality,No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/05/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:262-61214:263. 

-9203250029 Summary of 690514 meeting w/util,GE.MPR Assoc & Burns & Poe re pri¬ 
mary piping,valves & main steam stop valves leakage problem at facility. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/05/20. 
ACRS - Advisory Committee on Reactor Safeguards. 7 . 61214:264-61214:270. 


-9203250031 Forwards category B rept re supplemental info prepared by GE.No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/07/09. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61214:271-61214:272. 

-9203250037 Forwards supplemental info prepared by GE & informally submitted re 
plant total insp program & amend 53. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/06/23. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:273-61214:273. 

-9203250040 Forwards category B rept re notice of issuance of amend to provisional 
OL,amend 1 to license DPR-16 & addendum to SE. No ACRS action warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/08/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:274-61214:275. 

-9203250043 Forwards notice of issuance of amend to provisional OL & Amend 1 to 
License DPR-16. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/08/01. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:276-61214:276. 

-9203250045 Forwards category B rept re NRC 690902 Itr to util submitting results of 
util study on radiolytic decomposition in water.No ACRS action appears warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/09/16. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:277-61214:278. 

-9203250048 Forwards NRC 690902 Itr to util re matters cited in ACRS rept dtd 
681212. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/09/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:279-61214:279. 

-9203250052 Forwards category B rept re Div of Compliance rept to Director of Regula¬ 
tion dtd 690815 re malfunction of pressure control sys & subsequent scram. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/09/23. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 3pp. 61214:280-61214:282. 

-9203250056 Forwards category B rept re abnormal performance of control rod drive 
sys.No ACRS action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/10/21. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 3pp. 61214:283-61214:285. 

-9203250059 Forwards category B rept re rod drive incident discussed at ACRS 115th 
meeting. No ACRS action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/12. 
STRATTON,J.M., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:286-61214:287. 

—9203250063 Forwards 691014 Itr from util reporting inability to meet limiting condition 
for operation at plant on 691002. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/10/20. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:288-61214:288. 

-9203250068 Forwards util 691027 Itr submitting corrections to licensee 691014 Itr. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:289-61214:289. 

-9203250070 Forwards 691027 Itr to util re tests for measuring vibration of reactor in¬ 
ternals at facility. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/10/27. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:290-61214:290. 

-9203250075 Forwards category B rept re project documents to maintain up-to-date de¬ 
scription of plant,organization & procedures. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/13. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:291-61214:292. 

-9203250077 Forwards 691107 telegram from util requesting that Commission authorize 
waiver to section 3.4.C of TS for OL. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/10. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:293-61214:293. 

-9203250080 Forwards util 691103 Itr reporting abnormal occurrence which occurred at 
facility on 690909. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/12. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:294-61214:294. 

-9203250081 Forwards category B rept re NRC 691112 Itr to util re project documents 
to maintain up-to-date description of plant,organization & procedures.No ACRS action 
warranted 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:295-61214:296. 

-9203250084 Forwards 691112 Itr to util re placement of containment spray sys dis¬ 
charge valves under manual rather than automatic control during performance of 
single nonrecurring test of loss of power. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/12. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:297-61214:297. 

-9203250086 Forwards category B rept re 691111 Itr from util concerning project docu¬ 
ments to maintain up-to-date description of plant & organization.No ACRS action war¬ 
ranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/19. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:298-61214:299. 

-9203250089 Forwards 691 111 Itr from util confirming telegram on 691107 & requesting 
waiver to section 3.4.C of TS for plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Adviso Committee on Reactor Safeguards. 1 . 61214:300-61214:300. 


aocumenis.NO action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/12/16. 
STRATTON,W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:301-61214:302. 

-9203250094 Forwards category B rept re util 691111 & 12 Itrs to NRC. Recommends 
that topic be discussed w/regulatory staff. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/26. 
STRATTON.W.R., HENDRIE,J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:303-61214:304. 

-9203250097 Forwards 691 111 Itr from util transmitting change request 1 requesting 
mod to safety limit on fuel cladding integrity. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/13. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:305-61214:305. 

-9203250105 Forwards 691111 Itr from util transmitting change request 1 requesting 
mod to safety limit on fuel cladding integrity. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:306-61214:306. 

-9203250106 Forwards 691113 Itr to util re change 1 extending fuel cladding safety 
limit. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:307-61214:307. 

-9203250108 Forwards category B rept concerning change request 2,suppl 1 to change 
1 re fuel cladding safety limit.No ACRS action appears warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/12/31. 
STRATTON,W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:308-61214:309. ( 

9203250114 Forwards 691125 Itr from util transmitting change request 2 requesting 
mod to protective instrumentation requirements. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/12/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:310-61214:310. 

-9203250116 Forwards Itr to util dtd 691217 concerning suppl 1 to change 1. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/12/18. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:311-61214:311. 

-9203250119 Forwards category B rept re util 691224 itr re observation of pressure rise 
between MSIVs & turbine stop valves w/ valves closed.No ACRS action appears war- 

ran t ec j 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/01/16. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:312-61214:313. 

-9203250121 Forwards 691224 Itr from util reporting on rise of pressure in main steam 
isolation valves of facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/12/30. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:314-61214:314. 

-9203250125 Forwards category B rept re util 700320 Itr advising AEC that util does not 
intend to reinstall inner filters in CRDs.No ACRS action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/10. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:315-61214:316. 

—9203250126 Forwards util 700306 Itr reporting results of review of control rod drive for 
facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/03/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:317-61214:317. 

-9203250127 Forwards 700320 Itr from util transmitting rept on main steam line isola¬ 
tion valve testing for facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/01. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:318-61214:318. 

-9203250131 Forwards category B rept re util 700402 Itr forwarding first semiannual op¬ 
erating rept for May-Dec 1969. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/21. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
4pp. 61214:319-61214:322. 

-9203250134 Forwards util 700402 Itr transmitting first semiannual operating rept of fa¬ 
cility covering period from licensing to 691231. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/15. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:323-61214:323. 

-9203250136 Forwards category B rept re util 700416 Itr re determination of MPH flood 
height for facility.No ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/23. 
STRATTON.W.R.. BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:324-61214:325. 

-9203250139 Forwards 700416 Itr from util transmitting rept entitled, “Determination of 
MPH Flood Height for Oyster Creek,Units 1 & 2." 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:326-61214:326. 

-9203250157 Forwards category B rept re util 700505 Itr concerning amend 55.Recom- 
mends that staff be informed that ACRS will discuss proposal to increase power to 
1,690 MWt. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/05/18. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61214:327-61214:329. 

-9203250174 Forwards 700409 Itr from util transmitting summary rept of preoperational 
environ radiation survey program for facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/24. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:330-61214:331. 

-9203250181 Forwards util 700421 Itr providing present status rept of performance of 
control rod drives at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/06. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:332-61214:332. 


actor vessel internals vibration measurements. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:333-61214:333. 

-9203250230 Forwards 700505 Itr from util transmitting amend 55 to application con¬ 
cerning increased power level at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:334-61214:334. 

-9203250233 Forwards 700513 Itr from util notifying local official of submittal of applica¬ 
tion for amend 55 to operate at 1,690 MWt power levels. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/05/14. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:335-61214:335. 

-9203250234 Forwards category B rept re util 700520 Itr.No ACRS review appears war¬ 
ranted on control rod drive questions. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/06/26. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:336-61214:337. 

-9203250235 Forwards util 700528 Itr concerning control rod drives. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:338-61214:338. 

-9203250236 Forwards util 700602 Itr transmitting amend 57 to plant application. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/06/05. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:339-61214:339. 

-9203250238 Forwards category B repts re util 700630 & 0702 Itrs requesting waiver of 
TS requirements for experience required for operations supervisor.No ACRS action re¬ 
quired. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/10. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:340-61214:341. 

-9203250239 Forwards util 700630 Itr requesting authorization of waiver for part of 
qualifications of plant operations supervisor. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/07/07. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:342-61214:342. 

—9203250241 Forwards category B rept re util 700713 Itr re continuing concern for con¬ 
firmatory vibration testing.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/28. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:343-61214:344. 

-9203250243 Forwards Itr to RH Sims of util concerning reactor vessel internals vibra¬ 
tion measurements. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/07/13. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:345-61214:345. 

-9203250245 Forwards category B rept re util 700616 & 24 Itrs re visual & dye pene¬ 
trant exams of outside surfaces of several reactor vessel nozzles mode in Apr-May 
1970. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/31. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
Ip. 61214:346-61214:347. 

-9203250246 Forwards util 700616 Itr reporting on insp of reactor vessel nozzles at fa¬ 
cility. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/06/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:348-61214:348. 

-9203250247 Forwards 700624 Itr to util requesting addl info for evaluation of change 
request 2. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/06/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:349-61214:349. 

-9203250250 Provides status of operating reactors in response to Commission mem¬ 
bers interest.After CRD outage of Apr-May 1990,plant restarted on 700522.Two 
scrams experienced. 

HARD.J.E. ACRS - Advisory Committee on Reactor Safeguards. 70/08/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:350-61214:350. 

-9203250261 Forwards category B repts concerning util 700714,30 & 31 Itrs.No ACRS 
action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/08/27. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
5pp. 61214:351-61214:355. 

-9203250264 Forwards 700724 Itr from PA Morris to util re position of operations super¬ 
visor at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/07/30. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:356-61214:356. 

-9203250267 Forwards util 700730 Itr transmitting amend 58 to plant application cover¬ 
ing Rept NEDE-13109 dtd June 1970. Proprietary designation requested. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/08/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:357-61214:357. 

-9203250269 Forwards util 700731 Itr transmitting nondestructive testing rept.per Item 9 
in section 6.6.A of facility TS. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/08/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:358-61214:358. 

-9203250271 Forwards util 700714 Itr transmitting second semiannual rept summarizing 
results of operation at facility from 700101 to 0630. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/08/18. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:359-61214:359. 

-9203250275 Forwards 700806 Itr to RH Sims of util transmitting questions pertaining 
to application for power increase for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/08/07. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:360-61214:361. 
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—9203250276 Forwards category B repts re util 700806 Itr.No ACRS action warranted. 
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/01 
SIESS.C.P., ETHERINGTON.H., STRATTON.W.R. ACRS - Advisory Committee on Re¬ 
actor Safeguards. 2pp. 61215:001-61215:003. 

—9203250278 Forwards category B repts re 700827 & 31 Itrs requesting withholding GE 
rept NEDE-13109 re startup & test results from public disclosure.No ACRS action ap¬ 
pears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/17. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2 dd 
61215:004-61215:005. 

—9203250281 Forwards util 700827 Itr transmitting amend 59 to application for reactor 
const permit & OL for plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/03. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:006-61215:006. 

—9203250284 Forwards 700831 Itr from util transmitting amend 60 in response to ques¬ 
tions posed in Itrs dtd 700713 & 0806. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/08. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:007-61215:007. 

—9203250287 Forwards util 700904 Itr transmitting amend 61 to application requesting 
renewal of OL DPR-16 for period of 18 months. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/10. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:008-61215:008. 

—9203250289 Forwards category B rept re util 700921 Itr re adequacy of primary con¬ 
tainment & safety sys components.No ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/25. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61215:009-61215:011. 

—9203250291 Forwards 700908 Itr from util transmitting amend 62 to plant application 
consisting of answer to Question 3A of AEC 700806 Itr re furnace-sensitized stainless 
steel. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/14. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:012-61215:012. 

—9203250303 Forwards 700910 Itr from util transmitting change request 3 to plant TS. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:013-61215:013. 

—9203250307 Forwards PA Morris 700921 Itr to util transmitting order extending OL 
DPR-16 to 720409. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:014-61215:014. 

—9203250311 Forwards 700914 Itr from util transmitting suppl 1 to semiannual rept 1. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61215:015-61215:015. 

—9203250315 Informs that all documents re util request to increase max steady state 
power level of plant handled as category B items. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/10/01. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:016-61215:017. 

—9203250325 Notification of 701014 meeting w/util in Washington,DC to discuss pro¬ 
posed increase in max power level from 1,600 MWt to 1,690 MWt.Tentative schedule 
listed. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/10/02. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:018-61215:019. 

—9203250330 Discusses ACRS 126th meeting w/util to discuss licensee request to in¬ 
crease max power level of plant from 1,600 to 1,690 MWt.Subcommittee meeting 
scheduled for 701111. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 70/10/20. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). Ip. 61215:020-61215:020. 

—9203250333 Forwards category B repts re util 701016 Itr re investigation of NDT.No 
ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/10/30. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 
61215:021-61215:023. 

—9203260015 Forwards util 700930 Itr transmitting change request 4 concerning deacti¬ 
vation of containment spray sys & certain instrumentation channels. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/10/08. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:024-61215:024. 

—9203260018 Forwards util 701008 Itr re turbine hydraulic & mechanical control sys 
problems experienced at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/10/19. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:025-61215:025. 

—9203260020 Forwards util 701013 Itr advising that GE continues to develop info per¬ 
taining to sensitized stainless steel.lnfo will be submitted on or before 701102. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/10/23. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:026-61215:026. 

-9203260023 Forwards 701016 Itr to util as change 4 to OL DPR-16 for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/10/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:027-61215:027. 

—9203260026 Forwards suggested schedule for 701111 ACRS Subcommittee meeting 
in Washington,DC to discuss plant. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/11/02. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). Ip. 61215:028-61215:028. 

—9203260031 Notification of Oyster Creek 701111 subcommittee meeting in 
Washington,DC to further consideration of proposed increase in power level from 
1.600 MWt to 1,690 MWt.Tentative schedule listed. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/11/02. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:029-61215:031. 


-9203260038 Forwards category B rept re 701202 Itr concerning plant use use of sensi¬ 
tized stainless steel at facility.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/12/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:032-61215:033. 

-9203260047 Forwards util 701030 Itr containing addl info on sensitized stainless steel. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/11/06. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:034-61215:034. 

-9203260050 Forwards util 701118 Itr transmitting amend 64 to plant application.Amend 
describes improvements to anticipatory scram circuitry. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/11/30. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:035-61215:035. 

-9203260053 Forwards category B repts re util 701223 Itr re failure of both torus 
vacuum breaker block valves to operate on test. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/01/14. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:038-61215:039. 

-9203260060 Forwards 710105 Itr to util as change 2 which allows control rod with¬ 
drawal prohibit function of source range monitoring sys to be performed by either in¬ 
termediate range monitoring sys or source range monitoring sys during reactor startup. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/01/06. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:041-61215:041. 

-9203260068 Forwards category B repts re util 710106 Itr forwarding revised pages for 
semiannual repts.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/01/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 

61215:042-61215:043. 

—9203260072 Forwards util 710106 Itr transmitting revised pages for section B.radwaste 
statistics for semiannual repts 1 & 2. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/01/12. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:044-61215:044. 

—9203260078 Forwards category B repts re util 710205 & 0317 Itrs forwarding summary 
technical rept of primary containment leakage rate test dtd 710120. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/04/09. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 5pp. 

61215:045-61215:049. 

-9203260082 Forwards util 710303 Itr transmitting change request 6. establishing inter¬ 
im measures to provide core flux monitoring capability if installed detectors unavail¬ 
able. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/03/05. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards, ip. 61215:050-61215:050. 

-9203260083 Forwards util 710208 Itr submitting addl info re surveillance test failure of 
vacuum breaker block valves at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/02/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:051-61215:051. 

—9203260087 Forwards semiannual rept 3 of plant operations from Jul-Dec 1970. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/03/17. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:052-61215:052. 

-9203260089 Forwards 710218 Itr to util enclosing environ matl & request for info con¬ 
cerning water quality certification. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/02/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:053-61215:053. 

—9203260100 Forwards 710318 Itr to util as change 6 to license DPR-16. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/03/20. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:054-61215:054. 

-9203260102 Forwards util 710317 Itr advising that MSI Vs at plant were tested for leak¬ 
age on 710216. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/03/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:055-61215:056. 

-9203260108 Notifies of 710526 Oyster Creek Subcommittee meeting to review appli¬ 
cation to increase max power level from 1,690 to 1,930 MWt.Tentative schedule 
listed. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/05/19. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 
61215:057-61215:059. 

—9203260111 Forwards category B repts re util 710520 Itr on reliability of diesel 
generators. No ACRS action required. 

MCKiNLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/06/04. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:060-61215:061. 

-9203260113 Forwards util 710520 Itr clarifying misunderstanding concerning reliability 
of plant onsite emergency diesel generators. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/05/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 3pp. 61215:062-61215:064. 

—9203260126 Forwards category B repts re util 710517 Itr concerning failure of time 
delay relay in isolation condenser sys.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/06/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:065-61215:066. 

-9203260128 Forwards util 710517 Itr reporting failure of time delay relay discovered 
during recent surveillance test. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/09. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:067-61215:067. 

-9203260134 Forwards category B repts re util 710614 Itr transmitting summary techni¬ 
cal rept on primary containment leak rate test info.No ACRS action warranted. 
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/07/07. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 
61215:068-61215:070. 
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-9203260135 Forwards util Itr transmitting summary technical rept re primary contain¬ 
ment leakage rate test conducted Oct 1970. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:071-61215:071. 

-9203260161 Forwards util 710625 Itr transmitting operational QA program summary 
description for plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/06/29. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:075-61215:075. 

-9203260164 Forwards category B repts re util 710721 Itr & AEC 710722 on several 
failures observed during surveillance testing. No ACRS action required. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/08/17. 
STRATTON,W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:076-61215:077. 

-9203260167 Forwards util 710721 Itr reporting several failures observed during surveil¬ 
lance testing at plant. 

MORRIS.P.A. ACRS - Advisory Committee on Reactor Safeguards. 71/07/26. 
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:078- 
61215:078. 

9203260169 Forwards 710722 Itr to util re adoption of interim acceptance criteria for 
performance of ECCS in light water nuclear power plants. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/07/23. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:079-61215:079. 

“9203260171 Forwards category B rept re util 710825 Itr concerning change 1 covering 
failure to recycle liquid releases to max extent practical.No ACRS action required. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/09/27. 
STRATTON,W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61215:080-61215:082. i 

9203260172 Forwards util 710903 Itr transmitting amend 67 to plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:083-61215:083. 

“9203260175 Forwards util 710909 Itr transmitting change request 1 for plant. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:084-61215:084. 

~9203260177 Forwards 710909 Itr reporting several surveillance testing failures ob¬ 
served at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:085-61215:085. 

-9203260219 Forwards category B rept re util 710913 Itr on effects of fuel loading 
errors & reload fuel on ECCS calculations.No ACRS action appears warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/09/27. 
STRATTON,W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:086-61215:087. 

“9203260221 Forwards util 710913 Itr transmitting suppi 1 to plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/23. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:088-61215:091. 

“9203260227 Forwards category B rept re util 710922,28 & 1006 Itrs re plant.No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/10/18. 
STRATTON,W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:092-61215:093. 

“9203260231 Forwards util 710922 Itr transmitting semi-annual rept 4 for Jan-June 
1971. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/29, BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:094-61215:094. 

“9203260234 Forwards 710922 Itr to util re partial refueling of plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/27. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:095-61215:095. 

“9203260237 Forwards util 710928 Itr transmitting change request 8 to TS of license 
DPR-16. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/09/30. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:096-61215:096. 

“9203260238 Forwards 711006 Itr to util consisting of change 8 to OL DPR-16 for 
plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/10/08. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:097-61215:097. 

“9203260241 Forwards util 711006 Itr transmitting suppi 2 to change request 1 for 
plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/10/12. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:098-61215:098. 

“9203260242 Forwards category B repts re util 710930 Itr on failure of two time delay 
relays in isolation condenser circuit possibly resulting in uncontrolled blowdown if con¬ 
denser in operation.No ACRS action appears warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/11/01. 
STRATTON,W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:099-61215:100. 

-9203260250 Forwards 711105 Itr to util consisting of amend 3 & SE w/app A. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/11/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards, ip. 61215:103-61215:103. 

-9203260252 Forwards util 711122 Itr requesting change to TS for license DPR-16 to 
allow primary containment to be inerted to oxygen concentration less than 5% within 
24 h after reactor mode switch placed in run mode. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/11/23. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:104-61215:104. 

-9203260255 Forwards 711122 Itr to util consisting of change 9 to OL DPR-16 for 
plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/11/29. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 2pp. 61215:105-61215:106. 


-9203260263 Forwards util 711207 telegram requesting that change be made to TS for 
license DPR-16. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/14. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:107-61215:107. 

“9203260265 Forwards util 711213 Itr re check of MSIVs.per TS requirements. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:108-61215:108. 

-9203260273 Forwards util 711215 Itr transmitting plant core spray sys water hammer 
study rept dtd Dec 1971. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/21. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:109-61215:109. 

“9203260279 Forwards 711229 Itr to util requesting addl info in order to complete 
review of adequacy of flood protection at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 72/01/04. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:114-61215:114. 

“9203260286 Forwards 720201 Itr to util requesting info in order to complete evaluation 
of rept re core spray sys water hammer study for plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:127-61215:127. 

~9203260287 Forwards 720208 Itr to util forwarding change 3 to license DPR-16 for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/10. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:128-61215:128. 

“9203260296 Forwards util 720419 Itr transmitting change request 3 to TS for facility. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:138-61215:139. 

“9203260300 Forwards util 720517 telegram requesting that change 11 be made to TS 
for license DPR-16 for plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:140-61215:142. 

-9203260301 Forwards 720323 Itr to util transmitting change 10 to license DPR-16 for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/30. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:143-61215:143. 

“9203260303 Forwards util 720404 Itr reporting difficulties experienced in maintaining 
total radioactivity in outside radwaste tanks at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/10. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:144-61215:144. 

-9203260304 Forwards util 720406 Itr submitting change request 2 for plant. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:145-61215:145. 

-9203260307 Forwards 720425 Itr to util re licensee request to load & operate plant 
reactor core in configuration described in change request 2. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:146-61215:146. 

-9203260314 Forwards 720411 Itr to util re removal of torus baffles at plant. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/13. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:148-61215:150. 

-9203270016 Forwards 720424 Itr to util informing licensee that License DPR-16 will 
continue in effect until Commission has made determination on application for full- 
term OL. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:151-61215:155. 

“9203270020 Forwards util 720424 Itr transmitting suppi 1 to plant core spray sys water 
hammer study dtd Apr 1971. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:156-61215:156. 

-9203270021 Forwards util 720501 Itr advising that requested info on baffles & other 
structural components in plant suppression pool will be submitted by 720522. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:157-61215:157. 

-9203270023 Forwards util 720501 Itr reporting discovery of cracks in seat bushings of 
two main steam safety valves at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/04. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:158-61215:159. 

-9203270030 Forwards util 720524 Itr reporting that fuel assembly JC 359 inserted into 
core location 25-08 in improper manner in Fall of 1971 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:162-61215:162. 

“9203270036 Forwards 720526 Itr to util giving authorization to conduct low power 
physics tests w/reactor head removed & w/power level less than 5 MWt to operate 
reactor. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/06. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61215:163-61215:163. 

“9203270037 Forwards util 720530 Itr reporting change that occurred in average 

§ amma energy of stack gas activity during station startup at plant on 720413. 

KOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/02. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:164-61215:165. 

—9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 

-9203270047 Forwards util 720517 Itr transmitting change request 11 to plant TS. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:168-61215:168. 
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-9203270050 Forwards util 720526 Itr transmitting amend 69 to plant description & 
safety analysis rept. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:169-61215:171. 

-9203270052 Forwards util 720602 Itr transmitting Torus Baffles insp & repair rept for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:172-61215:172. 

-9203270068 Forwards util 720712 Itr advising of intent to submit analysis of effects of 
blowdown forces on relief valve discharge piping in drywell & torus for plant.W/o end. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/20. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:176-61215:176. 

-9203270069 Forwards util 720719 Itr transmitting amend 70 to application for OL for 
plant.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:177-61215:177. 

-9203270072 Forwards util 720801 Itr transmitting revised pages to changes through 12 
of TS for plant.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/09. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:178-61215:178. 

-9203270073 Forwards 720802 Itr to util requesting addl info for plant core spray water 
hammer study & suppl 1 to study.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/03. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:179-61215:179. 

-9203270077 Forwards 720807 Itr to util requesting addl info re torus baffles,relays fail¬ 
ures & surveillance test failures. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/07. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 5pp. 61215:180-61215:184. 

-9203270088 Forwards util 720811 Itr transmitting plant rept on safety valve seat bush¬ 
ing cracks. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:186-61215:188. 

-9203270090 Forwards util 720822 Itr transmitting plant summary technical rept of local 
leakage rate tests during period of Sept through Oct 1971.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/29. SIESS.C.P, 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:189-61215:189. 

-9203270181 Forwards 721003 Itr from util transmitting following core spray sys water 
hammer study,suppl 2.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/10/06. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:200-61215:200. 

-9203270189 Discusses util recent Itr requesting authorization to reload plant w/fuel 
mfg by Exxon Nuclear.Understands that staff will discuss item during ACRS 156th 
meeting. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 73/04/05. 
STELLO.V.J. Atomic Energy Commission (Pre 750119). Ip. 61215:207-61215:207. 

-9203270193 Requests that staff discuss investigation & evaluation of pressure vessel 
in-core flux monitoring tube leak at facility. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 74/08/16. 
RIESLAND.J., LEAR.G.E. ACRS - Advisory Committee on Reactor Safeguards. 53pp. 
61215:208-61215:260. 

-9203270197 Responds to request for comments on preliminary analysis by P Davis of 
probability of catastrophic accident during remaining lifetime of plants. 

MOELLER,D.W. ACRS - Advisory Committee on Reactor Safeguards. 76/11/16. 
PAULSON,G. New Jersey. State of. Ip. 61215:261-61215:262. 

-9203270207 Responds to 760901 Itr re ATWS status rept on 751209. Schedule for 
submitting detailed mod design cannot be provided until 761117. 

FINFROCK.I.R. Jersey Central Power & Light Co. 76/10/04. STELLO.V. Division of 
Operating Reactors. Ip. 61215:263-61215:264. 

-9203270228 Provides comments of listed clients re concern that adequate reactor 
safeguards be imposed at facility & mandatory monetary penalties be considered by 
ACRS in determining what recommendations should be taken re public health & 
safety. 

RUSSO,S.P. New Jersey, State of. 77/01/21. MCCRELESS.T.G. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 61215:265-61215:266. 

-9203270231 Discusses 761116 Itr forwarding comments on preliminary draft of analy¬ 
sis of certain aspects of plant by P Davis. Informs of tentative plans to prepare final 
draft of rept to be made available for broad public review. 

PAULSON,G. New Jersey, State of. 76/12/20. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 61215:267-61215:267. 

“9203270240 Informs that 770121 Itr provided to members of ACRS for consideration. 
LIBARKIN.M.W. ACRS - Advisory Committee on Reactor Safeguards. 77/02/23. 
RUSSO,S.P. Affiliation Not Assigned. Ip. 61215:268-61215:268. 

—9203270265 Confirms recent telcon w/E Casey re commentary Itr on preliminary draft 
of "Investigation of Probability of Serious Accidents at Plant.” 

PAULSON,G. New Jersey, State of. 77/04/04. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 61215:274-61215:292. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 


-9203180334 Forwards amend 1 dtd 640505 to application for const permit & OL for 
plant,unit 1. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/05/26. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:082-61214:082. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030133 Forwards Rev 1 to TR-084, “Oyster Creek Cycle 13R Outage IGSCC Ac¬ 
tivities” & GE Design Rept GE-NE-523-41-0691, “Full Structural Weld Overlay Design 
for Oyster Creek Shutdown Cooling & Core Spray Sys,” in ref to IGSCC insps & re¬ 
pairs. 

DEVINE,J.C. General Public Utilities Corp. - GPU Service Corp. 92/02/26. Document 
Control Branch (Document Control Desk). 3pp. 60802:026-60802:086. 

-9203030138 “Oyster Creek Cycle 13R Outage IGSCC Activities.” 

DEMUTH.R.T., CONNOR,W. General Public Utilities Corp. - GPU Service Corp. TR- 
084 R01. 92/01/31. 14pp. 60802:029-60802:042. 

-9203030150 “Full Structural Weld Overlay Design for Oyster Creek Shutdown Cooling 
& Core Spray Sys.” 

BRANLUND.B.J., MEHTA,H.S., RANGANATH.S. General Electric Co. GE-NE-523-41- 
0691. 91/06/30. 44pp. 60802:043-60802:086. 

9203040294 Provides summary of audit w/GPU,WPSS & process control div of Westing- 
house re certification of facilities. 

DROMERICK.A.W. Project Directorate 1-4. 92/02/26. Project Directorate 1-4. 44pp. 
60806:214-60806:257. 


9203100156 Notification of significant licensee meeting 92-29 w/util on 920409 to dis¬ 
cuss process reengineering program cost & productivity improvement team. 
RULAND.W.H. Region 1 (Post 820201). 92/02/27. Region 1 (Post 820201). 3pp. 
60844:262-60844:264. 


9203Q60361 Updates progress on plant-ref simulator upgrade,as followup to 911206 ex¬ 
emption request & 920128 meeting w/NRC. Requests exemption until end of Dec 
1992 to certify simulator. 

FIEDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Document 
Control Branch (Document Control Desk). 3pp. 60840:348-60840:350. 

9203120296 Forwards notice of consideration of issuance of amend to license DPR- 
16.Notice regards 920219 application for amend to delete auto-start logic of contain¬ 
ment spray sys. 

DROMERICK.A.W. Project Directorate 1-4. 92/03/05. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 60895:153-60895:159. 

-9203120303 Notice of consideration of issuance of amend to license DPR-16 & pro¬ 
posed NSHC determination & opportunity for hearing.Amend deletes auto-start logic 
of containment spray sys. 

STOLZ.J.F. Project Directorate 1-4. 92/03/05. 5pp. 60895:155-60895:159. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170280 Informs that four small cracks identified during visual insp of biological 
shield wall,in response to 920207 telcon re SEP Topic HI-7B.No significant degrada¬ 
tion observed. Accessible crack to be reinspected during upcoming outage. 
BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/06. Document 
Control Branch (Document Control Desk). 2pp. 60969:355-60969:356. 

9203120279 Forwards amend 157 to license DPR-16.Amend revises TS 3.13 to provide 
available preplanned alternate method capable of being implemented to provide esti¬ 
mate of radioactive matl in containment under accident conditions. 

DROMERICK.A.W. Project Directorate 1-4. 92/03/09. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 60895:185-60895:193. 

“9203120283 Amend 157 to license DPR-16,revising TS 3.13 re preplanned alternate 
method capable of being implemented to provide estimate of radioactive matl in con¬ 
tainment under accident conditions. 

STOLZ.J.F. Project Directorate 1-4. 92/03/09. 5pp. 60895:187-60895:191. 

“9203120284 Safety evaluation supporting amend 157 to license DPR-16. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 2pp. 
60895:192-60895:193. 

9203170132 Provides addl info on util actions per Generic Ltr 88-14. Operability testing 
on air operated valves completed.Util developing program to ensure operability w/sur- 
veillance & preventive maintenance,including after seismic event. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/09. Document 
Control Branch (Document Control Desk). 2pp. 60992:348-60992:349. 

9203130019 Notification of 920414 meeting w/util in Rockville,MD to discuss matters re 
potential hazards due to truck transportation on US Route 9. 

DROMERICK.A.W. Project Directorate 1-4. 92/03/10. STOLZ.J.F. Project Directorate I- 
4. 3pp. 60912:141-60912:143. 

9203130074 Notification of 920326 meeting w/util in Rockville,MD to discuss status of 
licensing activities for facility. 

DROMERICK.A.W. Project Directorate 1-4. 92/03/10. STOLZ.J.F. Project Directorate I- 
4. 3pp. 60912:126-60912:128. 



DURR.J.P. Region 1 (Post 820201). 92/03/11. BARTON.J.J. General Public Utilities 
Corp. - GPU Service Corp. 37pp. 60959:117-60959:153. 

9203230328 Application for amend to License DPR-16,consisting of License Amend Re¬ 
quest 207,changing TS 4.2.E.5 re B-10 enrichment surveillance of standby liquid con¬ 
trol sys to once every 24 months. 

BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/17. Document 
Control Branch (Document Control Desk). 9pp. 61084:331-61084:341. 

-9203230330 Proposed Tech Specs pages 4.2-2 & 4.2-4 re B-10 surveillance schedule. 
* General Public Utilities Corp. - GPU Service Corp. 92/03/17. 2pp. 61084:340- 
61084:341. 


Corp. - GPU Service Corp. 3pp. 60844:198-60844:201. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.’’ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 


Q. Inspection reports, IE Bulletins & correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant-Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

“9203250037 Forwards supplemental info prepared by GE & informally submitted re 
plant total insp program & amend 53. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/06/23. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:273-61214:273. 

-9203250246 Forwards util 700616 Itr reporting on insp of reactor vessel nozzles at fa¬ 
cility. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/06/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:348-61214:348. 

“9203270024 Forwards GE 720510 Itr furnishing summarized conclusions & recommen¬ 
dations re results of insps of safety valves removed from plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:160-61215:161. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160009 Forwards safeguards insp rept 50-219/92-05 on 920218-21 & notice of 
violation.Weakness in security program audit described in rept should receive mgt at¬ 
tention. 

JOYNER,J.G. Region 1 (Post 820201). 92/03/06. BARTON.J.J. General Public Utili¬ 
ties Corp. - GPU Service Corp. 3pp. 60911:020-60911:030. 

-9203160010 Notice of violation from insp on 920218-21.Violation noted: CY90 & CY91 
security program audits did not contain evaluation of security programs potential 
impact on plant personnel safety. 

* Region 1 (Post 820201). 92/03/06. Ip. 60911:023-60911:023. 

-9203160014 Insp rept 50-219/92-05 on 920218-21.Violations noted.Major areas 
inspected:mgt support,security plans & audits,alarm stations & 

communications,protected area physical barriers, detection & assessment 
aids,isolation zones & lighting. 

SMITH,G.C., RATTA.A.D., KEIMIG.R.R. Region 1 (Post 820201). 92/03/05. 7pp. 
60911:024-60911:030. 

9203170280 Informs that four small cracks identified during visual insp of biological 
shield wall,in response to 920207 telcon re SEP Topic lll-7B.No significant degrada¬ 
tion observed. Accessible crack to be reinspected during upcoming outage. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/06. Document 
Control Branch (Document Control Desk). 2pp. 60969:355-60969:356. 


-9203270052 Forwards util 720602 Itr transmitting Torus Baffles insp & repair rept for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:172-61215:172. 

9203040002 Ack receipt of 911217 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-219/91-32. 

WENZINGER.E.C. Region 1 (Post 820201). 92/02/06. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 60767:009-60767:014. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Pow&r Pldnt 3it6S ** 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202270404 Responds to 911218 itr to Secretary of Energy referred to NRC on 
920113,requesting response to questions & concerns raised in 911106 Itr from WM 
Fraenkel re SALP repts for plants. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/18. ZIMMER,D. 
House of Rep. 10pp. 60931:086-60931:095. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


9203300005 Forwards insp rept 50-219/92-03 on 920119-0222.No violations noted. 
WENZINGER.E. Region 1 (Post 820201). 92/03/16. BARTON.J.J. General Public Util¬ 
ities Corp. - GPU Service Corp. pp. 61110:009-61110:033. 

-9203300009 Insp rept 50-219/92-03 on 920119-0222.Major areas inspected: plant 
operations,radiation protection,maint & surveillance, engineering & technical 
support,emergency preparedness, security & safety assessment/quality verification. 
RULAND.W.H. Region 1 (Post 820201). 92/03/11. 22pp. 61110:012-61110:033. 

9203200218 Forwards safety evaluation re site-specific response spectra.Floor response 
spectra & methodologies should be submitted to be used in resolution of IE Bulletins 
79-02 & 79-14 for review. 

DROMERICK.A.W. Project Directorate 1-4. 92/03/18. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 61056:317-61056:324. 

-9203200222 Safety evaluation re site-specific response spectra. Methodology & site- 
specific spectra acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/18. 6pp. 
61056:319-61056:324. 


R. Periodic operating reports & related correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
PlanLForwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203040011 Forwards safety insp rept 50-219/92-02 on 920127-30.Examined compen¬ 
satory training & emergency operating procedures. Unresolved item noted. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/02/25. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 60767:023-60767:035. 

“9203040018 Insp rept 50-219/92-02 on 920127-30.Unresolved item noted. Major 
areas inspected:effectiveness activities designed to compensate for lack of plant spe¬ 
cific simulator & corrective actions addressing EOP-related deficiencies. 

SISCO,C., CONTE,R.J. Region 1 (Post 820201). 92/02/18. 10pp. 60767:026- 
60767:035. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030133 Forwards Rev 1 to TR-084, “Oyster Creek Cycle 13R Outage IGSCC Ac¬ 
tivities" & GE Design Rept GE-NE-523-41-0691, "Full Structural Weld Overlay Design 
for Oyster Creek Shutdown Cooling & Core Spray Sys,” in ref to IGSCC insps & re¬ 
pairs. 

DEVINE,J.C. General Public Utilities Corp. - GPU Service Corp. 92/02/26. Document 
Control Branch (Document Control Desk). 3pp. 60802:026-60802:086. 


“9203250131 Forwards category B rept re util 700402 Itr forwarding first semiannual op¬ 
erating rept for May-Dec 1969. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/21. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
4pp. 61214:319-61214:322. 

“9203250134 Forwards util 700402 Itr transmitting first semiannual operating rept of fa¬ 
cility covering period from licensing to 691231. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/04/15. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:323-61214:323. 

-9203250271 Forwards util 700714 Itr transmitting second semiannual rept summarizing 
results of operation at facility from 700101 to 0630. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/08/18. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:359-61214:359. 

-9203250311 Forwards 700914 Itr from util transmitting suppl 1 to semiannual rept 1. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:015-61215:015. 

“9203260068 Forwards category B repts re util 710106 Itr forwarding revised pages for 
semiannual repts.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/01/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:042-61215:043. 

—9203260072 Forwards util 710106 Itr transmitting revised pages for section B.radwaste 
statistics for semiannual repts 1 & 2. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/01/12. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 61215:044-61215:044. 


“9203030138 “Oyster Creek Cycle 13R Outage IGSCC Activities." 

DEMUTH.R.T., CONNOR,W. General Public Utilities Corp. - GPU Service Corp. TR- 
084 R01. 92/01/31. 14pp. 60802:029-60802:042. 


“9203260087 Forwards semiannual rept 3 of plant operations from Jul-Dec 1970. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/03/17. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 61215:052-61215:052. 
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—9203260231 Forwards util 710922 Itr transmitting semi-annual rept 4 for Jan-June 
1971. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/09/29. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 61215:094-61215:094. 

—9203260294 Forwards util 720228 Itr transmitting semiannual rept 5 for Jul-Dec 1971. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:134-61215:135. 

-9203270095 Forwards util 720831 Itr transmitting semiannual rept 6 for Jan-June 1972 
for facility.W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/09/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:192-61215:192. 

9203180414 “1991-2 Semiannual Effluent Release Rept.” W/920303 Itr. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 34pp. 
60975:307-60975:340. 

9203310291 “1991 Annual Environmental Operating Rept.” W/920318 Itr. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 44pp. 
61204:328-61205:054. 

9203040033 Forwards fitness for duty program performance data repts for Jul-Dec 
1991. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/02/27. Document 
Control Branch (Document Control Desk). 12pp. 60850:192-60850:203. 

9203190351 Monthly operating rept for Feb 1992 for Oyster Creek Nuclear Generating 
Station.W/920313 Itr. 

BRADLEY,E., BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/02/ 
29. 7pp. 61062:132-61062:138. 


S. Reportable occurrences, LERs & related correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203250080 Forwards util 691103 Itr reporting abnormal occurrence which occurred at 
facility on 690909. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/12. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:294-61214:294. 

—9203260058 Forwards util 701223 Itr reporting failure of both absorption chamber 
(Torus) to reactor bldg vacuum breaker block valves to operate during surveillance 
test on 701218. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/01/07. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:040-61215:040. 

—9203260138 Forwards util 710614 Itr reporting failure of containment spry sys high 
drywell pressure sensor IP 15 A to reset after being tripped for surveillance testing. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:072-61215:072. 

—9203260144 Forwards 710615 Itr from util reporting details on collapse of package 
boiler flue at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/21. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:073-61215:073. 

—9203260159 Forwards util 810625 Itr reporting results of preliminary investigation of 
water hammer condition in core spray sys at plant. 

MORRIS.P.A. ACRS - Advisory Committee on Reactor Safeguards. 71/06/29. 
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:074- 
61215:074. 

-9203260244 Forwards util 710930 Itr reporting failure of isolation condenser NZ01B to 
isolate during surveillance testing of line break sensors on 710903. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/10/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 2pp. 61215:101-61215:102. 

-9203260275 Forwards 711214 Itr from util advising of failure of isolation condenser DC 
motor operated condensate return valve V-14-35 at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/20. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 3pp. 61215:110-61215:112. 

-9203260277 Forwards util 711217 Itr reporting recent loss of plant air sys. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/28. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:113-61215:113. 

-9203260281 Forwards util 720105 Itr reporting incident that occurred on 711228 during 
surveillance test of diesel generator 1 .Unit tripped off-line as result of empty fuel oil 
tank. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 10pp. 61215:115-61215:124. 

-9203260282 Forwards util 720112 Itr reporting failure of 3/4 inch vent line from isola¬ 
tion condenser sys on 711211. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:125-61215:125. 

-9203260285 Forwards util 720125 Itr advising that two control rods latched at position 
2 during manual trip on 711116. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/28. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:126-61215:126. 

-9203260289 Forwards util 720310 Itr reporting failure of scram dump vol level switch 
RD08D to trip at required level during surveillance testing at plant on 720301. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:129-61215:130. 

-9203260290 Forwards util 720222 Itr reporting loss of 125V DC Bus A on 720122 at 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:131-61215:131. 


-9203260292 Forwards 720223 Itr from util reporting loss of 125V DC Bus A that oc¬ 
curred on 720203 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:132-61215:133. 

-9203260295 Forwards util 720222 Itr advising of incident re out of svc diesel generator 
2 containment spray sys that occurred at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:136-61215:137. 

-9203260312 Forwards util 720407 Itr reporting failure of diesel fire pump 12 to start 
during surveillance test on 720321 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:147-61215:147. 

-9203270054 Forwards util 720626 Itr reporting incident re failure of relay 6K28 at plant 
on 720615. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/03. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:173-61215:173. 

-9203270057 Forwards util 720630 Itr reporting incident re 720626 trip of diesel genera¬ 
tor 1 during surveillance testing at plant. W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/11. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:174-61215:174. 

-9203270062 Forwards util 720711 Itr reporting incident that occurred at facility on 
720628 re outside radwaste tank activity.W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:175-61215:175. 

-9203270085 Forwards util 720811 Itr reporting that containment spray pump 51 C did 
not start from control room on 720801 during attempt to recirculate water in suppres¬ 
sion chamber.W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/16. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:185-61215:185. 

—9203270092 Forwards util 720822 Itr advising of failure of isolation condenser sys at 
plant on 720809.W/O encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:190-61215:190. 

-9203270097 Forwards util 720828 Itr reporting incident that occurred at plant on 
720818 concerning outside tank activity.W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:193-61215:195. 

-9203270099 Forwards util 720928 Itr reporting incident on 720916 re outside radwaste 
storage tank activity exceeding limit of 10 mCi at plant.W/o encl. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/10/03. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:196-61215:199. 

-9203270182 Forwards util 721006 Itr reporting incident that occurred at plant on 
720926 resulting in inoperable pumps in standby liquid control sys. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/10/13. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:201-61215:202. 

—9203270185 Forwards util 721122 Itr reporting failures associated w/ isolation con¬ 
densers at plant on 721 111. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/11/28. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 4pp. 61215:203-61215:206. 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

—9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

—9203030230 Part 21 rept re potentially reportable defect re rotor pole mounting bolt 
torque on EMD A20C generator.Data from site insps currently being evaluated.Ltrs 
from affected utils encl. 

MITCHELL.M.V. MKW Power Systems, Inc. 91/12/13. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60804:350-60805:005. 

9203240077 Notification of significant licensee mgt meeting 92-28 w/util on 920323 to 
discuss facility recirculation loop discharge valve isolation event. 

RULAND.W. Region 1 (Post 820201). 92/03/02. Region 1 (Post 820201). 3pp. 
61053:278-61053:280. 


V. Operator Examinations 

9203090063 Forwards results w/other matls of 920205 generic fundamentals exam sec¬ 
tion of written operator licensing exam for facility employees.W/o encl. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/03. KOWALSKI.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 60833:023-60833:024. 

9203260024 Advises that J King (Operator License OP-10813) permanently reassigned 
to position that does not require operator license,effective 920313. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/03/18. Document 
Control Branch (Document Control Desk), ip. 61128:031-61128:031. 
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F. Security, medical, emergency & fire protection plans 

9203260206 Advises that util emergency response data sys (ERDS) implementation 
plan provides basis for acceptable implementation of ERDS at plant.No further site 
visits by NRC contractor anticipated. 

BRINKMAN.D.S. Project Directorate 1-1. 92/03/19. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 61115:087-61115:090. 



HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 5pp. 61166:007-61166:069. 

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio¬ 
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected:plant 
operations,safety assessment/quality verification,maint & security. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-61166:069. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203190114 Forwards info re stub tubes.per request at ACRS 93rd meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 
STRATTON,W.R. Atomic Energy Commission (Pre 750119). 2pp. 61214:158- 
61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020321 Advises that 910718 response to Generic Ltr 91-11, ‘‘Resolution of Generic 
Issue 48 ’LCOs for Class IE Vital Instrument Buses,”' acceptable. 

CAPRA,R.A. Project Directorate 1-1. 92/02/24. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 4pp. 60737:355-60737:358. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, ‘‘Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130303 Forwards application for amend to License DPR-63,deleting current require¬ 
ment to demonstrate redundant sys/component operable when sys/component de¬ 
clared inoperable. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/10. Document Control Branch 
(Document Control Desk). 2pp. 60933:110-60933:129. 

—9203130309 Application for amend to license DPR-63,deleting requirement to demon¬ 
strate that redundant sys/component operable when another sys/component de¬ 
clared inoperable. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/10. 2pp. 60933:112-60933:113. 

-9203130316 Proposed changes to TS surveillance requirements 4.1.2, 
4.1.3,4.1.4,4.1.6,4.1.8,4.3.7 & 4.4.4 re inoperability of redundant sys. 

* Niagara Mohawk Power Corp. 92/03/10. 16pp. 60933:114-60933:129. 

9203190182 Forwards revised TS Pages 129,134 & 162 to support 910920 application 
for amend to License DPR-63,revising TS to allow operation at 81 F lake water temp 
& to provide consistency w/Mark 1 containment program,per NRC request. 
SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/12. Document Control Branch 
(Document Control Desk). Ip. 60996:348-60996:355. 

-9203190185 Proposed TS 3.3.2 re pressure suppression sys pressure & suppression 
chamber water temp & level & bases for 3.3.7 & 4.3.7 re containment spray sys. 

* Niagara Mohawk Power Corp. 92/03/12. 7pp. 60996:349-60996:355. 

9203190313 Discusses consideration of results of NRC sponsored test of motor operat¬ 
ed valves. Lists areas which should be addressed in program responsive to generic ltr 
89-10, “Consideration of Results of NRC Sponsored Test of MOVs.” 

CAPRA,R.A. Project Directorate 1-1. 92/03/12. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 6pp. 60972:335-60972:339. 

9203300118 Application for amend to License DPR-63,changing TS Sections 
3.1.3,4.1.3,3.6.2 & 4.6.2 to increase setpoint for emergency cooling sys automatic initi¬ 
ation time delay from 10 s to 12 s to prevent unnecessary actuation of sys. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/03/20. Document Control Branch 
(Document Control Desk). 2pp. 61164:332-61164:336. 

-9203300121 Proposed TS Sections 3.1.3,4.1.3,3,6.2 & 4.6.2 re setpoint for emergency 
cooling sys automatic initiation. 

* Niagara Mohawk Power Corp. 92/03/20. 3pp. 61164:334-61164:336. 

9203300340 Forwards schedular exemption from requirements of 10CFR50, App J re 
Type C testing of emergency condenser condensate return valves & shutdown cooling 
isolation valves,per util 911212 request. 

CAPRA,R.A. Project Directorate 1-1. 92/03/20. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 3pp. 61122:116-61122:125. 

-9203300344 Exemption from requirements of 10CFR50,App J re Type C testing of 
shutdown cooling isolation valves. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 92/03/20. Niagara 
Mohawk Power Corp. 7pp. 61122:119-61122:125. 


92021 loom nhu into Notice 92-U13, inadequate uontroi uver venicuiar i ramc at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100148 Notification of significant licensee meeting 92-30 w/util on 920304 re aug¬ 
mented insp team exit & mgt meeting. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/02/27. Region 1 (Post 820201). 3pp. 
60844:205-60844:207. 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060101 Responds to 920228 meeting w/augmented insp team on cause of ulti¬ 
mate heat sink on 920121.Caused by failure to comply w/ work control 
program.Corrective actions:improved training & mgt oversight on work control & li¬ 
cense adherence programs. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/02/28. Document Control Branch 
(Document Control Desk). 11pp. 60867:174-60867:184. 

9202250331 NRC Info Notice 92-019, ‘‘Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, ‘‘Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160021 Ack receipt of 920205 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-220/91-23 & 50-410/91-23. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/05. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 2pp. 60908:023-60908:038. 

9203190321 Provides response to NRC violations noted in Insp Repts 50-220/92-05 & 
50-410/92-05.Corrective actions: accountability meeting held w/personnel directly in¬ 
volved to provide insight into reasons for event. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/03/12. Document Control Branch 
(Document Control Desk). 7pp. 61062:145-61062:151. 

9203270051 Forwards insp repts 50-220/92-03 & 50-410/92-03 for technical support & 
engineering on 920l27-0207.Units found satisfactory but backlog of mods needs at¬ 
tention. 

DURR.J.P. Region 1 (Post 820201). 92/03/16. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 2pp. 61163:073-61163:097. 

-9203270066 Insp repts 50-220/92-03 & 50-410/92-03 on 920127-0207.No violations 
noted.Major areas inspected.design,design changes & mods w/installation & 
testing,onsite/corporate engineering interface/communication,QA,mgt & resolution of 
weaknesses 

MATHEW,R.K., LOHMEIER.A., ANDERSON,C.J. Region 1 (Post 820201). 92/03/09. 
23pp. 61163:075-61163:097. 

9203260308 Forwards Augmented Insp Team Rept 50-220/92-80 on 920222- 0304 of 
920221 inadvertent isolation of ultimate heat sink event.Caused by failure to follow 
established work control process by various levels of personnel. 

HODGES,M.W. Region 1 (Post 820201). 92/03/17. ENDRiES.J. Niagara Mohawk 
Power Corp. 4pp. 61161:220-61161:254. 

-9203260315 Insp Rept 50-220/92-80 on 920222-0304 re 920221 event. Major areas 
inspected:inadvertent isolation of ultimate heat sink. 

EAPEN.P.K. Region 1 (Post 820201). 92/03/14. 30pp. 61161:224-61161:254. 

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on 
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola¬ 
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams. 
HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 5pp. 61166:007-61166:069. 

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio¬ 
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected.plant 
operations,safety assessment/quality verification,maint & security. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-61166:069. 


DOCKETED ITEMS 31 


R. Periodic operating reports & related correspondence 

9203030113 “Personnel Monitoring Rept for Nine Mile Point Nuclear Station Units 1 & 
2,1991.” W/920224 Itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 2pp. 60805:086-60805:087. 

9203040196 “Annual Occupational Exposure Rept,1991." W/920224 Itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 3pp. 60813:056-60813:058. 

9203040289 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1991.” W/920228 
Itr. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/12/31. 33pp. 60813:261-60813:293. 

9203250092 Monthly operating rept for Feb 1992 for Nine Mile Point Nuclear Station 
Unit 1.W/920306 Itr. 

COLMAN.D.E., DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/02/29. 12pp. 
61107:331-61107:342. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203030094 NPDES noncompliance notification:during Jul-Dec 1991, several nonsafety- 
related multi-parameter strip chart recorder failures failed to receive continuous input 
from plant process computer for Unit 2. 

DAHLBERG.K.A., MCCORMICK,M.J. Niagara Mohawk Power Corp. 92/02/19. Docu¬ 
ment Control Branch (Document Control Desk). 15pp. 60794:345-60794:359. 

9203110083 LER 92-002-00:on 920204,Secondary Containment Integrity was momen¬ 
tarily breached.Caused by man-machine interface.Closed Reactor Bldg & Turbine Bldg 
access doors to restore Secondary Containment lntegrity.W/920228 Itr. 

TESSIER.R., FIRLIT.J.F. Niagara Mohawk Power Corp. 92/02/28. 5pp. 60948:240- 
60948:244. 

9203110100 Special rept:on 920214,Containment Hydrogen Monitoring Sys was de¬ 
clared inoperable.Caused by low sample flow indicating condition at local instrument 
cabinetwork request was issued to troubleshoot cause for low flow.W/920229 Itr. 
FIRLIT.J.F. Niagara Mohawk Power Corp. 92/02/29. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60898:305-60898:306. 

9203110210 LER 92-001-00:on 920122,determined that min number of operable instru¬ 
ment channels per operable trip sys required by TS not met due to personnel 
error.Reacrtor power level raised to clear condition.W/920302 Itr. 

TESSIER.R.L., FIRLIT.J.F. Niagara Mohawk Power Corp. 92/03/02. 8pp. 60948:299- 
60948:306. 

9203190329 Provides description of short term corrective actions & planned corrective 
actions in response to Unit 1 loss of ultimate heat sink event of 920221. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/03/11. Document Control Branch 
(Document Control Desk). 8pp. 61060:305-61060:312. 

9203250098 Special rept:on 920127,drywell high range gamma radiation monitoring sys 
was declared inoperable.Caused by voltage tolerance beyond value required to extin¬ 
guish operate lamp. Monitor recalibrated. 

DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/03/16. Document Control Branch 
(Document Control Desk). 2pp. 61191:001-61191:002. 

9203250102 LER 92-004-00:on 920216,reactor scrammed & HPCI initiated due to stick¬ 
ing pivot & worn pin to lever connection on turbine stop valve.Maint performed on 
valve hydraulic control mechanism.W/920318 Itr. 

TESSIER.R.L., DAHLBERG.K.A. Niagara Mohawk Power Corp. 92/03/18. 6pp. 
61120:289-61120:294. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203160302 Notification of contract execution,task order 142 to “Technical Assistance 
to Support Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 60963:015-60963:019. 

-9203170172 Ltr contract NRC-03-89-031,definitizing task order 142, “Reactor Operator 
Licensing Exam,Nine Mile Point Nuclear Power Plant," under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60963:016-60963:019. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


H. General correspondence 


9203310308 Informs that retirement of L Beghian modified reporting chain for Lowell 
Reactor.New reporting chain listed. 

FOY.R. Lowell, Univ. of, Lowell, MA. 92/03/23. NRC - No Detailed Affiliation Given. 
Ip. 61217:010-61217:010. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 

9203190404 Forwards request for addl info re storage of addl fuel at licensee critical 
facility,in response to licensee 920128 Itr. 

MICHAELS,T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 92/03/13. HARRIS,D.R. Rensselaer Polytechnic Institute, Troy, NY. 
4pp. 60971:173-60971:176. 


R. Periodic operating reports & related correspondence 

9203230264 “Annual Rept of Operations at Rensselaer Polytechnic Inst Reactor Critical 
Facility,1991.” 

HARRIS,D.R. Rensselaer Polytechnic Institute, Troy, NY. 92/03/16. Document Control 
Branch (Document Control Desk). 2pp. 61077:286-61077:287. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203090049 Rev 0 to EPIP-730-3, “Emergency Planning Program Audits & Surveil¬ 
lances,” reflecting deletion of procedure since surveillances have been incorporated 
into Dresden General Surveillance (GSRV) sys. 

* Commonwealth Edison Co. 91/02/22. 13pp. 60862:164-60862:176. 

9203110025 Forwards rev 38 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:285-60897:285. 

9203300285 Rev 3 to EPIP 0730-T2, “Procedure Distribution Matrix for Emergency Re¬ 
sponse Manuals." 

* Commonwealth Edison Co. 92/03/09. 24pp. 61174:327-61174:350. 

9203200160 Acks receipt of 920220 Rev 38 to security plan.Rev consistent w/provi¬ 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 61069:290-61069:291. 

9203300366 Revs 02A to EPIP 200-T1, “BWR EALs.” Rev changes pages 2 & 10 of 
21 . 

* Commonwealth Edison Co. 92/03/13. 3pp. 61169:230-61169:232. 

9203300290 Rev 1 to EPIP 0150-04, “High Radiation Sampling Sys GSEP Utilization 
Guidance." 

HOLMAN,R., SHARPER,D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289- 
61198:310. 

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison 
Co. 2pp. 61110:299-61110:305. 

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area 
physical barriers, detection & assessment aids & alarm stations. 

MADEDA.T.J., CREED,J.R. Region 3 (Post 820201). 92/03/19. 5pp. 61110:301- 
61110:305. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring.List of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020018 Forwards proprietary GE-NE-187-37-0991, “Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities." SER withheld. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 



SCHRAGE.J.L. Commonwealth Edison Co. 92/02/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60805:080-60805:082. 

9203030071 Informs that review of concerns re personnel activities complete.NRC con¬ 
cludes that no regulatory basis exists for further action. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60753:261-60753:262. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods, NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate lli-2. 92/02/27. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

><9203040254 SER accepting TR NFSR-0085, “Benchmark of BWR Nuclear Design 
Methods,” & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. 

9203030295 Forwards “Inservice Testing Plan for Dresden Nuclear Power Station Units 
2 & 3.” 

PIET.P.L. Commonwealth Edison Co. 92/02/28. MURLEY.T E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 8pp. 60796:186-60797:143. 

<•9203030302 Rev 0 to “Inservice Testing Plan for Dresden Nuclear Power Station Units 
2 & 3." 

* Commonwealth Edison Co. 92/03/01. 200pp. 60796:194-60797:143. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203090284 Forwards info to document info presented in 920124,31 & 0227 telcons re 
second-level undervoltage (degraded voltage) setpoints for 4 kV safety 
buses.Calculations also end. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/03. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp. 60863:022-60863:117. 

-9203090291 Rev 0 to Calculation 8982-13-19-4, “Evaluation of 460-Volt Diesel Gener¬ 
ator Cooling Water Pump Min Starting Voltage.” 

SHAH.S. Sargent & Lundy, Inc. 8982-13-19-4 R00. 92/01/06. 46pp. 60863:031- 
60863:076. 

“9203090294 Rev 1 to Calculation 8982-13-19-6, “Second-Level Undervoltage Relay 
Setpoint." 

* Sargent & Lundy, Inc. 8982-13-19-6 R01. 92/01/29. 21pp. 60863:077-60863:097. 

“9203090296 Rev 0 to Calculation 8982-17-19-2, “Second-Level Undervoltage Relay 
Setpoint." 

* Sargent & Lundy, Inc. 8982-17-19-2 R00. 92/02/06. 20pp. 60863:098-60863:117. 

9203130164 Requests addl info re studies performed to justify isolation of qualified svc 
water from ECCS room coolers at Dresden & to justify that low & high pressure cool¬ 
ant injection pump room coolers not needed at Quad Cities. 

OLSHAN.L.N. Project Directorate IN-2. 92/03/04. KOVACH,T.J. Commonwealth 
Edison Co. 5pp. 60912:275-60912:279. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re lesolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170199 Forwards proposed method to meet requirements of 10CFR50.44 for reso¬ 
lution of single failure vulnerabilities associated w/combustible gas control. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/06. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 10pp. 60981:338-60981:347. 

9203120377 Confirms plans to hold mgt meeting on 920310 at Opus Place ofcs to dis¬ 
cuss util program to identify design vulnerabilities at plant. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth 
Edison Co. ip. 60930:046-60930:046. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations. Updated status for calculations provided. 

RICHTER.M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203190316 Forwards Revs 0 to TID-E/I&C-10, “Analysis of Instrument Channel Set- 
point Error & instrument Loop Accuracy" & TID-E/I&C-20, "Basis for Analysis of In¬ 
strument Channel Setpoint Error & Instrument Loop Accuracy." 

PIET.P.L. Commonwealth Edison Co. 92/03/09. SIEGEL,B.L. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 60990:020-60990:278. 

-9203190322 Rev 0 to “Analysis of Instrument Channel Setpoint Error & Instrument 
Loop Accuracy." 

* Commonwealth Edison Co. TID-E/I&C-10 R00. 92/03/19. 65pp. 60990:021- 
60990:187. 

“9203190324 Rev 0 to “Basis for Analysis of Instrument Channel Setpoint Error & In¬ 
strument Loop Accuracy." 

* Commonwealth Edison Co. TID-E/I&C-20 R00. 92/03/19. 65pp. 60990:189- 
60990:278. 


2pp. 60970:037-60970:038. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10. “Safety-Related MOV Testing & Surveillance.” 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300093 Advises of util plan to use barrier-clad fuel mfg by Siemens in cycle 14 
reload.Util reviewed barrier design (9x9-2B) & proposes fuel approval per 
10CFR50.59.Change reflects desire to reduce possible failure from pellet-clad interac¬ 
tion. 

PIET.P.L. Commonwealth Edison Co. 92/03/20. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61165:014-61165:015. 

9203300083 Confirms plans for 920330 technical meeting in Glen Ellyn,IL to disucss li¬ 
censee understanding of requirements for preparing safety evaluations under 
10CFR50.59. 

CLAYTON,B. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison Co. 
Ip. 61110:336-61110:336. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090136 Advises that mods for application of corrosion resident cladding cuurently 
scheduled to be completed during next refueling outages for Units 2 & 3 (Jan & Sept 
1993, respectively),per Generic Ltr 88-01 re IGSCC insp program. 

PLET.P.L. Commonwealth Edison Co. 92/02/28. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 2pp. 60884:244-60884:245. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. or New York, Inc. 4pp. 60997:043-60997:046. 

9203100192 Responds to NRC 920206 ltr re violations noted in insp repts 50-237/91-33 
& 50-249/91-36.Corrective actions.TS 1600-6 to be revised to initiate deviation rept 
for surveillance failure & surveillance will include all 22 insp ports. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 60899:338-60899:345. 

9203170080 Responds to NRC 910820 ltr re violations noted in insp rept 50-237/91-39 
& 50-249/91-43.Corrective actions:operations dept was notified & hydrogen addition 
was secured. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60972:355-60972:357. 

9203240026 Forwards insp repts 50-237/92-02 & 50-249/92-02 on 920113- 0302 & 
notice of violation.One non-cited violation also noted during insp. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth 
Edison Co. 2pp. 61053:029-61053:052. 

“9203240031 Notice of violation from insp on 920113-0302.Violations noted:corrective 
actions to condition adverse to quality occurring on 901208,failed to preclude repeti¬ 
tion of unplanned unit 3 group II isolation on 920115. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/12. 2pp. 61053:031-61053:032. 

-9203240040 Insp repts 50-237/92-02 & 50-249/92-02 on 920113-0302. Violations 
noted.Major areas inspected:operational safety, monthly maint & surveillance,training 
effectiveness,rept review,events followup & safety assessment. 

BURGESS,B.L. Region 3 (Post 820201). 92/03/11. 20pp. 61053:033-61053:052. 
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9203200002 Responds to 920218 Itr re insp at facility from 911020 to 920114,contained 
in Insp rept 50-237/91-36.lssue under review. 

CLAYTON,B. Region 3 (Post 820201). 92/03/13. HUBBARD,R. MHB Technical Asso¬ 
ciates. ip. 60970:029-60970:029. 

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison 
Co. 2pp. 61110:299-61110:305. 

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area 
physical barriers, detection & assessment aids & alarm stations. 

MADEDA.T.J., CREED,J.R. Region 3 (Post 820201). 92/03/19. 5pp. 61110:301 - 
61110:305. 


R. Periodic operating reports & related correspondence 


9203120125 "Number of Personnel & Person-Rem by Work & Job Function for 1991.” 
W/920129 Itr. 

SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60925:317-60925:318. 

9203300107 "Annual Radiological Environ Operating Rept" Part 3.W/920310 Itr. 
SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 150pp. 61199:002-61199:179. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160059 Monthly operating repts for Feb 1992 for Dresden Nuclear Power 
Station.Units 1,2 & 3.W/920302 Itr. 

MAXWELL,D.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/02/29. 30pp. 
60970:310-60970:339. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given, 5pp. 
60804:347-60804:349. 

9203090045 LER 92-005-00:on 920203,violation of TS limit for intermediate range moni¬ 
tor operability.Caused by personnel error.Simiiar review for Unit 3 will be completed 
prior to Unit 3 startup by IM Dept.W/920221 Itr. 

JOHNSON,R.H., SCHROEDER.C.W. Commonwealth Edison Co. 92/02/21. 6pp. 
60871:230-60871:235. 

9203180119 LER 92-007-00:on 920218,HPCI declared inoperable.Caused by turning 
gear engagement failure.Sys Engineer has submitted a request to Nuclear Engineering 
to review & evaluate turning gear operation & design.W/920312 Itr. 

CHURILLA.M., SCHROEDER.C.W. Commonwealth Edison Co. 92/03/12. 5pp. 
60997:212-60997:216. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203270155 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-014 
dtd 911022 re spent fuel pool crane operations & subsequent damage to fuel assem¬ 
blies & grapple which occurred on 911018. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
2pp. 61166:074-61166:075. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Yendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


U. Congressional/Executive Correspondence 

9203090226 Advises that NRC insps & overview activities have shown that Zion station 
performance continues to improve,per NRC 910802 & 0305 commitment.NRC plans 
to continue to closely monitor programs & performance to ensure continued progress. 
SELIN,I. Commissioners (Post 750119). 92/03/04. PORTER,J.E. House of Rep. Ip. 
60948:035-60948:039. 


V. Operator Examinations 

9203130016 Advises that written & operating exams scheduled for wk of 920713.Util re¬ 
quired to furnish ref matl listed in end 1 at least 60 days prior to exam date in order 
to meet schedule. Related info also end. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/10. REEP,C. Commonwealth Edison 
Co. 11pp. 60886:073-60886:083. 


9203240104 Requests info re positive testing of licensed operator for marijuana follow¬ 
ing random drug test taken on 920318, including details of circumstances re 
occurrence,answers to questions listed in end & other related info. 

MILLER,H.J. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
8pp. 61054:214-61054:221. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


R. Periodic operating reports & related correspondence 

9203230183 Forwards "NS Savannah Survey Rept,910326-27,” per Amend 11 to Li¬ 
cense NS-1 .Ship continues to lie quietly at moorings. Underwater insp conducted in 
Apr 1991. 

CHANDLER,H.G. South Carolina, State of. 92/02/28. NRC - No Detailed Affiliation 
Given. 2pp. 61118:048-61118:116. 

-9203230186 “NS Savannah Survey Rept.910326-27.” 

* South Carolina, State of. 91/03/27. 66pp. 61118:050-61118:116. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


9203270124 Forwards Safeguards Insp Repts 50-243/92-01,50-243/92-02 & 50-243/ 
92-03 on 920218-21.No violations or deviations noted. Insp Repts 50-243/92-01 & 50- 
243/92-02 withheld (ref 10CFR2.790). 

REESE,J.H. Region 5 (Post 820201). 92/03/20. COATE,L.E. Oregon State Univ., Cor¬ 
vallis, OR. 3pp. 61190:325-61190:332. 

-9203270136 Safeguards Insp Rept 50-243/92-03 on 920218-21.No violations or devi¬ 
ations noted.Major areas inspected:reactor operations,health physics,emergency plan¬ 
ning & preparedness, transportation activities,follow-up items & exit interview. 
QUALLS.P.M., REESE,J.H. Region 5 (Post 820201). 92/03/20. 5pp. 61190:328- 
61190:332. 


P. Operating license stage documents & correspondence 

9203060077 Submits proposal describing current effort relative to converting reactor 
from HEU to LEU fuel.Proposed fuel conversion schedule will be submitted to 
NRC,per DOE approval of funds to undertake conversion effort. 

JOHNSON,A.G. Oregon State Univ., Corvallis, OR. 92/02/24. Document Control 
Branch (Document Control Desk). 3pp. 60880:332-60880:334. 


Q. Inspection reports, IE Bulletins & correspondence 


9203270124 Forwards Safeguards Insp Repts 50-243/92-01,50-243/92-02 & 50-243/ 
92-03 on 920218-21.No violations or deviations noted. Insp Repts 50-243/92-01 & 50- 
243/92-02 withheld (ref 10CFR2.790). 

REESE,J.H. Region 5 (Post 820201). 92/03/20. COATE,L.E. Oregon State Univ., Cor¬ 
vallis, OR. 3pp. 61190:325-61190:332. 

-9203270136 Safeguards Insp Rept 50-243/92-03 on 920218-21.No violations or devi¬ 
ations noted.Major areas inspected:reactor operations,health physics,emergency plan¬ 
ning & preparedness, transportation activities,follow-up items & exit interview. 
QUALLS.P.M., REESE,J.H. Region 5 (Post 820201). 92/03/20. 5pp. 61190:328- 
61190:332. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203030318 Suppls 910308 response to violations noted in Insp Rept 50-244/90- 
31.Corrective actions:effectiveness review of 1990 disabled safeguards event per¬ 
formed & documented in 911219 rept. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/20. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 2pp. 60819:360-60819:361. 

9203030319 EPIPs including,Rev 3 to EPIP 2-4,Rev 4 to EPIP 5-3,Rev 1 to EPIP 5-5 & 
Rev 8 to EPIP 3-6.W/920225 Itr. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/25. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 96pp. 60820:001-60820:100. 

9203040295 Forwards Emergency Response Data Sys (ERDS) Data Point Library 
sheets.Requests that NRC provide computer modem for PPCS no later than 
920501 ,in order to meet scheduled installation date for hardware. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/28. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 67pp. 60815:042-60815:109. 

9203040314 Informs that uti! have deferred mod of instrumentation for Meteorological 
Monitoring Program,per Insp Rept 50-244/91-08 on 910401-05. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/28. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 2pp. 60840:250-60840:251. 

9203240353 Informs that based on review,NRC found that util implementation plan re 
ERDS provides basis for acceptable implementation at facility. 

JOHNSON,A.R. Project Directorate 1-3. 92/03/18. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 61085:343-61085:344. 



ivieuneuT.n.o. nocnester Gas & Electric Corp. 92/03/20. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. Ip. 61216:280-61216:287. 

-9203310302 Application for amend to License DPR-18,revising TS 5.1 Figure 5.1-1 to 
describe rather than depict site area boundary to evaluate radiological releases to un¬ 
restricted area. 

* Rochester Gas & Electric Corp. 92/03/20. 2pp. 61216:281-61216:282. 

-9204010160 Proposed TS 5.1 .Figure 5.1-1 re site area boundary. 

* Rochester Gas & Electric Corp. 92/03/20. 5pp. 61216:283-61216:287. 


\ Operating license stage documents & correspondence 

>106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

>203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

-8404270010 Discusses completion of facility steam generator tube rupture RETRAN 
calculation.Final rept,providing details on all calculations made,forthcoming. 
TESSIER.J.H. Argonne National Laboratory. 1*1 N A-2311. 84/04/19. GUTTMANN.J. 
Reactor Systems Branch. 3pp. 60810:241-60810:243. 

-9203030454 Requests that task force be established to review & evaluate Ginna 
event. 

PALLADINO.N.J. Commissioners (Post 750119). 82/01/29. Ofc of the Executive Di¬ 
rector for Operations. Ip. 60810:208-60810:208. 

-9203030459 Rev 3 to Procedure 1-OP-2.2, “Unit Power Operation Mode 1 to Mode 2." 

* Virginia Power (Virginia Electric & Power Co.). 87/10/20. 30pp. 60810:267- 
60810:296. 

»9203030461 Rev 3 to Procedure 1-PT-46.2C, “S/G Blowdown Radiation Monitor Alarm 
Setpoint Calculation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 6pp. 60810:297-60810:302. 

-9203030462 Rev 3 to Procedure 1-PT-46.2, “Primary-to-Secondary Leak Rate Determi¬ 
nation." 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 41pp. 60810:303- 
60810:343. 

-9203030463 Rev 3 to Procedure 1-AP-24.1, "Large Steam Generator Tube Leak Re¬ 
quiring Immediate & Rapid Unit Shutdown.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/08. 8pp. 60810:345-60810:352. 

-9203030465 Rev 3 to Procedure 1-AP-24.2, "Small Steam Generator Tube Leak.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/09. 4pp. 60810:353-60810:356. 

-9203030466 Rev 3 to Procedure 1-AP-5.1, “Unit 1 Radiation Monitoring Sys.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/20. 36pp. 60810:357- 
60811:031. 

-9203030467 Rev 3 to Procedure 1-PT-46.2A, "Condenser Air Ejector Radiation Moni¬ 
tor Alarm Setpoint Calculation." 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 8pp. 60811:032-60811:039. 

-9203030469 Rev 3 to Procedure 1-PT-46.2B, "N-16 Radiation Monitor Alarm Setpoint 
Calculation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 12pp. 60811:040- 
60811:051. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tionina in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

>203120275 Discusses closeout of Generic Ltr 89-10, "Safety-Related MOV Testing & 
Surveillance." Acceptability of program will be determined during future insp. 
JOHNSON,A.R. Project Directorate 1-3. 92/03/06. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 60895:037-60895:039. 

>203120288 Forwards amend 48 to license DPR-18 & safety evaluation. Amend revises 
pressure-temp limits for RCS. 

JOHNSON,A. Project Directorate 1-3. 92/03/06. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 60895:160-60895:184. 

9203120292 Amend 48 to license DPR-18,revising pressure-temp limits for RCS. 
NERSES,V. Project Directorate 1-3. 92/03/06. 16pp. 60895:163-60895:178. 

-9203120294 Safety evaluation supporting amend 48 to license DPR-18. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 6pp. 
60895:179-60895:184. 


61054:211-61054:213. 

9203310296 Forwards application for amend to License DPR-18,revising TS 5.1 Figure 
5.1-1 in order to describe rather than depict site area boundary for evaluating releases 
to unrestricted area. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/20. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. Ip. 61216:280-61216:287. 

-9203310302 Application for amend to License DPR-18,revising TS 5.1 Figure 5.1-1 to 
describe rather than depict site area boundary to evaluate radiological releases to un¬ 
restricted area. 

* Rochester Gas & Electric Corp. 92/03/20. 2pp. 61216:281-61216:282. 

~9204010160 Proposed TS 5.1,Figure 5.1-1 re site area boundary. 

* Rochester Gas & Electric Corp. 92/03/20. 5pp. 61216:283-61216:287. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
c i ear pQyygr plant 3it€S M 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203030318 Suppls 910308 response to violations noted in Insp Rept 50-244/90- 
31 .Corrective actions:effectiveness review of 1990 disabled safeguards event per¬ 
formed & documented in 911219 rept. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/20. JOHNSON,A.R. Project Di¬ 
rectorate 1-3. 2pp. 60819:360-60819:361. 

9202190037 NRC Info Notice 92-014, ”U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030118 Responds to NRC 911127 request for addl info re util response to Suppl 2 
to NRC Bulletin 89-001, “Failure of Westinghouse Steam Generator Tube Mechanical 
Plugs” covering methodology for operating Alloy 600 mechanical plugs. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/21. JOHNSON.A.R. Project Di¬ 
rectorate 1-3. 3pp. 60800:351-60800:353. 

9203030156 Notification of significant meeting 92-25 w/util on 920305 in King of 
Prussia, PA to discuss plant SALP board cycle 10. 

LAZARUS,W.J. Region 1 (Post 820201). 92/02/21. Region 1 (Post 820201). 3pp. 
60754:091-60754:093. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030205 Rev 1 to notice of significant meeting 92-25 w/util on 920305 in King of 
Prussia,PA to discuss plant SALP board cycle 10. 

LAZARUS,W.J. Region 1 (Post 820201). 92/02/26. Region 1 (Post 820201). 3pp. 
60755:071-60755:073. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203040314 Informs that util have deferred mod of instrumentation for Meteorological 
Monitoring Program,per Insp Rept 50-244/91-08 on 910401-05. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/28. JOHNSON.A.R. Project Di¬ 
rectorate 1-3. 2pp. 60840:250-60840:251. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203110362 Forwards Westinghouse reassessment of IEB 88-002. Re-evaluation deter¬ 
mined that two addl tubes in S/G-A & two addl tubes in S/G-B should be taken out of 
svc.Tubes to be stabilized & plugged during 1992 refueling oytage. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/02. JOHNSON.A.R. Project Di¬ 
rectorate 1-3. 12pp. 60909:235-60909:246. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160291 Forwards Vols 1 & 2 of "SG ISI - Eddy Current Exam Rept." Rept provides 
complete results of SG tube insps performed during 1991 refueling outage. 
MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/04. JOHNSON.A.R. Project Di¬ 
rectorate 1-3. 1pp. 60986:001-60989:308. 

--9203160297 Vols 1 & 2 of “SG ISI - Eddy Current Exam Rept." 

* Rochester Gas & Electric Corp. 92/02/07. 800pp. 60986:002-60989:308. 
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9203120275 Discusses closeout of Generic Ltr 89-10, “Safety-Related MOV Testing & 
Surveillance.” Acceptability of program will be determined during future insp. 
JOHNSON,A.R. Project Directorate 1-3. 92/03/06. MECREDY.R.C. Rochester Gas & 
Electric Corp. 3pp. 60895:037-60895:039. 


R. Periodic operating reports & related correspondence 


9203040298 “Semiannual Radioactive Effluent Release Rept" for Jul-Dec 1991.W/ 
920228 ltr. 

MECREDY.R.C. Rochester Gas & Electric Corp. 91/12/31. 24pp. 60813:154- 
60813:177. 


9203230342 Monthly operating rept for Feb 1992 for RE Ginna Nuclear Power PlantW/ 
920315 ltr. 

DODGE,R.E., MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/29. 5pp. 
61071:245-61071:249. 


S. Reportable occurrences, LERs & related correspondence 


9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

—8202220666 Forwards preliminary account of 820125 steam generator tube rupture in¬ 
cident at facility. 

HELTEMES.C.J. Office for Analysis & Evaluation of Operational Data, Director. 82/02/ 
01. LAFLEUR.J.D. Office of International Programs (Pre 870413). 9pp. 60810:209- 
60810:217. 

-8205060611 Forwards draft Commission paper w/proposed FR notice re potential AO 
pertaining to steam generator tube rupture on 820125. 

MICHELSON.C. Office for Analysis & Evaluation of Operational Data, Director. 82/04/ 
23. DENTON,H.R. Office of Nuclear Reactor Regulation (800428-851124). 19pp. 
60810:218-60810:236. 

—8306020563 Disagrees w/conclusions in P Harmon memo re tube rupture event 
analysis.Problems w/terminology in memo discussed. 

HOLAHAN.G. Operating Reactors Assessment Branch. 83/05/24. LANNING.W.D. 
Office for Analysis & Evaluation of Operational Data, Director. 2pp. 60810:237- 
60810:238. 

-8307110602 Forwards G Holahan 830524 memo re steam generator tube rupture 
event analysis.No superheated conditions nor thermal-hydraulic behavior attributable 
to superheated steam identified. 

SEYFRIT.K.V. Reactor Operations Analysis Branch. 83/06/21. HARMON,P. NRC - No 
Detailed Affiliation Given. 2pp. 60810:239-60810:240. 


-8502150101 Forwards ANL/LWR/NRC 84-5, “TRAC Simulation of Ginna Steam Gen¬ 
erator Tube Rupture Event.” Task II of FIN A-2311 complete. 

AVERY,R. Argonne National Laboratory. FIN A-2311. 85/02/11. GUTTMANN.J. Reac¬ 
tor Systems Branch. Ip. 60811:132-60811:132. 

9203110425 Partial response to FOIA request for documents.App H documents end & 
also made available in PDR. 

GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/13. WILLIAMS,O.G. JRA Associates. 2pp. 60905:131-60905:225. 

-8202220324 Requests no escort badges for three persons in addition to those listed 
w/820212 ltr re Ginna Steam Generator Tube Rupture Event Inquiry Group.Status ex¬ 
pires 820731. 

HAYNES,R.C. Region 1 (Post 820201). 82/02/17. MAIER.J.E. Rochester Gas & Elec¬ 
tric Corp. Ip. 60905:134-60905:134. 

-8203040030 Submits summary of 820204 discussion re facility 820125 steam genera¬ 
tor tube rupture event.Review of end outline for NRC inquiry requested. 

HAYNES.R.C. Region 1 (Post 820201). 82/02/04. EISENHUT.D.G. Division of Licens¬ 
ing (800428-851124). JORDAN,E.L. Div of Engineering & Quality Assurance,IE (Pre 
830103). MICHELSON.C. Office for Analysis & Evaluation of Operational Data, Direc¬ 
tor. 5pp. 60905:135-60905:139. 

-9203110427 Discusses preliminary review of steam generator tube rupture event at 
plant on 820125.W/listed attachments. 

STAROSTECKI.R. Region 1 (Post 820201). 82/02/08. HELTEMES.C.J., 

EISENHUT.D., JORDAN,E. NRC - No Detailed Affiliation Given. 45pp. 60905:140- 
60905:184. 

-9203110428 Rev 10 to Procedure E-1.4, “Steam Generator Tube Rupture.” W/sup- 
porting documentation end. 

* Rochester Gas & Electric Corp. 81/03/13. 40pp. 60905:185-60905:225. 

9203180013 Part 21 re Victoreen field calibr source being accepted w/o meeting pur¬ 
chase order requirements.lnitially reported on 920220.Fieid source will be calibr & re¬ 
turned in Apr 1992. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/24. NRC - No Detailed Affili¬ 
ation Given. 3pp. 60977:146-60977:148. 

9203110291 LER 92-002-00:on 920203,reactor trip occurred w/reactor at approx 23% 
full power just subsequent to turbine trip while at 47% power.Caused by lo lo level in 
SG A due to design perturbations.New setting calculated.W/920304 ltr. 

BACKUS,W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/04. 13pp. 
60949:011-60949:023. 

9203300092 Interim Part 21 rept re deficiencies w/MOVs V826B.V738B & V871A & two 
two inch Velan manual 1500 ASME Class II valves. Further investigation being con¬ 
ducted by noncompliance repts processing group. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/23. Document Control Branch 
(Document Control Desk). 3pp. 61164:358-61164:360. 
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F. Security, medical, emergency & fire protection plans 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203110164 Partially withheld ltr responding to question re ability of contingency secu¬ 
rity force to responds to security events. Evaluation by resident inspectors & NRC se¬ 
curity specialists found that force meets NRC requirements. 

MCCABE,E.C. Region 1 (Post 820201). 88/05/10. Affiliation Not Assigned. 6pp. 
60920:093-60920:098. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310225 Discusses closeout of allegation RI-89-A-0085 re pre-staged security 
force staffing in excess of normal to support evacuation during emergency drills. 
HAVERKAMP.D. Region 1 (Post 820201). 90/01/17. Region 1 (Post 820201). 7pp. 
61253:281-61253:287. 

-9203310226 Provides responses to utils allegation RI-89-A-0105 re pre-staging securi¬ 
ty force members to support activities during emergency drills & complaints of security 
force members being overworked & understaffed. 

KEIMIG.R. Region 1 (Post 820201). 90/01/25. HAVERKAMP.D. Region 1 (Post 
820201). 3pp. 61253:288-61253:290. 

-9203310228 Discusses closeout of allegation RI-89-A-0105 re serious security prob¬ 
lems at facility.Based on anonymous nature of allegation.no response to alleger ap¬ 
propriate. 

HAVERKAMP.D. Region 1 (Post 820201). 90/02/07. Region 1 (Post 820201). 4pp. 
61253:291-61253:294. 

-9203310247 Partially withheld ltr responding to 890717 allegation re guard stationed at 
north or south access point guard shacks during lightning storm faced w/high risk of 
serious personnel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. Ip. 
61253:358-61254:011. 

-9203310252 Partially withheld ltr responding to allegation RI-89-A-0120 re inoperable 
gun due to rust accumulating on barrel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/08/03. Affiliation Not Assigned. Ip. 
61254:012-61254:028. 

-9203310275 Partially withheld ltr forwarding info re alleged deficiencies in offsite emer¬ 
gency preparedness for city of New London,CT. 

LAZARUS,W.J. Region 1 (Post 820201). 90/08/15. DOLAN,J. Federal Emergency 
Management Agency. Ip. 61254:042-61254:042. 

-9203310293 Forwards info concerning alleged deficiencies in offsite emergency pre¬ 
paredness for city of New London,Connecticut in emergency planning zone for FEMA 
review. 

BELLAMY,R.R, Region 1 (Post 820201). 90/08/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. Ip. 61254:043-61254:044. 

-9203310298 Partially withheld ltr re 900517 conversation on emergency preparedness 
status of city of New London. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/08/28. Affiliation Not Assigned. 2pp. 
61254:045-61254:046. 

-9203310309 Partially withheld response to offsite emergency preparedness deficiency 
allegations for city of New London, CT in EPZ. 

MROCZKA.E.J. Northeast Nuclear Energy Co. MORCZKA.E.J. Northeast Utilities. 90/ 
11/29. JOYNER,J.H. Region 1 (Post 820201). 6pp. 61254:048-61254:053. 

9203040179 Advises that 911216 Rev 15 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion in plan. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/20. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60814:123-60814:127. 

9203110104 Revised Corporate Organization for Nuclear Incidents (CONI) 
procedure,including Rev 19 to CONI 1.01,Rev 39 to CONI 1.02,Rev 25 to CONI 
1.03,Rev 5 to CONI 1.04,Rev 9 to CONI 1.06,Rev 18 to CONI 3.01 & Rev 14 to CONI 
8.01. 

MALLOY,E., SEARS,C. Northeast Utilities Service Co. 92/03/01. 200pp. 60898:087- 
60898:270. 

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas,including control of plant configuration during design change process. 
WENZINGER.E.C, Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY9l,fire drills not conducted for ail six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
0215. Violations noted.Major areas inspected:plant operations,radiological 
controls,maint,surveillance,outage activities,security,fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203310170 Forwards Rev 16 to physical security plan.Access authorization plan will be 
implemented on 920401 & will be effective on 920427.Rev withheld (ref 
10CFR73,21(b)). 

OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/25. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61259:148-61259:148. 
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. General correspondence 

202270375 Responds to 920108 Itr requesting that NRC address issues raised by C 
Pratt re firing of two workers by util at plant. NRC will conduct complete evaluation of 
issues & monitor overall performance of organization. 

TAYLOR ,J.M. Ofc of the Executive Director for Operations. 92/02/19. SMITH,B. 
Senate. 2pp. 60919:173-60919:179. 

■9202270380 Responds to 911121 Itr to Chairman Selin requesting that NRC look fully 
into situation re two workers recently fired by util.NRC will conduct complete evalua¬ 
tion of issues & overall organizational response. 

MARTIN,T.T. Region 1 (Post 820201). 91/12/16. PRATT,C. Affiliation Not Assigned. 
5pp. 60919:177-60919:179. 

1202280006 Responds to 920115 Itr submitted on behalf of constituent, PM Blanch re 
safety concerns at Northeast Utils.NRC considers actions taken by utils to address 
important safety concerns & to ensure compliance w/regulations adequate. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/19. 
LIEBERMAN.J.I. Senate. 10pp. 60919:161-60919:172. 

>9202280008 Forwards matl provided by P Blanch re health & safety problems at 
Northeast Utilities,for consideration & appropriate response. 

LIEBERMAN.J.I. Senate. 92/01/15. THE CHAIRMAN Commissioners (Post 750119). 
9pp. 60919:164-60919:172. 

1203180107 Comment on draft rea guide task DG-8007 (proposed rev 1 to reg guide 
8.7) re instructions for recording & reporting occupational radiation exposure data. 
OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/13. Regulatory Publications Branch. 
2pp. 60936:069-60936:070. 


I. Insurance & indemnity information 

1203230216 Notifies of amount of property insurance coverage currently in force for 
plant. 

OPEKAJ.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/17. Document Control Branch (Document Control Desk). 2pp. 61077:130- 
61077:131. 


3. Advisory Committee on Reactor Safeguards reports & correspondence 

3203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060425 Forwards allegation panel decisions re hearsay allegation of NRC inspec¬ 
tor “on the take.” Since alleger was not able to provide any specific info,author plans 
to take no further action. 

RUSSELL,W.T. Region 1 (Post 820201). 88/07/28. CONNELLY,S.R. Office of Inspec¬ 
tor & Auditor (Pre 890417). 2pp. 60919:312-60919:313. 

-9203060427 Documents results of licensee investigations re allegation of drug use at 
facility. 

RAYMOND,W.J. NRC - No Detailed Affiliation Given. 88/04/15. SHOPSHIRE.A. NRC 
- No Detailed Affiliation Given. 2pp. 60919:318-60919:319. 

**9203060428 Forwards memo describing licensee actions re allegation RI-88-A- 
0036.lssue of drug testing could not be resolved, due to insufficient basis “for cause" 
testing.lndividual terminated for other reasons.Allegation closed. 

BETTENHAUSEN.L. Region 1 (Post 820201). 88/04/26. SHROPSHIRE,A. NRC - No 
Detailed Affiliation Given. 4pp. 60919:320-60919:323. 

-9203060429 Forwards info for use & consideration during 880413 meeting to review 
NRC actions on Rosemount 1153 & 1154 transmitters. 

RAYMOND,W.J. Region 1 (Post 820201). 88/04/12. GUILLEN,J. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 22pp. 60919:324-60919:358. 

-9203060432 Forwards util 890531 Itr re facility being granted EQ exemption for two 
RWCU containment isolation valves.Apr 1988 exemption request incorrectly stated 
that valves isolated on high steam line flow. 

MCCABE.E. NRC - No Detailed Affiliation Given. 89/06/12. WENZINGER.E. NRC - 
No Detailed Affiliation Given. 15pp. 60920:024-60920:053. 

-9203090371 Partially withheld Itr ack end 881019 info re drug use/ abuse at facilities. 
WHITE,C.W. Region 1 (Post 820201). 88/10/24. KLEIN,S. Federal Bureau of Investi¬ 
gation. 5pp. 60920:073-60920:077. 

-9203110317 Partially withheld Itr informing NRC that pressure gauge calibr procedure 
revised.Acceptance criteria used will allow gauges to pass which have error of almost 
twice mfg spec. 

* Affiliation Not Assigned. 88/10/06. NABIGHORST.P. NRC - No Detailed Affiliation 
Given. Ip. 60920:107-60920:107. 


9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040120 Application for amends to Licenses DPR-61,DPR-21,DPR-65 & NPF-49,in¬ 
corporating changes to Section 6 of Administrative Tech Specs. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/25. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60823:003-60823:121. 

-9203040123 Proposed Tech Specs Section 6 “Administrative Controls.” 

* Connecticut Yankee Atomic Power Co. 92/02/25. 200pp. 60823:007-60823:121. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170179 Provides util views on Performance Enhancement Plan (PEP). Atlas Con¬ 
sulting Group will assist in identifying root causes,developing PEP & providing over¬ 
view of implementation of PEP.Status repts will be submitted. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/09. 
HEWL.C.W. Region 1 (Post 820201). 3pp. 60981:352-60981:354. 

9203240067 Notification of significant licensee mgt meeting 92-38 w/util on 920327 to 
discuss integrated force findings & performance improvement plan. 

KELLEY,E.M. Region 1 (Post 820201). 92/03/10. Region 1 (Post 820201). 2pp. 
61053:218-61053:219. 

9203230140 Suppls 900904 Itr containing commitment to install hardened wetwell vent 
at facility,per Generic Ltr 89-l6.Preliminary hardened wetwell vent configuration will be 
finalized by Dec 1992.Schematic of preliminary design end. 

OPEKA.J.F., DEBARBA.E.A. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Util¬ 
ities. 92/03/13. Document Control Branch (Document Control Desk). 4pp. 61077:182- 
61077:185. 

9203250142 Forwards addl info on 920225 application for amends to License DPR- 
61.DPR-21.DPR-65 & NPF-49,revising TSs Section 6 re administrative controls,per 
recent telco n. 

OPEKAJ.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/18. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:180-61099:195. 

—9203250144 Proposed Tech Specs Section 6 re administrative controls. 

* Connecticut Yankee Atomic Power Co. 92/03/18. 14pp. 61099:182-61099:195. 

9203300291 Lists recent results from self-initiated pilot program for shift optimization,per 
util 871223 Itr. Program developed to promote health awareness & altertness for rotat¬ 
ing shift workers. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKAJ.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 61198:357-61198:360. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203110401 Partially withheld Itr discussing 890228 allegation re potential false state¬ 
ment being used as justification in facility EQ exemption request.Findings documented 
in Insp Rept 50-245/90-17.Allegation closed. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/12/19. Region 1 (Post 820201). 37pp. 
60920:156-60920:197. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 
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9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100243 Notification of significant licensee meeting 92-33 w/util on 920326 at 
Region I to discuss SALP board (Cycle 10). 

KELLY,E.M. Region 1 (Post 820201). 92/03/02. Region 1 (Post 820201). 3pp. 
60845:141-60845:143. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110127 Responds to NRC 920207 ltr re violations noted in Insp Repts 50-245/92- 
06,60-336/92-06 & 50-423/92-06 on 920113-17. Corrective actions:Procedures RAB 
1-1 & RAB 1-3 modified to clarify responsibilities for record transmittal. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/04. 
MARTIN,T.T. Region 1 (Post 820201). 4pp. 60897:254-60897:257. 

9203160095 Forwards enforcement conference repts 50-245/92-07, 50-336/92-07 & 
50-423/92-07 on 920225. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/06. OPEKA.J.F. Northeast Nuclear 
Energy Co. 4pp. 60908:280-60908:331. 

-9203160098 Enforcement conference repts 50-245/92-07,50-336/92-07 & 50-423/92- 
07 on 920225.Major areas discussed:safety significance of examples of inability by 
some operators & emergency directors to properly classify insp events. 

LUSHER,J., MCCABE,E. Region 1 (Post 820201). 92/03/06. 48pp. 60908:284- 
60908:331. 

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas,including control of plant configuration during design change process. 
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY9l,fire drills not conducted for all six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
021 S.Violations noted.Major areas inspected:plant operations,radiological 
controls,maint,surveillance,outage activities,security,fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203200078 Forwards insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 
920106-17.No violations noted. 

DURR.J.P. Region 1 (Post 820201). 92/03/10. OPEKA.J.F. Northeast Nuclear Energy 
Co. 2pp. 60970:151-60970:162. 

-9203200082 Insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 920106-17.No 
violations noted.Major areas inspected: licensee engineering 

organization,staffing,communications, QA & training & mgt support. 

PAOLINO.R.J., ANDERSON,C.J. Region 1 (Post 820201). 92/03/03. 10pp. 

60970:153-60970:162. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
9201 l3-17.Noncited violation noted.Major areas inspecteddicensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E., ESELGROTH.P.W. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230- 
61056:247. 

9203240248 Provides schedule for completion of review of responses to NRC Bulletin 
80-004 re main steam line break reanalysis,per Insp Rept 50-336/91-28.Reviews of 
bulletin & generic Itrs will be completed by 920831. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:344-61099:345. 


R. Periodic operating reports & related correspondence 


9203020250 “Millstone Nuclear Power Station Units 1,2 & 3 Semiannual Radioactive Ef¬ 
fluents Release Rept,Jul-Dec 1991.” W/920226 ltr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 91/12/31. 
87pp. 60788:001-60788:087. 

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. Document Control Branch (Doc¬ 
ument Control Desk). 20pp. 60802:174-60802:193. 

9203060262 Forwards “Haddam Neck Plant & Millstone Station,Unit 1,2 & 3 Annual 
Rept 1991.” Rept contains summary of challenges to relief/safety valves,per commit¬ 
ment in 800610 ltr. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60879:178-60880:254. 


-9203060266 “Haddam Neck Plant & Millstone Station,Units 1,2 & 3 Annual 
Rept, 1991.” 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. * Northeast 
Utilities. 91/12/31. 250pp. 60879:179-60880:254. 

9203240370 Monthly operating rept for Feb 1992 for Millstone Unit 1. W/920310 ltr. 
NEWBURGH,G., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/02/29. 5pp. 61093:355-61093:359. 


S. Reportable occurrences, LERs & related correspondence 

9203030068 LER 92-003-00:on 920122,Emergency Diesel Generator may not provide its 
rated load under certain ambient conditions. Caused by design deficiency of Diesel 
Generator cooling sys. Util pursuing new design w/check valve sys.W/920221 ltr. 
CASSIDY,M.D., SCACE.S.E. Northeast Utilities. 92/02/21. 4pp. 60392:028-60392:031. 

9203130296 LER 92-004-00:on 920131 .portion of diesel generator starting air sys found 
unqualified to withstand seismic event.Caused by oversight in design review of sys & 
adjacent wall.Both elements strengthened.W/920302 ltr. 

CASSIDY,M.D., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/03/02. 4pp. 60948:334-60948:337. 

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms 
that duplicate evaluation & reporting of events unnecessary.Util will not be conducting 
further evaluation of loss of control power noted during Millstone Unit 3 insp. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/03. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60862:216-60862:217. 

9203170123 LER 92-005-00:on 920207,reactor bldg temp profile for environ equipment 
qualification found to be nonconservative. Caused by cooldown rate of Reactor Bldg 
calculated in existing profile.Profiie reviewed.W/920309 ltr. 

NOLL.W.G., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy 
Co. 92/03/09. 7pp. 60997:193-60997:199. 

9203200121 Provides NRC Staff w/understanding of 910823 & 24 events re availibility 
of on-site AC power supplies at Millstone Nuclear Power Station. 

DEBARBA.E.A. Northeast Nuclear Energy Co. DEBARBA.E.A. Northeast Utilities. 92/ 
03/12. HEHL.C.W. Region 1 (Post 820201). 6pp. 61056:345-61056:350. 

9203250088 LER 92-002-00:on 920121 .thermal overloads installed in MCC controller to 
station battery charger tripped,causing shutdown of battery charger.Caused by incor¬ 
rectly sized thermal overloads.Thermal overloads removed.W/920313 ltr. 

MURPHY,K.E., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Util¬ 
ities. 92/03/13. 5pp. 61120:353-61120:356. 

9203250061 LER 92-008-00:on 920217,determined that test methods used to determine 
adequacy of secondary containment inadequate. Caused by inadequate surveillance 
testing.Surveillance procedure for secondary containment revised.W/920318 ltr. 
SHOLLER.R., KEENAN,J.S. Northeast Nuclear Energy Co. KEENAN,J.S. Northeast 
Utilities. 92/03/18. 4pp. 61120:282-61120:285. 

9203250109 LER 92-006-00:on 920218,discovered that four Foxboro SPEC 200 instru¬ 
mentation modules were improperly installed. Caused by lack of vendor info.Mfg in¬ 
stallation manual revised to provide specific instructions.W/920318 ltr. 

COHEN,S., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 
92/03/18. 4pp. 61120:295-61120:300. 

9203270267 LER 92-009-00:on 920220,discovered downscale rod block not 

generated,as required,which could cause downscale condition in Range 1.Caused by 
procedural inadequacy.Procedures revised to require check of rod block.W/920323 ltr. 
BENNETT.E.A., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/03/23. 4pp. 61224:324-61224:327. 


V. Operator Examinations 

9203050177 Notification of contract execution,task order 139,to “Technical Assistance 
to Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:353-60806:357. 

-9203050184 Ltr contract NRC-03-89-031,task order 139,to “Technical Assistance to 
Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:354-60806:357. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-61056:247. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9203170212 Forwards safeguards insp rept 50-247/92-05 on 920224-28.No violations 
or safety concerns identified.Staff found that physical security program effective & di¬ 
rected toward assuring public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/06. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 60948:074-60948:085. 


iruns insp repi ou-^z/y^-uo on violations or saiery concerns 

identified.Major areas inspected:mgt support & audits,protected & vital area physical 
barriers,safeguards info protection program & maint & compensatory measures. 
KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 92/03/06. 9pp. 60948:077- 
60948:085. 

9203190014 Forwards safety insp rept 50-247/92-04 on 920126-0229.No violations 
noted.Good performance of operations dept personnel during routine activities & in 
response to abnormal conditions. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 60959:035-60959:107. 

-9203190016 Insp rept 50-247/92-04 on 920126-0229.No violations noted. Major areas 
inspected:plant operations.radiological controls, maint & 

surveillance,security.engineering & technical support & safety assessment. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/11. 70pp. 60959:038-60959:107. 

9203200227 Discusses incompletion of 911028 emergency response data sys imple¬ 
mentation plan for facility. 

WILLIAMS.F.J. Project Directorate 1-1. 92/03/18. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 6pp. 61056:325-61056:330. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York. Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Powor Plsnt SitGS ” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Cramdown." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170212 Forwards safeguards insp rept 50-247/92-05 on 920224-28.No violations 
or safety concerns identified.Staff found that physical security program effective & di¬ 
rected toward assuring public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/06. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 60948:074-60948:085. 

—9203170217 Insp rept 50-247/92-05 on 920224-28.No violations or safety concerns 
identified.Major areas inspected:mgt support & audits,protected & vital area physical 
barriers,safeguards info protection program & maint & compensatory measures. 
KING.E.B., KEIMIG.R.R. Region 1 (Post 820201). 92/03/06. 9pp. 60948:077- 
60948:085. 


nesponas lu imho si icco m umrauivcu nemo m —. 

Sys Functional Insp Rept 50-247/91-81 .Concludes that DB-75 breaker could be over¬ 
loaded for required period of time w/o adverse effects on breaker compliance. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/06. Document Control 
Branch (Document Control Desk). 16pp. 60990:307-60990:322. 

9203190014 Forwards safety insp rept 50-247/92-04 on 920126-0229.No violations 
noted.Good performance of operations dept personnel during routine activities & in 
response to abnormal conditions. ^ 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 3pp. 60959:035-60959:107. 

-9203190016 Insp rept 50-247/92-04 on 920126-0229.No violations noted. Major areas 
inspected :plant operations.radiological controls, maint & 

surveillance,security,engineering & technical support & safety assessment. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/11. 70pp. 60959:038-60959:107. 

9203300128 Forwards insp rept 50-247/92-02 on 920127-31.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 92/03/16. BRAM.S. Consolidated Edison Co. of 
New York, Inc. 2pp. 61111:117-61111:125. 


-9203300133 Insp rept 50-247/92-02 on 920127-31.No violations noted. Major areas 
inspected:review of water chemistry control program in primary & secondary sys & as¬ 
sessment of welding program. 

KAPLAN,H.J., GRAY.E.H. Region 1 (Post 820201). 92/03/04. 6pp. 61111:120- 
61111:125. 


R. Periodic operating reports & related correspondence 

9203100182 “Semiannual Effluent & Waste Disposal Rept for Jul-Dec 1991." W/920302 

BRAM.S.B Consolidated Edison Co. of New York, Inc. 91/12/31. 53pp. 60900:001- 
60900:053. 

9203110195 “Personnel Whole Body Exposures for CY91,Indian Point Units 2 & 3.W/ 
920228 ltr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 91/12/31. 4pp. 60897:026- 
60897:029. 

9203230312 Monthly operating rept for Feb 1992 for Indian Point Unit 2. W/920315 ltr. 
KELLER,J., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/02/29. 6pp. 
61077:329-61077:333. 

9203090422 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/02. Document Control 
Branch (Document Control Desk). 7pp. 60868:166-60868:173. 


S. Reportable occurrences, LERs & related correspondence 

9203180378 Preliminary Part 21 rept on EDG jacket water/lube oil coolers w/excessive 
corrosion in internal areas.Caused by galvanic corrosion between copper alloy tubes/ 
tubesheet, stainless steel divider plates & carbon steel channel head. 

JACKSON,C.W. Consolidated Edison Co. of New York, Inc. 92/02/21. BRAM.S.B. 
Consolidated Edison Co. of New York, Inc. 3pp. 60975:356-60975:358. 

9203090410 LER 92-002-00:on 920127,reactor trip occurred due to steam flow-feed- 
water flow mismatch,resulting in generation of safety injection signal.Caused by de¬ 
crease in RCS temp. Relays to feedwater regulating valve replaced.W/920226 ltr. 
ELLWANGER.J.R., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/02/26. 
4pp. 60871:329-60871:332. 

9203190017 LER 92-003-00:on 920206,ability to transfer fuel oil from fuel oil storage 
tanks unavailable for 50 minutes.Caused by blown fuse in power supply to fuel oil 
transfer pump. Transformer replaced.W/920309 ltr. 

WHITNEY,M.A., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/09. 
4pp. 61085:050-61085:053. 

9203230274 LER 92-004-00:on 920209,spike on channel 2 caused ESF actuation.On 
920217,channel 1 failed high due to tear in paper tape that senses gas.Caused by 
spurious spike & tear in paper.Tape cassette replaced.W/920310 ltr. 

DAHL.G., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/03/10. 4pp. 
61120:194-61120:198. 


V. Operator Examinations 

9203090302 Discusses exam forms,answer keys & results summary for 920205 generic 
fundamentals exam section of written operator licensing exam.W/o end. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/03. INZIRILLO.F. Power Author¬ 
ity of the State of New York (New York Power Authority). 2pp. 60852:257-60852:258. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9203110025 Forwards rev 38 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 60897:285-60897:285. 

9203300285 Rev 3 to EPIP 0730-T2, “Procedure Distribution Matrix for Emergency Re¬ 
sponse Manuals." 

* Commonwealth Edison Co. 92/03/09. 24pp. 61174:327-61174:350. 

9203200160 Acks receipt of 920220 Rev 38 to security plan.Rev consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 61069:290-61069:291. 

9203300366 Revs 02A to EPIP 200-T1, “BWR EALs.” Rev changes pages 2 & 10 of 
21 . 

* Commonwealth Edison Co. 92/03/13. 3pp. 61169:230-61169:232. 
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9203300290 Rev 1 to EPIP 0150-04, “High Radiation Sampling Sys GSEP Utilization 
Guidance.” 

HOLMAN.R., SHARPER.D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289- 
61198:310. 

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison 
Co. 2pp. 61110:299-61110:305. 

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area 
physical barriers, detection & assessment aids & alarm stations. 

MADEDA.T.J. Region 3 (Post 820201). 92/03/19. 5pp. 61110:301-61110:305. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring. List of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS,C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTlOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020018 Forwards proprietary GE-NE-187-37-0991, “Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities.” SER withheld. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 

9203030012 Forwards action plan to resolve Generic Ltr 88-11 open items re unirradiat¬ 
ed upper shelf energy of all beltline matls & compliance of surveillance programs w/ 
ASTM E 185 & 10CFR50, App H. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60805:080-60805:082. 

9203030071 Informs that review of concerns re personnel activities complete.NRC con¬ 
cludes that no regulatory basis exists for further action. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60753:261-60753:262. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods, NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate 111-2. 92/02/27. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

-9203040254 SER accepting TR NFSR-0085, “Benchmark of BWR Nuclear Design 
Methods,” & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. 

9203030295 Forwards “Inservice Testing Plan for Dresden Nuclear Power Station Units 
2 & 3 " 

PIET.P.L. Commonwealth Edison Co. 92/02/28. MUR LEY,T E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 8pp. 60796:186-60797:143. 

-9203030302 Rev 0 to “Inservice Testing Plan for Dresden Nuclear Power Station Units 
2 & 3 u 

* Commonwealth Edison Co. 92/03/01. 200pp. 60796:194-60797:143. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203090284 Forwards info to document info presented in 920124,31 & 0227 telcons re 
second-level undervoltage (degraded voltage) setpoints for 4 kV safety 
buses.Calculations also end. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/03. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp. 60863:022-60863:117. 

-9203090291 Rev 0 to Calculation 8982-13-19-4, “Evaluation of 460-Vo!t Diesel Gener¬ 
ator Cooling Water Pump Min Starting Voltage.” 

SHAH.S. Sargent & Lundy, Inc. 8982-13-19-4 R00. 92/01/06. 46pp. 60863:031- 
60863:076. 

-9203090296 Rev 0 to Calculation 8982-17-19-2, “Second-Level Undervoltage Relay 
Setpoint." 

* Sargent & Lundy, Inc. 8982-17-19-2 R00. 92/02/06. 20pp. 60863:098-60863:117. 


9203130164 Requests addl info re studies performed to justify isolation of qualified svc 
water from ECCS room coolers at Dresden & to justify that low & high pressure cool¬ 
ant injection pump room coolers not needed at Quad Cities. 

OLSHAN.L.N. Project Directorate 111-2. 92/03/04. KOVACH,T.J. Commonwealth 
Edison Co. 5pp. 60912:275-60912:279. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate ill-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170199 Forwards proposed method to meet requirements of 10CFR50.44 for reso¬ 
lution of single failure vulnerabilities associated w/combustible gas control. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/06. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 10pp. 60981:338-60981:347. 

9203120377 Confirms plans to hold mgt meeting on 920310 at Opus Place ofcs to dis¬ 
cuss util program to identify design vulnerabilities at plant. 

GREENMAf^E.G. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth 
Edison Co. Ip. 60930:046-60930:046. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203190316 Forwards Revs 0 to TID-E/I&C-10, “Analysis of Instrument Channel Set- 
point Error & Instrument Loop Accuracy" & TID-E/I&C-20, “Basis for Analysis of In¬ 
strument Channel Setpoint Error & Instrument Loop Accuracy.” 

PIET.P.L. Commonwealth Edison Co. 92/03/09. SIEGEL,B.L. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 60990:020-60990:278. 

->9203190322 Rev 0 to “Analysis of Instrument Channel Setpoint Error & Instrument 
Loop Accuracy." 

* Commonwealth Edison Co. TID-E/I&C-10 R00. 92/03/19. 65pp. 60990:021- 

60990:187. 

-9203190324 Rev 0 to “Basis for Analysis of Instrument Channel Setpoint Error & In¬ 
strument Loop Accuracy." 

* Commonwealth Edison Co. TID-E/I&C-20 R00. 92/03/19. 65pp. 60990:189- 

60990:278. 

9203200010 Ack receipt of 920224 response to 911226 Itr which requested addl info 
concerning div separation of feeder cables at plant. 

CLAYTONLB. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth Edison Co. 
2pp. 60970:037-60970:038. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300083 Confirms plans for 920330 technical meeting in Glen Ellyn,IL to disucss li¬ 
censee understanding of requirements for preparing safety evaluations under 
10CFR50.59. 

CLAYTON,B. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison Co. 
Ip. 61110:336-61110:336. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 



Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090136 Advises that mods for application of corrosion resident cladding cuurently 
scheduled to be completed during next refueling outages for Units 2 & 3 (Jan & Sept 
1993, respectively),per Generic Ltr 88-01 re IGSCC insp program. 

PLET.P.L. Commonwealth Edison Co. 92/02/28. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 2pp. 60884:244-60884:245. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.’’ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100192 Responds to NRC 920206 ltr re violations noted in insp repts 50-237/91-33 
& 50-249/91-36.Corrective actions:TS 1600-6 to be revised to initiate deviation rept 
for surveillance failure & surveillance will include all 22 insp ports. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 8pp. 60899:338-60899:345. 

9203170080 Responds to NRC 910820 ltr re violations noted in insp rept 50-237/91-39 
& 50-249/91-43.Corrective actions:operations dept was notified & hydrogen addition 
was secured. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60972:355-60972:357. 

9203240026 Forwards insp repts 50-237/92-02'& 50-249/92-02 on 920113- 0302 & 
notice of violation.One non-cited violation also noted during insp. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth 
Edison Co. 2pp. 61053:029-61053:052. 

-9203240031 Notice of violation from insp on 920113-0302.Violations noted:corrective 
actions to condition adverse to quality occurring on 901208.failed to preclude repeti¬ 
tion of unplanned unit 3 group II isolation on 920115. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/12. 2pp. 61053:031-61053:032. 

-9203240040 Insp repts 50-237/92-02 & 50-249/92-02 on 920113-0302. Violations 
noted.Major areas inspectedroperational safety, monthly maint & surveillance,training 
effectiveness,rept review,events followup & safety assessment. 

BURGESS,B.L. Region 3 (Post 820201). 92/03/11. 20pp. 61053:033-61053:052. 

9203270153 Informs that NRC agrees to deferral of IGSCC insp of welds for one 
outage.per 920206 request.Any changes to plans to examine welds during next refuel¬ 
ing outage should be communicated to NRC in sufficient time for evaluation. 
SIEGEL.B.L. Project Directorate 111-2. 92/03/20. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 61121:111-61121:112. 

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09- 
10.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison 
Co. 2pp. 61110:299-61110:305. 

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area 
physical barriers, detection & assessment aids & alarm stations. 

MADEDA.T.J., CREED,J.R. Region 3 (Post 820201). 92/03/19. 5pp. 61110:301- 
61110:305. 


R. Periodic operating reports & related correspondence 

9203120125 "Number of Personnel & Person-Rem by Work & Job Function for 1991.” 
W/920129 ltr. 

SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60925:317-60925:318. 

9203300107 "Annual Radiological Environ Operating Rept” Part 3.W/920310 ltr. 
SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 150pp. 61199:002-61199:179. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160059 Monthly operating repts for Feb 1992 for Dresden Nuclear Power 
Station,Units 1,2 & 3.W/920302 ltr. 

MAXWELL,D.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/02/29. 30pp. 
60970:310-60970:339. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept,dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203180238 LER 92-005-00:on 920209,primary containment isolation valve closure 
occurred.Caused by RWCU sys isolation.RWCU restart completed satisfactorily upon 
repositioning of RWCU pressure control bypass valve.W/920303 ltr. 

NEAL.K.H., SCHROEDER.C.W. Commonwealth Edison Co. 92/03/03. 6pp. 
60997:230-60997:235. 


KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203270155 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-014 
dtd 911022 re spent fuel pool crane operations & subsequent damage to fuel assem¬ 
blies & grapple which occurred on 911018. 

DAVIS.A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
2pp. 61166:074-61166:075. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


U. Congressional/Executive Correspondence 


9203090226 Advises that NRC insps & overview activities have shown that Zion station 
performance continues to improve,per NRC 910802 & 0305 commitment.NRC plans 
to continue to closely monitor programs & performance to ensure continued progress. 
SELIN,I. Commissioners (Post 750119). 92/03/04. PORTER,J.E. House of Rep. Ip. 
60948:035-60948:039. 


V. Operator Examinations 


9203130016 Advises that written & operating exams scheduled for wk of 920713.Util re¬ 
quired to furnish ref matl listed in end 1 at least 60 days prior to exam date in order 
to meet schedule. Related info also end. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/10. REED.C. Commonwealth Edison 
Co. 11pp. 60886:073-60886:083. 

9203240104 Requests info re positive testing of licensed operator for marijuana follow¬ 
ing random drug test taken on 920318, including details of circumstances re 
occurrence,answers to questions listed in end & other related info. 

MILLER,H.J. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
8pp. 61054:214-61054:221. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9203040168 Forwards “Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re¬ 
lease Rept,Jul-Dec 1991,” Health Physics Procedure 0-HPS-042.8, “Dewatering Con¬ 
trols for Radwaste Liners” & Rev 8 to PT-51, "Solidification...." 

PLUNKETT,T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60802:306-60803:056. 

-9203040173 Health Physics Procedure 0-HPS-042.8, "Dewatering Controls for Rad¬ 
waste Liners." 

* Florida Power & Light Co. 91/10/22. 11pp. 60802:334-60802:344. 

9203090250 Forwards summary of changes to Rev 11 to training & qualification plan 
submitted via 911014 ltr.Previously submitted Rev 11 withdrawn & replaced w/encl 
rev.Rev withheld. 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60852:273-60852:273. 

9203170360 Informs that util,in cooperation w/state of FL & county emergency re¬ 
sponse agencies,will conduct exercise of plant radiological emergency plan on 
920506.Scenario package for exercise encl.W/o end. 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60974:337-60974:337. 


9203170222 Revised Emergency Plan Implementing Procedure 20106, “Natural 
Emergencies."W/920309 ltr. 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/09. 39pp. 60982:001-60982:039. 

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 .No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 61083:185-61083:189. 

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 
(ref 10CFR73.21).No violations noted.Major areas inspected-.physical security 
program,including security program plans & audit & detection & assessment aids. 
THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/16. Ip. 61083:189- 
61083:189. 


J. Insurance & indemnity information 


9203240369 Lists nuclear property insurance programs,per requirements under 
10CFR50.54(w)(3). 

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:348-61093:349. 



DOCKETED ITEMS 41 


P. Operating license stage documents & correspondence 

9106270324 Suppi 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203050 221 F orwards summary of items completed during dual unit outage. 

PLUNKETT,T.F. Florida Power & Light Co. 92/01/14. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 60823:320-60823:325. 

9202250311 Suppi 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203180084 Confirms 920219 telcon between LW Pearce of util & RC Butcher of 
staff,granting regional waiver of compliance for facility per 920219 request. 
EBNETER.S.D. Region 2 (Post 820201). 92/02/20. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 60936:005-60936:010. 

-9203180090 Documents util request of Region 2 for 72 h temporary waiver of compli¬ 
ance w/TS 3.6.1.3, “Containment Air Locks,” action statement B. 

PLUNKETT,T.F. Florida Power & Light Co. 92/02/19. EBNETER.S.D. Region 2 (Post 
820201). 2pp. 60936:009-60936:010. 

9203030261 Application for amends to Licenses DPR-31 & DPR-41 to extend date of 
expiration so that forty yr term begins w/date of issuance of licenses rather than date 
of issuance of CPs. 

HARRIS,K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 54pp. 60820:272-60820:325. 

9203030366 Grants 910227 request to withhold info from public disclosure re util pro¬ 
gram verifying design accuracy of mechanical & electrical equipment. 

AULUCK.R. Project Directorate 11-2. 92/02/26. BOLKE.W.H. Florida Power & Light Co. 
3pp. 60782:035-60782:037. 

9203030405 Requests withholding of info in EPRI rept NP-6560-L, “Human Reliability 
Analysis Approach Using Measurements for Individual Plant Exam,” per 10CFR2.790. 
AULUCK.R. Project Directorate 11-2. 92/02/26. MACCOUN.J.W. Electric Power Re¬ 
search Institute. 3pp. 60774:314-60774:316. 

9203040258 Requests addl info on swing bus transfer scheme for review of TS change 
request for undervoltage setpoints at 480V Load Ctrs. 

AULUCK.R. Project Directorate 11-2. 92/02/28. GOLDBERG,J.H. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60799:167-60799:169. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79. “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170219 Forwards response to NRC 911227 request for addl info on Generic Ltr 88- 
20 re Individual Plant Exams for Severe Accident Vulnerabilities.Revised Section 3.4 
of plant PRA final rept also end. 

BOHLKE.W.H. Florida Power & Light Co. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 150pp. 60983:001-60983:180. 

9203260330 Summary of 920227 meeting w/util in Rockville,Md re seismic adequacy 
verification of equipment at St Lucie Plant,unit 1 & Turkey Point Plant,units 3 & 4.List 
of attendees end. 

RAGHAVEN.L. Project Directorate 11-2. 92/03/18. Project Directorate 11-2. 7pp. 
61092:342-61092:348. 

9203260280 Notification of 920401 meeting w/util in Rockville,MD to discuss general 
licensing issues. 

RAGHAVAN.L., NORRIS,J. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project 
Directorate 11-2. 3pp. 61165:081-61165:083. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
c i ear Power Plant Sitas n 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203180144 Forwards insp repts 50-250/91-52 & 50-251/91-52 on 911228- 920124 & 
notice of violation.NRC concerned about violation because of importance of conduct¬ 
ing adequate pre-job briefings in order to properly anticipate sys problems. 
SINKULE.M.V. Region 2 (Post 820201). 92/02/20. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60936:186-60936:204. 

-9203180148 Notice of violation from insp on 911228-920124.Violation noted.adequate 
evolution briefing not conducted prior to investigation of possible malfunction of pres- 
surizer control group heaters w/unit 3 at 100% power. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60936:189-60936:190. 

”9203180153 Insp repts 50-250/91-52 & 50-251/91-52 on 911228-920124. Violation 
noted.Major areas inspected:monthly surveillance observations.monthly maint 
observations,operational safety & plant events. 

BUTCHER,R.C., SCHNEBLI.G.A., TROCINE.L. Region 2 (Post 820201). 92/02/20. 
14nn. 80936-191-60936:204. 


9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100060 Forwards insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No viola¬ 
tions or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. OLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60843:248-60843:257. 

-9203100069 Insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No violations or 
deviations noted.Major areas inspected: structural design criteria audit & site insp of 
structures by team from NRR structural/geosciences branch. 

LENAHAN.J.J., BLAKE,J.J. Region 2 (Post 820201). 92/02/20. 7pp. 60843:251- 
60843:257. 

9203100113 Confirms 920316-20 dates for insp of program developed per generic ltr 
89-10, “Safety-Related Motor-Operated Valve Testing & Surveillance.” Verifies under¬ 
standing that listed info will be forwarded to NRC. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60844:129-60844:131. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203040258 Requests addl info on swing bus transfer scheme for review of TS change 
request for undervoltage setpoints at 480V Load Ctrs. 

AULUCK.R. Project Directorate 11-2. 92/02/28. GOLDBERG,J.H. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60799:167-60799:169. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203230018 Ack receipt of 920129 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-250/91-45 & 50-251/91-45. 

SINKULE.M.V. Region 2 (Post 820201). 92/03/02. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60984:034-60984:036. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170178 Notification of shipment of info requested per NRC ltr dtd 920221,in sup¬ 
port of insp scheduled for wk of 920316,on Generic Ltr 89-10, “Safety-Related Motor- 
Operated Valve Testing & Surveillance." 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/09. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60992:350-60992:350. 

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 .No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 61083:185-61083:189. 

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 
(ref 10CFR73.21).No violations noted.Major areas inspected:physical security 
program,including security program plans & audit & detection & assessment aids. 
THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/16. Ip. 61083:189- 
61083:189. 

9203230238 Responds to violations noted in Insp Repts 50-250/91-52 & 50-251/91- 
52.Corrective actions:PORV PCV-3-455C closed & RCS pressure recovered & night 
order issued instructing personnel to conduct preevolution briefings. 

GOLDBERG,J.H. Florida Power & Light Co. 92/03/19. Document Control Branch 
(Document Control Desk). 3pp. 61077:214-61077:216. 


R. Periodic operating reports & related correspondence 

9203020118 Forwards “Fitness for Duty Program Performance Data” for Jul-Dec 1991. 
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 60755:344-60755:353. 

9203040168 Forwards “Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re¬ 
lease Rept,Jul-Dec 1991,” Health Physics Procedure 0-HPS-042.8, “Dewatering Con¬ 
trols for Radwaste Liners” & Rev 8 to PT-51, “Solidification....” 

PLUNKETT,T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60802:306-60803:056. 

-9203040170 "Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Release 
Rept, Jul-Dec 1991." 

BERG.J.E., STEINKE.R.N., KAMINSKAS.V.A. Florida Power & Light Co. 91/12/31. 
27pp. 60802:307-60802:333. 

”9203040173 Health Physics Procedure 0-HPS-042.8, “Dewatering Controls for Rad¬ 
waste Liners.” 

* Florida Power & Light Co. 91/10/22. 11pp. 60802:334-60802:344. 

-f-9203040176 Rev 8 to Procedure PT-51, “Solidification Process Control Procedure.” 

* Pacific Nuc a S s ems. Inc. 88/ 3/ . 72dd 8 2:345-60803:056. 



61077:356. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCKELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203180183 LER 92-001-00:on 920210,concluded that operability of switchgear w/ 
racked-down breakers could not be asssured. Caused by incomplete info re seismic 
qualification of switchgear.Procedures revised.W/920311 Itr. 

MOWREY.C.L., PLUNKETT,T.F. Florida Power & Light Co. 92/03/10. 4pp. 60997:225- 
60997:229. 

9203300130 Interim Part 21 rept re Westinghouse reactor vessel head adaptor tube 
cracking.WOG approved Project Authorization on 920205 for Reactor Vessel Closure 
Head Penetration Alloy 600 Primary Water Stress Corrosion Cracking. 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61164:337-61164:338. 

9203300323 LER 91-010-00:on 910123,TS 3/4.77 violated by inadequate leak testing 
of Fe-55 source.Caused by test instruments lack of sensitivity.Proper leak tests per¬ 
formed on sealed sources & purchase/test procedures revised.W/920324 Itr. 
MOWREY.C.L., PLUNKETT,T.F. Florida Power & Light Co. 92/03/24. 4pp. 61225:056- 
61225:059. 
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F. Security, medical, emergency & fire protection plans 

9203040168 Forwards “Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re¬ 
lease Rept.Jul-Dec 1991,” Health Physics Procedure 0-HPS-042.8, “Dewatering Con¬ 
trols for Radwaste Liners” & Rev 8 to PT-51, “Solidification....” 

PLUNKETT,T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60802:306-60803:056. 

-9203040173 Health Physics Procedure 0-HPS-042.8, “Dewatering Controls for Rad- 
wasto Liners M 

* Florida Power & Light Co. 91/10/22. 11pp. 60802:334-60802:344. 

9203090250 Forwards summary of changes to Rev 11 to training & qualification plan 
submitted via 911014 Itr.Previously submitted Rev 11 withdrawn & replaced w/encl 
rev.Re v with held. 

PLUNKETT.T.F. Florida Power & Light Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60852:273-60852:273. 

9203170360 Informs that util.in cooperation w/state of FL & county emergency re¬ 
sponse agencies,will conduct exercise of plant radiological emergency plan on 
920506.Scenario package for exercise encl.W/o end. 

PLUNKETT.T.F. Florida Power & Light Co. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60974:337-60974:337. 

9203170222 Revised Emergency Plan Implementing Procedure 20106, “Natural 
Emergencies. "W/920309 Itr. 

PLUNKETT.T.F. Florida Power & Light Co. 92/03/09. 39pp. 60982:001-60982:039. 

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 .No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 61083:185-61083:189. 

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 
(ref 10CFR73.21).No violations noted.Major areas inspected:physical security 
program,including security program plans & audit & detection & assessment aids. 
THOMPSONS. Region 2 (Post 820201). 92/03/16. Ip. 61083:189-61083:189. 


J. Insurance & indemnity information 

9203240369 Lists nuclear property insurance programs,per requirements under 
10CFR5Q.54(w)(3). 

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:348-61093:349. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203050221 Forwards summary of items completed during dual unit outage. 
PLUNKETT.T.F. Florida Power & Light Co. 92/01/14. Document Control Branch (Doc¬ 
ument Control Desk). 6pp. 60823:320-60823:325. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203180084 Confirms 920219 telcon between LW Pearce of util & RC Butcher of 
staff,granting regional waiver of compliance for facility per 920219 request. 
EBNETER.S.D. Region 2 (Post 820201). 92/02/20. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 60936:005-60936:010. 


820201). 2pp. 60936:009-60936:010. 

9203030261 Application for amends to Licenses DPR-31 & DPR-41 to extend date of 
expiration so that forty yr term begins w/date of issuance of licenses rather than date 
of issuance of CPs. 

HARRIS,K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 54pp. 60820:272-60820:325. 

9203030366 Grants 910227 request to withhold info from public disclosure re util pro¬ 
gram verifying design accuracy of mechanical & electrical equipment. 

AULUCK.R. Project Directorate 11-2. 92/02/26. BOLKE.W.H. Florida Power & Light Co. 
3pp. 60782:035-60782:037. 

9203030405 Requests withholding of info in EPRI rept NP-6560-L, “Human Reliability 
Analysis Approach Using Measurements for Individual Plant Exam,” per 10CFR2.790. 
AULUCK.R. Project Directorate 11-2. 92/02/26. MACCOUN.J.W. Electric Power Re¬ 
search Institute. 3pp. 60774:314-60774:316. 

9203040258 Requests addl info on swing bus transfer scheme for review of TS change 
request for undervoltage setpoints at 480V Load Ctrs. 

AULUCK.R. Project Directorate 11-2. 92/02/28. GOLDBERG.J.H. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60799:167-60799:169. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170219 Forwards response to NRC 911227 request for addl info on Generic Ltr 88- 
20 re Individual Plant Exams for Severe Accident Vulnerabilities.Revised Section 3.4 
of plant PRA final rept also end. 

BOHLKE.W.H. Florida Power & Light Co. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 150pp. 60983:001-60983:180. 

9203260330 Summary of 920227 meeting w/util in Rockville,Md re seismic adequacy 
verification of equipment at St Lucie Plant,unit 1 & Turkey Point Plant.units 3 & 4.List 
of attendees end 

RAGHAVEN.L. Project Directorate 11-2. 92/03/18. Project Directorate 11-2. 7pp. 
61092:342-61092:348. 

9203260280 Notification of 920401 meeting w/util in Rockville,MD to discuss general 
licensing issues. 

RAGHAVAN.L., NORRIS,J. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project 
Directorate 11-2. 3pp. 61165:081-61165:083. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203180144 Forwards insp repts 50-250/91-52 & 50-251/91-52 on 911228- 920124 & 
notice of violation.NRC concerned about violation because of importance of conduct¬ 
ing adequate pre-job briefings in order to properly anticipate sys problems. 
SINKULE.M.V. Region 2 (Post 820201). 92/02/20. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60936:186-60936:204. 

-9203180148 Notice of violation from insp on 911228-920124.Violation notedadequate 
evolution briefing not conducted prior to investigation of possible malfunction of pres- 
surizer control group heaters w/unit 3 at 100% power. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60936:189-60936:190. 

-9203180153 Insp repts 50-250/91-52 & 50-251/91-52 on 911228-920124. Violation 
noted.Major areas inspected:month!y surveillance observations,monthly maint 
observations,operational safety & plant events. 

BUTCHER,R.C., SCHNEBLI.G.A., TROCINE.L. Region 2 (Post 820201). 92/02/20. 
14pp. 60936:191-60936:204. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100060 Forwards insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No viola¬ 
tions or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. OLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60843:248-60843:257. 

-9203100069 Insp repts 50-250/92-01 & 50-251/92-01 on 920114-17.No violations or 
deviations noted.Major areas inspected: structural design criteria audit & site insp of 
structures by team from NRR structural/geosciences branch. 

LENAHAN.J.J., BLAKE,J.J. Region 2 (Post 820201). 92/02/20. 7pp. 60843:251- 
60843:257. 

9203100113 Confirms 920316-20 dates for insp of program developed per generic Itr 
89-10, "Safety-Related Motor-Operated Valve Testing & Surveillance.” Verifies under¬ 
standing that listed info will be forwarded to NRC. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60844:129-60844:131. 
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9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203040258 Requests addl info on swing bus transfer scheme for review of TS change 
request for undervoltage setpoints at 480V Load Ctrs. 

AULUCK.R. Project Directorate 11-2. 92/02/28. GOLDBERG,J.H. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60799:167-60799:169. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203230018 Ack receipt of 920129 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-250/91-45 & 50-251/91-45. 

SINKULE.M.V. Region 2 (Post 820201). 92/03/02. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60984:034-60984:036. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170178 Notification of shipment of info requested per NRC ltr dtd 920221,in sup¬ 
port of insp scheduled for wk of 920316,on Generic Ltr 89-10, “Safety-Related Motor- 
Operated Valve Testing & Surveillance.” 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/09. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60992:350-60992:350. 

9203260101 Forwards insp repts 50-250/92-05 & 50-251/92-05 on 920218-21.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 61083:185-61083:189. 

-9203260106 Partially withheld insp repts 50-250/92-05 & 50-251/92-05 on 920218-21 
(ref 10CFR73.21).No violations noted.Major areas inspected:physical security 
program,including security program plans & audit & detection & assessment aids. 
THOMPSON,D., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/16. Ip. 61083:189- 
61083:189. 

9203230238 Responds to violations noted in Insp Repts 50-250/91-52 & 50-251/91- 
52.Corrective actions:PORV PCV-3-455C closed & RCS pressure recovered & night 
order issued instructing personnel to conduct preevolution briefings. 

GOLDBERG.J.H. Florida Power & Light Co. 92/03/19. Document Control Branch 
(Document Control Desk). 3pp. 61077:214-61077:216. 


R. Periodic operating reports & related correspondence 


9203020118 Forwards “Fitness for Duty Program Performance Data" for Jul-Dec 1991. 
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 60755:344-60755:353. 

9203040168 Forwards “Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Re¬ 
lease Rept,Jul-Dec 1991,” Health Physics Procedure 0-HPS-042.8, “Dewatering Con¬ 
trols for Radwaste Liners” & Rev 8 to PT-51, “Solidification...." 

PLUNKETT,T.F. Florida Power & Light Co. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60802:306-60803:056. 

-9203040170 “Turkey Point Units 3 & 4 Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991.” 

BERG.J.E., STEINKE.R.N., KAMINSKAS.V.A. Florida Power & Light Co. 91/12/31. 
27pp. 60802:307-60802:333. 

9203230337 Monthly operating repts for Feb 1992 for Turkey Point Units 1 & 2.W/ 
920312 ltr. 

GOLDIE,M.E., PLUNKETT,T.F. Florida Power & Light Co. 92/02/29. 9pp. 61077:348- 
61077:356. 


S. Reportable occurrences, LERs & related correspondence 

9203090195 LER 92-001-00:on 920202,discovered that rod cluster control indicators not 
in agreement w/demand indication.Caused by temp variation in indications inherent to 
sys design.ln-core flux maps performed & indications adjusted.W/920302 ltr. 
HANEK.O.I., PLUNKETT,T.F. Florida Power & Light Co. 92/03/02. 4pp. 60948:159- 
60948:162. 

9203240057 LER 91-007-01 :on 911210.4A sequencer found in condition where auto¬ 
matic testing feature was not in svc due to failed sequencer auto test output card 
relay.Subj card replaced & auto test feature disab!ed.W/920316 ltr. 

KNORRJ.E., PLUNKETT,T.F. Florida Power & Light Co. 92/03/16. 5pp. 61224:142- 
61224:146. 

9203300130 Interim Part 21 rept re Westinghouse reactor vessel head adaptor tube 
cracking.WOG approved Project Authorization on 920205 for Reactor Vessel Closure 
Head P enet ration Alloy 600 Primary Water Stress Corrosion Cracking. 

PLUNKETT,T.F. Florida Power & Light Co. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61164:337-61164:338. 
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F. Security, medical, emergency & fire protection plans 

9203110188 Revised Pages 1 & 2 to Rev 2 to QEP 175-S3, “Chemistry Director Gener¬ 
al Emergency Checklist." 

* Commonwealth Edison Co. 92/01/28. 3pp. 60897:020-60897:022. 

9203110031 Forwards rev 29 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:288-60897:288. 

9203090027 Advises that scenario manuals for 920429 emergency plan exercise deliv¬ 
ered to Region III.W/o manuals. 

SCHUSTER.T.K. Commonwealth Edison Co. 92/02/26. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60862:145-60862:145. 

9203190320 Revised procedures.including Rev 11 to QEP 120-0, “Technical Director” & 
Rev 4 to QEP 120-S6, “Drywell Radiation Monitor Time Dependent Correction Work- 

HOOGHEEN.D. Commonwealth Edison Co. 92/02/26. 4pp. 61062:277-61062:280. 

9203110194 Revised Pages 1 & 2 to Rev 2 to QEP 105-S4, “Station Director 
Downgrade,Termination & Recovery Checklist.” 

* Commonwealth Edison Co. 92/03/01. 3pp. 60897:023-60897:025. 

9203190317 Revised procedures.including Rev 9 to QEP 100-0, “Acting Station Director 
(Shift Engineer)" & Rev 4 to QEP 100-T1, “GSEP Emergency Procedures Implemen¬ 
tation Guide.” 

HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 13pp. 61062:264-61062:276. 

9203190323 Revised procedures.including Rev 7 to QEP 720-0, “Drills & Exercises.” 
Rev 5 to QEP 720-2, "Equipment & Communication Test" & Rev 4 to QEP 720-SI, 
“Monthly Equipment & Communications Sys Test Checklist." 

HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 37pp. 61062:285-61062:321. 

9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203- 
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi¬ 
dent. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 3pp. 60886:101-60886:121. 

-9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations 
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency 
procedure guidelines & actions resolving weaknesses. 

RESCHESKE.P.R., LANGSTAFF.R.A., PHILLIPS,M.P. Region 3 (Post 820201). 92/03/ 
09. 18pp. 60886:104-60886:121. 

9203300274 Revised procedures.including Rev 22 to Table of Contents QEP 110-0, 
“Operations Director” & Rev 5 to QEP 110-SI, “Operations Director Alert Checklist.” 

* Commonwealth Edison Co. 92/03/10. 7pp. 61207:251-61207:258. 

9203200007 Advises that changes identified as Rev 29 to plant security 
plan.acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60970:033-60970:035. 

9203300294 Revised procedures including Rev 17 to QEP 400-0, “On-Site Response 
Actions" (table of contents) & Rev 9 to QEP 400-S2, “Responsibility for 
Coordination:Security Director," changing ref from IESDA to State of IL emergency 
mgt agency. 

* Commonwealth Edison Co. 92/03/13. 9pp. 61199:349-61199:357. 

9203300301 Revised procedures.including Rev 7 to QEP 710-0, “Training Program” 
(table of contents) & Rev 2 to QEP 710-3, “Offsite Support Training Agency." 

* Commonwealth Edison Co. 92/03/13. 7pp. 61207:240-61207:246. 

9203300279 Revised procedures including Rev 13 to QEP 300-0,Rev 4 to QEP 300- 
S3,Rev 5 to QEP 300-S6 & Rev 6 to QEP 300-T1, updating procedures. 

* Commonwealth Edison Co. 92/03/16. 9pp. 61174:351-61174:359. 

9203300289 Revised procedures including Rev 12 to QEO 155-0,Rev 7 to QEP 155- 
Si,Rev 4 to QEP 155-S2,Rev 4 to QEP 155-S3 & Rev 4 to QEP 155-T1 .changing 
procedure refs from EDs to CEPIPs & correcting titles. 

* Commonwealth Edison Co. 92/03/16. 31pp. 61197:310-61197:340. 

9203300307 Revised procedures including Rev 3 to QEP 500-0,Rev 3 to QEP 500-S4 & 
Rev 2 to QEP 500-T1 .changing refs to IESDA to State of II Emergency Mgt Agency. 

* Commonwealth Edison Co. 92/03/16. 15pp. 61198:274-61198:288. 

9203300310 Revised pages to Rev 5 to QEP 105-0, “Station Director" consisting of 
table of contents & Rev 4 to QEP 105-S5, “Command & Control Turnover Briefing,” 
changing refs to generating station emergency plan exercise. 

* Commonwealth Edison Co. 92/03/16. 5pp. 61198:352-61198:356. 

9203190168 Rev 8a to Figures QCA 6-2 & 6-3,Annex Index & table of contents of emer¬ 
gency plan. 

* Commonwealth Edison Co. 92/03/31. 6pp. 60998:219-60998:224. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 
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9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
PlantForwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020018 Forwards proprietary GE-NE-187-37-0991, “Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities.” SER withheld. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 

9203030012 Forwards action plan to resolve Generic Ltr 88-11 open items re unirradiat¬ 
ed upper shelf energy of all beftline matls & compliance of surveillance programs w/ 
ASTM E 185 & 10CFR50, App H. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60805:080-60805:082. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods,” NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate lfl-2. 92/02/27. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

-9203040254 SER accepting TR NFSR-0085, “Benchmark of BWR Nuclear Design 
Methods,” & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. , 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130164 Requests addl info re studies performed to justify isolation of qualified svc 
water from ECCS room coolers at Dresden & to justify that low & high pressure cool¬ 
ant injection pump room coolers not needed at Quad Cities. 

OLSHAN.L.N. Project Directorate ill-2. 92/03/04. KOVACH,T.J. Commonwealth 
Edison Co. 5pp. 60912:275-60912:279. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL.B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity. 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170199 Forwards proposed method to meet requirements of 10CFR50.44 for reso¬ 
lution of single failure vulnerabilities associated w/combustible gas control. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/06. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 10pp. 60981:338-60981:347. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance.” 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region ill headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203110161 Notification of contract execution,task order 31,to “Nuclear Power Reactor 
Operations,Mod & Maint Insp Services.” ContractorParameter.Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1343-2. 92/02/ 
18. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411). 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 60875:171-60875:177. 

-9203110172 Ltr contract NRC-02-89-027,authorizing commencement of work on task 
order 31, “Svc Water Operational Insp - Quad Cities,” under “Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-2. 92/02/ 
12. LOFY.R.A. PARAMETER, Inc. 6pp. 60875:172-60875:177. 


9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030254 Forwards insp repts 50-254/92-05 & 50-265/92-05 on 920127-31 & notice 
of violation.Response to violation should contain actions taken to prevent 
recurrence,since violation is repeat violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/21. REED.C. Commonwealth Edison 
Co. 2pp. 60754:293-60754:302. 

-9203030262 Notice of violation from insp on 920127-31.Violation noted: in absence of 
specified control devices,doors to high radiation areas not locked or controlled to pre¬ 
vent unauthorized entry. 

GREGER.L.R. Region 3 (Post 820201). 92/02/21. Ip. 60754:295-60754:295. 

-9203030276 Insp repts 50-254/92-05 & 50-265/92-05 on 920127-31.One violation 
noted.Major areas inspected:radiation protection program,including changes,exposure 
controls,training,plant tours.independent surveys & previous findings. 

PAUL.R.A., JANUSKA.A.G., SCHUMACHER,M.C. Region 3 (Post 820201). 92/02/21. 
7pp. 60754:296-60754:302. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060120 Forwards augmented insp team (AIT) rept 50-254/92-07 on 920208- 
13.Multiple equipment failures raise concerns about maint program & NRC concerned 
w/practice of periodically operating w/large number of instruments w/off normal tags. 
MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
4pp. 60804:223-60804:251. 

-9203060124 Augmented insp team rept 50-254/92-07 on 920208-13.No violations or 
deviations noted.Major areas inspected: response to scram & equipment failures on 
920206 & 07. 

BURGESS,S.D., JABLONSKI.F.J. Region 3 (Post 820201). 92/02/26. 18pp. 

60804:227-60804:244. 

-9203060131 Confirmatory Action Ltr CAL-Rfll-92-06 re scram & equipment failures at 
unit on 920206 & 07.NRC understands that util will perform listed actions,including 
conducting investigation to determine cause of failure of HPCI valve. 

DAVIS,A.B. Region 3 (Post 820201). 92/02/07. REED.C. Commonwealth Edison Co. 
3pp. 60804:245-60804:247. 

-9203060142 Forwards for implementation,final charter developed for insp of events as¬ 
sociated w/unit 1 scram & equipment failures which occurred on 920206 & 07. 
MARTIN,T.O. Region 3 (Post 820201). 92/02/07. BURGESS,S.D. Region 3 (Post 
820201). 4pp. 60804:248-60804:251. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120297 Ack receipt of util 920224 ltr re violation in insp repts 50-254/91-24 & 50- 
265/91-20.Corrective actions reviewed & to be examined in future insp. 
GREENMAN.E.G. Region 3 (Post 820201). 92/03/05. REED.C. Commonwealth 
Edison Co. 2pp. 60925:299-60925:300. 

9203120187 Forwards insp repts 50-254/92-03 & 50-265/92-03 on 920105- 0218.No 
violations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/03/06. REED.C. Commonwealth Edison Co. 
2pp. 60930:105-60930:117. 

-9203120192 Insp repts 50-254/92-03 & 50-265/92-03 on 920105-0218.No violations 
noted.Major areas inspected: monthly maint observation,monthly surveillance 
observation,refueling activities,training effectiveness & rept review. 

BURGESS.B. Region 3 (Post 820201). 92/03/06. 11pp. 60930:107-60930:117. 

9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203- 
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi¬ 
dent. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 3pp. 60886:101-60886:121. 

-9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations 
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency 
procedure guidelines & actions resolving weaknesses. 

RESCHESKE.P.R., LANGSTAFF.R.A., PHILLIPS,M.P. Region 3 (Post 820201). 92/03/ 
09. 18pp. 60886:104-60886:121. 

9203180152 Discusses telcon on 920310 w/NRR re resolution of questions pertaining 
to relief request for inservice insp program. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/03/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60977:055-60977:056. 



ment Control Desk). 3pp. 61107:328-61107:330. 

9203260323 Forwards Safety Insp Repts 50-254/92-09 & 50-265/92-09 on 920224-27 
& 0311-12.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison 
Co. 2pp. 61165:084-61165:095. 

—9203260326 Safety Insp Repts 50-254/92-09 & 50-265/92-09 on 920224-27 & 0311- 
l2.No violations noted.Major areas inspected:insp of licensee confirmatory measure¬ 
ments program including audits, QA & confirmatory measurements of in plant analy¬ 
ses. 

JANUSKA.A.G., ORTH.S.K., SCHUMACHER,M.C. Region 3 (Post 820201). 92/03/20. 
10pp. 61165:086-61165:095. 


R. Periodic operating reports & related correspondence 

9203090400 “1991 Occupational Radiation Exposures,Quad Cities Nuclear Power Sta¬ 
tion.” W/920220 Itr. 

BAX.R.L. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 820201). 
2pp. 60868:053-60868:054. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160029 Monthly operating repts for Feb 1992 for Quad-Cities Nuclear Power 
Station,Units 1 & 2.W/920302 Itr. 

LOSEK-SHORT.C., KELLEY,D., TIETZ.G.C. Commonwealth Edison Co. 92/02/29. 
24pp. 60968:296-60968:319. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

T MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203090356 LER 92-003-00:on 920206.Unit 1 HPCI suction lube oil pressure relief line 
pipe hanger found outside FSAR compliance.Cause unknown.Minor design change ini¬ 
tiated to correct pipe hanger configuration.W/920302 Itr. 

RADLOFF.N., BAX.R.L Commonwealth Edison Co. 92/03/04. 5pp. 60948:195- 
60948:199. 

9203120124 LER 91-039-00:on 910424.RCIC 1301-49 pump discharge valve failed to 
open.Cause is unknown.Valve disk manually cracked off seat & valve stroked 
afterwards.W/920226 Itr. 

BARBER,T., BAX.R.L. Commonwealth Edison Co. 92/03/04. 6pp. 60949:030- 
60949:035. 

9203120131 LER 92-002-00:on 920206,Unit 1 pressure coolant injection sys was de¬ 
clared inoperable.Caused by inadequate work instructions.Unit 1 stop valve & poppet 
guide will be repaired.W/920306 Itr. 

RADLOFF.N., BAX.R.L. Commonwealth Edison Co. 92/03/06. 6pp. 60949:036- 
60949:041. 

9203130330 LER 92-004-03:on 920207,Unit 1 reactor scram occurred due to Group I 
isolation.Caused by spurious main steam line high flow trip due to unknown 
cause.Applicable instruments calibr & functionally verified.W/920306 Itr. 

HARMON,D., BAX.R.L. Commonwealth Edison Co. 92/03/07. 10pp. 60948:338- 
60948:347. 

9203180301 LER 92-006-00:on 920214,loss of main control room annunciators 
occurred.Caused by power surge due to lightning strike which caused fuse 
failures.Breakers & fuses checked & replaced as necessary.W/920311 Itr. 

HARMS,M., BAX.R.L Commonwealth Edison Co. 92/03/12. 7pp. 61085:024- 
61085:030. 

9203180339 LER 92-005-00:on 911201 .during RCIC test.RCIC pump discharge valve 
failed.Cause unknown & no abnormalities found.Valves cycled & stroked & strip chart 
recorder installed to monitor operating voltage.W/920306 Itr. 

RAY.C., BAX.R.L. Commonwealth Edison Co. 92/03/13. 5pp. 61085:038-61085:042. 

9203240239 LER 90-035-00:on 901213,1 A core spray room floor drain plug 
removed.Caused by personnel error.SF to stay in area & ensure reinstallation of floor 
drain plug.W/920318 Itr. 

BARBER,T., BAX.R.L Commonwealth Edison Co. 92/03/16. 5pp. 61120:227- 
61120:231. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.1 mproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
lace all affected contactors.Replacements available by Apr 1992. 

ATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


ten OL exam on 920610.Authorized representative from facilities must submit Itr listi 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3| 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203260210 Rev 11 to coversheet & Attachment 3,Page 1 & 2 of Emergency Implemi 
tation Procedure El-3, “Communications & Notifications,” reflecting MRN El-i 
004.W/undated Itr. 

ZIELINSKI,K. Consumers Power Co. 91/08/12. 4pp. 61129:274-61129:278. 

9203030224 Forwards safety insp rept 50-255/92-05 on 920210-14.No violations not 
GREGER.L.R. Region 3 (Post 820201). 92/02/21. SLADE,G.B. Consumers Power ( 
2pp. 60755:022-60755:033. 

-9203030231 Insp rept 50-255/92-05 on 920210-14.No violations noted. Major are 
inspected:emergency preparedness program including licensee actions on previou 
identified items. 

PLOSKI.T., ORTH.S.K., MCCORMICK-BARGE Region 3 (Post 820201). 92/02/ 
10pp. 60755:024-60755:033. 

9203030065 Informs that revs to sections 4 & 7 of plant emergency plant acceptable 
do not decrease effectiveness of emergency planning.Revised sections include refii 
ments to wording of some emergency action levels. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. SLADE,G.B. Consumers Power < 
Ip. 60753:250-60753:250. 

9203040268 Rev 3 to Emergency Implementing (El) Procedure El-7.0, Attachment 
“Jumpering CV-1910 & CV-1911 for PASM Sample,” reflecting editorial change 
Pages 1 & 2. 

* Consumers Power Co. 92/02/26. 3pp. 60840:139-60840:141. 

9203040270 Rev 4 to Emergency Implementing (El) Procedure El-16.1, “Maint of Err 
gency Equipment,” reflecting editorial changes to Pages 1 & 2. 

* Consumers Power Co. 92/02/26. 3pp. 60840:142-60840:144. 

9203040273 Rev 0 to Emergency Implementing (El) Procedure El-12.3, “Search 
Rescue Team Responsibilities," reflecting editorial changes to Table of Content,Pi 
I & Pages 1-3. 

* Consumers Power Co. 92/02/26. 5pp. 60840:209-60840:213. 

9203040208 Rev 3 to Emergency Implementing Procedure (EIP) EIP-13, “Evacuatk 
Reassembly," reflecting editorial changes.W/ undated Itr. 

ZIELINSKI,K. Consumers Power Co. 92/02/28. 8pp. 60846:133-60846:140. 

9203040212 Rev 6 to Site Emergency Plan,Section 7, “Emergency Facilities & Eqi 
ment." Rev reflects editorial changes to Table of Contents,Pages 1-12 & Figure 1 
"Emergency Facilities." 

* Consumers Power Co. 92/02/28. 14pp. 60850:330-60850:344. 

9203040220 Rev 9 to Emergency Implementing Procedure (EIP) EIP-15.1, “Traininj 
Drills,” revising Table of Content,Pages 1-3 & Attachment 1, “Palisades Site Emerg 
cy Plan Training Matrix." 

* Consumers Power Co. 92/02/28. 7pp. 60846:126-60846:132. 

9203040259 Rev 4 to Emergency Implementing (El) Procedure El-6.3, “Release R 
Determination From High-Range Effluent Monitors," reflecting editorial changes 
Table of Content, Pages 1-3 & Attachments 1-5 & also retyped to WordPerfect. 

* Consumers Power Co. 92/02/28. 10pp. 60840:121-60840:130. 

9203040266 Rev 6 to Site Emergency Plan.App D, “Emergency Implementation Pro 
dures," reflecting editorial changes to Table of Content & Pages 1-5. 

* Consumers Power Co. 92/02/28. 8pp. 60840:131-60840:138. 

9203090134 Rev 3 to EPIP El-12.1, “Personnel Accountability,” reflecting editc 
changes. 

* Consumers Power Co. 92/02/28. 9pp. 60862:231-60862:237. 

9203230008 Rev 14 to Emergency Implementing Procedure El-2.1, “Emergency 
tions/Notifications/ Responsibilities.' * 

* Consumers Power Co. 92/02/28. 8pp. 61062:187-61062:194. 

9203230016 Rev 17 to Emergency Implementing Procedure El-1, “Activation of i 
Emergency Plan/Emergency Classification." 

* Consumers Power Co. 92/02/28. 45pp. 61118:001-61118:047. 

9203060102 Forwards safety insp rept 50-255/92-10 on 920210-14.No violations nol 
RING.M.A. Region 3 (Post 820201). 92/03/03. SLADE,G.B. Consumers Power 
2pp. 60804:197-60804:204. 

-9203060109 Insp rept 50-255/92-10 on 920210-14.No violations noted. Major ar 
inspected:implementation of fire protection program,which included review & eval 
tion of administrative procedures,completed surveillances,audits & fire drill. 
HOLMES,J.A., JABLONSKI.F.J. Region 3 (Post 820201). 92/03/03. 6pp. 60804:1 
60804:204. 

9203230063 Rev 11 to Section 4, “Emergency Conditions" of Site Emergency Plan. 

* Consumers Power Co. 92/03/03. 49pp. 61117:296-61117:344. 

9203110278 Rev & approval summary for Rev 4 to EPIP El-6.3, “Release Rate Detei 
nation from High-Range Effluent Monitors," replacing coversheet.W/undated Itr. 
ZIELINSKI,K. Consumers Power Co. 92/03/05. 3pp. 60909:288-60909:290. 

9203110340 Rev & approval summary reflecting periodic review for Rev 3 to Emerge 
Implementation Procedure El-6.4, “Release/ Potential Release Determination fi 
Containment High-Range Monitors.” 

* Consumers Power Co. 92/03/05. 3pp. 60909:258-60909:260. 
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9203110353 Rev & approval summary reflecting periodic review for Rev 6 to Emergency 
Implementation Procedure El-4.3, “Emergency Operations Facility Activation.” 

* Consumers Power Co. 92/03/05. 3pp. 60913:010-60913:012. 

9203110359 Rev & approval summary reflecting periodic review for Rev 6 to Emergency 
Implementation Procedure El-6.0, “Offsite Dose Calculation & Recommendations for 
Protective Actions." 

* Consumers Power Co. 92/03/05. 3pp. 60909:232-60909:234. 

9203110367 Rev & approval summary reflecting periodic review for Rev 5 to Emergency 
Implementation Procedure El-6.7, “Plant Site Meteorological Sys.” 

* Consumers Power Co. 92/03/05. 9pp. 60909:247-60909:257. 

9203110213 Lists portions of emergency response data sys,described in Rev 1 to 
NUREG-1394,that have been completed.Sys considered fully operational & ready to 
transmit emergency data. 

SLADE.G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document 
Control Desk). Ip. 60923:354-60923:354. 

9203230115 Rev 4 to “Palisades Nuclear Plant Site Emergency Plan, Section 3.” W/ 
undated Itr. 

ZIELINSKI,K. Consumers Power Co. 92/03/16. 9pp. 61062:237-61062:245. 

9203260176 Rev 3 to Site Emergency Plan,Section 1 & Table of Contents. 

* Consumers Power Co. 92/03/18. 7pp. 61129:235-61129:241. 

9203260222 Rev 0 to Procedure App I, “NUREG-0654 Crossreference” of site emer¬ 
gency plan. 

* Consumers Power Co. 92/03/18. 6pp. 61165:064-61165:069. 

9203310109 Forwards insp rept 50-255/92-06 on 920128-0309.No violations noted. 
SHAFER,W.D. Region 3 (Post 820201). 92/03/20. SLADE,G.B. Consumers Power Co. 
3pp. 61127:001-61127:024. ' 

-9203310116 Insp rept 50-255/92-06 on 920128-0309.No violations noted. Major areas 
inspected:plant operations.maint,surveillance, radiological 

controls,security,outages,procedure review, safety evaluations & plant review commit- 

JORGENSEN.B.L. Region 3 (Post 820201). 92/03/20. 21pp. 61127:004-61127:024. 

9203310126 Forwards safety insp rept 50-255/92-08 on 920206-20 & notice of 
violation.No violation issued addressing water leakage from shipment of radioactive 
matl.NRC believes poor judgement exercised in not fully examining shipment. 
NOREL1US.C.E. Region 3 (Post 820201). 92/03/20. SLADE,G.B. Consumers Power 
Co. 2pp. 61127:028-61127:040. 

-9203310132 Notice of violation from insp on 920206-20.Violation noted: licensee failed 
to establish 24 h emergency response telephone number which was monitored at all 
times or accessible to individual w/emergency response info. 

NORELIUS.C.E. Region 3 (Post 820201). 92/03/20. Ip. 61127:030-61127:030. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203060145 Rev 13 to Palisades Plant FSAR update.W/920224 Itr. 

HOFFMAN,D.P. Consumers Power Co. 92/02/29. 450pp. 60878:009-60879:177. 

9203310172 Errata to Rev 13 to FSAR - Palisades,replacing Chapter 5 Table of Con¬ 
tents i - xv,App 7C Pages 5,6,9,10,12,14 through 20,23,25,25 & Chapter 8 Pages 8.4-3 
& 8.4-4,including new spines & covers reflecting nine vols instead of 10. 

KRUGH.C.M. Consumers Power Co. 92/03/26. 51pp. 61200:203-61200:236. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (I PE EE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020278 Forwards "Palisades Plant Semiannual Radioactive Effluent Release & 
Waste Disposal Rept,Jul-Dec 1991” & Rev 5 to ODCM. 

SLADE,G.B. Consumers Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). Ip. 60789:045-60789:245. 

“9203020281 Rev 5 to ODCM. 

* Consumers Power Co. 92/02/27. 185pp. 60789:063-60789:245. 

9203030006 Informs that licensee 920214 submittal documenting previously described 
informal submittals re TR CPC-2A rev 12 acceptable,per 10CFR50 App B. 

MILLER,H.J. Region 3 (Post 820201). 92/02/27. HOFFMAN,D.P. Consumers Power 
Co. 2pp. 60753:034-60753:035. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanaiyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203100002 Confirms arrangements made to hold mgt meeting on 920311 at Region III 
ofc to discuss review status & plans for resolving questions & issues re equipment 
qualification. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/06. SLADE,G.B. Consumers Power 
Co. Ip. 60843:010-60843:010. 


9203190034 Expresses opinion that conditions of Reg Guide 1.99,Rev 2, Section C.1.3 
satisfied & that no add! correction required to compensate for cycles 1 & part of cycle 
2 operations w/ T-Cold at 522.5 F. 

SLADE G.B. Consumers Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 4pp. 60990:009-60990:012. 

9203230248 Forwards analysis & schedule for implementation of flux reduction program 
to address 10CFR61 re PTS. 

SLADE,G.B. Consumers Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 14pp. 61077:255-61077:268. 

9203250164 Application for amend to License DPR-20,revising TS re shutdown cooling. 
SLADE,G.B. Consumers Power Co. 92/03/18. Document Control Branch (Document 
Control Desk). 3pp. 61103:347-61103:356. 

“9203250187 Proposed tech specs re shutdown cooling. 

* Consumers Power Co. 92/03/18. 7pp. 61103:350-61103:356. 

9203260223 Forwards supplement to 910909 request for relief from ASME Boiler & 
Pressure Vessel Code to repair containment air cooler cooling coils,per 920311 telcon 
w/NRC. 

SLADE,G.B. Consumers Power Co. 92/03/18. Document Control Branch (Document 
Control Desk). 5pp. 61129:338-61129:342. 

9203270146 Summary of 920211 & 22 meetings w/util re util response to revised PTS 
rule including matl chemistry,reactor vessel fluence & data bias.List of attendees & 
meeting handouts end. 

HOLIAN.B. Project Directorate ill-1. 92/03/20. Project Directorate 111-1. 150pp. 
61173:059-61173:255. 

9203230246 Forwards replacement pages to 880902 TS change request,per discus¬ 
sions w/NRC,requiring three operable core exit thermocouples per core quadrant & 
reducing temp for operability of thermocouples from 325 F to 300 F. 

SLADE,G.B. Consumers Power Co. 92/03/23. Document Control Branch (Document 
Control Desk). 2pp. 61077:247-61077:254. 

“9203230247 Revised TS Pages 3-81 a & 3-82 to 880902 TS change request re core 
exit thermocouples. 

* Consumers Power Co. 92/03/17. 7pp. 61077:248-61077:254. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030224 Forwards safety insp rept 50-255/92-05 on 920210-14.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 92/02/21. SLADE,G.B. Consumers Power Co. 
2pp. 60755:022-60755:033. 

-9203030231 Insp rept 50-255/92-05 on 920210-14.No violations noted. Major areas 
inspected:emergency preparedness program including licensee actions on previously 
identified items. 

PLOSKI.T., ORTH.S.K., MCCORMICK-BARGE Region 3 (Post 820201). 92/02/21. 
10pp. 60755:024-60755:033. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203090013 Forwards safety insp rept 50-255/92-09 on 920210-13.No violations noted. 
GREGER.L.R. Region 3 (Post 820201). 92/03/02. SLADE,G.B. Consumers Power Co. 
2pp. 60832:155-60832:164. 

-9203090017 Safety insp rept 50-255/92-09 on 920210-13.No violations noted.Major 
areas inspected:chemistry program,including procedures,organization & 

training,primary & secondary sys water QC programs & nonradiological chemistry 
comparisons. 

HOUSE,J.E., SNELL,W. Region 3 (Post 820201). 92/02/29. 6pp. 60832:157- 
60832:164. 
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9203100042 Responds to violations noted in Insp Rept 50-255/91-19. Corrective 
actionsrwalkdown of setting sheet specs for motor control ctrs located inside contain¬ 
ment will be provided. 

SLADE,G.B. Consumers Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 18pp. 60898:343-60898:360. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203060102 Forwards safety insp rept 50-255/92-10 on 920210-14.No violations noted. 
RING.M.A. Region 3 (Post 820201). 92/03/03. SLADE.G.B. Consumers Power Co. 
2pp. 60804:197-60804:204. 

-9203060109 Insp rept 50-255/92-10 on 920210-14.No violations noted. Major areas 
inspected:implementation of fire protection program,which included review & evalua¬ 
tion of administrative procedures,completed surveillances.audits & fire drill. 

HOLMES,J.A., JABLONSKI.F.J. Region 3 (Post 820201). 92/03/03. 6pp. 60804:199- 
60804:204. 

9203110032 Responds to open item in Insp Rept 50-255/91-16 dtd 911220. Results 
contained in initial response contained error in measurement units for Sr-89 & Sr-90 
results.Corrected results listed. 

SLADE.G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document 
Control Desk). Ip. 60897:281-60897:281. 

9203130231 Provides response to violations noted in Insp Rept 50-255/91-26.Corrective 
actionsrawareness of requirements of 10CFR50.9 topic of several discussions w/plant 
staff to emphasize need to communicate both completely. 

SLADE.G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document 
Control Desk). 6pp. 60933:234-60933:239. 

9203200043 Ack receipt of 920306 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-255/91 -26. 

MILLER,H.J. Region 3 (Post 820201). 92/03/16. SLADE.G.B. Consumers Power Co. 
Ip. 60970:092-60970:098. 

9203190020 Ack receipt of 920214 Itr & check for $100,000 in payment for civil penalty 
proposed in NRC 920115 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/17. HOFFMAN.D.P. Con¬ 
sumers Power Co. Ip. 60959:116-60959:116. 

9203310109 Forwards insp rept 50-255/92-06 on 920128-0309. No violations noted. 
SHAFER,W.D. Region 3 (Post 820201). 92/03/20. SLADE.G.B. Consumers Power Co. 
3pp. 61127:001-61127:024. 

-9203310116 Insp rept 50-255/92-06 on 920128-0309.No violations noted. Major areas 
inspected:plant operations,maint,surveillance, radiological 

controls,security,outages,procedure review, safety evaluations & plant review commit- 

JORGENSEN.B.L. Region 3 (Post 820201). 92/03/20. 21pp. 61127:004-61127:024. 

9203310126 Forwards safety insp rept 50-255/92-08 on 920206-20 & notice of 
violation.No violation issued addressing water leakage from shipment of radioactive 
matl.NRC believes poor judgement exercised in not fully examining shipment. 
NORELIUS.C.E. Region 3 (Post 820201). 92/03/20. SLADE.G.B. Consumers Power 
Co. 2pp. 61127:028-61127:040. 

-9203310132 Notice of violation from insp on 920206-20.Violation noted: licensee failed 
to establish 24 h emergency response telephone number which was monitored at all 
times or accessible to individual w/emergency response info. 

NORELIUS.C.E. Region 3 (Post 820201). 92/03/20. Ip. 61127:030-61127:030. 

-9203310136 Insp rept 50-255/92-08 on 920206-20.No violations noted. Major areas 
inspected:radiation protection & radwaste & transportation programs including mgt 
controls & training for contract radiation protection technicians. 

MARKLEY.A.W., NELSON,D.G., SNELL,W. Region 3 (Post 820201). 92/03/20. 10pp. 
61127:031-61127:040. 

9203310014 Ack receipt of 920302 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-255/91-19. 

MILLER,H.J. Region 3 (Post 820201). 92/03/26. SLADE.G.B. Consumers Power Co. 
2pp. 61126:018-61126:037. 


R. Periodic operating reports & related correspondence 

9203020272 Forwards semiannual fitness-for-duty program performance rept for Jul-Dec 
1991. 

SLADE.G.B. Consumers Power Co. 92/02/24. Document Control Branch (Document 
Control Desk). 17pp. 60783:200-60783:216. 

9203020278 Forwards "Palisades Plant Semiannual Radioactive Effluent Release & 
Waste Disposal Rept,Jul-Dec 1991" & Rev 5 to ODCM. 

SLADE.G.B. Consumers Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). Ip. 60789:045-60789:245. 

—9203020280 “Palisades Plant Semiannual Radioactive Effluent & Waste Disposal 
Rept, Jul-Dec 1991.” 

* Consumers Power Co. 91/12/31. 16pp. 60789:046-60789:062. 

-9203020281 Rev 5 to ODCM. 

* Consumers Power Co. 92/02/27. 185pp. 60789:063-60789:245. 

9203100179 Monthly operating rept for Feb 1992 for Palisades Nuclear Plant.W/920304 
Itr. 

HANDLOVITS.S.M., MLYNAREK.M.G. Consumers Power Co. 92/02/29. 5pp. 
60921:134-60921:138. 


S. Reportable occurrences, LERs & related correspondence 

9203060180 PNO-lll-92-009:on 920229,licensee personnel observed fuel assembly 
stuck in upper guide structure while being lifted from reactor in preparation for 
refueling.Containment integrity established by closing equipment hatch. 

JORGENSEN,B., SHAFER.W. Region 3 (Post 820201). 92/03/02. 2pp. 60804:275- 
60804:276. 


9203090157 PNO-lll-92-009A:on 920302,licensee successfully removed fuel assembly 
from reactor core & placed it in fuel transfer cart for placement in spent fuel storage 
pooI.Region III monitored critical recovery steps on continuous basis. 

JORGENSEN,B„ SHAFER.W. Region 3 (Post 820201). 92/03/03. Ip. 60833:108- 
60833:108. 

9203110038 LER 92-007-00:on 920205,determined that MSIV actuator solenoid valves 
could be rendered inoperable by main steam line break outside containment.Caused 
by installation of unqualified electrical circuit.Valve relocated.W/920306 Itr. 

ROBERTS,W.L., SLADE.G.B. Consumers Power Co. 92/03/06. 5pp. 60948:235- 
60948:239. 


9203110102 LER 92-008-00:on 920206,both HVAC trains inoperable when air condition¬ 
ing condensing unit bypass line leaked.Caused by lack of clearance between hot gas 
bypass line & penetration. Condensing units will be inspected.W/920306 Itr. 

ROBERTS,W.L., SLADE.G.B. Consumers Power Co. 92/03/06. 4pp. 60948:245- 
60948:248. 


9203110119 LER 92-004-01 :on 920107,determined that containment integrity 
violated,per Tech Specs 1.4 & 3.6.1 a.Caused by escape air lock inner door equalizing 
valve stuck in open position.Maint procedure revised.W/920306 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/06. 6pp. 60948:270- 
60948:275. 

9203110250 LER 92-009-00:on 920213,control room ventilation sys inadvertently 
switched to emergency mode.Caused by combination of inadequate job planning & 
personnel error. Job planning requirements reviewed.W/920306 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/06. 4pp. 60949:006- 
60949:010. 

9203190054 LER 91-014-02:on 910709,safety related circuits routed w/opposite chan¬ 
nel circuits.Caused by non-uniform interpretation of design criteria for 
channelizing.Design for channelization has been reconstituted.W/920310 Itr. 
ROBERTS,W.L., SLADE.G.B. Consumers Power Co. 92/03/10. 8pp. 61085:076- 
61085:082. 


9203190022 LER 92-010-00:on 920213.SIRWT liquid sample exceeded MPC of 
radionuclides.Caused by inadequate corrective action for prior event & defective 
review of MPC limit.Evaluation to be performed of PCS operating procedures.W/ 
920311 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/11. 5pp. 61085:054- 

61085:058. 

9203230256 LER 92-011-00:on 920212,discovered inadequate electrical isolation of 
Class IE pressurizer pressure indicator cable. Caused by inadequate design control 
when equipment installed in 1980.Mod controls re changes revised.W/920313 Itr. 
HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/13. 4pp. 61120:181- 

61120:184. 

9203230375 LER 92-012-00:on 920214,determined that main steam line radiation ele¬ 
ments not environmentally qualified.Caused by personnel error.Main steam line radi¬ 
ation elements will be modified or justification will be provided.W/920316 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/16. 5pp. 61120:210- 

61120:214. 


9203250143 LER 92-013-00:on 920217,lack of enviornmental qualification for stack gas 
flow transmitter FT01818 noted.Caused by lack of appropriate controls.Temporary 
mod performed on radioactive gaseous effluent monitor sys.W/920318 Itr. 

HILLMAN,C.T., SLADE.G.B. Consumers Power Co. 92/03/18. 4pp. 61224:168- 
61224:171. 

9203250153 LER 92-014-00:on 920217,unauthorized individual granted unescorted 
access to plant protected area.Caused by personnel error.Personnel reminded of 
need for attention to detail & log revised.W/920318 Itr. 

DENOFF.D.H., SLADE.G.B. Consumers Power Co. 92/03/18. 4pp. 61120:301- 
61120:304. 

9203310332 LER 92-015-00:on 900923,heavy load moved in load path which deviated 
from established safe load paths & was not approved by reactor engineer.Caused by 
inappropriate procedure rev. Reactor engineer will approve subj deviations.W/920324 
Itr. 

SMEDLEY.R.W., SLADE.G.B. Consumers Power Co. 92/03/24. 4pp. 61225:190- 
SI 225:193. 


V. Operator Examinations 

9203130172 Notification of contract execution,awarding Task Order 130, “Reactor Oper¬ 
ator Licensing Requalification Exams,Palisades Nuclear Power Plant,” to “Technical 
Assistance to Support Licensing Activities.” 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60911:345-60911:349. 

-9203130180 Ltr contract NRC-03-89-031,awarding task order 130,to “Reactor Opera¬ 
tor Licensing Requalification Exam, Palisades Nuclear Power Plant" to "Technical As¬ 
sistance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60911:346-60911:349. 

9203110034 Submits followup to util 920221 Itr advising of reassignment of licensed op¬ 
erator in 1990 & that required 10CFR50.74(a) notification not made.Caused by per¬ 
sonnel error.Licensing section will issue job assignments. 

SLADE.G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document 
Control Desk). Ip. 60897:282-60897:282. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203030003 informs that licensee submittal,nuclear power radiological emergency 
plan.rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to 
10CFR50. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 5pp. 60753:005-60753:009. 

9203120092 Rev 8 to EPIP-2, “Notification of Unusual Event." W/920302 itr. 
CORNELIUS,T.W., ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. 4pp. 
60918:173-60918:177. 

9203090253 Forwards Rev 28 to physical security/contingency plan.Rev withheld (ref 
10CFR73.21). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 2pp. 60852:274-60852:275. 

9203180276 Revised EPIPs.including Rev 9 to EPIP-10, “Medical Emergency Proce¬ 
dure” & revised EPIPs lndex.W/920310 Itr. 

BARON,R.R. Tennessee Valley Authority. 92/03/10. 20pp. 60992:328-60992:347. 

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp. 
61207:247-61207:250. 

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 
ERDS^tPT ' m P |ementat ' on P ,an P rov ' cles b a f ,s f° r acceptable implementation of 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 
61194:132. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring.List of 
plants presently in one of three categories from NRC senior mgt meeting enci. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292. 


J. Insurance & indemnity information 

9203090011 Notifies of onsite property damage insurance coverage at plants per 
10CFR50.54 (w). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/03. Document Control Branch 
(Document Control Desk). 3pp. 61164:153-61164:155. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tionina in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020243 Requests waiver of compliance from TS 3.5.B.9 requirements for RHR sys 
(LPCI & containment cooling).TS do not expicitly identify manual realignment of RHR 
sys from shutdown cooling to LPCI mode as acceptable during cold shutdown. 
ZERINGUE.O.J. Tennessee Valley Authority. 92/02/25. Document Control Branch 
(Document Control Desk). 3pp. 60783:129-60783:131. 

92030600'78 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203060253 Responds to NRC request for addl info re HVAC seismic design criteria 
raised during 920123 meeting.Testing demonstrated that percent darning for compan¬ 
ion angle & pocket lock duct is approx 7% & 9%,respectively. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 7pp. 60860:088-60860:094. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203110276 Requests addl info to support NRC station blackout evaluation of 
facility.Detailed list of questions & concerns end. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/05. KINGSLEY,O.D. Tennessee Valley Authority. 5pp. 60875:318-60875:322. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to ail holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130265 Provides addl info re corrective action plan for cable installation 
issues,including cable separations. Confirmatory walkdowns will be performed. 
ZERINGUE.O.J. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 12pp. 60933:085-60933:096. 

9203170143 Advises that util 890622 proposal to exclude specified valves from plant 
inservice testing program acceptable.per 911204 Itr & 920207 & 11 conference calls. 
ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Tennessee Valley Authority. 3pp. 60963:306-60963:308. 

9203170376 Summary of 920310 meeting w/util in Rockville,MD re status of unit 2 oper¬ 
ations & progress of unit 3 schedule. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
5pp. 60963:347-60963:351. 

9203190247 Forwards notice of withdrawal of 920304 amend request to change plant 
TS to permit unit operation at reduced power w/recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. Tennessee Valley Authority. 4pp. 60971:183-60971:188. 

-9203190256 Notice of withdrawal of amend request to facility operating licenses DPR- 
33.DPR-52 & DPR-68.Amend would have revised TS to permit unit operation at re¬ 
duced power w/only single recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. 2pp. 60971:186-60971:188. 

9203260195 Advises that technical justification provided by util is not adequate to justify 
acceptance of ductility ratios as part of long term structural steel design criteria. 
HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/19. Tennessee Valley Authority. 9pp. 61093:079-61093:087. 

9203260272 Forwards SE accepting util 910506 program to resolve conduit & conduit 
support issues at plant,pending proper implementation. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/20. Tennessee Valley Authority. 2pp. 61115:094-61115:100. 

“9203260278 Safety evaluation accepting util program to resolve conduit & conduit sup¬ 
port issues,pending proper implementation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp. 
61115:096-61115:100. 

9203300369 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing 
TS to implement NRC recommended alternatives for radiological effluent TS.per Ge¬ 
neric Ltr 89-01. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/25. Document Control Branch 
(Document Control Desk). 3pp. 61254:064-61254:313. 

-9203300375 Proposed TS changes to implement NRC recommended alternatives for 
Radiological Effluent TS. 

* Tennessee Valley Authority. 92/03/25. 133pp. 61254:067-61254:199. 

-9203310130 Rev 0 to “ODCM.” 

* Tennessee Valley Authority. 92/03/25. 208pp. 61254:200-61254:313. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100051 Ack receipt of 920207 Itr informing NRC of steps taken to correct violations 
& deviations noted in insp repts 50-259/91-41,50-260/91-41 & 50-296/91-41 on 
920109.Response meets NRC requirements. 

WILSON,B.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60843:230-60843:232. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 
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9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203050200 “Annual Operating Rept Browns Ferry Nuclear Plant Jan-Dec 1991." W/ 
920227 Itr. 

RATLIFF,S.A., BARON,R.R. Texas Utilities Electric Co. (TU Electric). 91/12/31. 
129pp. 60827:008-60827:139. 

9203060165 “Semiannual Radioactive Effluent Rept for Jul-Dec 1991.” W/920228 Itr. 
BARON,R.R. Tennessee Valley Authority. 91/12/31. 98pp. 60860:218-60860:315. 

9203060045 “ADEM Discharge Monitoring Rept." 

* Tennessee Valley Authority. 92/01/31. 8pp. 60880:320-60880:327. 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 

9203160281 Monthly operating repts for Feb 1992 for Browns Ferry Nuclear Plant Units 
1,2 & 3.W/920311 Itr. 

RATLIFF,S.A., BARON,R.R. Tennessee Valley Authority. 92/02/29. 13pp. 60969:275- 
60969:287. 

9203310259 “ADEM Discharge Monitoring Rept for Feb 1992." 

* Tennessee Valley Authority. 92/02/29. 14pp. 61217:065-61217:079. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 
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F. Security, medical, emergency & fire protection plans 

9203030003 Informs that licensee submittal,nuclear power radiological emergency 
plan,rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to 
10CFR50. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 5pp. 60753:005-60753:009. 

9203120092 Rev 8 to EPIP-2, “Notification of Unusual Event." W/920302 Itr. 
CORNELIUS,T.W., ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. 4pp. 
60918:173-60918:177. 

9203090253 Forwards Rev 28 to physical security/contingency plan.Rev withheld (ref 
10CFR73.21). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 2pp. 60852:274-60852:275. 

9203180276 Revised EPIPs,including Rev 9 to EPIP-10, “Medical Emergency Proce¬ 
dure” & revised EPIPs lndex.W/920310 Itr. 

BARON.R.R. Tennessee Valley Authority. 92/03/10. 20pp. 60992:328-60992:347. 

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp. 
61207:247-61207:250. 

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 
sys (ERDS) implementation plan provides basis for acceptable implementation of 
ERDS at plant. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 
61194:132. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 


9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring.List of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


J. Insurance & indemnity information 

9203090011 Notifies of onsite property damage insurance coverage at plants per 
10CFR50.54 (w). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/03. Document Control Branch 
(Document Control Desk). 3pp. 61164:153-61164:155. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020243 Requests waiver of compliance from TS 3.5.B.9 requirements for RHR sys 
(LPCI & containment cooling).TS do not expicitly identify manual realignment of RHR 
sys from shutdown cooling to LPCI mode as acceptable during cold shutdown. 
ZERINGUE.O.J. Tennessee Valley Authority. 92/02/25. Document Control Branch 
(Document Control Desk). 3pp. 60783:129-60783:131. 

9203180099 Confirms 920225 telcon between RP Baron of util & J Johnson of 
staff,granting regional waiver of compliance for facility per 920225 request. 
EBNETER.S.D. Region 2 (Post 820201). 92/02/26. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 60936:041-60936:052. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203060253 Responds to NRC request for addl info re HVAC seismic design criteria 
raised during 920123 meeting.Testing demonstrated that percent darning for compan¬ 
ion angle & pocket lock duct is approx 7% & 9%,respectively. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 7pp. 60860:088-60860:094. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203110120 Advises of completion of NUREG-0737,ltem II.B.3 re post accident sam¬ 
pling capability.Atmosphere sampling portion of testing completed.Safety Issues Mgt 
Sys should be updated to reflect completion of implementation. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60897:106-60897:107. 

9203110276 Requests addl info to support NRC station blackout evaluation of 
facility.Detailed list of questions & concerns end. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/05. KINGSLEY,O.D. Tennessee Valley Authority. 5pp. 60875:318-60875:322. 

9203030209 Generic Ltr 92-02 to ail holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170143 Advises that util 890622 proposal to exclude specified valves from plant 
inservice testing program acceptable,per 911204 Itr & 920207 & 11 conference calls. 
ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Tennessee Valley Authority. 3pp. 60963:306-60963:308. 

9203170376 Summary of 920310 meeting w/util in Rockville,MD re status of unit 2 oper¬ 
ations & progress of unit 3 schedule. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
5pp. 60963:347-60963:351. 

9203170294 Withdraws 911206 application for amend to License DPR-52, consisting of 
TS 305 for LCO Requirements 3.7.G.1.a & 3.7.G.3. 

BARON.R.R. Tennessee Valley Authority. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60969:357-60969:359. 

9203190150 Provides addl info on primary containment isolation valve configurations to 
follow-up 920116 telcon w/NRC.Info supplemental to info provided in 910627 Itr re TS 
251 on subj valve App J program. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/12. Document Control Branch 
(Document Control Desk). 6pp. 60998:160-60998:165. 

9203190247 Forwards notice of withdrawal of 920304 amend request to change plant 
TS to permit unit operation at reduced power w/recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. Tennessee Valley Authority. 4pp. 60971:183-60971:188. 
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—9203190256 Notice of withdrawal of amend request to facility operating licenses DPR- 
33,DPR-52 & DPR-68.Amend would have revised TS to permit unit operation at re¬ 
duced power w/only single recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. 2pp. 60971:186-60971:188. 

9203260195 Advises that technical justification provided by util is not adequate to justify 
acceptance of ductility ratios as part of long term structural steel design criteria. 
HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/19. Tennessee Valley Authority. 9pp. 61093:079-61093:087. 

9203260272 Forwards SE accepting util 910506 program to resolve conduit & conduit 
support issues at plant.pending proper implementation. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/20. Tennessee Valley Authority. 2pp. 61115:094-61115:100. 

-9203260278 Safety evaluation accepting util program to resolve conduit & conduit sup¬ 
port issues.pending proper implementation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp. 
61115:096-61115:100. 

9203270194 Forwards notice of withdrawal of 911206 application for amend to 
license.changing TSs to permit extended operation w/only one operable train of con¬ 
tainment atmosphere dilution sys. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/25. Tennessee Valley Authority. 3pp. 61165:299-61165:303. 

-9203270199 Notice of withdrawal of application for amend to License DPR-52,chang¬ 
ing TSs to permit extended operation w/only one operable train of containment at¬ 
mosphere dilution sys. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/25. 2pp. 61165:302-61165:303. , 

9203300369 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, changing 
TS to implement NRC recommended alternatives for radiological effluent TS.per Ge¬ 
neric Ltr 89-01. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/25. Document Control Branch 
(Document Control Desk). 3pp. 61254:064-61254:313. 

-9203300375 Proposed TS changes to implement NRC recommended alternatives for 
Radiological Effluent TS. 

* Tennessee Valley Authority. 92/03/25. 133pp. 61254:067-61254:199. 

-9203310130 Rev 0 to “ODCM." 

* Tennessee Valley Authority. 92/03/25. 208pp. 61254:200-61254:313. 


Q. inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100051 Ack receipt of 920207 ltr informing NRC of steps taken to correct violations 
& deviations noted in insp repts 50-259/91-41,50-260/91-41 & 50-296/91-41 on 
920109.Response meets NRC requirements. 

WILSON,B.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60843:230-60843:232. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203050200 “Annual Operating Rept Browns Ferry Nuclear Plant Jan-Dec 1991." W/ 
920227 ltr. 

RATLIFF.S.A., BARON,R.R. Texas Utilities Electric Co. (TU Electric). 91/12/31. 
129pp. 60827:008-60827:139. 

9203060165 “Semiannual Radioactive Effluent Rept for Jul-Dec 1991." W/920228 ltr. 
BARON,R.R. Tennessee Valley Authority. 91/12/31. 98pp. 60860:218-60860:315. 


9203060045 “ADEM Discharge Monitoring Rept.” 

* Tennessee Valley Authority. 92/01/31. 8pp. 60880:320-60880:327. 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 

9203160281 Monthly operating repts for Feb 1992 for Browns Ferry Nuclear Plant Units 
1,2 & 3.W/920311 ltr. 

RATLIFFS A., BARON,R.R. Tennessee Valley Authority. 92/02/29. 13pp. 60969:275- 
60969:287. 

9203310259 “ADEM Discharge Monitoring Rept for Feb 1992.” 

* Tennessee Valley Authority. 92/02/29. 14pp. 61217:065-61217:079. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems. Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203300284 LER 92-001-00:on 920221,APRM A failed to trip on hi-hi flux flow biased 
trip signal & flow converter declared inoperable.Caused by degradation of flow con¬ 
verter power supply.Power supply & trip relays replaced.W/920323 ltr. 

HSIEH.C.S., ZERINGUE.O.J. Tennessee Valley Authority. 92/03/23. 8pp. 61225:048- 
61225:055. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9110090224 Forwards emergency scenario & controller/evaluator package for plant 
annual emergency preparedness exercise scheduled during wk of 911118.W/0 end. 
FLOYD,S.D. Carolina Power & Light Co. 91/10/03. RANKIN,W.H. Region 2 (Post 
820201). Ip. 60948:033-60948:033. 

9203030198 Forwards insp rept 50-261/92-01 on 920121-24.No violations or deviations 
noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/10. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60754:239-60754:249. 

-9203030204 Insp rept 50-261/92-01 on 920121 -24,No violations noted. Major areas 
inspected:site emergency preparedness program. 

WRIGHT,F.N., SARTOR,W.M., RANKIN,W.H. Region 2 (Post 820201). 92/02/05. 8pp. 
60754:242-60754:249. 

9203020245 Change DCF 92-P-0128 to Rev 6 to Vol 2,Part 5 of PEP-161, “Damage 
Control Team Leader." W/920226 ltr. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/02/26. 5pp. 60787:334-60787:338. 

9203020288 Change DCF 91-P-0252 to Rev 30 to Plant Emergency Procedure (PEP) 
PEP-301, “Initial Dose Projections.” W/920228 ltr. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/02/28. 9pp. 60783:030-60783:039. 

9203110295 Application for amend to License DPR-23,adding footnote to TS 3.14.3.2a 
& 3.14.4.2.a which will suspend requirements of fire protection for duration of contain¬ 
ment integrated leak rate test & structural integrity test. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 60912:356-60913:006. 

-9203110300 Proposed TS 3.14.3.2.a & 3.14.4.2.a adding footnote which will suspend 
requirements of fire protection for duration of containment integrated leak rate test & 
structural integrity test. 

* Carolina Power & Light Co. 92/03/05. 4pp. 60913:003-60913:006. 

9203130037 Forwards insp rept 50-261/92-04 on 920210-14.Violations noted reflect de¬ 
terioration of security program re attention to duty by members of security force & fail¬ 
ure to adhere to long-standing regulatory commitments by security staff. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/06. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60886:089-60886:092. 

-9203130046 Partially withheld insp rept 50-261/92-04 on 920210-14 (ref 
10CFR73.21).Violations noted.Major areas inspected: security program for power 
reactors,plan,audit,barrier, detection,assessment & compensatory measures. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/06. Ip. 60886:092- 
60886:092. 

9203130236 Requests exigency handling for license amend request submitted on 
920305 for plant,allowing suspension of required actions during inoperability of certain 
fire protection equipment inside containment. 

DIETZ,C.R. Carolina Power & Light Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60933:231-60933:232. 

9203190412 Forwards notice of consideration of issuance of amend to License DPR-23 
& proposed NSHC & opportunity for hearing on 920305 request to suspend require¬ 
ments of Tech Spec Sections 3.14.3.2.a & 3.14.2.a for duration of CILRT. 

LO.R.H. Project Directorate 11-1. 92/03/10. EURY.L.W. Carolina Power & Light Co. 
4pp. 60971:194-60971:207. 

-9203190416 Notice of consideration of issuance of amend to License DPR-23 & pro¬ 
posed NSHC determination & opportunity for hearing on 920305 request to suspend 
requirements of fire protection Tech Specs for duration of CILRT, 

WUNDER.G.F. Project Directorate 11-1. 92/03/10. 10pp. 60971:198-60971:207. 
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9203240246 Forwards response to survey questionnaire re emergency response data 
sys,per Section 3.3 of Rev 1 to NUREG-1394. Response covers 
contacts.communications description, selection of data feeder & data feeder info. 
PRUNTY.R.W. Carolina Power & Light Co. 92/03/18. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 61099:346-61099:350. 

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves 
testing w/ Halliburton NUS Environ Corp. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light 
Co. 5pp. 61164:191-61164:195. 


-9203190416 Notice of consideration of issuance of amend to License DPR-23 & pro¬ 
posed NSHC determination & opportunity for hearing on 920305 request to suspend 
requirements of fire protection Tech Specs for duration of CILRT. 

WUNDER.G.F. Project Directorate 11-1. 92/03/10. 10pp. 60971:198-60971:207. 

9203180421 Forwards updated agenda for structural audit at facility on 920413- 
16.Agenda updated to reflect unique features of facility structures & supercedes 
agenda sent on 920220. 

LO.R.H. Project Directorate 11-1. 92/03/13. EURY.L.W. Carolina Power & Light Co. 
6pp. 60964:130-60964:135. 


H. General correspondence 


9203160208 Requests that RA Watson be considered executive point of contact for 
NRC correspondence w/util. 

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60969:317-60969:318. 

9203250366 Notifies that DC McCarthy recently named manager & replaces SD 
Floyd,effective 920404. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61163:166-61163:166. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203100091 Confirms 920211 telcon between C Baucom & HO Christensen concerning 
plant self-assessment & outage risk mgt to be conducted at licensee request in 
Atlanta, GA on 920311. 

REYES.L.A. Region 2 (Post 820201). 92/02/19. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60844:057-60844:059. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030198 Forwards insp rept 50-261/92-01 on 920121-24.No violations or deviations 
noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/10. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60754:239-60754:249. 

-9203030204 Insp rept 50-261/92-01 on 920121-24.No violations noted. Major areas 
inspected:site emergency preparedness program. 

WRIGHT,F.N., SARTOR,W.M., RANKIN,W.H. Region 2 (Post 820201). 92/02/05. 8pp. 
60754:242-60754:249. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Powsr Plent SitGS 11 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9203020336 Forwards “HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Dis¬ 
posal Semiannual Rept.Jul -Dec 1991.” 

CHAMBERS,R.H. Carolina Power & Light Co. 92/02/25. Document Control Branch 
(Document Control Desk). Ip. 60838:235-60838:344. 

-9203020340 Rev 7 to “HB Robinson Steam Electric Plant,Unit 2 ODCM." 

* Carolina Power & Light Co. 91/07/30. 53pp. 60838:292-60838:344. 

9203050183 Discusses plant matl properties for fracture toughness requirements for 
protection against PTS events,per 10CFR50.61.NRC would like to further review issue 
re applicability of Cu & Ni content of HBR2 surveillance weld. 

ADENSAM.E.G. Project Directorate 11-1. 92/02/27. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60807:138-60807:181. 

9203180116 Forwards info received during discussions between Region II personnel & 
concerned individual re Allegation RII-92-A-0023 for review.EncI withheld. 

REYES,L.A. Region 2 (Post 820201). 92/03/02. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60936:091-60936:093. 

9203110204 Forwards position on submergence qualification of S Moore, BIW & Contin¬ 
ental cables installed at facility.Util position is that cables have been & are still quali¬ 
fied for submergence. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/03/03. Document Control Branch 
(Document Control Desk). 7pp. 60897:041-60897:047. 

9203110295 Application for amend to License DPR-23,adding footnote to TS 3.14.3.2a 
& 3.14.4.2.a which will suspend requirements of fire protection for duration of contain¬ 
ment integrated leak rate test & structural integrity test. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 60912:356-60913:006. 

-9203110300 Proposed TS 3.14.3.2.a & 3.14.4.2.a adding footnote which will suspend 
requirements of fire protection for duration of containment integrated leak rate test & 
structural integrity test. 

* Carolina Power & Light Co. 92/03/05. 4pp. 60913:003-60913:006. 


9203100024 Forwards insp rept 50-261/92-02 on 920114-0207 & notice of 
violation.NRC concerned about violation because personnel failed to recognize effect 
that substituting test methodology would have on containment isolation valves. 
VERRELLI.D.M. Region 2 (Post 820201). 92/02/25. EURY.L.W. Carolina Power & 
Light Co. 3pp. 60843:136-60843:152. 

-9203100029 Notice of violation from insp on 920114-0207.Violation noted:failure to 
adequately perform stroke timing of two containment isolation valves in manner re¬ 
quired by test procedure. 

* Region 2 (Post 820201). 92/02/25. Ip. 60843:139-60843:139. 

-9203100039 Insp rept 50-261/92-02 on 920114-0207.Violation noted.Major areas 
inspected:operational safety verification,surveillance observation,maint observation & 
self-assessment 

GARNER,L.W., ’ CHRISTENSEN,H. Region 2 (Post 820201). 92/02/25. 13pp. 
60843:140-60843:152. 


9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203130037 Forwards insp rept 50-261/92-04 on 920210-14.Violations noted reflect de¬ 
terioration of security program re attention to duty by members of security force & fail¬ 
ure to adhere to long-standing regulatory commitments by security staff. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/06. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60886:089-60886:092. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130236 Requests exigency handling for license amend request submitted on 
920305 for plant,allowing suspension of required actions during inoperability of certain 
fire protection equipment inside containment. 

DIETZ,C.R. Carolina Power & Light Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60933:231-60933:232. 

9203190412 Forwards notice of consideration of issuance of amend to License DPR-23 
& proposed NSHC & opportunity for hearing on 920305 request to suspend require¬ 
ments of Tech Spec Sections 3.14.3.2.a & 3.14.2.a for duration of CILRT. 

LO.R.H. Project Directorate 11-1. 92/03/10. EURY.L.W. Carolina Power 6 Light Co. 
4pp. 60971:194-60971:207. 


-9203130046 Partially withheld insp rept 50-261/92-04 on 920210-14 (ref 
10CFR73.21).Violations noted.Major areas inspected: security program for power 
reactors,plan,audit,barrier, detection,assessment & compensatory measures. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/06. Ip. 60886:092- 
60886:092. 

9203170192 Responds to NRC 920110 Itr re violations noted in Insp Rept 50-261/91- 
21 .Corrective actions:breakers on Instrument Buses 2 & 4 to be replaced w/breakers 
of higher current ratings in order to achieve adequate coordination. 

DIETZ,C.R. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 13pp. 60981:323-60981:335. 

9203170317 Revises 890403 response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers (MCCB).” Addl info re MCCB traceability & applicability 
of bulletin requirements to addl MCCBs end. 

VAUGHN,G.t. Carolina Power & Light Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60981:241-60981:243. 
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9203310287 Responds to NRC Itr re violations noted in Insp Rept 50-261/92-02.Correc- 
uve actions:Adverse Condition Rept 92-009 was initiated upon discovery of concern 
[^thodology & f oot cause analysis has been completed. 

DlETZjC.R. Carolina Power & Light Co. 92/03/25. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 61217:013-61217:016. 


R. Periodic operating reports & related correspondence 

9203020336 Forwards “HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Dis¬ 
posal Semiannual Rept.Jul -Dec 1991.” 

CHAMBERS,R.H. Carolina Power & Light Co. 92/02/25. Document Control Branch 
(Document Control Desk). 1 p. 60838:235-60838:344. 

*<9203020339 “HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Disposal 
Semiannual Rept,Jul-Dec 1991.” 

* Carolina Power & Light Co. 91/12/31. 56pp. 60838:236-60838:291. 

—9203020340 Rev 7 to “HB Robinson Steam Electric Plant,Unit 2 ODCM." 

* Carolina Power & Light Co. 91/07/30. 53pp. 60838:292-60838:344. 

9203040040 Forwards fitness for duty performance data for Jul-Dec 1991. 

FLOYD,S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 12 pp. 60802:282-60802:293. 

9203160250 Monthly operating rept for Feb 1992 for HB Robinson Steam Electric 
Plant,Unit 2.W/920310 Itr. 

GROOMS.J., CHAMBERS,R.H. Carolina Power & Light Co. 92/02/29. 3pp. 
60949:347-60949:349. 

9203240333 Advises that there were no changes.tests or experiments made to ISFSI 
during period beginning 910322,per 10CFR72.48,. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/03/18. Region 2 (Post 820201). Ip. 
61094:346-61094:346. 


S. Reportable occurrences, LERs & related correspondence 

9203230250 LER 92-003-00:on 920226,emergency diesel generator A room fire door 
mfa by Richards-Wilcox declared inoperable due to lack of rear binder.Caused by in¬ 
stallation deficiency.Rear binder installed via plant mod.W/920320 Itr. 

BAUR.D.H., CHAMBERS,R.H. Carolina Power & Light Co. 92/03/20. 4pp. 61120:177- 
61120:180. 

9203230271 LER 92-004-00:on 870405,fire water preaction sys & fire hose stations de¬ 
clared inoperable.Caused by informal interpretation of fire protection TS.TS change re¬ 
quested to suspend fire protection TS during tests.W/920320 Itr. 

CROOK,R.D., CHAMBERS,R.H. Carolina Power & Light Co. 92/03/20. 4pp. 
61120:190-61120:193. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203250363 Discusses ISFSI SAR due on 920323,per 10CFR72.70.Procedures in place 
to identify changes to SAR as aenerated.Licensee will continue to provide 
submittals,per 10CFR72.70 on annual basis. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/19. Office of Nuclear Material Safety 
& Safeguards. Ip. 61163:167-61163:167. 


DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

9203170230 Submits listed info in response to questions received from NRC dtd 
910109.Advises that statistical repts will be prepared & maintained for NRC review. 
ANDERSON,D.F. Brigham Young Univ., Provo, UT. 92/03/09. ADAMS,A. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 35pp. 
60985:224-60985:258. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 

9203030328 Advises that 920220 Change 1 to Rev 36 to Security Plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/02/25. PARKER,T.M. Northern States 
Power Co. 2 pp. 60802:157-60802:158. 

9203160084 Forwards rev 6 to Monticello Safeguards Contingency Plan. Rev withheld. 
PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60946:086-60946:086. 


I. Financial information 


9203110152 “Northern States Power Co 1991 Annual Rept.” W/920304 Itr. 
WINSTON,H.M. Northern States Power Co. 91/12/31. 53pp. 60896:327-60897:018. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat- 
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9203050058 Forwards “Effluent & Waste Disposal Semiannual Report for Jul-Dec 1991” 
& Rev 8 to Section 4.0 of PCP manual, “Dewatering of Resin & Other Filter Media." 
FEY.F.L. Northern States Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). Ip. 60852:179-60852:202. 

-9203050066 Rev 8 to Section 4.0 of PCP Manual, “Dewatering of Resin & Other Filter 
Media." 

* Northern States Power Co. 91/08/02. 8 pp. 60852:195-60852:202. 

9203090231 Forwards Rev 0 to NSPNAD-92003, “Individual Plant Exam (IPE).” IPE is 
full scope probabilistic risk assessment consisting of two major parts,Levels I & II.IPE 
submitted, per Generic Ltr 88-20. 

PARKER,T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60901:022-60902:212. 

-9203090234 “Indvidual Plant Exam." 

* Northern States Power Co. NSPNAD-92003 R00. 92/02/29. 150pp. 60901:024- 
60902:212. 

9203050163 Advises that based on info provided in 901213 & 910408 responses to ge¬ 
neric Itr 89-10,suppl 3,no immediate concerns exist re capability of MOVs within scope 
of suppl 3 to perform design basis function. 

LONG.W.O. Project Directorate 111-1. 92/02/28. PARKER,T.M. Northern States Power 
Co. 3pp. 60808:138-60808:140. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130214 Ack receipt of 920129 & 920206 Itrs in response to Generic Ltr 91-11.Re¬ 
sponse meets requirements of 10CFR50.54(f) & acceptable. 

LONG.W.O. Project Directorate 111-1. 92/03/06. PARKER,T.M. Northern States Power 
Co. 2pp. 60909:349-60909:350. 

9203180139 Comment on proposed rule 10CFR51 re environ review of applications to 
renew operating licenses for nuclear plants. Licensee endorses NUMARC comments. 
PARKER,T.M. Northern States Power Co. 92/03/12. Docketing & Services Branch. 
23pp. 60936:161-60936:183. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90- 
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden¬ 
tify any missing safeguards matl was done. 

ELIASON.L.R. Northern States Power Co. 91/01/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60858:153-60858:155. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
c i ear p 0 W 0 r Plant Sit@s n 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6 pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030134 Concludes that initial SALP insp rept 50-263/91-01 should be considered 
final. 

DAVIS,A.B. Region 3 (Post 820201). 92/02/26. ELIASON.L.R. Northern States Power 
Co. 4pp. 60754:021-60754:031. 

9203030216 Forwards safety insp rept 50-263/92-02 on 920122-0221 .No violations 
noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/02/27. ELIASON.L.R. Northern States 
Power Co. 2 pp. 60755:035-60755:052. 

-9203030219 Insp rept 50-263/92-02 on 920122-0221.No violations noted. Major areas 
inspected:operational safety,onsite followup, maint & surveillance,engineering & tech¬ 
nical support, previously identified items & LER followup. 

DEFAYETTE,R.W. Region 3 (Post 820201). 92/02/26. 16pp. 60755:037-60755:052. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
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9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160193 Forwards safety insp rept 50-263/92-03 on 920224-28. Violations noted 
but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/10. ELIASON.L.R. Northern States 
Power Co. 2pp. 60909:027-60909:036. 

~9203160199 Insp rept 50-263/92-03 on 920224-28.No violations noted. Major areas 
inspected:radwaste & transportation programs w/special emphasis on 10CFR20 & 61 
requirements for disposal of low level radwastes. 

SHAH.N., SCHUMACHER.M.C. Region 3 (Post 820201). 92/03/09. 8pp. 60909:029- 
60909:036. 


R. Periodic operating reports & related correspondence 


9203030360 Forwards 1991 annual repts on Personnel Whole Body Exposure, Occupa¬ 
tional Exposure & Safety/Relief Valve Failures & Challenges. 

PARKER,T.H. Northern States Power Co. 92/02/26. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60802:135-60802:140. 

~9203030362 “1991 Personnel Whole Body Exposure,Occupational Exposure & Safety/ 
Relief Valve Failures & Challenges Rept.” 

* Northern States Power Co. 91/12/31. 5pp. 60802:136-60802:140. 

9203050058 Forwards “Effluent & Waste Disposal Semiannual Report for Jul-Dec 1991" 
& Rev 8 to Section 4.0 of PCP manual, “Dewatering of Resin & Other Filter Media." 
FEY.F.L. Northern States Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). Ip. 60852:179-60852:202. 

“9203050062 “Effluent & Waste Disposal Semiannual Report Jul-Dec 1991.” 

FEY.F.L. Northern States Power Co. 91/12/31. 14pp. 60852:180-60852:194. 

“9203050066 Rev 8 to Section 4.0 of PCP Manual, “Dewatering of Resin & Other Filter 
Media.” 

* Northern States Power Co. 91/08/02. 8pp. 60852:195-60852:202. 

9203020263 Forwards fitness for duty program performance data for period ending 
911231,per 10CFR26.71 (d). 

PARKER,T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 60783:264-60783:271. 

9203160071 Monthly operating rept for Feb 1992 for Monticello Nuclear Generating 
Plant.W/920306 Itr. 

PAUSTIAN.H.H., PARKER,T.M. Northern States Power Co. 92/02/29. 5pp. 
60968:341-60968:345. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

“9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203120382 LER 92-004-00:on 920207,review of sampling technique for diesel oil 
sample sys determined that sample not obtained in accordance w/TS.Caused by inad¬ 
equate engineering review. Diesel oil sampled per ASTM std.W/920309 Itr. 

WARD,A., PARKER,T.M. Northern States Power Co. 92/03/09. 4pp. 60997:055- 
60997:058. 

9203300335 LER 92-005-00:on 920224,discovered that all surveillance requirements for 
CRD sys not met.Caused by inadequate administrative controls.TS change will be pur¬ 
sued to delete option for monthly exercising of rods.W/920324 Itr. 

SENGER.A., PARKER,T.M. Northern States Power Co. 92/03/24. 5pp. 61225:060- 
61225:064. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-264 DOW CHEMICAL CO. 


R. Periodic operating reports & related correspondence 


9203310245 “Dow TRIGA Research Reactor Annual Rept - 1991.” W/920326 Itr. 
KOCHER.C.W. Dow Chemical Co. 91/12/31. 5pp. 61216:291-61216:295. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203110188 Revised Pages 1 & 2 to Rev 2 to QEP 175-S3, “Chemistry Director Gener¬ 
al Emergency Checklist." 

* Commonwealth Edison Co. 92/01/28. 3pp. 60897:020-60897:022. 

9203110031 Forwards rev 29 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,TJ. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:288-60897:288. 

9203090027 Advises that scenario manuals for 920429 emergency plan exercise deliv¬ 
ered to Region III.W/o manuals. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/02/26. DAVIS.A.B. Region 3 (Post 
820201). Ip. 60862:145-60862:145. 

9203190320 Revised procedures,including Rev 11 to QEP 120-0, “Technical Director” & 
Rev 4 to QEP 120-S6, “Drywell Radiation Monitor Time Dependent Correction Work¬ 
sheet." 

HOOGHEEN.D. Commonwealth Edison Co. 92/02/26. 4pp. 61062:277-61062:280. 

9203110194 Revised Pages 1 & 2 to Rev 2 to QEP 105-S4, "Station Director 
Downgrade,Termination & Recovery Checklist." 

* Commonwealth Edison Co. 92/03/01.3pp. 60897:023-60897:025. 

9203190317 Revised procedures,including Rev 9 to QEP 100-0, “Acting Station Director 
(Shift Engineer)" & Rev 4 to QEP 100-T1, “GSEP Emergency Procedures Implemen¬ 
tation Guide." 

HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 13pp. 61062:264-61062:276. 

9203190323 Revised procedures,including Rev 7 to QEP 720-0, “Drills & Exercises,” 
Rev 5 to QEP 720-2, “Equipment & Communication Test” & Rev 4 to QEP 720-SI, 
“Monthly Equipment & Communications Sys Test Checklist." 

HOOGHEEN.D. Commonwealth Edison Co. 92/03/02. 37pp. 61062:285-61062:321. 

9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203- 
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi¬ 
dent. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 3pp. 60886:101-60886:121. 

“9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations 
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency 
procedure guidelines & actions resolving weaknesses. 

RESCHESKE.P.R. Region 3 (Post 820201). 92/03/09. 18pp. 60886:104-60886:121. 

9203300274 Revised procedures,including Rev 22 to Table of Contents QEP 110-0, 
"Operations Director" & Rev 5 to QEP 110-SI, “Operations Director Alert Checklist.” 

* Commonwealth Edison Co. 92/03/10. 7pp. 61207:251-61207:258. 

9203200007 Advises that changes identified as Rev 29 to plant security 
plan,acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60970:033-60970:035. 

9203300294 Revised procedures including Rev 17 to QEP 400-0, “On-Site Response 
Actions" (table of contents) & Rev 9 to QEP 400-S2, “Responsibility for 
Coordination:Security Director,” changing ref from IESDA to State of IL emergency 
mat agency. 

* Commonwealth Edison Co. 92/03/13. 9pp. 61199:349-61199:357. 

9203300301 Revised procedures,including Rev 7 to QEP 710-0, “Training Program” 
(table of contents) & Rev 2 to QEP 710-3, “Offsite Support Training Agency." 

* Commonwealth Edison Co. 92/03/13. 7pp. 61207:240-61207:246. 

9203300279 Revised procedures including Rev 13 to QEP 300-0,Rev 4 to QEP 300- 
S3,Rev 5 to QEP 300-S6 & Rev 6 to QEP 300-T1, updating procedures. 

* Commonwealth Edison Co. 92/03/16. 9pp. 61174:351-61174:359. 

9203300289 Revised procedures including Rev 12 to QEO 155-0, Rev 7 to QEP 155- 
SI,Rev 4 to QEP 155-S2,Rev 4 to QEP 155-S3 & Rev 4 to QEP 155-T1 .changing 
procedure refs from EDs to CEPIPs & correcting titles. 

* Commonwealth Edison Co. 92/03/16. 31pp. 61197:310-61197:340. 

9203300307 Revised procedures including Rev 3 to QEP 500-0,Rev 3 to QEP 500-S4 & 
Rev 2 to QEP 500-T1,changing refs to IESDA to State of II Emergency Mgt Agency. 

* Commonwealth Edison Co. 92/03/16. 15pp. 61198:274-61198:288. 

9203300310 Revised pages to Rev 5 to QEP 105-0, “Station Director” consisting of 
table of contents & Rev 4 to QEP 105-S5, “Command & Control Turnover Briefing," 
changing refs to generating station emergency plan exercise. 

* Commonwealth Edison Co. 92/03/16. 5pp. 61198:352-61198:356. 

9203300259 Informs that 920312 request for approval of route for transporting spent 
fuel from Univ of Michigan Ford Nuclear Reactor to Savannah River 
Plant,Aiken,SC,approved.Supporting documentation end. 

MACDONALD.C.E. Transportation Branch. 92/03/27. FLEMING.R.F. Michigan, Univ. 
of, Ann Arbor, Ml. 3pp. 61122:015-61122:017. 

9203190168 Rev 8a to Figures QCA 6-2 & 6-3,Annex Index & table of contents of emer¬ 
gency plan. 

* Commonwealth Edison Co. 92/03/31. 6pp. 60998:219-60998:224. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 
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P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

9202250311 Suppl 4 to Generic ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020018 Forwards proprietary GE-NE-187-37-0991, "Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities.” SER withheld. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 

9203020322 Forwards amend 130 to license DPR-30 & safety evaluation. Amend re¬ 
flects mod to HPCI turbine steam exhaust line. 

OLSHAN.L.N. Project Directorate 111-2. 92/02/21. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60755:164-60755:180. 

-9203020323 Amend 130 to license DPR-30,reflecting mod to high pressure coolant in¬ 
jection turbine steam exhaust line. 

BARRETT,R.J. Project Directorate 111-2. 92/02/21. 11pp. 60755:166-60755:176. 

-9203020324 Safety evaluation supporting amend 130 to license DPR-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/21. 4pp. 
60755:177-60755:180. 

9203030012 Forwards action plan to resolve Generic Ltr 88-11 open items re unirradiat¬ 
ed upper shelf energy of all beltline matls & compliance of surveillance programs w/ 
ASTM E 185 & 10CFR50, App H. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60805:080-60805:082. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods," NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate HI-2. 92/02/27. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

-9203040254 SER accepting TR NFSR-0085, "Benchmark of BWR Nuclear Design 
Methods,” & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130164 Requests addl info re studies performed to justify isolation of qualified svc 
water from ECCS room coolers at Dresden & to justify that low & high pressure cool¬ 
ant injection pump room coolers not needed at Quad Cities. 

OLSHAN.L.N. Project Directorate 111-2. 92/03/04. KOVACH,T.J. Commonwealth 
Edison Co. 5pp. 60912:275-60912:279. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170199 Forwards proposed method to meet requirements of 10CFR50.44 for reso¬ 
lution of single failure vulnerabilities associated w/combustible gas control. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/06. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 10pp. 60981:338-60981:347. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203200242 Requests approval of route for transport of spent research reactor 
fuel.Transportation route end. 

FLEMING,R. Michigan, Univ. of, Ann Arbor, Ml. 92/03/12. MACDONALD,C. Transpor¬ 
tation Branch. 2pp. 60998:359-60998:360. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203240253 Suppls 910610 & 28 applications for amends to Licenses DPR-29 & DPR- 
30,changing TS to add new vacuum breakers to HPCI sys.Util will test exhaust check 
valve 2301-45 during inservice insp & testing,per ASME Code,Section XI. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nuclear 
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9203270191 Forwards SE granting relief for reactor vessel head closure studs. 
BARRETT,R.J. Project Directorate IV-2. 92/03/20. KOVACH,T.J. Commonwealt 
Edison Co. 3pp. 61109:310-61109:315. 

--9203270196 Safety evaluation granting relief for reactor vessel head closure studs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 3pf 
61109:313-61109:315. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation fc 
920408 meeting at Region IIS headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nudes 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Ni 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 ( 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Errc 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/11 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203110161 Notification of contract execution,task order 31,to "Nuclear Power Reactc 
Operations,Mod & Maint Insp Services." Contractor:Parameter,Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1343-2. 92/02 
18. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411 
THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 60875:171-60875:177. 

-9203110172 Ltr contract NRC-02-89-027,authorizing commencement of work on tas 
order 31, “Svc Water Operational Insp - Quad Cities," under “Nuclear Power Reactc 
Operations,Mods & Maint Insp Svcs." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-2. 92/02 
12. LOFY.R.A. PARAMETER, Inc. 6pp. 60875:172-60875:177. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030254 Forwards insp repts 50-254/92-05 & 50-265/92-05 on 920127-31 & notic 
of violation.Response to violation should contain actions taken to prever 
recurrence,since violation is repeat violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/21. REED.C. Commonwealth Ediso 
Co. 2pp. 60754:293-60754:302. 

-9203030262 Notice of violation from insp on 920127-31.Violation noted: in absence c 
specified control devices.doors to high radiation areas not locked or controlled to pre 
vent unauthorized entry. 

GREGER.L.R. Region 3 (Post 820201). 92/02/21. Ip. 60754:295-60754:295. 

-9203030276 Insp repts 50-254/92-05 & 50-265/92-05 on 920127-31.One violatio 
noted.Major areas inspected:radiation protection program,including changes,exposur 
controls,training,plant tours,independent surveys & previous findings. 

PAUL.R.A., JANUSKA.A.G., SCHUMACHER,M.C. Region 3 (Post 820201). 92/02/2' 
7pp. 60754:296-60754:302. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2^ 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelin 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2! 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Ni 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/21 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capab 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2) 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotai 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0; 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0: 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120297 Ack receipt of util 920224 ltr re violation in insp repts 50-254/91-24 & 5< 
265/91-20.Corrective actions reviewed & to be examined in future insp. 
GREENMAN.E.G. Region 3 (Post 820201). 92/03/05. REED.C. Commonweall 
Edison Co. 2pp. 60925:299-60925:300. 

9203120187 Forwards insp repts 50-254/92-03 & 50-265/92-03 on 920105- 0218.N 
violations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/03/06. REED.C. Commonwealth Edison Ci 
2pp. 60930:105-60930:117. 

-9203120192 Insp repts 50-254/92-03 & 50-265/92-03 on 920105-0218.No violatior 
noted.Major areas inspected:monthly maint observation,monthly surveillanc 
observation,refueling activities,training effectiveness & rept review. 
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9203130070 Forwards safety insp repts 50-254/92-02 & 50-265/92-02 on 920203- 
13.No violations noted.Mgt involvement in & support of EOP program at facilities evi¬ 
dent. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 3pp. 60886:101-60886:121. 

-9203130076 Insp repts 50-254/92-02 & 50-265/92-02 on 920203-13.No violations 
noted.Major areas inspected:EOPs,implementation of BWR Owners Group emergency 
procedure guidelines & actions resolving weaknesses. 

RESCHESKE.P.R., LANGSTAFF.R.A., PHILLIPS.M.P. Region 3 (Post 820201). 92/03/ 
09. 18pp. 60886:104-60886:121. 

9203180191 Requests to defer scheduled ultrasonic examination of two Unit 2 welds 
during current refueling outage. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/03/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 61167:275-61167:278. 

9203180152 Discusses telcon on 920310 w/NRR re resolution of questions pertaining 
to relief request for inservice insp program. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/03/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60977:055-60977:056. 

9203200027 Forwards insp rept 50-265/91-22 on 920107-09,16,0302 & 12.No violations 
noted. 

RING.M.A. Region 3 (Post 820201). 92/03/17. REED.C. Commonwealth Edison Co. 
2pp. 60970:053-60970:059. 

-9203200035 Safety insp rept 50-265/91-22 on 920107-09,16,0302 & 12.No violations 
noted.Major areas inspected:ISI activities, including review of 
programs,procedures.observation of work activities & data review. 

WARD.K.D., JACOBSON,J.M. Region 3 (Post 820201). 92/03/17. 5pp. 60970:055- 
60970:059. 

9203240253 Suppls 910610 & 28 applications for amends to Licenses DPR-29 & DPR- 
30,changing TS to add new vacuum breakers to HPCl sys.Util will test exhaust check 
valve 2301-45 during inservice insp & testing,per ASME Code,Section XI. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 61099:354-61099:355. 

9203250322 Responds to NRC 920221 Itr re violations noted in Insp Repts 50-254/92- 
05 & 50-265/92-05.Corrective actions.-Radiation Occurrence Repts were initiated & in¬ 
vestigations completed for each identified incident. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/19. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61107:328-61107:330. 

9203260323 Forwards Safety Insp Repts 50-254/92-09 & 50-265/92-09 on 920224-27 
& 0311-12.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison 
Co. 2pp. 61165:084-61165:095. 

-9203260326 Safety Insp Repts 50-254/92-09 & 50-265/92-09 on 920224-27 & 0311- 
12.No violations noted.Major areas inspected:insp of licensee confirmatory measure¬ 
ments program including audits, QA & confirmatory measurements of in plant analy- 

JANUSKA.A.G., ORTH.S.K., SCHUMACHER,M.C. Region 3 (Post 820201). 92/03/20. 
10pp. 61165:086-61165:095. 


R. Periodic operating reports & related correspondence 

9203090400 “1991 Occupational Radiation Exposures,Quad Cities Nuclear Power Sta¬ 
tion.” W/920220 Itr. 

BAX.R.L. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 820201). 
2pp. 60868:053-60868:054. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160029 Monthly operating repts for Feb 1992 for Quad-Cities Nuclear Power 
Station,Units 1 & 2.W/920302 Itr. 

LOSEK-SHORT.C., KELLEY,D., TIETZ.G.C. Commonwealth Edison Co. 92/02/29. 
24pp. 60968:296-60968:319. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator. Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203170092 PNO-lll-92-012:on 920311 .coupled CRD removal to replace O-ring allowed 
leakage.Estimated 2,8000 gallons of water drained from reactor vessel.Control rod 
reinstalled & successfully unlatched from control blade. 

HSIA.A., CLAYTON,B. Region 3 (Post 820201). 92/03/13. Ip. 60989:309-60989:309. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203230311 LER 92-006-00:on 920128,unit operating w/mode switch in shutdown posi¬ 
tion w/no fuel in reactor vessel.On 920211, discovered that Temporary Procedure 
7270 not logged.Caused by procedure deficiency.Procedure changed.W/920318 Itr. 
RAY.C., BAX.R.L. Commonwealth Edison Co. 92/03/18. 6pp. 61085:197-61085:202. 


9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9203100027 Forwards public version of revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2 
to EPIP 1.1.2,rev 6 to EPIP index,rev 13 to EPIP 1.1,rev 21 to EPIP 1.2,rev 19 to EPIP 
1.3,rev 6 to EPIP 2.1 & rev 2 to EPIP 2.2. 

DENT.P.A. Wisconsin Electric Power Co. 91/12/26. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60873:261-60875:020. 

-9203100044 Revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2 to EPIP 1.1.2,rev 6 to 
index,rev 13 to EPIP 1.1,rev 21 to EPIP 1.2, rev 19 to EPIUP 1.3,rev 6 to EPIP 2.1 & 
rev 2 to EPIP 2.2. 

DENT.P.A. Wisconsin Electric Power Co. 91/12/26. 396pp. 60873:263-60875:020. 

9203060118 Forwards changes to rev 7, “Point Beach Nuclear Plant Security Plan.” 
Changes withheld. 

ZACH.J.J. Wisconsin Electric Power Co. 92/03/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60854:352-60854:353. 

9203190051 Forwards revised EPIPs.including Public version & Central Files version of 
Rev 9 to EPIP 3.4,Revs 2 to EPIP-22 & EPIP-25.Central Files version withheld. 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61090:241-61090:265. 

-9203200150 Revised EPIPs.including Rev 9 to EPIP 3.4 & Revs 2 to EPIP-22, “Plant 
Personnel Emergency Call List" & EPIP-25, “Wl Electric Headquarters Support Per¬ 
sonnel Emergency Call List.” Public version. 

* Wisconsin Electric Power Co. 92/03/12. 24pp. 61090:242-61090:265. 

9203190188 Forwards Rev 6 to plant security plan.Rev withheld. 

ZACH.J.J. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61060:316-61060:316. 


H. General correspondence 


9203120287 Requests any info on util proposal to use Pacific Sierra USC-24 cash at 
plant & answers to listed questions. 

SHILLINGLAW.T. Affiliation Not Assigned. 92/03/02. SAMWORTH.R.8. NRC - No De¬ 
tailed Affiliation Given. Ip. 60894:188-60894:188. 


I. Financial Information 


9203040334 Forwards “1992 Internal Cash Flow Projection for Point Beach Nuclear 
Plant” per 10CFR 140.21. 

REMMEL.J.G. Wisconsin Electric Power Co. 92/02/07. MURLEY.T.E. NRC - No De¬ 
tailed Affiliation Given. 2pp. 60823:001-60823:002. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9203300227 Forwards latest revs to Section 1.8 of FSAR .consisting of “QA Program." 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61198:311-61198:344. 

-9203300240 Updated section 1.8 of FSAR, “QA Program." 

* Wisconsin Electric Power Co. 92/03/23. 32pp. 61198:313-61198:344. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARflOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030300 Advises of implementation of all actions associated w/ Generic Ltr 89-13, 
“Svc Water Sys Problems Affecting Safety-Related Equipment." 

ZACH.J.J. Wisconsin Electric Power Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60801:121-60801:121. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 
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9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
reactor vessel Structural integrity, 10CFR50.54(f). 

PA'RTILOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203240072 Confirms plans to have mgt meeting on 920324 in Two Rivers, Wl to dis¬ 
cuss plant activities & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/16. ZACH.J.J. Wisconsin Electric 
Power Co. Ip. 61053:276-61053:276. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Rres at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Fl6w From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203040010 Ack receipt of 920205 Itr & check for $150,000 in payment for civil penal¬ 
ties imposed by NRC in 920110 Itr.Understands that closure time of MSIVs will be 
obtained during OP-13B performance when conducting shutdown. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/02. ZACH.J.J. Wisconsin 
Electric Power Co. Ip. 60767:022-60767:022. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130263 Responds to NRC 920214 Itr re violations noted in Insp Repts 50-266/92- 
04 & 50-301/92-04.Corrective actions:personnel performing post-maint testing coun¬ 
seled & rev being made to Design Guideline G02, “...Preparation of Installation....” 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60933:082-60933:084. 

9203260305 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-266/92-04 & 50-301 /92-04. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/20. ZACH.J.J. Wisconsin Electric 
Power Co. Ip. 61129:360-61129:360. 

9203300021 Forwards exam rept 50-266/OL-92-01 administered on 920225. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/23. ZACH.J.J. Wisconsin Electric 
Power Co. 2pp. 61110:116-61110:121. 

-9203300024 Initial retake operational exam rept 50-266/OL-92-01 on 920225.Exam 
results:one SRO failed operational section of exam. 

BAILEY,R.M., BURDICK,T.M. Region 3 (Post 820201). 92/03/19. 4pp. 61110:118- 
61110:121. 

9203310243 Discusses NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifica¬ 
tion - Evaluation of WOG Bounding Analysis." 

ZACH.J.J. Wisconsin Electric Power Co. 92/03/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61216:338-61216:340. 


R. Periodic operating reports & related correspondence 

9203030345 "Annual Results & Data Rept for 1991." W/920228 Itr. 

ZACH.J.J. Wisconsin Electric Power Co. 91/12/31. 133pp. 60856:168-60856:302. 

9203040191 “Point Beach Plant,Units 1 & 2 Semiannual Monitoring Rept, Jul-Dec 
1991." W/920228 Itr. 

ZACH.J.J. Wisconsin Electric Power Co. 91/12/31. 16pp. 60866:098-60866:113. 

9203090308 Monthly operating repts for Feb 1992 for Point Beach Nuclear Plant,Units 1 
& 2.W/920306 Itr. 

PETERSON,D.C., ZACH.J.J. Wisconsin Electric Power Co. 92/02/29. 9pp. 60883:141- 
60883:149. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MUR LEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 


-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203170316 NPDES noncompliance notification:on 920304,daily max total residual chlo¬ 
rine effluent limitation was exceeded. Investigation into incident commenced.Ltr outlin¬ 
ing results of investigation & corrective actions,if any,will be sent. 

ZACH.J.J. Wisconsin Electric Power Co. 92/03/06. Wisconsin, State of. Ip. 
60974:330-60974:330. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 91 lOIO.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203300021 Forwards exam rept 50-266/OL-92-01 administered on 920225. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/23. ZACH.J.J. Wisconsin Electric 
Power Co. 2pp. 61110:116-61110:121. 

-9203300024 Initial retake operational exam rept 50-266/OL-92-01 on 920225.Exam 
results:one SRO failed operational section of exam. 

BAILEY,R.M., BURDICK,T.M. Region 3 (Post 820201). 92/03/19. 4pp. 61110:118- 
61110:121. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


9111060210 Transmits detailed FOSAVEX-91 scenario for 1991 plant exercise of de- 
fueling emergency response plan (DERP). 

CRAWFORD,A.C. Public Service Co. of Colorado. 91/10/30. Document Control 
Branch (Document Control Desk). 2pp. 60999:300-60999:340. 

-9203240075 FOSAVEX-91 scenario for 1991 plant exercise of defueling emergency re¬ 
sponse plan. 

* Public Service Co. of Colorado. 91/11/20. 38pp. 60999:302-60999:340. 

9203030471 Advises that 911216 mods to ISFSI physical security plan acceptable in 
meeting requirements of 10CFR73.50.Paragraph 1.0 of physical security portion of 
safeguards App B to License SNM-2504 revised as reflected in end. 

CREED,J.R. Domestic SG & Regional Oversight Branch (Post 881218). 92/02/28. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 2pp. 60793:093-60793:094. 

9203090012 Authorizes implementation of facility emergency response plan when all 
fuel elements removed from facility reactor bldg.Plan must be revised to address long¬ 
term emergency response requirements & independent spent fuel storage. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. CRAWFORD,A.C. Public Service Co. 
of Colorado. 3pp. 60832:152-60832:154. 

9203170186 Revised Decommissioning Emergency Response Plan,governing emergen¬ 
cy preparedness for plan & ISFSI while plant is being decommissioned.W/920306 Itr. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/06. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 84pp. 
60982:198-60982:281. 

9203240167 Forwards Issue 3 of Section 6 of Defueling Emergency Response Plan 
(DERP) & Issues 3 of DERP Implementing Procedures,including DERP-EXP.DERP- 
FIELD.DERP-SURVEY & DERP-TSC. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/13. Document Control 
Branch (Document Control Desk), ip. 61161:007-61161:123. 

-9203240170 Issue 3 to defueling emergency response plan (DERP). 

* Public Service Co. of Colorado. 92/03/13. 21pp. 61161:008-61161:028. 

-9203240172 Defueling Emergency Response Plan (DERP) Implementing 
Procedures,including Issues 3 to DERP-EXP.DERP-FIELD, DERP-SURVEY & DERP- 
TSC 

* Public Service Co. of Colorado. 92/03/13. 95pp. 61161:029-61161:123. 

9203300145 Forwards safeguards insp rept 50-267/92-05 on 920225-28.No violations 
noted.Areas of concern included poor housekeeping in alarm station work areas & 
weakness in protected area detection aids.Details withheld (ref 10CFR73.21). 

BEACH,A.B. Region 4 (Post 820201). 92/03/24. CRAWFORD,A.C. Public Service Co. 
of Colorado. 4pp. 61199:301-61199:306. 

-9203300155 Partially withheld insp rept 50-267/92-05 on 920225-28 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security 
program including,mgt support & audits & protected & vital areas. 

MURRAY,B. Region 4 (Post 820201). 92/03/18. 2pp. 61199:304-61199:306. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 
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9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203300317 Notice of consideration of issuance of orders authorizing decommissioning 
of facility & termination of possession only license. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/06. 5pp. 61167:306-61167:310. 

9203170238 Discusses error identified on Table 9.5-2 of 920218 ltr. Corrected Table 
9.5-2 w/proper column titles encl.Values listed in subj colums expressed in mCis. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/10. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 3pp. 
60981:348-60981:350. 

9203250033 Forwards application for amend to License DPR-34,reflecting administrative 
changes to provide controls & limits appropriate for decommissioning. 

CRAWFORD,A.C. Public Service Co. of Colorado. 92/03/19. WEISS,S.H. Non-Power 
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 3pp. 
61107:145-61107:213. 

«9203250038 Application for amend to license DPR-34,revising TS to provide controls & 
limits appropriate for decommissioning. 

* Public Service Co. of Colorado. 92/03/19. 4pp. 61107:148-61107:154. 

"9203250042 Proposed tech specs re controls & limits appropriate for decommission¬ 
ing. 

* Public Service Co. of Colorado. 92/03/19. 59pp. 61107:155-61107:213. 

9203260182 Provides addl info re environ rept suppl for decommissioning as 
requested,per 911119 Itr.lnfo provided w/ltr demonstrates that environ impacts of 
planned decommissioning activities insignificant. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/20. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 62pp. 
61128:086-61128:147. 

9203300386 Notification of 920413 meeting w/util in Rockville,MD to discuss site re¬ 
lease criteria,guidance,closeout survey & sampling plans. 

ERICKSON,P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 901216). 92/03/25. WEISS,S.H. Non-Power Reactors, Decommissioning & Envi¬ 
ronmental Proj. Dir. (Post 901216). 5pp. 61164:046-61164:050. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational^ Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180020 Forwards insp repts 50-267/92-03 & 72-0009/92-03 on 920115- 0229.No 

violations or deviations noted 


-9203180022 Insp repts 50-267/92-03 & 72-0009/92-03 on 920115-0229.No violations 
or deviations noted.Major areas inspected: operational safety verification,monthly 
maint observations, bimonthly surveillance observations & ESF sys walkdown. 
CONSTABLE,G.L. Region 4 (Post 820201). 92/03/11. 10pp. 60935:005-60935:014. 

9203300145 Forwards safeguards insp rept 50-267/92-05 on 920225-28.No violations 
noted.Areas of concern included poor housekeeping in alarm station work areas & 
weakness in protected area detection aids.Details withheld (ref 10CFR73.21). 

BEACH,A.B. Region 4 (Post 820201). 92/03/24. CRAWFORD,A.C. Public Service Co. 
of Colorado. 4pp. 61199:301-61199:306. 

-9203300155 Partially withheld insp rept 50-267/92-05 on 920225-28 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security 
program including,mgt support & audits & protected & vital areas. 

MURRAY,B. Region 4 (Post 820201). 92/03/18. 2pp. 61199:304-61199:306. 


R. Periodic operating reports & related correspondence 

9203200053 Monthly operating rept for Feb 1992 for Fort St Vrain Unit 1.W/920313 ltr. 
BLOCK,M.L., WAREMBOURG.D.W. Public Service Co. of Colorado. 92/02/29. 9pp. 
61058:352-61058:360. 


S. Reportable occurrences, LERs & related correspondence 

9203190039 LER 92-002-00:on 920213 & 920216,reactor bldg integrity not 

maintained,per TS LCO 4.5.1 due to inadequate procedure & failure to follow 
procedure.Truck bay door opening procedure & permit as contained in G-4 revised.W/ 
920313 ltr. 

HOLMES,M.H., WAREMBOURG.D.W., HILL.J. Public Service Co. of Colorado. 92/03/ 
13. 8pp. 61085:066-61085:075. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203030471 Advises that 911216 mods to ISFSI physical security plan acceptable in 
meeting requirements of 10CFR73.50.Paragraph 1.0 of physical security portion of 
safeguards App B to License SNM-2504 revised as reflected in end. 

CREED,J.R. Domestic SG & Regional Oversight Branch (Post 881218). 92/02/28. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 2pp. 60793:093-60793:094. 

9203090012 Authorizes implementation of facility emergency response plan when all 
fuel elements removed from facility reactor bldg.Plan must be revised to address long¬ 
term emergency response requirements & independent spent fuel storage. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. CRAWFORD,A.C. Public Service Co. 
of Colorado. 3pp. 60832:152-60832:154. 

9203170186 Revised Decommissioning Emergency Response Plan,governing emergen¬ 
cy preparedness for plan & ISFSI while plant is being decommissioned.W/920306 ltr. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/06. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 84pp. 
60982:198-60982:281. 
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F. Security, medical, emergency & fire protection plans 

9203090289 Forwards public version of EPIPs,including revs 92-01 to vols B & C.W/ 
920304 release memo. 

HAMPTON,J.W. Duke Power Co. 92/02/10. Document Control Branch (Document 
Control Desk). 4pp. 60853:189-60853:263. 

-9203090299 Public version of EPIPs,including rev 92-01 to vols B & C. 

* Duke Power Co. 92/02/10. 38pp. 60853:192-60853:263. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE.W.E. Region 2 (Post 820201). 92/02/20. HAMPTON,J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

-9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
17.Violation noted.Major areas inspected:emergency preparedness,including review of 
programmatic elements, emergency plan/implementing procedures & facilities. 
SALYERS,G. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024-60845:037. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.” W/ 920306 ltr. 

HARRIS,R.E., TUCKER,H.B. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 

9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations," including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 ltr. 

TUCKER,H.B. Duke Power Co. 92/03/01.69pp. 61082:026-61082:094. 

9203240286 Forwards public version of Rev 92-01 to emergency plan & Rev 92-02 to to 
Vol B (EPIPs),consisting of Change 9 to CP/1/A/2002/04C,Change 8 to CP/2/A/ 
2002/04C & Change 6 to CP/3/A/2002/04C & revised station chemistry manual. 
HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 61068:229-61069:120. 

-9203240329 Public version of Rev 92-01 to emergency plan. 

BARRON.H.B. Duke Power Co. 92/03/02. 129pp. 61068:231-61069:120. 

9203310119 Informs that review of emergency response data sys implementation plan 
suhm'tted 91 02 Dro des basis o a ceDtab mo ementat o a ac' tv. 
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P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170466 Forwards resume of M Cabral da Silva of FURNAS of Brazil. Cabral da 
Silva would like to join Risk Evaluation Group for 6-month on-job-training starting on 
850513 to participate in review of Oconee PRA. 

KATO.W.Y. Brookhaven National Laboratory. 85/02/25. LAFLEUR.J.D. Office of Inter¬ 
national Programs (Pre 870413). Ip. 61213:142-61213:143. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.Info inadvertently omitted 
from 920131 cover ltr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 ltr concerning changes 
to plant topical rept, “QA Program." 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203050170 Forwards nonproprietary Calculation 32-1174827-04, “Leak Rate of Rolled 
Orifice Plugs," as follow-up to 920122 ltr providing addl info for repair of SG explosive 
plugs by use of Orifice Plugs interpretation of TS 4.17.5.f. 

TAYLOR,J.H. Babcock & Wilcox Co. 92/02/26. Document Control Branch (Document 
Control Desk). 7pp. 60852:107-60852:125. 

—9203050175 “Leak Rate of Rolled Orifice Plugs.” 

SCHAFER,B.W., COOK.S.C. Babcock & Wilcox Co. 32-1174827-04. 91/09/04. 12pp. 
60852:114-60852:125. 

9203030353 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 92-001 .revising TS 3.3.1 .Table 3.3-1, Functional Unit 6.b, “Boron Dilution Mitiga¬ 
tion Flux Doubling," in ref to Generic Ltr 85-05. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 17pp. 60820:101-60820:271. 

—8404270143 "Unmitigated Boron-Dilution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode," draft preliminary rept for comment. 
NASSERSHARIF.B., WING.J.E. Los Alamos National Laboratory. FIN A-7228. 84/04/ 
13. NRC - No Detailed Affiliation Given. 7pp. 60820:162-60820:168. 

—9203030398 "Unmitigated Boron-Dilution Events in Oconee-1,Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode.” 

NASSERSHARIF.B., WING.J.E. Los Alamos National Laboratory. 84/01/31. NRC - No 
Detailed Affiliation Given. 94pp. 60820:169-60820:271. 

9203090137 Forwards "Oconee 1 Cycle 14 Core Operating Limits Rept,” Revs 1 & 4, 
“Oconee 2 Cycle 12 Core Operating Limits Rept," Rev 2, “Oconee 2 Cycle 13 Core 
Operating Limits Rept,” Revs 0 & 1 & “Oconee 3 Cycle 13 Core Operating Limits...,” 
Rev 2. 

HAMPTON.J.W. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60862:238-60862:341. 

—9203090148 "Oconee 1 Cycle 14 Core Operating Limits Rept," Rev 4. 

* Duke Power Co. 91/11/26. 27pp. 60862:248-60862:274. 

—9203090152 “Oconee 2 Cycle 12 Core Operating Limits Rept,” Rev 2. 

PRESSLEY,H.B. Duke Power Co. 91/05/20. 8pp. 60862:275-60862:282. 

—9203090169 "Oconee 2 Cycle 13 Core Operating Limits Rept," Rev 0. 

* Duke Power Co. 91/10/17. 25pp. 60862:283-60862:307. 

—9203090171 "Oconee 2 Cycle 13 Core Operating Limits Rept,” Rev 1. 

* Duke Power Co. 91/11/20. 25pp. 60862:308-60862:332. 

—9203090175 "Oconee 3 Cycle 13 Core Operating Limits Rept," Rev 2. 

PRESSLEY,H.B. Duke Power Co. 91/05/16. 9pp. 60862:333-60862:341. 

9203090188 Forwards Rev 32 to Oconee “ODCM," Rev 33 to McGuire "ODCM,” Rev 
34 to Catawba “ODCM" & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

-9203090194 Rev 32 to Oconee Nuclear Station “ODCM." 

BARRON,H.B. Duke Power Co. 92/01/01. 66pp. 60895:297-60896:001. 

-9203090199 Rev 33 to McGuire Nuclear Station "ODCM." 

MCCONNELL,T.L. Duke Power Co. 92/01/01. 53pp. 60896:002-60896:054. 

-9203090207 Rev 34 to Catawba Nuclear Station “ODCM." 

MCCOLLUM,W.R. Duke Power Co. 92/01/01. 57pp. 60896:055-60896:111. 

—9203090210 Rev 35 to “ODCM" generic section. 

MCCONNELL,T.L., MCCOLLUM.W.R., BARRON,H.B. Duke Power Co. 92/03/01. 
13pp. 60896:112-60896:124. 

9203090346 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, changing 
TS re LOCA linear heat rate limit. "MK-B9 Spectrum LOCA LHR Limit Analyses for 
177-Fuel Assembly Lowered Loop Plants” encI.Rept withheld. 

HAMPTON.J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60882:212-60882:224. 


-9203090348 Proposed Tech Specs re LOCA linear heat rate limits. 

* Duke Power Co. 92/03/03. 10pp. 60882:215-60882:224. 

9203090351 Submits addl info re second 10-yr interval Request for Relief 92-04 to 
repair indication in weld 2-01A-5-22,per NRC request.Lengths on two segments on 
ealier RT film not measured. 

HAMPTON.J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). Ip. 60868:240-60868:240. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. 

9203160176 Forwards affidavit supporting proprietary classification of B&W Document 
86-1202153-00, "MK-B9 Spectrum LOCA LHR Limit Analyses for 177-Fuel Assembly 
Lowered Loop Plants." Document should be withheld (ref 10CFR2.790). 

TAYLOR,J.H. Babcock & Wilcox Co. 92/03/10. Document Control Branch (Document 
Control Desk). 7pp. 60968:222-60968:228. 

9203160260 Advises that based on review of util 890417 & 900404 responses to station 
blackout (SBO) rule 10CFR50.63,plant design does not conform w/SBO rule,guidance 
of reg guide 1.155 & NUMARC 87-00.SE & contractor rept SAIC-91/1264 end. 

WIENS,L.A. Project Directorate 11-3. 92/03/10. HAMPTON.J.W. Duke Power Co. 3pp. 
60932:247-60932:292. 

-9203170114 Safety evaluation concluding that plant does not conform w/ station black¬ 
out (SBO) rule & guidance of reg guide 1.155. Recommends that licensee reevaluate 
areas of concern identified in SE. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 15pp. 
60932:250-60932:264. 

-9201020371 Final “Technical Evaluation Rept - Oconee Nuclear Station, Station 
Blackout Evaluation." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/1264. 91/12/20. NRC - No Detailed Affiliation Given. 28pp. 
60932:265-60932:292. 

9203230194 Forwards proprietary info justifying adequacy of RETRAN-02 model for 
plant,per 920114 meeting w/NRC to resolve issues on subj & NRC SER for DPC-NE- 
3000, “Thermal-Hydraulic Transient Analysis Methodology." Enel withheld. 

TUCKER,H.B. Duke Power Co. 92/03/11. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 61102:252-61102:254. 

9203300140 Forwards response to NRC request for addl info re inservice testing pro¬ 
gram relief request & rev to previous submittal deleting portion of request for relief on 
accuracy of vibration amplitude measurements. 

HAMPTON.J.W. Duke Power Co. 92/03/19. Document Control Branch (Document 
Control Desk). 7pp. 61164:325-61164:331. 

9203310133 Informs that proprietary info will be withheld from B&W Nuclear Technol¬ 
ogies Technical Document 32-1174827-04, "Leak Rate of Rolled Orifice Plugs,” dtd 
910904,per 10CFR2.790(b). 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/25. TAYLOR,J.H. Babcock & Wilcox 
Co. 4pp. 61195:345-61195:348. 


Q. Inspection reports, IE Bulletins & correspondence 

9203100059 Ack receipt of 920206 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-30, 50-270/91-30 & 50-287/91-30 on 911126. 
HERDT.A.R. Region 2 (Post 820201). 92/02/13. HAMPTON.J.W. Duke Power Co. 
2pp. 60843:246-60843:247. 

9203030237 Informs that based on info presented during 920205 mgt meeeting in 
Region 2 ofc.NRC will conduct electrical distribution sys functional insp at plant begin¬ 
ning early spring of 1993.Meeting summary & handouts end. 

GIBSON,A.F. Region 3 (Post 820201). 92/02/14. HAMPTON.J.W. Duke Power Co. 
32pp. 60754:313-60754:344. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 
c j ear p| a nt Sit©s ** 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. HAMPTON.J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

-9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
l7.Violation noted.Major areas inspected:emergency preparedness,including review of 
programmatic elements, emergency plan/implementing procedures & facilities. 
SALYERS,G., RANKIN,W. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024- 
60845:037. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 
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9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203180112 Submits notice of delay of inspector access to plant during 920127 radi¬ 
ation protection insp 92-06.1nspector listed on current NRC site access list & waited 
approx 4.5 h to gain access into site.Review of matter requested. 

CLINE.W.E. Region 2 (Post 820201). 92/02/26. HAMPTON,J.W. Duke Power Co. 3pp. 
60936:077-60936:079. 

9203020183 Responds to NRC 920114 ltr re violations noted in Insp Repts 50-269/91- 
35,50-270/91-35 & 50-287/91-35.Corrective actions:vaives returned to procedurally 
designated status & training package issued to require review of events. 

HAMPTON,J.W. Duke Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 3pp. 60783:134-60783:136. 

9203100193 Notification of significant licensee meeting on 920313 w/SALP board mem¬ 
bers to discuss performance of facility during 900801-920201. 

BELISLE.G.A. Region 2 (Post 820201). 92/02/27. Region 2 (Post 820201). 4pp. 
60845:015-60845:018. 

9203180118 Forwards insp repts 50-269/92-03,50-270/92-03 & 50-287/92-03 on 
920105-0201 & notice of violation.Concerns indicate continued pattern of failure to 
meet procedural requirements & procedures. 

HERDT.A.R. Region 2 (Post 820201). 92/02/27. HAMPTON,J.W. Duke Power Co. 
3pp. 60936:096-60936:117. 

—9203180126 Notice of violation from insp on 920105-0201.Violation 

noted:documentation of fuel assemblies & component shuffle within spent fuel pool 
inadequate. 

* Region 2 (Post 820201). 92/02/27. 2pp. 60936:099-60936:100. 

-9203180136 Insp repts 50-269/92-03,50-270/92-03 & 50-287/92-02 on 920105- 
0201.Violations noted.Major areas inspected: operations.surveillance testing,maint 
activities,sys walkdown & insp of open items. 

HARMON,P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/02/26. 
17pp. 60936:101 -60936:117. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203230033 Ack receipt of 920218 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-31, 50-270/91-31 & 50-287/91-31. 

HERDT.A.R. Region 2 (Post 820201). 92/02/28. HAMPTON,J.W. Duke Power Co. 
3pp. 60984:053-60984:055. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180019 Forwards exam rept 50-269/92-300 administered during wk of 920120.Re- 
sults of generic fundamental exam section for last two exams provided. 

PEEBLES,T.A. Region 2 (Post 820201). 92/03/03. TUCKMAN.M.S. Duke Power Co. 
2pp. 60934:012-60934:347. 

—9203180034 Exam rept 50-269/92-300 administered during wk of 920120. Exam 
results:three senior reactor operators & two reactor operators passed exams.AII 
others failed. 

BALDWIN,R.S., CASTO.C.A. Region 2 (Post 820201). 92/02/28. 300pp. 60934:014- 
60934:277. 

-9203180049 Comments on reactor operator & senior reactor operator license written 
exams given on 920120. 

HAMPTON,J.W. Duke Power Co. 92/01/23. PEEBLES.T. Region 2 (Post 820201). 
70pp. 60934:278-60934:347. 

9203230010 Ack receipt of 920213 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-34, 50-270/91-34 & 50-287/91-34. 

HERDT.A.R. Region 2 (Post 820201). 92/03/03. HAMPTON,J.W. Duke Power Co. 
2pp. 60984:010-60984:011. 

9203090129 Forwards payment of civil penalty in amount of $125,000 imposed by NRC 
920203 order re degradation of DHR removal on 910907 & overpressurization of LPIS 
piping on 910919-20. 

TUCKER,H.B. Duke Power Co. 92/03/04. Ofc of Enforcement (Post 870413). Ip. 
60852:339-60852:356. 

—9203090132 Responds to 920203 notice of violation & proposed imposition of civil 
penalty identified in Insp Rept 50-269/91-32.Corrective actions:DHR capability rees¬ 
tablished & LPI temp reduced to 120 F. 

HAMPTON,J.W. Duke Power Co. 92/03/03. Ofc of Enforcement (Post 870413). 17pp. 
60852:340-60852:356. 

9203180155 Forwards insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 
920127-31.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/04. HAMPTON,J.W. Duke Power Co. 
3pp. 60936:210-60936:226. 

-9203180159 Insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 920127-31 .No 
violations noted.Major areas inspected: observation of automated ultrasonic exams of 
reactor vessel & evaluation of exam data. 

COLEY,J.L., BLAKE,J.J. Region 2 (Post 820201). 92/03/02. 14pp. 60936:213- 
60936:226. 


9203180125 Forwards insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 
920127-31.Violations noted but not cited. 

CLINE,W.E. Region 2 (Post 820201). 92/03/06. HAMPTON,J.W. Duke Power Co. 3pp. 
60936:131-60936:143. 

-9203180129 Insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 920127- 
SI.Violations noted but not cited.Major areas inspected:occupationai exposures during 
extended outages. 

SHORTRIDGE.R.B., TESTA.E.D., POTTER,J.P. Region 2 (Post 820201). 92/03/02. 
10pp. 60936:134-60936:143. 

9203180024 Forwards insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 
920210-14. No violations or deviations noted. 

JULIAN.C.A. Region 2 (Post 820201). 92/03/09. HAMPTON,J.W. Duke Power Co. 
4pp. 60935:033-60935:041. 

-9203180027 Insp repts 50-269/92-07.50-270/92-07 & 50-287/92-07 on 920210-14.No 
violations noted.Major areas inspected:snubber surveillance program,reactor bldg sec¬ 
ondary shield wall tendon surveillance program & previously inspected items. 
LENAHAN.J.J., BLAKE,J.J. Region 2 (Post 820201). 92/03/06. 4pp. 60935:037- 
60935:041. 


9203200005 Forwards revised response to violation 91-34-01 from insp repts 50-269/ 
91-34,50-0270/91-34 & 50-287/91-34.Corrective actions:resetting RPS & procedure 
changes to control rod drive sys. 

HAMPTON.J.W. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 3pp. 61056:354-61056:356. 

9203170084 Ack receipt of 920304 ltr & payment for civil payment proposed by 920203 
NRC ltr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/13. HAMPTON.J.W. Duke 
Power Co. Ip. 60924:090-60924:090. 

9203230257 Responds to NRC 920220 ltr re violations noted in Insp Repts 50-269/92- 
02,50-270/92-02 & 50-287/92-02.Corrective actions: operations clerical support per¬ 
sonnel counseled re need to update controlled documents per distribution ltr. 
HAMPTON.J.W. Duke Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 3pp. 61077:281-61077:283. 

9203260162 Advises that response to NRC Bulletin 89-00l.suppl 2, “Failure of Westing- 
house SG Tube Mechanical Plugs,” acceptable. 

WIENS,L.A. Project Directorate 11-3. 92/03/20. HAMPTON.J.W. Duke Power Co. 4pp. 
61093:151-61093:154. 


R. Periodic operating reports & related correspondence 


9203030058 "1991 Semi-Annual Radioactive Effluent Release Report" for Jul-Dec 
1991.W/920227 ltr. 

HAMPTON.J.W. Duke Power Co. 91/12/31. 64pp. 60796:115-60796:178. 

9203030074 “1991 Oconee Nuclear Station Personnel Monitoring Report” W/920226 
ltr. 

HAMPTON.J.W. Duke Power Co. 91/12/31. 6pp. 60802:020-60802:025. 

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 

9203230232 Forwards revised “1991 Oconee Nuclear Station Personnel Monitoring 
Rept," correcting error in computer codes used to compile dose distribution data for 
five work groups & address used in initial submittal of rept. 

HAMPTON.J.W. Duke Power Co. 92/03/12. Office of Nuclear Regulatory Research, 
Director (Pre 860720). 2pp. 61077:207-61077:213. 

-9203230235 Revised “1991 Oconee Nuclear Station Personnel Monitoring Rept." 

* Duke Power Co. 91/12/31. 5pp. 61077:209-61077:213. 

9203170244 Forwards monthly operating rept for Feb 1992 for Oconee Nuclear Station 
& revised monthly operating rept for Jan 1992. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60982:040-60982:057. 

-9203170048 Monthly operating repts for Feb 1992 for Oconee Nuclear Station. 
WILLIAMS,R.A. Duke Power Co. 92/02/29. 15pp. 60982:042-60982:056. 

-9203170262 Revised monthly operating rept for Jan 1992 for Oconee Nuclear Station. 

* Duke Power Co. 92/01/31. Ip. 60982:057-60982:057. 


S. Reportable occurrences, LERs 8c related correspondence 


9203110116 LER 92-002-00:from 920129,Keowee Hydro Unit 1 failed to start during at¬ 
tempt to supply power to grid.On 920213 & 20, relay X failed to reset.Caused by 
equipment failure.Operator counseled & failure will be investigated.W/920305 ltr. 
BENESOLE.S.G., HAMPTON.J.W. Duke Power Co. 92/03/05. 10pp. 60948:249- 
60948:258. 


9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnei in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notificatiomon 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 
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V. Operator Examinations 

9203160104 Notification of contract execution.mod 1 to task order 132, “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60919:287-60919:289. 

-*9203160096 Ltr contract NRC-03-89-031 .mod 1 increasing negotiated task order ceil¬ 
ing to task order 132, “Operator Licensing Exams, Oconee Nuclear Power Plant.” 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
28. PETERSEN,LR. Sonalysts, Inc. 2pp. 60919:288-60919:289. 

9203180019 Forwards exam rept 50-269/92-300 administered during wk of 920120.Re¬ 
sults of generic fundamental exam section for last two exams provided. 

PEEBLES.T.A. Region 2 (Post 820201). 92/03/03. TUCKMAN.M.S. Duke Power Co. 
2pp. 60934:012-60934:347. 

-9203160034 Exam rept 50-269/92-300 administered during wk of 920120. Exam 
results:three senior reactor operators & two reactor operators passed exams.AII 
others failed. 

BALDWIN,R.S., CASTO.C.A. Region 2 (Post 820201). 92/02/28. 300pp. 60934:014- 
60934:277. 

-9203180049 Comments on reactor operator & senior reactor operator license written 
exams given on 920120. 

HAMPTON,J.W. Duke Power Co. 92/01/23. PEEBLES,T. Region 2 (Post 820201). 
70pp. 60934:278-60934:347. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 

9203090289 Forwards public version of EPIPs.including revs 92-01 to vols B & C.W/ 
920304 release memo. 

HAMPTON,J.W. Duke Power Co. 92/02/10. Document Control Branch (Document 
Control Desk). 4pp. 60853:189-60853:263. 

-9203090299 Public version of EPIPs.including rev 92-01 to vols B & C. 

* Duke Power Co. 92/02/10. 38pp. 60853:192-60853:263. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. HAMPTON,J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

-9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
17.Violation noted.Major areas inspected.emergency preparedness,including review of 
programmatic elements, emergency plan/implementing procedures & facilities. 
SALYERS,G. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024-60845:037. 

9203120260 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.” W/ 920306 ltr. 

HARRIS,R.E., TUCKER,H.B. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 

9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations," including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 ltr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203240286 Forwards public version of Rev 92-01 to emergency plan & Rev 92-02 to to 
Vol B (EPIPs).consisting of Change 9 to CP/1/A/2002/04C,Change 8 to CP/2/A/ 
2002/04C & Change 6 to CP/3/A/2002/04C & revised station chemistry manual. 
HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 61068:229-61069:120. 

-9203240329 Public version of Rev 92-01 to emergency plan. 

BARRON.H.B. Duke Power Co. 92/03/02. 129pp. 61068:231-61069:120. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170466 Forwards resume of M Cabral da Silva of FURNAS of Brazil. Cabral da 
Silva would like to join Risk Evaluation Group for 6-month on-job-training starting on 
850513 to participate in review of Oconee PRA. 

KATO.W.Y. Brookhaven National Laboratory. 85/02/25. LAFLEUR.J.D. Office of Inter¬ 
national Programs (Pre 870413). Ip. 61213:142-61213:143. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARU.OW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat- 
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9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover ltr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 ltr concerning changes 
to plant topical rept, “QA Program.” 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203050170 Forwards nonproprietary Calculation 32-1174827-04, “Leak Rate of Rolled 
Orifice Plugs," as follow-up to 920122 ltr providing addl info for repair of SG explosive 
plugs by use of Orifice Plugs interpretation of TS 4.17.5.f. 

TAYLOR,J.H. Babcock & Wilcox Co. 92/02/26. Document Control Branch (Document 
Control Desk). 7pp. 60852:107-60852:125. 

9203090137 Forwards “Oconee 1 Cycle 14 Core Operating Limits Rept,” Revs 1 & 4, 
“Oconee 2 Cycle 12 Core Operating Limits Rept," Rev 2, "Oconee 2 Cycle 13 Core 
Operating Limits Rept,” Revs 0 & 1 & “Oconee 3 Cycle 13 Core Operating Limits...," 
Rev 2. 

HAMPTON,J.W. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60862:238-60862:341. 

-9203090152 “Oconee 2 Cycle 12 Core Operating Limits Rept,” Rev 2. 

PRESSLEY,H.B. Duke Power Co. 91 /05/20. 8pp. 60862:275-60862:282. 

—9203090169 “Oconee 2 Cycle 13 Core Operating Limits Rept,” Rev 0. 

* Duke Power Co. 91/10/17. 25pp. 60862:283-60862:307. 

-9203090171 “Oconee 2 Cycle 13 Core Operating Limits Rept,” Rev 1. 

* Duke Power Co. 91/11/20. 25pp. 60862:308-60862:332. 

9203090188 Forwards Rev 32 to Oconee “ODCM,” Rev 33 to McGuire “ODCM,” Rev 
34 to Catawba “ODCM” & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

-9203090194 Rev 32 to Oconee Nuclear Station “ODCM.” 

BARRON.H.B. Duke Power Co. 92/01/01. 66pp. 60895:297-60896:001. 

-9203090210 Rev 35 to “ODCM" generic section. 

MCCONNELL,T.L, MCCOLLUM,W.R., BARRON.H.B. Duke Power Co. 92/03/01. 
13pp. 60896:112-60896:124. 

9203090346 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, changing 
TS re LOCA linear heat rate limit. “MK-B9 Spectrum LOCA LHR Limit Analyses for 
177-Fuel Assembly Lowered Loop Plants” encI.Rept withheld. 

HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60882:212-60882:224. 

-9203090348 Proposed Tech Specs re LOCA linear heat rate limits. 

* Duke Power Co. 92/03/03. 10pp. 60882:215-60882:224. 

9203090351 Submits addl info re second 10-yr interval Request for Relief 92-04 to 
repair indication in weld 2-01A-5-22,per NRC request.Lengths on two segments on 
ealier RT film not measured. 

HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). Ip. 60868:240-60868:240. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180189 Discusses OTSG tube plugging & repair.Repair of tubes completed on 
920209. 

HAMPTON.J.W. Duke Power Co. 92/03/09. Document Control Branch (Document 
Control Desk). Ip. 60977:036-60977:036. 

9203160176 Forwards affidavit supporting proprietary classification of B&W Document 
86-1202153-00, “MK-B9 Spectrum LOCA LHR Limit Analyses for 177-Fuel Assembly 
Lowered Loop Plants." Document should be withheld (ref 10CFR2.790). 

TAYLOR,J.H. Babcock & Wilcox Co. 92/03/10. Document Control Branch (Document 
Control Desk). 7pp. 60968:222-60968:228. 

9203160260 Advises that based on review of util 890417 & 900404 responses to station 
blackout (SBO) rule 10CFR50.63,plant design does not conform w/SBO rule,guidance 
of reg guide 1.155 & NUMARC 87-00.SE & contractor rept SAIC-91/1264 encl. 
WIENS.L.A. Project Directorate 11-3. 92/03/10. HAMPTON.J.W. Duke Power Co. 3pp. 
60932:247-60932:292. 

-9203170114 Safety evaluation concluding that plant does not conform w/station black¬ 
out (SBO) rule & guidance of reg guide 1.155. Recommends that licensee reevaluate 
areas of concern identified in SE. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 15pp. 
60932:250-60932:264. 

-9201020371 Final “Technical Evaluation Rept - Oconee Nuclear Station, Station 
Blackout Evaluation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/1264. 91/12/20. NRC - No Detailed Affiliation Given. 28pp. 
60932:265-60932:292. 

9203230194 Forwards proprietary info justifying adequacy of RETRAN-02 model for 
plant,per 920114 meeting w/NRC to resolve issues on subj & NRC SER for DPC-NE- 
3000, “Thermal-Hydraulic Transient Analysis Methodology." Encl withheld. 

TUCKER,H.B. Duke Power Co. 92/03/11. Document Control Branch (Document Con- 
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9203300140 Forwards response to NRC request for addl info re inservice testing pro¬ 
gram relief request & rev to previous submittal deleting portion of request for relief on 
accuracy of vibration amplitude measurements. 

HAMPTON,J.W. Duke Power Co. 92/03/19. Document Control Branch (Document 
Control Desk). 7pp. 61164:325-61164:331. 

9203310133 Informs that proprietary info will be withheld from B&W Nuclear Technol¬ 
ogies Technical Document 32-1174827-04, “Leak Rate of Rolled Orifice Plugs,” dtd 
910904,per 10CFR2.790(b). 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/25. TAYLOR,J.H. Babcock & Wilcox 
Co. 4pp. 61195:345-61195:348. 


Q. Inspection reports, IE Bulletins & correspondence 

9203100059 Ack receipt of 920206 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-30, 50-270/91-30 & 50-287/91-30 on 911126. 
HERDT.A.R. Region 2 (Post 820201). 92/02/13. HAMPTON,J.W. Duke Power Co. 
2pp. 60843:246-60843:247. 

9203030237 Informs that based on info presented during 920205 mgt meeeting in 
Region 2 ofc.NRC will conduct electrical distribution sys functional insp at plant begin¬ 
ning early spring of 1993.Meeting summary & handouts end. 

GIBSON,A.F. Region 3 (Post 820201). 92/02/14. HAMPTON,J.W. Duke Power Co. 
32pp. 60754:313-60754:344. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. HAMPTON,J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

*•9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

-9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
17.Violation noted.Major areas inspected:emergency preparedness,including review of 
programmatic elements, emergency plan/implementing procedures & facilities. 
SALYERS.G., RANKIN,W. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024- 
60845:037. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203180112 Submits notice of delay of inspector access to plant during 920127 radi¬ 
ation protection insp 92-06.lnspector listed on current NRC site access list & waited 
approx 4.5 h to gain access into site.Review of matter requested. 

CLINE,W.E. Region 2 (Post 820201). 92/02/26. HAMPTON,J.W. Duke Power Co. 3pp. 
60936:077-60936:079. 

9203020183 Responds to NRC 920114 Itr re violations noted in Insp Repts 50-269/91- 
35,50-270/91-35 & 50-287/91 -35.Corrective actions:valves returned to procedurally 
designated status & training package issued to'require review of events. 
HAMPTON.J.W. Duke Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 3pp. 60783:134-60783:136. 

9203100193 Notification of significant licensee meeting on 920313 w/SALP board mem¬ 
bers to discuss performance of facility during 900801-920201. 

BELISLE.G.A. Region 2 (Post 820201). 92/02/27. Region 2 (Post 820201). 4pp. 
60845:015-60845:018. 

9203180118 Forwards insp repts 50-269/92-03,50-270/92-03 & 50-287/92-03 on 
920105-0201 & notice of violation.Concerns indicate continued pattern of failure to 
meet procedural requirements & procedures. 

HERDT.A.R. Region 2 (Post 820201). 92/02/27. HAMPTON.J.W. Duke Power Co. 
3pp. 60936:096-60936:117. 

—9203180126 Notice of violation from insp on 920105-0201 .Violation 
noted:documentation of fuel assemblies & component shuffle within spent fuel pool 
inadequate. 

* Region 2 (Post 820201). 92/02/27. 2pp. 60936:099-60936:100. 

-9203180136 Insp repts 50-269/92-03,50-270/92-03 & 50-287/92-02 on 920105- 
0201.Violations noted.Major areas inspected: operations,surveillance testing,maint 
activities,sys walkdown & insp of open items. 

HARMON,P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/02/26. 
17pp. 60936:101 -60936:117. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9203230033 Ack receipt of 920218 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-31, 50-270/91-31 & 50-287/91-31. 

HERDT.A.R. Region 2 (Post 820201). 92/02/28. HAMPTON,J.W. Duke Power Co. 
3pp. 60984:053-60984:055. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203120120 Forwards Relief Request 92-05,requesting relief from ASME Boiler & Pres¬ 
sure Vessel Code Section XI for Unit 2 Core Flood pressure retaining tie-in welds due 
to impracticality of inservice insp.W/one oversize drawing. 

HAMPTON.J.W. Duke Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 7pp. 60949:308-60949:314. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

RO.SSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203230010 Ack receipt of 920213 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-34, 50-270/91-34 & 50-287/91-34. 

HERDT.A.R. Region 2 (Post 820201). 92/03/03. HAMPTON.J.W. Duke Power Co. 
2pp. 60984:010-60984:011. 

9203180155 Forwards insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 
920127-31. No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/04. HAMPTON.J.W. Duke Power Co. 
3pp. 60936:210-60936:226. 

-9203180159 Insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 920127-31.No 
violations noted.Major areas inspected: observation of automated ultrasonic exams of 
reactor vessel & evaluation of exam data. 

COLEY,J.L., BLAKE,J.J.' Region 2 (Post 820201). 92/03/02. 14pp. 60936:213- 
60936:226. 

9203180125 Forwards insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 
920127-31 .Violations noted but not cited. 

CLINE,W.E. Region 2 (Post 820201). 92/03/06. HAMPTON.J.W. Duke Power Co. 3pp. 
60936:131-60936:143. 

-9203180129 Insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 920127- 
SI.Violations noted but not cited.Major areas inspected:occupational exposures during 
extended outages. 

SHORTRIDGE.R.B., TESTA,E.D., POTTER,J.P. Region 2 (Post 820201). 92/03/02. 
10pp. 60936:134-60936:143. 

9203180024 Forwards insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 
920210-14.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/09. HAMPTON,J.W. Duke Power Co. 
4pp. 60935:033-60935:041. 

-9203180027 Insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 920210-14.No 
violations noted.Major areas inspected:snubber surveillance program,reactor bldg sec¬ 
ondary shield wall tendon surveillance program & previously inspected items. 
LENAHAN.J.J., BLAKE,J.J. Region 2 (Post 820201). 92/03/06. 4pp. 60935:037- 
60935:041. 

9203160299 Notification of contract execution,mod 1 to task order 28,to “Shutdown 
Risk & Outage Mat Insp - Oconee 2,” to “Nuclear Power Reactor Operations,Mods & 
Maint Insp Svc.” Contractor: Parameter.lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-2. 92/03/12. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 60932:334- 
60932:338. 

-9203160301 Ltr contract NRC-03-89-027 awarding mod l.task order 28, “Shutdown 
Risk & Outage Mgt Insp - Oconee 2,” to “Nuclear Power Reactor Operations Mods & 
Maint Insp Svcs.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-2. 92/02/ 
18. LOFY.R.A. PARAMETER, Inc. 4pp. 60932:335-60932:338. 

9203200005 Forwards revised response to violation 91-34-01 from insp repts 50-269/ 
91-34,50-0270/91-34 & 50-287/91 -34.Corrective actions:resetting RPS & procedure 
changes to control rod drive sys. 

HAMPTON.J.W. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 3pp. 61056:354-61056:356. 

9203230257 Responds to NRC 920220 Itr re violations noted in Insp Repts 50-269/92- 
02,50-270/92-02 & 50-287/92-02.Corrective actions: operations clerical support per¬ 
sonnel counseled re need to update controlled documents per distribution Itr. 
HAMPTON.J.W. Duke Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 3pp. 61077:281-61077:283. 

9203260162 Advises that response to NRC Bulletin 89-001,suppl 2, “Failure of Westing- 
house SG Tube Mechanical Plugs,” acceptable. 

WIENS,L.A. Project Directorate 11-3. 92/03/20. HAMPTON.J.W. Duke Power Co. 4pp. 
61093:151-61093:154. 


R. Periodic operating reports & related correspondence 


9203030058 “1991 Semi-Annual Radioactive Effluent Release Report” for Jul-Dec 
1991.W/920227 Itr. 

HAMPTON,J.W. Duke Power Co. 91/12/31. 64pp. 60796:115-60796:178. 

9203Q30074 “1991 Oconee Nuclear Station Personnel Monitoring Report." W/920226 
Itr. 

HAMPTON,J.W. Duke Power Co. 91/12/31. 6pp. 60802:020-60802:025. 

92Q3020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 
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9203230232 Forwards revised “1991 Oconee Nuclear Station Personnel Monitoring 
Rept," correcting error in computer codes used to compile dose distribution data for 
five work groups & address used in initial submittal of rept. 

HAMPTON,J.W. Duke Power Co. 92/03/12. Office of Nuclear Regulatory Research, 
Director (Pre 860720). 2pp. 61077:207-61077:213. 

—9203230235 Revised “1991 Oconee Nuclear Station Personnel Monitoring Rept" 

* Duke Power Co. 91/12/31. 5pp. 61077:209-61077:213. 

9203170244 Forwards monthly operating rept for Feb 1992 for Oconee Nuclear Station 
& revised monthly operating rept for Jan 1992. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60982:040-60982:057. 

-9203170048 Monthly operating repts for Feb 1992 for Oconee Nuclear Station. 
WILLIAMS,R.A. Duke Power Co. 92/02/29. 15pp. 60982:042-60982:056. 

-9203170262 Revised monthly operating rept for Jan 1992 for Oconee Nuclear Station. 

* Duke Power Co. 92/01/31. Ip. 60982:057-60982:057. 


S. Reportable occurrences, LERs & related correspondence 

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 

9203270300 LER 92-001-01 :on 920122,fire barrier discovered breached w/o compensa¬ 
tory action per TS.Addl breaches discovered in 920206-21 insp.Caused by mgt defi¬ 
ciency & inadequate training.Breaches repaired & training revised.W/920319 Itr. 
BENESOLE.S.G., HAMPTON,J.W. Duke Power Co. 92/03/19. 7pp. 61224:352- 
61224:358. 


V. Operator Examinations 

9203160104 Notification of contract execution.mod 1 to task order 132, “Technical As¬ 
sistance to Support Licensing Activities." ContractonSonalysts.Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60919:287-60919:289. 

-9203160096 Ltr contract NRC-03-89-031 ,mod 1 increasing negotiated task order ceil¬ 
ing to task order 132, “Operator Licensing Exams, Oconee Nuclear Power Plant.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
28. PETERSEN,LR. Sonalysts, Inc. 2pp. 60919:288-60919:289. 
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F. Security, medical, emergency & fire protection plans 

9108200138 Forwards util objectives for annual emergency preparedness exercise 
scheduled for 911106. 

TREMBLAY,L.A. Vermont Yankee Nuclear Power Corp. 91/08/07. Document Control 
Branch (Document Control Desk). 8pp. 60980:023-60980:030. 

9203040290 Change 103 to EPIPs.incorporating Dept Instruction (Dl) Dl 92-02 into Rev 
12 of OP 3501,01 92-03 into Rev 24 of OP 3502 & Dl 92-04 into Rev 26 of OP 3503 
to clarify timely implementation of Emergency Response Data Sys. 

# Yankee Atomic Electric Co. 92/02/20. 10pp. 60840:111-60840:120. 

9203050082 Forwards Rev 21 to Physical Security Plan.Rev withheld (ref 10CFR73.21). 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 92/02/26. Document Control 
Branch (Document Control Desk). 1 p. 60852:088-60852:088. 

9203090182 Change 104 to EPlPs,including Rev 24 to OP 3504, “Emergency Communi¬ 
cations" & Rev 6 to OP 3511, “Off-Site Protective Action Recommendations." 

* Yankee Atomic Electric Co. 92/03/06. 63pp. 60895:231-60895:294. 

9203300033 Forwards insp rept 50-271 /92-04 on 920211-0306 & notice of 
violation.Safe.plant operations observed.On-shift expertise remains apparent weak¬ 
ness. 

LINVJLLE.J.C. Region 1 (Post 820201). 92/03/17. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 61110:217-61110:236. 

-9203300040 Insp rept 50-271/92-04 on 920211-0306.Violation noted.Major areas 
inspected:plant operations,radiological controls,maint & surveillance,emergency 
preparedness.security,engineering & technical support & safety assessment. 

ROGGE,J.F. Region 1 (Post 820201). 92/03/12.16pp. 61110:221-61110:236. 


J. Insurance & Indemnity Information 

9203230252 Advises that listed property insurance coverage currently maintained for fa¬ 
cility in Vernon,VT,per 10CFR50.54(w)(2). 

WIGGETT.B.W. Vermont Yankee Nuclear Power Corp. 92/03/19. Document Control 
Branch (Document Control Desk). Ip. 61069:338-61069:338. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 


9203030229 Advises that rev 21 to QA program YOQAP-1-A acceptable & satisfies cri¬ 
teria of app B of 10CFR50. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/02/05. MURPHY.W.P. Vermom 
Yankee Nuclear Power Corp. 4pp. 60754:345-60754:348. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powei 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090177 Forwards request for addl info to complete review of proposed tech spec 
change to surveillance & calibration requirements in TS table 4.2.2. 

SEARS.P.M. Project Directorate 1-3. 92/03/03. TREMBLAY,L.A. Vermont Yankee Nu¬ 
clear Power Corp. 4pp. 60853:183-60853:186. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution oi 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natura 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Powe 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203230177 Advises that util has implemented 10CFR73.56 including all elements o 
RG 5.66. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 92/03/16. Document Contro 
Branch (Document Control Desk). Ip. 61082:346-61082:346. 

9203310210 Informs that based on 920318 meeting w/NRC in Rockville,MD all out 
standing issues in ref to RELAP5YA application for plant LOCA analysis appear to b« 
resolved.Util intends to revise YAEC Rept 1547 to include suppl info,per 860627 Itr 
TREMBLAY,L.A. Vermont Yankee Nuclear Power Corp. 92/03/26. Document Contro 
Branch (Document Control Desk). 3pp. 61206:047-61206:049. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Erro 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203020130 Ack receipt of 920117 Itr informing NRC of steps taken to correct violation; 
noted in Insp Rept 50-271/91-26.Actions will be examined during future insp of li 
censed program. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/20. MURPHY.W.P. Vermont Yanke< 
Nuclear Power Corp. 4pp. 60766:180-60766:188. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203040074 Notification of significant licensee meeting 92-03 w/util on 920304 to dis 
cuss insp rept 50-271/91-81 (licensed operator requalification training program). 
ROGGE,J.F. Region 1 (Post 820201). 92/02/26. Region 1 (Post 820201). 3pp 
60767:156-60767:158. 

9203100160 Notification of significant licensee meeting 92-27 Rev 1, w/util on 92030- 
to discuss insp rept 50-271/91-81 re licensed operator requalification training pro 
gram. 

ROGGE,J.F. Region 1 (Post 820201). 92/02/27. Region 1 (Post 820201). 3pp 
60844:281-60844:283. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotar 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0S 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120273 Ack receipt of util 920226 Itr re insp rept 50-271 /91-13, informing of coi 
rective & preventive actions to be examined in future insp. 

DURR.J.P. Region 1 (Post 820201). 92/03/04. MURPHY.W.P. Vermont Yankee Ni 
clear Power Corp. 2pp. 60925:284-60925:292. 
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9203160123 Discusses review of RELAP5/MOD 3 computer code error associated w/ 
conservation of energy equation as applied to facility,per Suppl 1 to NRC Info Notice 
92-002 & NRC verbal request. 

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 92/03/06. Document Control 
Branch (Document Control Desk). 2pp. 60968:282-60968:283. 

9203200163 Forwards requalification program evaluation & exam rept 50-271/92-03OL 
on 920210-14.Evaluation conducted per NUREG-1021, “Operator Licensing Examiner 
Stds," rev 6. 

HODGES,M.W. Region 1 (Post 820201). 92/03/13. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 60970:270-60970:302. 

-9203200171 Requalification program evaluation & exam 50-271/92-03OL on 920210- 
14.Exam results:a!l four ROs & eight SROs passed all portions of exam. 

HANSELL.S., CONTE,R.J., BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/12. 
30pp. 60970:273-60970:302. 

9203300033 Forwards insp rept 50-271/92-04 on 920211-0306 & notice of 
violation.Safe,plant operations observed.On-shift expertise remains apparent weak¬ 
ness. 

LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 61110:217-61110:236. 

—9203300036 Notice of violation from insp on 920211-0306.Violation noted:shift supervi¬ 
sor failed to effectively implement requirements of administrative procedure requiring 
identification of HPCI sys in degraded status. 

* Region 1 (Post 820201). 92/03/17. Ip. 61110:220-61110:220. 

—9203300040 Insp rept 50-271/92-04 on 920211-0306.Violation noted.Major areas 
inspected:plant operations,radiological controls,maint & surveillance,emergency 
preparedness,security,engineering & technical support & safety assessment. 

ROGGE,J.F. Region 1 (Post 820201). 92/03/12. 16pp. 61110:221-61110:236. 

9203300113 Informs that commitments listed in confirmatory action Itr CAL-1-91-07 met 
re unsatisfactory licensed operator requalification training program satisfactorily met. 
MARTIN,T.T. Region 1 (Post 820201). 92/03/19. MURPHY,W.P. Vermont Yankee Nu¬ 
clear Power Corp. 4pp. 61111:060-61111:096. 


R. Periodic operating reports & related correspondence 

9203040019 “Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters 
1991 Jul-Dec 1991 ” W/920228 Itr 

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 132pp. 60848:224- 
60848:356. 

9203040071 “1991 Annual Operating Report." W/920228 Itr. 

TREMBLAY.L.A. Vermont Yankee Nuclear Power Corp. 91/12/31. 22pp. 60813:111- 
60813:132. 

9203040339 “Personnel & Man-Rem by Work & Duty Function Final End of Yr Rept for 
1991." W/920228 Itr. 

TREMBLAY.L.A. Vermont Yankee Nuclear Power Corp. 91/12/31. 3pp. 60813:181- 
60813:183. 

9203090341 “1991 Personnel Monitoring Rept.” W/920228 Itr. 

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 2pp. 60883:138- 
60883:139. 

9203060369 Forwards fitness for duty program data for Jul-Dec 1991. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 92/02/27. Document Control 
Branch (Document Control Desk). 4pp. 60840:337-60840:340. 

9203130203 Monthly operating rept for Feb 1992 for Vermont Yankee Nuclear Power 
Station.W/920310 Itr. 

WALLIN,G.A., MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 92/02/29. 6pp. 
60933:282-60933:287. 


S. Reportable occurrences, LERs & related correspondence 

9203020015 Responds to nonconformances noted in insp re Part 21 rept filed by 
util.Corrective actions:training session conducted & documented re requirements of 
Rev 6 to QCP-22 covering notifications from util customers. 

SEGAN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. 4pp. 60767:234-60767:245. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 

9203240250 LER 92-004-00:on 920220,high pressure coolant sys inoperable due to 
degradation of station battery bus voltage.Caused by failed battery charger 
component.Battery charger removed from svc & replaced w/spare charger.W/920320 
Itr. 

REID.D.A. Vermont Yankee Nuclear Power Corp. 92/03/20. 4pp. 61120:238- 
61120:241. 


V. Operator Examinations 

9203030264 Forwards evaluation results re licensed operator requalification exam jointly 
administered to license holders during wk of 920210. 

MERVINE.M.L. Vermont Yankee Nuclear Power Corp. 92/02/21. HANSELL.S. Region 
1 (Post 820201). 4pp. 60819:045-60819:048. 

9203040074 Notification of significant licensee meeting 92-03 w/util on 920304 to dis¬ 
cuss insp rept 50-271/91-81 (licensed operator requalification training program). 
ROGGE,J.F. Region 1 (Post 820201). 92/02/26. Region 1 (Post 820201). 3pp. 
60767:156-60767:158. 

9203030443 Notification of contract execution,mod 1 task order 128,to “Reactor Opera¬ 
tor Licensing Exams,Yankee Power Plant." Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60793:088- 
60793:089. 


-9203030444 Ltr contract NRC-03-89-031 .mod 1 to task order 128,providing incremen¬ 
tal funding to, “Reactor Operator Licensing Exams, Vermont Yankee Power Plant.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60793:089-60793:089. 

9203100160 Notification of significant licensee meeting 92-27 Rev 1, w/util on 920304 
to discuss insp rept 50-271/91-81 re licensed operator requalification training pro¬ 
gram. 

ROGGE,J.F. Region 1 (Post 820201). 92/02/27. Region 1 (Post 820201). 3pp. 
60844:281-60844:283. 

9203200069 Forwards revised operator licensing exam schedule,per Generic Ltrs 91-12 
& 89-03. 

MERVIN.M.L. Vermont Yankee Nuclear Power Corp. 92/03/12. GALLO,R.M. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 61062:323-61062:324. 

9203200163 Forwards requalification program evaluation & exam rept 50-271 /92-03OL 
on 920210-14.Evaluation conducted per NUREG-1021, “Operator Licensing Examiner 
Stds,” rev 6. 

HODGES,M.W. Region 1 (Post 820201). 92/03/13. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 60970:270-60970:302. 

-9203200171 Requalification program evaluation & exam 50-271/92-03OL on 920210- 
14.Exam results:all four ROs & eight SROs passed all portions of exam. 

HANSELL.S., CONTE,R.J., BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/12. 
30pp. 60970:273-60970:302. 

9203300113 Informs that commitments listed in confirmatory action Itr CAL-1-91-07 met 
re unsatisfactory licensed operator requalification training program satisfactorily met. 
MARTIN,T.T. Region 1 (Post 820201). 92/03/19. MURPHY,W.P. Vermont Yankee Nu¬ 
clear Power Corp. 4pp. 61111:060-61111:096. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 
911229-920208.No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 

-9203100203 Insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 911229- 
920208.Eight unresolved items noted.Major areas inspected:operations,radiological 
controls,maint & surveillance testing & emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203300004 Submits results of review of ERDS implementation plan for 
facilities,submitted via 911028 Itr.implementation plan acceptable.Telephone lines 
scheduled to be installed in Mar 1992 not Fall 1992 as stated in util schedule. 

MILLER,C.L. Project Directorate 1-2. 92/03/19. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61164:344-61164:348. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99 
for period of 900801-911228.While some deficiencies identified,plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

-9203310107 Initial SALP repts 50-272/90-99,50-311/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203190026 Notification of significant licensee meeting 92-21 w/util on 920212 to intro¬ 
duce util president to NRC. 

WHITE,J.R. Region 1 (Post 820201). 92/02/11. Region 1 (Post 820201). 2pp. 
60959:156-60959:157. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020237 Notification of 920318 meeting w/util in Rockville,MD to discuss develop¬ 
ment of integrated schedule program at plant. 

STONE,J.C. Project Directorate 1-2. 92/02/27. MILLER,C.L. Project Directorate 1-2. 
4pp. 60755:219-60755:222. 

9203100109 Informs that safety evaluation of postulated accident of ammonium hydrox¬ 
ide storage tank on control room habitability complete.Safety evaluation concludes 
that there is no impact on control room habitability. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/02/28. Document 
Control Branch (Document Control Desk). 5pp. 60899:308-60899:312. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to ail holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 
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P r °P osecl rules re nuclear generating plant decommissioning. 
CHILTON,R. New Jersey, State of. 92/03/06. NASH.D. Office of Nuclear Reactor 
Regulation, Director (Post 870411). DELANY.F. Public Service Electric & Gas Co. of 
New Jersey. HARLACHER.M.I. Atlantic City Electric Co. 7pp. 60997:352-60997:358. 


9203250083 Discusses Natl Marine Fisheries Svc “Biological Opinion,” recommenda¬ 
tions re potential reduction of incidental take of sea turtles.Description of program to 
address subj issues end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 92/03/16. Doc¬ 
ument Control Branch (Document Control Desk). 3pp. 61107:343-61107:345. 


9203260190 Forwards response to recommendations & questions identified in NRC 
safety evaluation of util responses to station blackout rule.lnfo covers station blackout 
duration, condensate inventory of DHR & reactor coolant inventory. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/03/19. Document 
Control Branch (Document Control Desk). 9pp. 61129:279-61129:333. 


—9203270164 Rev 1 to “Estimated Frequency of Loss of Off-Site Power due to Ex¬ 
tremely Severe Weather & Severe Weather for Salem & Hope Creek Generating Sta¬ 
tions.” 

* Halliburton Co. NUS-5175 ROl. 92/03/31. 48pp. 61129:289-61129:333. 


9203260298 Advises that carpeting,tested for flame spread characteristics in accord¬ 
ance w/requirements of ASTM E-648/ NFPA 253 as detailed in util 920127 Itr suitable 
for installation in control rooms at plant. 

STONE,J.C. Project Directorate 1-2. 92/03/23. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 61115:101-61115:104. 


R. Periodic operating reports & related correspondence 


9203020214 “Salem Generating Station Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991.” W/920226 Itr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 63pp. 
60766:199-60766:261. 


9203100095 Annual rept,1991,of personnel receiving exposures greater than 100 mrem/ 
yr & associated man rem exposures according to work & job function.W/920228 Itr. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 13pp. 
60897:341-60897:353. 

9203200358 Monthly operating rept for Feb 1992 for Salem,Unit 1. W/920312 Itr. 
SHEDLOCK.M., * Public Service Electric & Gas Co. of New Jersey. 92/02/29. 10pp. 
61108:155-61108:165. 


S. Reportable occurrences, LERs & related correspondence 


9203090042 LER 92-005-00:on 920130,2 ESF actuation signals occurred due to loss of 
power to RMS channels.Caused by breaker tripping. Investigation of cause 
continuing.Five RMS sys affected restored to service by resetting ESF functions.W/ 
920302 Itr. 

POLLACK,M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/ 
03/02. 5pp. 60871:225-60871:229. 


Q. inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

92021 10056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202270404 Responds to 911218 Itr to Secretary of Energy referred to NRC on 
920113,requesting response to questions & concerns raised in 911106 Itr from WM 
Fraenkel re SALP repts for plants. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/18. ZIMMER,D. 
House of Rep. 10pp. 60931:086-60931:095. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 
911229-920208.No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 

-9203100203 Insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 911229- 
920208.Eight unresolved items noted.Major areas inspected:operations,radiological 
controls,maint & surveillance testing & emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203300027 Discusses safety insp repts 50-272/90-22 & 50-311/90-22 on 900816- 
1001.Util has not provided sufficient basis for withdrawing violation & therefore,NRC 
has decided not to withdraw violation.Response requested within 45 days. 

HEHL.C.W. Region 1 (Post 820201). 92/03/17. MILTENBURGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 61110:122-61110:125. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99 
for period of 900801-911228.While some deficiencies identified.plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

-9203310107 Initial SALP repts 50-272/90-99,50-311/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275. 

-9203310110 Initial SALP rept 50-354/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/27. 25pp. 61126:276-61126:300. 


9203090051 LER 92-004-00:on 920203,incorrect dectectors discovered in R46 RMS 
channels.lnvestigation of cause continues.Channels installed in 1983 w/incorrect 
identification.Correct dectectors installed or ordered.W/920302 Itr. 

POLLACK,M.J., VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/ 
03/02. 6pp. 60871:236-60871:241. 

9203160114 Forwards amends to discharge confirmation repts,Cases 91-09-16-1058-24 
re HCGS sodium hypochlorite spill, 91-09-23-0949-26 re HCGS diesel fuel spill at 
warehouse & 91 -10-05-0455-05 re HCGS ammonium bisulfate discharge. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/05. New 
Jersey, State of. 15pp. 60969:232-60969:246. 

9203200042 Special rept 92-1 :on 920223,fire barriers found impaired for greater than 
seven days.Caused by equipment failure.Fire door will be replaced upon receipt of 
new door. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/12. Document 
Control Branch (Document Control Desk). 4pp. 61056:340-61056:343. 

9203270169 Suppl to 920305 NPDES noncompliance notification re discharge of oil 
contaminated water at laydown yard.Approx 135 cubic ft of soil & gravel removed 
from discharge area & placed into drums.No lab data collected for discharge. 
THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/19. 
JENNUS.D.C. New Jersey, State of. 4pp. 61166:081-61166:084. 

9203310131 NPDES noncompliance notificatiomon 920227.discharge of two gallons of 
Number 2 fuel oil from gas turbine to ground occurred.Personnel applied absorbent to 
affected area to collect matl.Remediation plan being developed. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/24. 10pp. 
61205:182-61205:191. 


V. Operator Examinations 


9203090055 Forwards results w/other matls of 920205 generic fundamentals exam sec¬ 
tion of written operator licensing exam for facility employees.W/o end. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. ORTICELLE.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 60833:021 -60833:022. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220- 
920210.No violations or deficiencies noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60753:072-60753:081. 

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola¬ 
tions noted.Major areas inspecteddicensee submittal of rev 13 to EPIP EPG-1, “Acci¬ 
dent Classification & Emergency Plan Activation.” 

MCQUEEN,A.D., REESE,J.H. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075- 
60753:081. 

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola¬ 
tions noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 4pp. 60753:155-60753:167. 

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations 
noted.Major areas inspected:portions of emergency preparedness program,including 
operational status & onsite followup of repts. 

MCQUEEN,A.D., REESE,J.H. Region 5 (Post 820201). 92/02/14. 9pp. 60753:159- 
60753:167. 

9203250189 Forwards public version of Rev 3,Change 12 to Corporate Emergency Re¬ 
sponse Plan (CERP) & revised CERP Implementing Procedures,including Rev 11 to 
I.I.Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 

GISCLON.J.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61191:003-61191:181. 

-9203250191 Public version of Rev 3,Change 12 to “Corporate Emergency Response 
Plan.” 

SKINNER,S.T. Pacific Gas & Electric Co. 92/02/25. 62pp. 61191:008-61191:070. 
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-9203250198 Revised Corporate Emergency Response Plan Implementing 
Procedures,including Rev 11 to 1.1,Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to 
3.6,Rev 4 to 3.7,Rev 8 to 4.1,Rev 6 to 4.2,Rev 12 to 4.3 & Rev 5 to 4.4 public version. 
* Pacific Gas & Electric Co. 92/02/25. 100pp. 61191:071-61191:181. 

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice 
of violation.EncIs withheld (ref 10CFR73.21). 

SCARANO.R.A. Region 5 (Post 820201). 92/03/16. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 61115:355-61115:357. 

9203200417 Informs that based on review,licensee ERDS implementation plan submit¬ 
ted 911025 provides basis for acceptable implementation of ERDS at facility. 

ROOD.H. Project Directorate V. 92/03/19. SHIFFER.J.D. Pacific Gas & Electric Co. 
3pp. 61060:231-61060:233. 


I. Financial Information 


9203310246 “PGE Annual Rept - 1991." W/920325 Itr. 

LOCKE,R.F. Pacific Gas & Electric Co. 91/12/31. 49pp. 61218:001-61218:053. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040178 Provides updated schedules for implementation of 23 pending safety signif¬ 
icant human engineering discrepancies.Licensee will advise of any schedule revisions. 
RUEGER.G.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60848:357-60848:357. 

9203100022 Discusses 911122 meeting concerning incident in which supervisor acted 
inappropriately toward another employee during meeting on compliance w/reg guide 
1.97.Written response requested within 30 days. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/04. RUEGER.G.M. Pacific Gas & 
Electric Co. 2pp. 60843:132-60843:133. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160159 Forwards PTS info update,per 860117 submittal.lnforms that calculations 
w/current data & revised methodology demonstrate that projected ref temp PTS for 
units remain below screening criterion for both 20 & 32 EFPY. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 12pp. 60968:234-60968:245. 

9203180373 Informs that response to generic Itr 89-13, "Svc Water Sys Problems Af¬ 
fecting Safety-Related Equipment,” acceptable. 

ROOD.H. Project Directorate V. 92/03/11. RUEGER.G.M. Pacific Gas & Electric Co. 
3pp. 60971:041 -60971:043. 

9203310307 Summary of 911218 meeting w/util in Rockville,MD re RG 1.97 issues ap¬ 
plicable to facility. 

ROOD.H. Project Directorate V. 92/03/11. Project Directorate V. 25pp. 61195:263- 
61195:285. 

9203230334 Forwards nonproprietary WCAP-13038 & proprietary WCAP-13039, “Tech¬ 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for...." Proprietary WCAP-13039 withheld (ref 10CFR2.790). 
RUEGER.G.M. Pacific Gas & Electric Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:219-61093:325. 

—9203230341 Requests that proprietary WCAP-13039, “Technical Justification for Elimi¬ 
nating Large Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon 
Units 1 & 2 Nuclear Power Plants” be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/01/24. MURLEY.T. Document Control 
Branch (Document Control Desk). 11pp. 61093:221-61093:231. 

—9203230343 Nonproprietary “Technical Justification for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Diablo Canyon Units 1 & 2 Nuclear Power 
Plants." 

SCHMERTZ.J.C., BHOWMICK.D.C., ADAMONIS.D.C. Westinghouse Electric Corp. 
WCAP-13038. 91/11/30. 95pp. 61093:232-61093:325. 

9203230362 Notification of 920325 meeting w/util in Rockville,MD to discuss station 
blackout issues at facility. 

ROOD.H. Project Directorate V. 92/03/16. QUAY.T.R. Project Directorate V. 4pp. 
61057:237-61057:240. 

9203230378 Notification of 920326 meeting w/util in Rockville,MD to discuss testing of 
6th diesel generator at facility. 

ROOD.H. Project Directorate V. 92/03/16. QUAY.T.R. Project Directorate V. 4pp. 
61057:185-61057:188. 

9203240027 Notification of 920402 meeting w/licensee in San Luis Obispo,CA to dis¬ 
cuss current plant activities & to update previous mgt meeting discussions. 
ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/16. Region 5 (Post 820201). 3pp. 
61052:358-61052:360. 


9203230080 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130 ’Essential SWS Failures at Multi-Unit Sites,’ per 
10CFR50.54(f).” 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu¬ 
ment Control Desk). 16pp. 61103:319-61103:334. 

9203270291 Summary of 920225 meeting w/util in Rockville,MD re analysis by util to 
resolve long-term seismic program confirmatory item. 

ROOD.H. Project Directorate V. 92/03/19. Project Directorate V. 38pp. 61121:058- 
61121:095. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220- 
920210.No violations or deficiencies noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60753:072-60753:081. 

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola¬ 
tions noted.Major areas inspected:licensee submittal of rev 13 to EPIP EPG-1, “Acci¬ 
dent Classification & Emergency Plan Activation.” 

MCQUEEN,A.D., REESE,J.H. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075- 
60753:081. 

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola¬ 
tions noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 4pp. 60753:155-60753:167. 

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations 
noted.Major areas inspected:portions of emergency preparedness program,including 
operational status & onsite followup of repts. 

MCQUEEN,A.D., REESE,J.H. Region 5 (Post 820201). 92/02/14. 9pp. 60753:159- 
60753:167. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Powor Pldnt Sites 11 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060054 Forwards insp repts 50-275/92-04 & 50-323/92-04 on 920203- 07.No vio¬ 
lations noted. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60803:221-60803:233. 

-9203060059 Insp repts 50-275/92-04 & 50-323/92-04 on 920203-07.No violations 
noted.Major areas inspected:radwaste sys, radiological environ monitoring,solid rad- 
waste mgt & transportation of radioactive matls. 

CILLIS.M., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 10pp. 60803:224- 
60803:233. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. or New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203170138 Forwards insp repts 50-275/92-01 & 50-323/92-01 on 920101- 0203 & 
notice of violation. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/28. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 60924:244-60924:261. 

-9203170145 Notice of violation from insp on 920101-0203.Violation noted:one of two 
reactor cavity sump wide range level channels inoperable in modes 2 & 3 for period 
greater than seven days. 

* Region 5 (Post 820201). 92/02/28. Ip. 60924:247-60924:247. 

-9203170153 Insp repts 50-275/92-01 & 50-323/92-01 on 920101-0203. Violations 
noted.Major areas inspected:plant operations, maint & surveillance activities,followup 
of onsite events, open items & LERs. 

MORRILL,P.J. Region 5 (Post 820201). 92/02/28. 14pp. 60924:248-60924:261. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 
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9203200297 Confirms on behalf of Northern California Power Agency (NCPA) that 
NCPA withdraws 901119 request that Commission take enforcement action based on 
util response to notice of violation issued by Commission on 900614. 

MCDIARMID.R.C. Spiegel & McDiarmid. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 61252:334-61252:335. 

9203260178 Forwards rept of staff insp of safety-related power generator supplied to 
plant by Peebles Electric Machines,for info & use. 

ROOD.H. Project Directorate V. 92/03/11. RUEGER.G.M. Pacific Gas & Electric Co. 
3pp. 61093:100-61093:150. 

9203240020 Forwards synopsis of investigation of insp rept 50-275/91-03 concerning 
discovery of pipe support stud glued in place inside unit containment. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/12. RUEGER,G.M. Pacific Gas & 
Electric Co. 3pp. 61052:352-61052:354. 

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice 
of violation.Encis withheld (ref 10CFR73.21). 

SCARANO.R.A. Region 5 (Post 820201). 92/03/16. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 61115:355-61115:357. 

9203250163 Forwards NDE Relief Requests NDE-008 & NDE-009 for Units 1 & 2,re¬ 
spectively & Relief Requests 10,11 & 12 since conformance w/certain ISI require¬ 
ments of ASME Section IX impractical. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu¬ 
ment Control Desk). 54pp. 61189:213-61189:266. 


R. Periodic operating reports & related correspondence 

9203040276 “Diablo Canyon Power Plant Semi-Annual Radioactive Effluent Release 
Rept," for Jul-Dec 1991 .W/920226 Itr. 1 

GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 60pp. 60822:290-60822:351. 

9203090187 “Annual Tabulation of Personnel Exposure to Radiation for 1991 Calendar 
Yr.” W/920302 Itr. 

GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 6pp. 60862:210-60862:215. 

9203170354 Monthly operating repts for Feb 1992 for Diablo Canyon,Units 1 & 2.W/ 
920313 Itr. 

HELETE.D., TOWNSEND,J.D. Pacific Gas & Electric Co. 92/02/29. 11pp. 60983:269- 
60983:279. 


S. Reportable occurrences, LERs & related correspondence 

9203270032 LER 91-019-00:on 920219,containment fan cooler sys backdraft dampers 
found stuck in open position.Problem may have existed since 910327.Caused by im¬ 
proper maint.Procedure will be developed for backdraft damper maint.W/920320 itr. 
HUG.M.T., RUEGER.G.M. Pacific Gas & Electric Co. 92/03/20. 13pp. 61224:290- 
61224:302. 
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F. Security, medical, emergency & fire protection plans 

9203030317 Forwards copy of completed survey & data point library ref file for use in 
implementation of specific Emergency Response Data Sys interface & data base,in 
response to NRC 900605 Itr. 

BECK.G.J. Philadelphia Electric Co. 92/02/19. Document Control Branch (Document 
Control Desk). 200pp. 60797:228-60798:118. 

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola¬ 
tion noted but not cited. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 60844:151-60844:172. 

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations 
noted but not cited.Major areas inspected: operational safety.radiation 
protection,physical security, control room activities,licensee events. 

DOERFLEIN,L.T. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172. 

9203190126 Advises that NRC in process of conducting operational safeguards re¬ 
sponse evaluations (OSRE) at plant during wk of 920413-16.Program will evaluate 
readiness of licensee onsite security forces to respond to external threat. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/10. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 60959:345-60959:348. 

9203270129 Advises that Emergency Response Data Sys Implementation Plan in util 
911206 Itr acceptable.Requests clarification on plan for telephone line installation by 
AT&T described in Generic Ltr 91-14.Notes need for coordination w/Halliburton Corp. 
MILLER,C.L. Project Directorate 1-2. 92/03/19. BECK.G.J. Philadelphia Electric Co. 
5pp. 61166:076-61166:080. 


H. General correspondence 

9202200182 Responds to 920121 Itr forwarding constituent inquiry re problems in ob¬ 
taining results of Sept 1991 appeal to PECO re denial of unescorted access to 
facility.On 920128, PECO informed NRC that decision to be made in near future. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/12. MIKULSKI.B.A. 
Senate. Ip. 60979:302-60979:310. 

-9202200195 Responds to 910911 Itr requesting NRC assistance in assuring fairness in 
licensee handling of appeal of its decision to deny access to plant.Discussions re 
case held w/PECO personnel on 911030-31.PECO will convey decision when made. 
MCKEE.P.F. Reactor Safeguards Branch. 91/11/13. SMIDT.F. Affiliation Not As¬ 
signed. Ip. 60979:303-60979:303. 

-9202200198 Forwards correspondence from constituent,F Smidt re matter concerning 
agency.Requests review & written response. 

MIKULSKI,B.A. Senate. 92/01/21. RATHBUN.D. Office of Congressional Affairs (Post 

Qiii-m inn Rno7Q <»na-finQ7f> nin 


J. Insurance & indemnity information 


9203190340 Submits property insurance coverage available for facility. Insurance inf 
required to be reported to NRC on Apr of each yr. 

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Documer 
Control Desk). 2pp. 61060:318-61060:319. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses < 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidai 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powe 
plants & holders of CPs for nuclear power plants re consideration of valve mispos 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolida 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020144 Responds to NRC 911216 request for addl info re nuclear review boar 
chairman & shift supervisors including rationale for maintaining mix of degreed & nor 
degreed shift managers. 

SMITH,D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Documer 
Control Desk). 5pp. 60789:305-60789:309. 

9203020161 Forwards revs to two previously approved Relief Requests GPRR-1 r 
measurement of vibration amplitude displacement quarterly & GPRR-2 re measure 
ment of bearing temp annually per inservice testing program. 

BECK.G.J. Philadelphia Electric Co. 92/02/20. Document Control Branch (Documer 
Control Desk). 6pp. 60792:079-60792:084. 

9203020141 Forwards responses to Generic Ltr 88-14, “Instrument Air Supply Sys Prot 
lems Affecting Safety-Related Equipment.” 

BECK.G.J. Philadelphia Electric Co. 92/02/24. Document Control Branch (Documer 
Control Desk). 13pp. 60767:221-60767:233. 

9203040213 Provides comments on util 910805 & 911004 responses to generic Itr 8i 
10,suppl 3, “Consideration of NRC Sponsored Tests of MOVs.” Licensee should pe 
form evaluation of actuator ratings. 

SHEA.J.W. Project Directorate 1-2. 92/02/25. BECK.G.J. Pennsylvania, Commor 
wealth of. 4pp. 60799:155-60799:158. 

9203050226 Forwards amends 166 & 170 to licenses DPR-44 & DPR-56, respectively 
safety evaluation.Amends revise Tech Spec definition of surveillance frequency. 
SHEA.J.W. Project Directorate 1-2. 92/02/25. BECK.G.J. Philadelphia Electric Co. 4p| 
60839:179-60839:194. 

-9203050232 Amends 166 & 170 to licenses DPR-44 & DPR-56,respectively, revisir 
Tech Spec definition of surveillance frequency. 

MILLER,C.L. Project Directorate 1-2. 92/02/25. 4pp. 60839:183-60839:190. 

-9203050235 Safety evaluation supporting amends 166 & 170 to licenses DPR-44 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 4pi 
60839:191-60839:194. 

9203060104 Ack receipt of 920220 Itr responding to NRC concerns re plans to modil 
staffing of nuclear review board & facility shift manager positions.NRC concerns o 
both issues satisfied. 

MILLER,C.L Project Directorate 1-2. 92/03/03. SMITH,D. Philadelphia Electric C< 
3pp. 60839:107-60839:109. 

9203240083 Notification of significant licensee meeting 92-35 w/util on 920313 to di: 
cuss integrated performance assessment team exit. 

DOERFLEIN.lt. Region 1 (Post 820201). 92/03/05. Region 1 (Post 820201). 3pi 
61053:314-61053:316. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution < 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natur, 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolida 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const pe 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Pow< 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolida 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130185 Notification of 920318 meeting w/util in Rockville,MD to discuss m 
issues 

CLARK,R.J. Project Directorate 1-2. 92/03/09. MILLER.C.L. Project Directorate I- 
4pp. 60911:341 -60911:344. 

9203190224 Notification of relocation of forthcoming meeting w/util in Rockville,MD c 
920318 to discuss mgt issues. 

CLARK, R.J. Project Directorate 1-2. 92/03/12. MURLEY.T., MIRAGLIA.F 

RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 60971:248-60971:252. 

9203240092 Notification of significant licensee meeting 92-40 w/util on 920317 to di 
cuss various facility issues. 

DOERFLEIN,L.T. Region 1 (Post 820201). 92/03/12. Region 1 (Post 820201). 3p 
61053:328-61053:330. 

9203230120 Suppls 891228 response to Generic Ltr 89-10, “Safety-Related Motor O 
erated Valve Testing & Surveillance.” Program for delineating criteria for selectir 
valves to be tested & describing selection of test conditions end. 

HELWIG.D.R. Philadelphia Electric Co. 92/03/16. Document Control Branch (Doc 

nuint r.nntrnl rtaeH linn filOftO-91 7.A1 OttO O01 
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Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203040034 Ack receipt of 920124 Itr responding to 911127 Itr re failure to perform 
adequate initial & independent verification of emergency svc water valve position. 
BLOUGH.A.R. Region 1 (Post 820201). 92/02/25. MILLER,D.B. Philadelphia Electric 
Co. 3pp. 60767:054-60767:062. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203030435 Notification of contract execution,task order 30,to “Nuclear Power Reactor 
Operations,Mod & Maint Insp Svcs.” Contractor:Parameter,Inc. 

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-2. 92/02/28. SCHWINK.W.S. Planning, Program & Management Support Branch 
(Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 60773:099- 
60773:106. 

->9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 30, "Integrated Performance Assessment Team Insp - Peach Bottom,” under 
contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/14. 
LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola¬ 
tion noted but not cited. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 60844:151-60844:172. 

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations 
noted but not cited.Major areas inspected: operational safety,radiation 
protection,physical security, control room activities,licensee events. 

DOERFLEIN.L.T. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/ 
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain¬ 
ment leak rate testing. 

DURR.J.P. Region 1 (Post 820201). 92/03/03. SMITH,D.M. Philadelphia Electric Co. 
4pp. 60845:197-60845:206. 

-9203100253 Insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on 
920210-14.Major areas inspected:followup of previously identified items. 
CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201- 
60845:206. 

9203160055 Forwards insp repts 50-277/92-05 & 50-278/92-05 on 920127- 31.No vio¬ 
lation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/05. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 60911:074-60911:085. 

-9203160058 Insp repts 50-277/92-05 & 50-278/92-05 on 920127-31.No violations 
noted.Major areas inspected:review procedures & implementation of maint work order 
& clearance & tagging programs. 

FINKEL.A., BLUMBERG.N.J. Region 1 (Post 820201). 92/03/03. 9pp. 60911:077- 
60911:085. 

9203170120 Forwards exam repts 50-277/92-01OL,50-278/92-01OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01 OL,50-278/92-01 OL.50-352/92-02OL & 50- 
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS,J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 


9203300226 Submits clarification of second interval inservice insp program relief 
requests,submitted via util 901115 Itr. Updates attributed to use of improved exam 
equipment, advances in NDE technology & selection of components. 

BECK.G.J. Philadelphia Electric Co. 92/03/19. Document Control Branch (Document 
Control Desk). 33pp. 61207:264-61207:291. 

9203300264 Provides response to violations & proposed imposition of civil penalties 
noted in Insp Repts 50-277/91-33 & 50-278/91 -33.Corrective actions:Unit 3 MSRV re¬ 
moved & replaced during eighth refueling outage. 

SMITH.D.M. Philadelphia Electric Co. 92/03/20. Document Control Branch (Document 
Control Desk). 11 pp. 61199:314-61199:324. 


R. Periodic operating reports & related correspondence 


9203030322 Fowards Semi-Annual Effluent Release Rept 32 for Jul-Dec 1991. 
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 60820:326-60820:340. 

-9203030325 “Peach Bottom Atomic Power Station Semi-Annual Effluent Release Rept 
for Jul-Dec 1991.” 

* Philadelphia Electric Co. 91/12/31. 14pp. 60820:327-60820:340. 

9203030389 Forwards “1991 Occupational Exposure Rept” & revised tables for 
1988,1989 & 1990 & actual TLD dose rates for occupational exposure repts. 
MILLER.D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60802:141-60802:146. 

-9203030394 “Standard Format for Reporting Number of Personnel & Man-Rem by 
Work & Job Function for the Period Jan-Dec 1991." 

* Philadelphia Electric Co. 91/12/31. 2pp. 60802:142-60802:143. 

-9203030402 Revised “Annual Whole Body Exposure for 1990." 

* Philadelphia Electric Co. 90/12/31. Ip. 60802:144-60802:144. 

-9203030407 Revised “Annual Whole Body Exposure for 1989." 

* Philadelphia Electric Co. 89/12/31. Ip. 60802:145-60802:145. 

-9203030416 Revised “Annual Whole Body Exposure for 1988." 

* Philadelphia Electric Co. 88/12/31. Ip. 60802:146-60802:146. 

9203060263 Forwards annual progress rept for implementation of control room 
enhancements,per NUREG-0737,including revised Human Engineering Discrepancy 
(HED) Assessment Forms HED D5-09 & HED SD5-01. 

BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 22pp. 60858:039-60858:060. 

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991. 
BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 16pp. 60860:072-60860:087. 

9203170347 Monthly operating repts for Feb 1992 for Peach Bottom Atomic Station 
Units 2 & 3.W/920313 Itr. 

BARON,M.J., MILLER.D.B. Philadelphia Electric Co. 92/02/29. 14pp. 60981:253- 
60981:266. 

9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring 
Network. 

BORES,R. Region 1 (Post 820201). 92/03/12. HAMMONS,D. Federal Emergency 
Management Agency. 17pp. 61053:187-61053:203. 


V. Operator Examinations 

9203020144 Responds to NRC 911216 request for addl info re nuclear review board 
chairman & shift supervisors including rationale for maintaining mix of degreed & non¬ 
degreed shift managers. 

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document 
Control Desk). 5pp. 60789:305-60789:309. 

9203170120 Forwards exam repts 50-277/92-01 OL,50-278/92-01 OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01 OL,50-278/92-01 OL.50-352/92-02OL & 50- 
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS,J., CONTE,R.J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139- 
60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li¬ 
censes due to reassignment of duties. 

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document 
Control Desk). Ip. 61165:027-61165:027. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9203030317 Forwards copy of completed survey & data point library ref file for use in 
implementation of specific Emergency Response Data Sys interface & data base,in 
response to NRC 900605 Itr. 

BECK.G.J. Philadelphia Electric Co. 92/02/19. Document Control Branch (Document 
Control Desk). 200pp. 60797:228-60798:118. 
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9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola- 
tion noted but not cited. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH.D.M. Phiiadeiphia Electric 
Co. 3pp. 60844:151-60844:172. 

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations 
noted but not cited.Major areas inspected: operational safety.radiation 
protection,physical security, control room activities,licensee events. 

DOERFLEIN.LT. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172. 

9203190126 Advises that NRC in process of conducting operational safeguards re¬ 
sponse evaluations (OSRE) at plant during wk of 920413-16.Program will evaluate 
readiness of licensee onsite security forces to respond to external threat. 

MARTIN.T.T. Region 1 (Post 820201). 92/03/10. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 60959:345-60959:348. 

9203270129 Advises that Emergency Response Data Sys Implementation Plan in util 
911206 Itr acceptable.Requests clarification on plan for telephone line installation by 
AT&T described in Generic Ltr 91-14.Notes need for coordination w/Halliburton Corp. 
MILLER,C.L. Project Directorate 1-2. 92/03/19. BECK.G.J. Philadelphia Electric Co. 
5pp. 61166:076-61166:080. 


H. General correspondence 

9202200182 Responds to 920121 Itr forwarding constituent inquiry re problems in ob¬ 
taining results of Sept 1991 appeal to PECO re denial of unescorted access to 
facility.On 920128,PECO informed NRC that decision to be made in near future. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/12. MIKULSKI.B.A. 
Senate. Ip. 60979:302-60979:310. 

-9202200195 Responds to 910911 Itr requesting 1 NRC assistance in assuring fairness in 
licensee handling of appeal of its decision to deny access to plant.Discussions re 
case held w/PECO personnel on 911030-31 .PECO will convey decision when made. 
MCKEE.P.F. Reactor Safeguards Branch. 91/11/13. SMIDT.F. Affiliation Not As¬ 
signed. Ip. 60979:303-60979:303. 

-9202200198 Forwards correspondence from constituent.F Smidt re matter concerning 
agency.Requests review & written response. 

MIKULSKI.B.A. Senate. 92/01/21. RATHBUN.D. Office of Congressional Affairs (Post 
911117). 4pp. 60979:304-60979:310. 


J. Insurance & indemnity information 

9203190340 Submits property insurance coverage available for facility. Insurance info 
required to be reported to NRC on Apr of each yr. 

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Document 
Control Desk). 2pp. 61060:318-61060:319. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020144 Responds to NRC 911216 request for add! info re nuclear review board 
chairman & shift supervisors including rationale for maintaining mix of degreed & non¬ 
degreed shift managers. 

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document 
Control Desk). 5pp. 60789:305-60789:309. 

9203020161 Forwards revs to two previously approved Relief Requests GPRR-1 re 
measurement of vibration amplitude displacement quarterly & GPRR-2 re measure¬ 
ment of bearing temp annually per inservice testing program. 

BECK.G.J. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document 
Control Desk). 6pp. 60792:079-60792:084. 

9203020141 Forwards responses to Generic Ltr 88-14, "Instrument Air Supply Sys Prob¬ 
lems Affecting Safety-Related Equipment.” 

BECK.G.J. Philadelphia Electric Co. 92/02/24. Document Control Branch (Document 
Control Desk). 13pp. 60767:221-60767:233. 

9203050226 Forwards amends 166 & 170 to licenses DPR-44 & DPR-56, respectively & 
safety evaluation.Amends revise Tech Spec definition of surveillance frequency. 
SHEA.J.W. Project Directorate 1-2. 92/02/25. BECK.G.J. Philadelphia Electric Co. 4pp. 
60839:179-60839:194. 

—9203050232 Amends 166 & 170 to licenses DPR-44 & DPR-56,respectively, revising 
Tech Spec definition of surveillance frequency. 

MILLER,C.L Project Directorate 1-2. 92/02/25. 4pp. 60839:183-60839:190. 

-9203050235 Safety evaluation supporting amends 166 & 170 to licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 4pp. 
60839:191-60839:194. 

9203060104 Ack receipt of 920220 Itr responding to NRC concerns re plans to modify 
staffing of nuclear review board & facility shift manager positions.NRC concerns on 
both issues satisfied. 

MILLER,C.L. Project Directorate 1-2. 92/03/03. SMITH,D. Philadelphia Electric Co. 
3pp. 60839:107-60839:109. 

9203240083 Notification of significant licensee meeting 92-35 w/util on 920313 to dis¬ 
cuss integrated performance assessment team exit. 

DOERFLEIN.L.T. Region 1 (Post 820201). 92/03/05. Region 1 (Post 820201). 3pp. 
61053:314-61053:316. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution c 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natur* 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolida 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to ail holders of operating licenses or const pei 
mils for nuclear power plants (except YAE,licensee for Yankee Nuclear Powe 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidai 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130185 Notification of 920318 meeting w/util in Rockville,MD to discuss mg 
issues. 

CLARK,R.J. Project Directorate 1-2. 92/03/09. MILLER,C.L. Project Directorate 1-2 
4pp. 60911:341-60911:344. 

9203180059 Forwards Rev 0 to "Core Operating Limits Rept for Peach Bottom Atomi 
Power Station Unit 3,Reload 8,Cycle 9." 

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Documer 
Control Desk). Ip. 60977:117-60977:137. 

-9203180071 Rev 0 to "Core Operating Limits Rept for Peach Bottom Atomic Pow« 
Station Unit 3,Reload 8,Cycle 9.” 

MARABELLA,L.A., OLSON,A.M., CARMODY.J.M. Philadelphia Electric Co. 91/12/11 
20pp. 60977:118-60977:137. 

9203190224 Notification of relocation of forthcoming meeting w/util in Rockville,MD o 
920318 to discuss mgt issues. 

CLARK,R.J. Project Directorate 1-2. 92/03/12. MURLEY.T., MIRAGLIA.F 

RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 60971:248-60971:252. 

9203240092 Notification of significant licensee meeting 92-40 w/util on 920317 to dis 
cuss various facility issues. 

DOERFLEIN.LT. Region 1 (Post 820201). 92/03/12. Region 1 (Post 820201). 3pf 
61053:328-61053:330. 

9203230120 Suppls 891228 response to Generic Ltr 89-10, “Safety-Related Motor Of 
erated Valve Testing & Surveillance.” Program for delineating criteria for seiectin 
valves to be tested & describing selection of test conditions end. 

HELWIG.D.R. Phiiadeiphia Electric Co. 92/03/16. Document Control Branch (Doct 
ment Control Desk). 11pp. 61062:217-610 62:227. 

9203230215 Forwards “Peach Bottom Atomic Power Station,Unit 3 Reactor Contair 
ment Bldg Integrated Leak Rate Test Rept." 

MILLER,D.B. Phiiadeiphia Electric Co. 92/03/18. Document Control Branch (Doci 
ment Control Desk). Ip. 61102:255-61102:255. 

-9203230218 "Peach Bottom Atomic Power Station,Unit 3 Reactor Containment Bid 
Integrated Leak Rate Test Rept.” 

* Genera! Physics Corp. 91/12/24. 225pp. 61102:256-61103:093. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Ni 
c i ear pQw&r PScint Sites 11 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 < 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Errc 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/11 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2- 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelin 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/21 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203040034 Ack receipt of 920124 Itr responding to 911127 Itr re failure to perfon 
adequate initial & independent verification of emergency svc water valve position. 
BLOUGH.A.R. Region 1 (Post 820201). 92/02/25. MILLER.D.B. Philadelphia Electri 
Co. 3pp. 60767:054-60767:062. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Ni 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/21 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabi 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/21 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203030435 Notification of contract execution,task order 30,to “Nuclear Power Reactc 
Operations,Mod & Maint Insp Svcs.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN I 
1343-2. 92/02/28. SCHWINK.W.S. Planning, Program & Management Support Branc 
(Post 870411). Ip. 60773:099-60773:106. 

-9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on tas 
order 30, “Integrated Performance Assessment Team Insp - Peach Bottom," und< 
contract. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/1- 
LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106. 
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9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola¬ 
tion noted but not cited. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 60844:151-60844:172. 

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations 
noted but not cited. Major areas inspected: operational safety.radiation 

protection,physical security, control room activities,licensee events. 

DOERFLEIN.lt. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172. 

9202260208 NRC Info Notice 92-020, “inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/ 
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain¬ 
ment leak rate testing. 

DURR.J.P. Region 1 (Post 820201). 92/03/03. SMITH,D.M. Philadelphia Electric Co. 
4pp. 60845:197-60845:206. 

-9203100253 Insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on 
920210-14.Major areas inspected:followup of previously identified items. 
CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201- 
60845:206. 

9203160055 Forwards insp repts 50-277/92-05 & 50-278/92-05 on 920127- 31.No vio¬ 
lation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/05. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 60911:074-60911:085. 

-9203160058 Insp repts 50-277/92-05 & 50-278/92-05 on 920127-31.No violations 
noted.Major areas inspected:review procedures & implementation of maint work order 
& clearance & tagging programs. 

FINKEL.A., BLUMBERG.N.J. Region 1 (Post 820201). 92/03/03. 9pp. 60911:077- 
60911:085. 

9203170120 Forwards exam repts 50-277/92-010L.50-278/92-010L, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01OL,50-278/92-01 OL.50-352/92-02OL & 50- 
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS,J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219. 

—9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203300226 Submits clarification of second interval inservice insp program relief 
requests,submitted via util 901115 Itr. Updates attributed to use of improved exam 
equipment, advances in NDE technology & selection of components. 

BECK.G.J. Philadelphia Electric Co. 92/03/19. Document Control Branch (Document 
Control Desk). 33pp. 61207:264-61207:291. 

9203300264 Provides response to violations & proposed imposition of civil penalties 
noted in insp Repts 50-277/91-33 & 50-278/91 -33.Corrective actions:Unit 3 MSRV re¬ 
moved & replaced during eighth refueling outage. 

SMITH.D.M. Philadelphia Electric Co. 92/03/20. Document Control Branch (Document 
Control Desk). 11pp. 61199:314-61199:324. 


R. Periodic operating reports & related correspondence 

9203030322 Fowards Semi-Annual Effluent Release Rept 32 for Jul-Dec 1991. 

MILLER,D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 1 p. 60820:326-60820:340. 

-9203030325 “Peach Bottom Atomic Power Station Semi-Annual Effluent Release Rept 
for Jui-Dec 1991." 

* Philadelphia Electric Co. 91/12/31. 14pp. 60820:327-60820:340. 

9203030389 Forwards “1991 Occupational Exposure Rept" & revised tables for 
1988,1989 & 1990 & actual TLD dose rates for occupational exposure repts. 

MILLER,D.B. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60802:141-60802:146. 

—9203030394 “Standard Format for Reporting Number of Personnel & Man-Rem by 
Work & Job Function for the Period Jan-Dec 1991." 

* Philadelphia Electric Co. 91/12/31. 2pp. 60802:142-60802:143. 

—9203030402 Revised "Annual Whole Body Exposure for 1990.” 

* Philadelphia Electric Co. 90/12/31. Ip. 60802:144-60802:144. 

—9203030407 Revised “Annual Whole Body Exposure for 1989.” 

* Philadelphia Electric Co. 89/12/31. Ip. 60802:145-60802:145. 

—9203030416 Revised “Annual Whole Body Exposure for 1988.” 

* Philadelphia Electric Co. 88/12/31. Ip. 60802:146-60802:146. 

9203060263 Forwards annual progress rept for implementation of control room 
enhancements,per NUREG-0737,including revised Human Engineering Discrepancy 
(HED) Assessment Forms HED D5-09 & HED SD5-01. 

BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 22pp. 60858:039-60858:060. 

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991. 
BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 16pp. 60860:072-60860:087. 


9203170347 Monthly operating repts for Feb 1992 for Peach Bottom Atomic Station 
Units 2 & 3.W/920313 Itr. 

BARON.M.J., MILLER,D.B. Philadelphia Electric Co. 92/02/29. 14pp. 60981:253- 
60981:266. 

9203240054 Forwards updated info from Peach Bottom Citizens Radiological Monitoring 
Network. 

BORES,R. Region 1 (Post 820201). 92/03/12. HAMMONS,D. Federal Emergency 
Management Agency. 17pp. 61053:187-61053:203. 


V. Operator Examinations 

9203020144 Responds to NRC 911216 request for add! info re nuclear review board 
chairman & shift supervisors including rationale for maintaining mix of degreed & non¬ 
degreed shift managers. 

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document 
Control Desk). 5pp. 60789:305-60789:309. 

9203170120 Forwards exam repts 50-277/92-01 OL,50-278/92-01 OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01 OL,50-278/92-010L,50-352/92-020L & 50- 
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS,J., CONTE.R.J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139- 
60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li¬ 
censes due to reassignment of duties. 

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document 
Control Desk). Ip. 61165:027-61165:027. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of add! records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

9203050042 Forwards Rev 27 to physical security plan per 10CFR50.54(p). Changes 
withheld per 10CFR73.21. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60852:094-60852:094. 


H. General correspondence 

9203120379 Responds to 920117 Itr from district representitive, JM Fournier,forwarding 
constituent correspondence expressing concerns re transportation accident involving 
reactor coolant pump motor which occurred on 910827 in VA. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/26. COX.C. House 
Of Rep. 4pp. 60930:035-60930:043. 

-9203120386 Forwards constituent RD Grabiner Itr expressing concerns re transporta¬ 
tion accident involving reactor coolant pump motor in VA on 910827. 

FOURNIER,J.M. House of Rep. 92/01/17. BRADBURNE.J. Office of Congressional 
Affairs (Post 911117). 4pp. 60930:039-60930:043. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040009 Forwards three inservice testing program interim relief requests for control 
room envelope air conditioning sys.Two flow elements for chiller pumps cannot be in¬ 
stalled except during outages now planned for 1993 & 1994. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 92/02/26. Document 
Control Branch (Document Control Desk). 11pp. 60802:161-60802:171. 

9203050096 Discusses operational safeguards response evaluation concluding effective 
provisions in place to assure that safeguards measures did not adversely affect safe 
operation of plant. 

VARGA,S.A. Division of Reactor Projects - l/ll (Post 870411). 92/02/28. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60864:303- 
60864:306. 
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9203050144 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 2 to Station Administrative Procedure VPAP-2103, “ODCM.” 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.)- 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60866:114-60866:253. 

-9203050153 Rev 2 to VPAP-2103, “ODCM.” 

* Virginia Power (Virginia Electric & Power Co.). 91/09/01. 200pp. 60866:131- 
60866:253. 

9203090179 Discusses corrective action reassessment/implementation to resolve 
human engineering discrepancies noted during NUREG-0700 CRDR 
project.Reassessment of remaining corrective actions will be completed by end of 
June 1992. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 92/03/03. Document 
Control Branch (Document Control Desk). 2pp. 60862:202-60862:203. 

9203060113 Ack receipt of 911202 response to generic Itr 88-14.Requests specification 
of particular size measured in containment instrument air sys & justification having no 
limits on size for sys. 

BUCKLEY.B.C. Project Directorate 11-2. 92/03/05. STEWARf.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 60839:105-60839:106. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for ProjectSi (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170203 Supplemental application for amends to Licenses DPR-32 & DPR-37,includ¬ 
ing cross-referenced TS Section 3.23 re main CR & emergency switchgear room air 
handling units. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 92/03/09. Document 
Control Branch (Document Control Desk). 2pp. 60985:259-60985:266. 

-9203170210 Proposed TS Section 3.23 re main CR & emergency switchgear room air 
handling units. 

* Virginia Power (Virginia Electric & Power Co.). 92/03/09. 6pp. 60985:261-60985:266. 

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util 
currently proceeding w/engineering & procurement for station blackouts mods for 
both stations. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document 
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020. 

9203250111 Notification of 920330 meeting w/util in Rockville,MD to discuss current 
plant status, nuclear performance & QA initiatives & licensing issues. 

ENGLE,L.B., BUCKLEY,B.C. Project Directorate 11-2. 92/03/18. BERKOW.H.N. Project 
Directorate 11-2. 5pp. 61086:066-61086:070. 

9203300023 Grants interim relief from certain ASME Boiler & Pressure Vessel Code re¬ 
quirements re replacement of channel heads for component cooling water HXs.per 
870224,0406,880923 & 920210 requests.Safety evaluation end. 

BERKOW.H.N. Project Directorate 11-2. 92/03/25. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 61164:318-61164:324. 

-9203300026 SER granting interim relief from ASME Code Section XI requirements re 
replacement of channel heads for component cooling water HXs at facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 4pp. 
61164:321-61164:324. 


Q. inspection reports, IE Bulletins & correspondence 

9203170372 Partial response to FOIA request for documents. Forwards App B 
documents. App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

9203090251 Forwards insp repts 50-280/91-37 & 50-281/91-37 on 911201-920104 & 
notice of violation. 

SiNKULE.M. Region 2 (Post 820201). 92/02/03. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60833:147-60833:164. 

-9203090256 Notice of violation from insp on 911201-920104.Violation noted:on 
911220,licensee returned Unit 1 letdown sys to svc w/o repairing leak on weld of 
Class 2 letdown line. 

* Region 2 (Post 820201). 92/01/29. Ip. 60833:150-60833:150. 

-9203090261 Insp repts 50-280/91-37 & 50-281/91-37 on 911201-920104. Violations 
noted.Major areas inspected:p!ant operations, maint,surveillance,design change review 
& actions on previous insp findings. 

BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/01/29. 14pp. 
60833:151-60833:164. 

9203030212 Forwards insp repts 50-280/92-01 & 50-281/92-01 on 920106-0207.No 
violations noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60755:054-60755:069. 

-9203030217 insp repts 50-280/92-01 & 50-281/92-01 on 920106-0207.No violations 
noted.Major areas inspected:radwaste processing & transportation,process & effluent 
monitors & radioactive gaseous effluent treatment sys. 

SEYMOUR,D.A., DECKER,T.R. Region 2 (Post 820201). 92/02/11. 13pp. 60755:057- 
60755:069. 


9203100210 Ack receipt of 920129 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-280/91-33 & 50-281/91-33. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/14. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 60845:069-60845:070. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050213 Responds to NRC 920203 Itr re violations noted in insp repts 50-280/91-37 
& 50-281/91-37,denying violation occurred.Prior to restoring leaking letdown line to 
service,licensee found that leakage acceptable per TS 3.1.C.3 limits. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 5pp. 60823:315-60823:319. 

9203100164 Forwards insp repts 50-280/92-02 & 50-281/92-02 on 920105-0201 .No 
violations or deviations noted.NRC concerned w/roof & ground water leaks at facility. 
FREDERICKSON.P., SINKULE.M.V. Region 2 (Post 820201). 92/02/28. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 60844:284- 
60844:301. 

-9203100170 insp repts 50-280/92-02 & 50-281/92-02 on 920105-0201.No violations 
noted.Major areas inspected:operations,maint, surveillance,quality verification & safety 
assessment review & independent plant evaluation. 

BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/02/28. 16pp. 
60844:286-60844:301. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180069 Ack receipt of 920129 response & supplemental response of 920221 to 
notice of violation issued on 911230 re activities conducted at facility. 

SINKULE.M.V. Region 2 (Post 820201). 92/03/05. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 60935:350-60935:351. 

9203190432 Advises that util responses to NRC Bulletin 88-011, “Pressurizer Surge 
Line Thermal Stratification," acceptable. 

BUCKLEY.B.C., ENGLE,L. Project Directorate 11-2. 92/03/13. STEWART,W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 60982:284-60982:285. 

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon¬ 
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor¬ 
mances w/which util did not agree. 

MACDONALD,C.E. Transportation Branch. 92/03/19. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328. 

9203300316 Ack receipt of 900115,910212 & 0806 responses to NRC Bulletin 89- 
02.Responses confirmed that insps requested by bulletin performed. 

BUCKLEY.B.C. Project Directorate 11-2. 92/03/25. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 61122:092-61122:093. 


R. Periodic operating reports & related correspondence 

9203060231 “Semiannual Performance Data Rept for Jul-Dec 1991.” W/ 920228 itr. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 12pp. 
60858:061-60858:073. 

9203050144 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991" & Rev 2 to Station Administrative Procedure VPAP-2103, “ODCM." 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60866:114-60866:253. 

—9203050149 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Virginia Power (Virginia Electric & Power Co.). 91/12/31. 16pp. 60866:115- 
60866:130. 

-9203050153 Rev 2 to VPAP-2103, “ODCM.” 

* Virginia Power (Virginia Electric & Power Co.). 91/09/01. 200pp. 60866:131- 
60866:253. 
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9203180243 Monthly operating repts for Feb 1992 for Surry Power Station Units 1 & 
2.W/920313 itr. 

NEGRON,M.A., STWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/ 
29. 19pp. 60992:246-60992:264. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203020240 RO:on 920106,discovered that portion of wall separating cable vault & aux¬ 
iliary bldg was of 4-inch block const instead of being designated as separate fire 
areas.Fire watches established per station operating procedures. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/24. Region 2 
(Post 820201). 5pp. 60783:124-60783:128. 

9203090446 LER 92-003-00:on 920214,incomplete engineered safety features testing 
due to procedure deficiency .Testing procedures were changed & actuation testing of 
low RCS average temp relays performed satisfactorily.W/920304 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 92/03/04. 4pp. 
60871:338-60871:341. 


V. Operator Examinations 

9203130065 Notification of contract execution.mod 1 .task order 134,to “Reactor Opera¬ 
tor Licensing Exams,Surry Nuclear Power Plant" to “Technical Assistance to Support 
Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60912:129-60912:131. 

-9203130071 Ltr contract NRC-03-89-031 ,mod 1 .task order 134,increasing ceiling & ob¬ 
ligating funds,to "Reactor Operating Licensing Initial Exams,Surry Nuclear Power 
Plant," to “Technical Assistance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 92/02/ 
28. PETERSEN.L.R. Sonalysts, Inc. 2pp. 60912:130-60912:131. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203100122 Notifies that util request for an amend of matls license SNM-2501 cannot 
be processed currently.NRC is planning to conduct some drop tests & until results of 
tests are analyzed amend will not be granted. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 60899:313- 
60899:314. 

9203120342 Forwards amend 6 to License SNM-2501 for storage at util ISFS! per 
911120 application.Amend adds instrument tolerance to pressure switch low pressure 
alarm setpoint for Westinghouse MC-10 storage cask. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60933:020- 
60933:034. 

-9203120363 Amend 6 to License SNM-2501 for VEPCO,adding instrument tolerance 
band to pressure switch low pressure alarm for Westinghouse MC-10 storage cask. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
4pp. 60933:024-60933:027. 

-9203130040 Safety evaluation supporting amend 6 to License SNM-2501 .to allow tol¬ 
erance band for pressure switch low pressure alarm setpoint for MC-10 casks. 
SCHNEIDER.J.F., STURZ.F.C. Source Containment & Devices Branch (Post 911213). 
92/03/05. 2pp. 60933:028-60933:029. 

-9203130047 Confirms that util request for amend to SNM-2501 to add instrument tol¬ 
erance band is minor change.No increase in radiation exposure,effluent or accident 
probability. Environmental assessment/impact statement not required. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
Source Containment & Devices Branch (Post 911213). 2pp. 60933:030-60933:031. 

-9203130057 Notice of issuance of amend 6 to License SMN-2501. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
3pp. 60933:032-60933:034. 

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon¬ 
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor¬ 
mances w/which util did not agree. 

MACDONALD.C.E. Transportation Branch. 92/03/19. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 


9203050042 Forwards Rev 27 to physical security plan per 10CFR50.54(p). Changes 
withheld per 10CFR73.21. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60852:094-60852:094. 


H. General correspondence 

9203120379 Responds to 920117 Itr from district representitive, JM Fournier,forwarding 
constituent correspondence expressing concerns re transportation accident involving 
reactor coolant pump motor which occurred on 910827 in VA. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/26. COX,C. House 
of Rep. 4pp. 60930:035-60930:043. 

-9203120386 Forwards constituent RD Grabiner Itr expressing concerns re transporta¬ 
tion accident involving reactor coolant pump motor in VA on 910827. 

FOURNIER,J.M. House of Rep. 92/01/17. BRADBURNE.J. Office of Congressional 
Affairs (Post 911117). 4pp. 60930:039-60930:043. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (I PE EE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040009 Forwards three inservice testing program interim relief requests for control 
room envelope air conditioning sys.Two flow elements for chiller pumps cannot be in¬ 
stalled except during outages now planned for 1993 & 1994. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/26. Document 
Control Branch (Document Control Desk). 11pp. 60802:161-60802:171. 

9203050096 Discusses operational safeguards response evaluation concluding effective 
provisions in place to assure that safeguards measures did not adversely affect safe 
operation of plant. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 92/02/28. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60864:303- 
60864:306. 


9203050144 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 2 to Station Administrative Procedure VPAP-2103, “ODCM." 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk), ip. 60866:114-60866:253. 

-9203050153 Rev 2 to VPAP-2103, "ODCM." 

* Virginia Power (Virginia Electric & Power Co.). 91/09/01. 200pp. 60866:131- 
60866:253. 

9203090179 Discusses corrective action reassessment/implementation to resolve 
human engineering discrepancies noted during NUREG-0700 CRDR 
project.Reassessment of remaining corrective actions will be completed by end of 
June 1992. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/03. Document 
Control Branch (Document Control Desk). 2pp. 60862:202-60862:203. 

9203060113 Ack receipt of 911202 response to generic Itr 88-14. Requests specification 
of particular size measured in containment instrument air sys & justification having no 
limits on size for sys. 

BUCKLEY,B.C. Project Directorate 11-2. 92/03/05. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 60839:105-60839:106. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170203 Supplemental application for amends to Licenses DPR-32 & DPR-37,includ¬ 
ing cross-referenced TS Section 3.23 re main CR & emergency switchgear room air 
handling units. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/09. Document 
Control Branch (Document Control Desk). 2pp. 60985:259-60985:266. 

-9203170210 Proposed TS Section 3.23 re main CR & emergency switchgear room air 
handling units. 

* Virginia Power (Virginia Electric & Power Co.). 92/03/09. 6pp. 60985:261-60985:266. 

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util 
currently proceeding w/engineering & procurement for station blackouts mods for 
both stations. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document 
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020. 

9203250111 Notification of 920330 meeting w/util in Rockville,MD to discuss current 
plant status, nuclear performance & QA initiatives & licensing issues. 

ENGLE,L.B., BUCKLEY,B.C. Project Directorate 11-2. 92/03/18. BERKOW.H.N. Project 
Directorate 11-2. 5 p. 61086:066-61086:070. 
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9203300023 Grants interim relief from certain ASME Boiler & Pressure Vessel Code re¬ 
quirements re replacement of channel heads for component coolinq water HXs.per 
870224,0406,880923 & 920210 requests.Safety evaluation end. 

BERKOW.H.N. Project Directorate 11-2. 92/03/25. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 61164:318-61164:324. 


—9203300026 SER granting interim relief from ASME Code Section XI requirements re 
replacement of channel heads for component cooling water HXs at facilities. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 4pp. 
61164:321-61164:324. ' 


Q. Inspection reports, IE Bulletins & correspondence 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of add! records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

9203090251 Forwards insp repts 50-280/91-37 & 50-281/91-37 on 911201-920104 & 
notice of violation. 

SINKULE.M. Region 2 (Post 820201). 92/02/03. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60833:147-60833:164. 

-9203080261 Insp repts 50-280/91-37 & 50-28,1/91-37 on 911201-920104. Violations 
noted.Major areas inspected:plant operations, maint,surveillance,design change review 
& actions on previous insp findings. 

BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/01/29. 14pp. 
60833:151-60833:164. 

9203030212 Forwards insp repts 50-280/92-01 & 50-281 /92-01 on 920106-0207.No 
violations noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. STEWART.W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60755:054-60755:069. 

-9203030217 Insp repts 50-280/92-01 & 50-281/92-01 on 92Q106-0207.No violations 
noted.Major areas inspected:radwaste processing & transportation,process & effluent 
monitors & radioactive gaseous effluent treatment sys. 

SEYMOUR,D.A., DECKER,T.R. Region 2 (Post 820201). 92/02/11. 13pp. 60755:057- 
60755:069. 

9203100210 Ack receipt of 920129 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-280/91-33 & 50-281/91-33. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/14. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 60845:069-60845:070. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050213 Responds to NRC 920203 Itr re violations noted in insp repts 50-280/91-37 
& 50-281/91-37,denying violation occurred.Prior to restoring leaking letdown line to 
service,licensee found that leakage acceptable per TS 3.1.C.3 limits. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 5pp. 60823:315-60823:319. 

9203060254 Forwards “1991 Annual Steam Generator Inservice Insp Rept for Surry 
Unit 2." 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60854:354-60854:360, 

-9203060258 “1991 Annual Steam Generator Inservice Insp Rept.” 

* Virginia Power (Virginia Electric & Power Co.). 91/12/31. 6pp. 60854:355-60854:360. 

9203100164 Forwards insp repts 50-280/92-02 & 50-281/92-02 on 920105-0201.No 
violations or deviations noted.NRC concerned w/roof & ground water leaks at facility. 
FREDERICKSON.P., SINKULE.M.V. Region 2 (Post 820201). 92/02/28. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 60844:284- 
60844:301. 


-9203100170 Insp repts 50-280/92-02 & 50-281 /92-02 on 920105-0201.No violations 
noted.Major areas inspected:operations,maint, surveillance.quality verification & safety 
assessment review & independent plant evaluation. 

BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/02/28. 16pp. 
60844:286-60844:301. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203180069 Ack receipt of 920129 response & supplemental response of 920221 to 
notice of violation issued on 911230 re activities conducted at facility. 

SINKULE.M.V. Region 2 (Post 820201). 92/03/05. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 60935:350-60935:351. 


9203190432 Advises that util responses to NRC Bulletin 88-011, "Pressurizer Surge 
Line Thermal Stratification,” acceptable. 

BUCKLEY,B.C., ENGLE.L. Project Directorate 11-2. 92/03/13. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 60982:284-60982:285. 

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon¬ 
formances noted in Insp Rept 72-0002/91-02. Requests add! info on nonconfor¬ 
mances w/which util did not agree. 

MACDONALD,C.E. Transportation Branch. 92/03/19. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328. 


9203300316 Ack receipt of 900115,910212 & 0806 responses to NRC Bulletin 89- 
02.Responses confirmed that insps requested by bulletin performed. 

BUCKLEY,B.C. Project Directorate 11-2. 92/03/25. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 61122:092-61122:093. 


R. Periodic operating reports & related correspondence 


9203060231 “Semiannual Performance Data Rept for Jul-Dec 1991.” W/ 920228 Itr. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 12pp. 
60858:061-60858:073. 

9203050144 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991" & Rev 2 to Station Administrative Procedure VPAP-2103, “ODCM.” 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). Ip. 60866:114-60866:253. 

-9203050149 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Virginia Power (Virginia Electric & Power Co.). 91/12/31. 16pp. 60866:115- 
60866:130. 

9203180243 Monthly operating repts for Feb 1992 for Surry Power Station Units 1 & 
2.W/920313 Itr. 

NEGRON,M.A., STWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/ 
29. 19pp. 60992:246-60992:264. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept,dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

? MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203020240 RO:on 920106,discovered that portion of wall separating cable vault & aux¬ 
iliary bldg was of 4-inch block const instead of being designated as separate fire 
areas.Fire watches established per station operating procedures. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/24. Region 2 
(Post 820201). 5pp. 60783:124-60783:128. 

9203020170 LER 92-001-00:on 920130,charging pump 2-CH-P-1A declared inoperable 
due to oil leak & ventilation damper for charging pump B cubicle failed to 
open.Caused by mechanical failure/personne! error.Pump repaired.W/920226 Itr. 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 92/02/26. 5pp. 
60838:104-60838:108. 


V. Operator Examinations 


9203130065 Notification of contract execution,mod 1 .task order 134,to “Reactor Opera¬ 
tor Licensing Exams,Surry Nuclear Power Plant” to “Technical Assistance to Support 
Licensing Activities.” Contractor.Sonalysts.Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60912:129-60912:131. 

-9203130071 Ltr contract NRC-03-89-031 ,mod 1 .task order 134,increasing ceiling & ob¬ 
ligating funds,to “Reactor Operating Licensing Initial Exams,Surry Nuclear Power 
Plant,” to “Technical Assistance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 92/02/ 
28. PETERSEN,LR. Sonalysts, Inc. 2pp. 60912:130-60912:131. 


Y. Dry Cask Independent Spent Fuel Storage Installations 
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9203100122 Notifies that util request for an amend of mails license SNM-2501 cannot 
be processed currently.NRC is planning to conduct some drop tests & until results of 
tests are analyzed amend will not be granted. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 60899:313- 
60899:314. 

9203120342 Forwards amend 6 to License SNM-2501 for storage at util ISFSI per 
911120 application.Amend adds instrument tolerance to pressure switch low pressure 
alarm setpoint for Westinghouse MC-10 storage cask. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 4pp. 60933:020- 
60933:034. 

-9203120363 Amend 6 to License SNM-2501 for VEPCO,adding instrument tolerance 
band to pressure switch low pressure alarm for Westinghouse MC-10 storage cask. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
4pp. 60933:024-60933:027. 

-9203130040 Safety evaluation supporting amend 6 to License SNM-2501,to allow tol¬ 
erance band for pressure switch low pressure alarm setpoint for MC-10 casks. 
SCHNEIDER,J.F., STURZ.F.C. Source Containment & Devices Branch (Post 911213). 
92/03/05. 2pp. 60933:028-60933:029. 

-9203130047 Confirms that util request for amend to SNM-2501 to add instrument tol¬ 
erance band is minor change.No increase in radiation exposure,effluent or accident 
probability. Environmental assessment/impact statement not required. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
Source Containment & Devices Branch (Post 911213). 2pp. 60933:030-60933:031. 

-9203130057 Notice of issuance of amend 6 to License SMN-2501. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
3pp. 60933:032-60933:034. 

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon¬ 
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor¬ 
mances w/which util did not agree. 

MACDONALD.C.E. Transportation Branch. 92/03/19. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203160089 Forwards rev 27 to Prairie Island Security Plan. Rev withheld (ref 
10CFR73.21). 

PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60946:085-60946:085. 

9203160097 Forwards Security Plan,Safeguards Contingency Plan & Security Force 
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21). 

PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60969:256-60969:257. 


I. Financial information 


9203110152 “Northern States Power Co 1991 Annual Rept.” W/920304 itr. 
WINSTON,H.M. Northern States Power Co. 91/12/31. 53pp. 60896:327-60897:018. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040297 Advises that util 920128 second & final response to generic Itr 89-13, “Svc 
Water Sys Problems Affecting Safety Related Equipment," acceptable.Uti! implement¬ 
ed each of five recommended actions from generic Itr. 

MASCIATONIO.A. Project Directorate 111-1. 92/02/28. PARKER,T.M. Northern States 
Power Co. 2pp. 60799:357-60799:358. 

9203120325 informs that licensee 920302 relief request 70 re plant inservice testing 
program does not require NRC approval for implementation at current time. 

MARSH,L.B. Project Directorate 111-1. 92/03/05. PARKER,T.M. Northern States Power 
Co. 3pp. 60895:202-60895:205. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180139 Comment on proposed rule 10CFR51 re environ review of applications to 
renew operating licenses for nuclear plants. Licensee endorses NUMARC comments. 
PARKER,T.M. Northern States Power Co. 92/03/12. Docketing & Services Branch. 
23pp. 60936:161-60936:183. 


9203180326 Revises schedule provided in 910731 Itr for completion of control room 
mods relating to requirements of NUREG-0737, Suppl I.Two unit outages rescheduled 
from Feb 1992 to Nov 1992. 

PARKER,T.M. Northern States Power Co. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60989:345-60989:346. 

9203170121 Confirms plans to have meeting w/util on 920320 at Region III ofc to dis¬ 
cuss improvements to access authorization program. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. ELIASON.L.R. Northern States 
Power Co. Ip. 60924:133-60924:133. 

9203250296 Forwards application for amends to Licenses DPR-42 & DPR-60, revising 
TSs to reflect mods being performed as part of Station Blackout/Electrical Safeguards 
Upgrade project. 

PARKER,T.M. Northern States Power Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61106:243-61106:328. 

—9203250300 Application for amends to Licenses DPR-42 & DPR-60,revising TSs to re¬ 
flect mods being performed as part of Station Blackout/ESectrica! Safeguards Upgrade 
project. 

PARKER,T.M. Northern States Power Co. 92/03/20. 38pp. 61106:245-61106:282. 

—9203250302 Proposed Tech Specs re auxiliary electrical sys & cooling water sys. 

* Northern States Power Co. 92/03/20. 46pp. 61106:283-61106:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90- 
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden¬ 
tify any missing safeguards mat! was done. 

ELIASON.L.R. Northern States Power Co. 91/01/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60858:153-60858:155. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Snc. 9pp. 60838:215-60838:223. 

9203110113 Provides root causes for loss of decay heat removal & unplanned mode 
change occurrence during reduced inventory operation on 920220,per Augmented 
Insp Team meeting. Causes include difficulty re RCS level. 

ELIASON.L.R. Northern States Power Co. 92/02/23. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60897:048-60897:050. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203090360 Forwards Relief Request 70 from second 10-yr inservice insp interval to 
permit testing of RHR vessel injection relief valve setpoint when core unloaded. 
PARKER,T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60883:069-60883:071. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203090191 Provides new small break LOCA analysis,per request in insp repts dtd 
901026.Results will be incoporated into next rev to updated SAR (June, 1992). 
PARKER,T.M. Northern States Power Co. 92/03/03. Document Control Branch (Doc¬ 
ument Control Desk). 21pp. 60862:343-60862:363. 

9203130055 Forwards safety insp repts 50-282/92-03 & 50-306/92-03 on 920225- 
28.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/09. ELIASON.L.R. Northern States 
Power Co. 2pp. 60886:093-60886:100. 

-9203130063 Insp repts 50-282/92-03 & 50-306/92-03 on 920225-28.No violations 
noted.Major areas inspected:radiation protection program during refueling 
outage,including organization,mgt controls & training,exposure control & contamina¬ 
tion. 

KOZAK,T.J., SNELL,W. Region 3 (Post 820201). 92/03/06. 6pp. 60886:095- 
60886:100. 
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9203170226 Forwards insp repts 50-282/91-27 & 50-306/91-27 on 911224- 0217.Non- 
cited violation noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/03/10. ELIASON.LR. Northern States 
Power Co. 3pp. 60924:324-60924:335. 

-9203170235 Insp repts 50-282/91-27 & 50-306/91-27 on 911224-0217. Violations 
noted.Major areas inspected:p!ant operational safety,maint,surveil!ance,LER followup 
& preparations for refueling. 

JORGENSEN,B.L. Region 3 (Post 820201). 92/03/10. 9pp. 60924:327-60924:335. 


R. Periodic operating reports & related correspondence 

9203040014 “Annual Rept of Occupational Radiation Exposure & Safety & Relief Valve 
Failures & Challenges,1991.” W/920226 itr. 

PARKER,T.M. Northern States Power Co. 91/12/31.6pp. 60798:156-60798:161. 

9203040301 “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1991." W/920226 
Itr. 

FEY.F.L. Northern States Power Co. 91/12/31. 27pp. 60813:233-60813:260. 

9203020263 Forwards fitness for duty program performance data for period ending 
911231 .per 10CFR26.71 (d). 

PARKER,T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). 8pp. 60783:264-60783:271. 

9203160076 Monthly operating repts for Feb 1992 for Prairie Island Generating 
Plant,Units 1 & 2.W/920309 Itr. 

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 92/02/29. 9pp. 60968:346- 
60968:354. 


V. Operator Examinations 

9203160270 Notification of contract execution,task order 141 to “Technical Assistance 
to Support Licensing Activities.” ContractorSonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN 1-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60942:302-60942:306. 

-9203160278 Ltr contract NRC-03-89-031 .definitizing task order 141,to “Reactor Opera¬ 
tor Licensing Exam,Prairie Nuclear Power Plant." 

SCOTT,M. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/02. 
PETERSEN,L.R. Sonalysts, Inc. 4pp. 60942:303-60942:306. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203090320 Forwards response to NRC 911219 request for addl info resulting from 
review of ISFSI environ & safety analysis repts.Info covers welding & basket assem¬ 
bly-related questions. 

PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 60883:129-60883:135. 

9203120075 Forwards design description for ISFSI TN-40 spent fuel storage cask trans¬ 
port sys.lnfo to replace preliminary description in current rev of ISFSI SAR. 
PARKER.T.M. Northern States Power Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 20pp. 60918:255-60918:274. 

9203160097 Forwards Security Plan,Safeguards Contingency Plan & Security Force 
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21). 

PARKER.T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60969:256-60969:257. 
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H. General correspondence 

9203160242 Lists people involved in various aspects of operation of AGN-201 reactor 
located at ID State Univ College of Engineering. 

DEEN.V.C. Idaho State Univ., Pocatello, ID. 92/03/04. CALLAN.LJ. NRC - No De¬ 
tailed Affiliation Given. Ip. 60949:360-60949:360. 


Q. Inspection reports, IE Bulletins & correspondence 

9203040058 Ack receipt of 920218 Itr informing NRC of steps taken to correct violations 
noted in insp of plant. 

CALLAN.LJ. Region 4 (Post 820201). 92/02/26. GALLAGHER,M. Idaho State Univ., 
Pocatello, ID. 3pp. 60767:144-60767:146. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203110270 Reissued Coversheet RERP-Section G of radiological emergency response 
plan procedure entitled, “Public Education & Info.” W/920306 Itr. 

GATES,W.G. Omaha Public Power District. 92/03/06.4pp. 60909:261-60909:264. 

9203120285 Forwards EPIP changes,including change to Page 2 of EPIP Index issued 
920227,Rev 3b to EPIP-EOF-22 coversheet issued 910517,EP Forms Index issued 
920228,Rev 3 to FC-EPF-14 & Rev 3c to EPIP-EOF-22 issued 910517.W/O end. 
GATES,W.G. Omaha Public Power District 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60930:334-60930:335. 


9203120285 Forwards EPIP changes,including change to Page 2 of EPIP Index issued 
920227,Rev 3b to EPIP-EOF-22 coversheet issued 910517,EP Forms index issued 
920228,Rev 3 to FC-EPF-14 & Rev 3c to EPIP-EOF-22 issued 910517. 

GATES,W.G. Omaha Public Power District. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61073:093-61073:112. 

-9203190095 Revised EPIPs,including 920227 issue of EPIP index,Page 2, Rev 3b to 
EPIP-EOF-22 coversheet,920228 issue of Emergency Plan Forms,Rev 3 to FC- 
EPF,920302 issue of EPIP index,Page 2 & Rev 3c to EPIP-EOF-22. 

* Omaha Public Power District. 92/03/06. 18pp. 61073:095-61073:112. 

9203180146 Certifies that util has implemented access authorization programmer 
10CFR73.56 & 910901 submittal of Rev 3 to Site Security Plan. 

GATES,W.G. Omaha Public Power District. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60977:057-60977:057. 

9203190189 Forwards supporting documentation for data transmitted via emergency re¬ 
sponse data sys.per NRC request,consisting of series of graphs from EPIPs & techni¬ 
cal data book. 

GATES,W.G. Omaha Public Power District. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 22pp. 61062:152-61062:173. 

9203250240 Provides status of 15 areas requiring corrective action noted during 1991 
emergency exercise conducted 910521-22. State of NE Dept of Agriculture mobiliza¬ 
tion scheduled for demonstration at next FEMA exercise involving state & plant. 
GATES,W.G. Omaha Public Power District. 92/03/19. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 61104:341-61104:345. 

9203300314 Revised EPIPs,including Rev 0 to Emergency Plan EP-2 index & replace¬ 
ment pages to EPF-19,EPF-20 & EPF-21.W/920320 Itr. 

GATES,W.G. Omaha Public Power District. 92/03/20. 9pp. 61200:329-61200:338. 


H. General correspondence 


9203230190 Comments supporting petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

VOIGT,H.H. LeBoeuf, Lamb, Leiby & MacRae. 92/03/17. CHILK.S.J. Docketing & 
Services Branch. 3pp. 60985:060-60985:062. 


I. Financial information 


9203230296 “Omaha Public Power District 1991 Annual Rept." W/920318 Itr. 

WEAR.F.J., GATES,W.G. Omaha Public Power District. 91/12/31. 29pp. 61082:266- 
61082:294. 


J. Insurance & indemnity information 


9203180331 Advises that listed on-site property damage & decontamination insurance 
covering facility will be in force as of 920401. 

GATES,W.G. Omaha Public Power District. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60989:347-60989:347. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARfLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050174 Forwards SAIC TER re emergency diesel generator max temp operating 
limits.Operation of EDGs 1 & 2 at max ambient air temp of 110 F w/water as engine 
coolant is acceptable. 

WIGGINTON.D.L Project Directorate IV-1. 92/03/02. GATES.W.G. Omaha Public 
Power District. 17pp. 60811:169-60811:185. 

9203050188 Forwards SE of topical rept OPPD-NA-8301,rev 4, “Reload Core Analysis 
Methodology Overview.” Proposed changes acceptable. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/02. GATES,G. Omaha Public Power 
District. 3pp. 60808:113-60808:118. 

-9203050203 Safety evaluation of topical rept OPPD-NA-8301,rev 4, “Reload Core 
Analysis Methodology Overview.” Proposed changes acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60808:116-60808:118. 

9203050194 Forwards rev 3 to topical rept OPPD-NA-8303, “Reload Core Analysis 
Methodology Transient & Accident Methods & Verification.” NRC finds changes ac¬ 
ceptable. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/02. GATES.W.G. Omaha Public 
Power District. 3pp. 60811:153-60811:158. 

-9203050197 Safety evaluation denying use of CENTS computer code for transient 
analyses & approving rev 3 of OPPD-NA-8303. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60811:156-60811:158. 

9203090362 Forwards addl info discussed at 920207 meeting w/NRC re safety sys 
performance,expected radiation exposure during thermal shield insp & repair & opera¬ 
tor requalification training. 

JONES,W.C. Omaha Public Power District. 92/03/03. CURTISS,J.R. Commissioners 
(Post 750119). 35pp. 60868:255-60868:290. 
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9203090156 Forwards SE re topical rept WCAP-12996, “Augmentation Factor Elimina¬ 
tion for Westinghouse Fuel in Fort Calhoun.” Rept acceptable. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/04. GATES,W.G. Omaha Public 
Power District. 3pp. 60839:234-60839:238. 

-9203090162 Safety evaluation accepting topical rept WCAP-12996, “Augmentation 
Factor Elimination for Westinghouse Fuel in Fort Calhoun.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 2pp. 
60839:237-60839:238. 

9203090189 Requests add! info re final results of steam blowdown testing to complete 
review.Responses must be incorporated into 920401 final rept. 

WIGGINTON.D.L Project Directorate IV-1. 92/03/04. GATES,W.G. Omaha Public 
Power District. 4pp. 60842:286-60842:289. 

9203110185 Forwards SE accepting topical rept WCAP-12977, “Westinghouse Reload 
Fuel Mechanical Design Evaluation for Fort Calhoun Station Unit I.” 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/04. GATES,W.G. Omaha Public 
Power District. 3pp. 60875:193-60875:198. 

-9203110192 Safety evaluation accepting Westinghouse fuel mechanical design for fa¬ 
cility in stated topical rept. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp. 
60875:196-60875:198. 

9203090254 Forwards application for amend to License DPR-40,changing TS 5.9.5 to 
incorporate current NRC approved revs of util core reload methodologies. 

GATES,W.G. Omaha Public Power District. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60892:011-60892:020. 

-9203090265 Application for amend to licence DPR-40,changing TS 5.9.5 to incorpo¬ 
rate current NRC approved revs of util core reload methodologies. 

* Omaha Public Power District. 92/03/05. 3pp. 60892:013-60892:015. 

-9203100009 Proposed TS 5.9.5 re core operating limits rept. 

* Omaha Public Power District. 92/03/05. 5pp. 60892:016-60892:020. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203110264 Requests approval to implement provisions of ASME Code Case N-481 re 
reactor coolant pump casing volumetric weld exam & internal surface visual 
exam.Justification listed. 

GATES,W.G. Omaha Public Power District. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60909:299-60909:301. 

9203120069 Forwards application for amend to License DPR-40 w/addl info on cycle 14 
reload per NRC 920221 telcon request.Start- up planned 920426. 

GATES,W.G. Omaha Public Power District. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60918:179-60918:218. 

—9203120078 Application for amend to license DPR-40,reflecting necessary changes for 
Cycle 14 refueling operation w/attachments on revised inputs for transient,T/H & set- 
point analyses & justification for use of new uncertainties. 

GATES.W.G. Omaha Public Power District. 92/03/06. 67pp. 60918:181-60918:218. 

9203180345 Forwards amend 141 to license DPR-40 & safety evaluation. Amend re¬ 
vises Tech Specs to conform w/generic ltr 88-16, removing cycle-specific operating 
limits & instituting core operating limits rept. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/06. GATES.W.G. Omaha Public 
Power District. 3pp. 60971:098-60971:136. 

-9203180352 Amend 141 to license DPR-40,revising Tech Specs to conform w/generic 
ltr 88-16 by removing cycle-specific operating limits & instituting core operating limits 
rept. 

LARKINS,J.T. Project Directorate IV-1. 92/03/06. 32pp. 60971:101-60971:132. 

—9203180361 Safety evaluation supporting amend 141 to license DPR-40. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 4pp. 
60971:133-60971:136. 

9203160062 Forwards corrected pages for Cycle 14 reload application.dtd 911 ^.Incor¬ 
rect copies of Pages 18,19,27,28,29,30 & 31 of 62 were inadvertently 
provided.Changes needed to reflect analysis of fuel assembly cross section data set 
errors. 

GATES.W.G. Omaha Public Power District. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60968:320-60968:330. 

-9203160063 Application for amend to License DPR-40,revising TS 2.10 to reflect 
changes necessary for Cycle 14 operation. 

GATES.W.G. Omaha Public Power District. 92/03/10. 9pp. 60968:322-60968:330. 

9203180167 Notification of 920325 meeting w/util in Rockville,MD to discuss licensing 
activities at facility. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/10. LARKINS,J.T. Project Director¬ 
ate IV-1. 4pp. 60962:071-60962:074. 

9203180343 Lists items w/associated implementation dates,per 920224 meeting re¬ 
quest. 

GATES.W.G. Omaha Public Power District. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60975:360-60975:360. 

9203190238 Notifies NRC that facility will complete inner personnel air lock door equal¬ 
izing valve mod by 920601. 

GATES.W.G. Omaha Public Power District. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). Id. 60998:314-60998:314. 


9203190297 Informs that CE-CES-129,rev 1-P, “Methodology Manual - Physics Biases 
& Uncertainties,” will be withheld from public disclosure (ref 10CFR2.790),per 920212 
request. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/13. GATES.G. Omaha Public Power 
District. 5pp. 60971:208-60971:212. 

9203190328 Informs that Westinghouse rept WCAP-13194, “NRC Presentation & Wes¬ 
tinghouse ECCS Evaluation Model for Analysis of CE NSSS & Results of Large & 
Small Break LOCA Analysis..." will be withheld from public disclosure,per 
10CFR2.790. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/13. GATES.W.G. Omaha Public 
Power District. 4pp. 60971:213-60971:216. 

920323025® Requests that required date of 920316 for submittal of PTS, per 
10CFR50.61 (b)(4) be extended until 920515,since calculations of latest projected 
screening values are still being performed. 

GATES.W.G. Omaha Public Power District. 92/03/17. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61077:284-61077:284. 

9203300006 Forwards Amend 142 to License DPR-40 & safety evaluation. Amend 
changes TS 3.3(1 )c by implementing Generic Ltr 91-01 re specimen withdrawal 
schedules.Actions re Generic Ltr 90-09 will be addressed separately. 

WIGGINTON.D.L. Project Directorate IV-1. 92/03/19. GATES.W.G. Omaha Public 
Power District. 4pp. 61165:001-61165:013. 

-9203300007 Amend 142 to License DPR-40,changing TS 3.3(1 )c by implementing Ge¬ 
neric ltr 91-01 re specimen withdrawal schedules. 

LARKINS,J.T. Project Directorate IV-1. 92/03/19. 7pp. 61165:005-61165:011. 

-9203300008 Safety evaluation supporting Amend 142 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/19. 2pp. 
61165:012-61165:013. 

920326028® Forwards Feb 1992 “Performance Indicators Rept.” 

GATES.W.G. Omaha Public Power District. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61172:291-61172:355. 

-9203260291 “Fort Calhoun Station Performance Indicators Rept" for Feb 1992. 

* Omaha Public Power District. 92/02/29. 55pp. 61172:292-61172:355. 

9203310122 Forwards suppl to application for amend to License DPR-40, changing TS 
to revise table of contents for consistency w/ changes proposed in 920109 applica¬ 
tion for amend to license. 

GATES.W.G. Omaha Public Power District. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61207:054-61207:061. 

-9203310128 Application for amend to license DPR-40,revising Table of Contents for 
consistency w/changes proposed in 920109 application for amend. 

GATES.W.G. Omaha Public Power District. 92/03/23. 3pp. 61207:056-61207:058. 

-9203310137 Proposed tech spec revision consisting of table of contents. 

* Omaha Public Power District. 92/03/23. 3pp. 61207:059-61207:061. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9203040076 Forwards insp rept 50-285/92-04 on 920203-07.No violations or deviations 
noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. GATES.W.G. Omaha Public Power 
District. 3pp. 60767:159-60767:165. 

-9203040082 Insp rept 50-285/92-04 on 920203-07.No violations or deviations 
noted.Major areas inspected:inservice insp procedures & LER followup. 

BARNES,I. Region 4 (Post 820201). 92/02/21. 4pp. 60767:162-60767:165. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4p . 60997:043-60997:046. 
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9203090362 Forwards addl info discussed at 920207 meeting w/NRC re safety sys 
performance.expected radiation exposure during thermal shield insp & repair & opera¬ 
tor requalification training. 

JONES.W.C. Omaha Public Power District. 92/03/03. CURTSSS.J.R. Commissioners 
(Post 750119). 35pp. 60868:255-60868:290. 

9203160343 Lists items w/associated implementation dates,per 920224 meeting re¬ 
quest. 

GATES.W.G. Omaha Public Power District. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60975:360-60975:360. 

9203230130 Forwards notice of violation from investigation rept 4-91-011.NRC con¬ 
cerned because violation resulted from lack of integrity in preparation of official train¬ 
ing records. 

MARTIN.R.D. Region 4 (Post 820201). 92/03/17. GATES.W.G. Omaha Public Power 
District. 4pp. 60984:319-60984:323. 

-9203230133 Notice of violation from investigation 4-91-011.Violation noted:licensee 
provided inaccurate info to NRC. 

* Region 4 (Post 820201). 92/03/17. Ip. 60984:323-60984:323. 

9203250213 Forwards insp rept 50-285/92-06 on 920224-28 & 0302-05.No violations or 
deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/03/18. GATES.W.G. Omaha Public Power 
District. 2pp. 61071:067-61071:078. 

-9203250216 Insp rept 50-285/92-06 on 920224-28 & 0302-05.No violations or devi¬ 
ations noted.Major areas inspected:LER followup & inservice insp work activities. 
BARNES,!. Region 4 (Post 820201). 92/03/17. 10pp. 61071:070-61071:078. 


R. Periodic operating reports & related correspondence 

9203040190 “Fort Calhoun Station Unit 1 Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991 & Annual Occupational Exposure Rept,1991." W/920221 Itr. 
GATES.W.G. Omaha Public Power District. 91/12/31. 250pp. 60823:122-60823:312. 

9203040180 Forwards “Fort Calhoun Station Performance Indicators,Jan 1992.” 
GATES.W.G. Omaha Public Power District. 92/02/21. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60839:297-60840:043. 

-9203040183 “Fort Calhoun Station Performance Indicators Rept,Jan 1992.” 

* Omaha Public Power District. 92/01/31. 107pp. 60839:298-60840:043. 

9203170028 Monthly operating rept for Feb 1992 for Fort Calhoun Station,Unit 1.W/ 
920313 Itr. 

CAVANAUGH,G.R., GATES.W.G. Omaha Public Power District. 92/02/29. 9pp. 
60970:351-60970:359. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept,dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL.M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator. Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203020261 Special rept:on 920116,0130,0205,07 & 08,listed fire protection equipment 
inoperable for more than 7 days. Required compensatory measures will remain in 
place until equipment functional or documentation located. 

GATES.W.G. Omaha Public Power District. 92/02/24. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60783:222-60783:223. 

9203020262 LER 92-006-00:on 920125,discovered that annunciator circuitry for lab & 
radwaste processing bldg iodine/noble gas monitors would not function 
correctly.Caused by inoperable alarm function.Alarm corrected.W/920224 Itr. 
BLESSIE.W.J., GATES.W.G. Omaha Public Power District. 92/02/24. 4pp. 60838:051- 
60838:054. 

9203020271 LER 92-002-00:on 920127,inner containment personnel air lock door failed 
to meet acceptance criteria of PAL O-ring seal surveillance test.Caused by conden¬ 
sate dripping on inner door bracket.Corrosion to be removed.W/920226 Itr. 

LINDQUIST,S.A., GATES.W.G. Omaha Public Power District. 92/02/26. 5pp. 
60838:055-60838:059. 

9203030298 LER 92-003-00:on 920128,alarm on fire alarm panel AI-54A actuated as re¬ 
quired by Tech Spec 2.19(1).Caused by inadequate personnel performance due to 
lack of attention. Compensatory measures established.W/920227 Itr. 

BOOTH,C.E., GATES.W.G. Omaha Public Power District. 92/02/27. 5pp. 60392:060- 
60392:064. 

9203020077 LER 91-028-01 :on 911201 .sample pump for lab & radwaste processing 
bldg exhaust stack gas,iodine & particulate monitors discovered not running due to 
power excursion. Temporary Mod 92-04 instailed.W/920228 Itr. 

ROSLONIEC.DJ., GATES.W.G. Omaha Public Power District. 92/02/28. 4pp. 
60838:100-60838:103. 

9203060354 LER 92-005-00:on 920201 .zero power mode bypass switch placed in 
bypass condition resulting in unplanned reactor protective sys actuation.Caused by 
procedural noncompliance. Standing order re notification reviewed.W/920302 Itr. 
VOSS.K.A., GATES.W.G. Omaha Public Power District. 92/03/02. 4pp. 60871:210- 
60871:213. 

9203060356 LER 92-004-00:on 920201,5 of 10 main steam safety valve liftpoints found 
out of acceptance criteria.Caused by use of overly restrictive operability criteria.Valves 
recalibr &. tested satisfactorily.W/920302 Itr. 

BOOTH,C.E., GATES.W.G. Omaha Public Power District. 92/03/02. 4pp. 60871:214- 
60871:217. 

9203180077 Special rept:on 920218,fire barrier between Corridor 4 & Room 21 
breached by removal of floor plug to support installation mod.Fire barrier remains 
breached at present & will be restored by end of 1992 refueling outage. 

GATES.W.G. Omaha Public Power District. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60977:115-60977:116. 


9203240383 LER 92-007-00:on 920219,three ventilation isolation valves closed 
unexpectedly.Cause undetermined.Util will provide training on event,on monitoring 
alarm printer & will investigate new training for operators.W/920320 Itr. 

BOOTH,C.E., GATES.W.G. Omaha Public Power District. 92/03/20. 4pp. 61120:263- 
61120:266. 

9203300358 LER 92-006-01 :on 920125,discovered that alarm function on Radioactive 
Waste Bldg Stack Monitors were inoperable.Caused by personnel error.Training re 
self-checking & post-mod testing requirements will be performed.W/920325 Itr. 
BLESSIE.W.J., GATES.W.G. Omaha Public Power District. 92/03/25. 4pp. 61225:082- 
61225:085. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203060110 Informs of 920324 meeting to discuss development of various portions of 
requalification exams. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. GATES.W.G. Omaha Public Power 
District. 3pp. 60804:210-60804:212. 

9203060073 Forwards results of generic fundamentals exam of written operator license 
exam administered 920205.Exam w/answer keys,employees results & copies of indi¬ 
vidual answer sheets end. 

BEACH,A.B. Division of Reactor Projects - III,IV,V (Post 901216). 92/02/26. 
GATES.W.G. Omaha Public Power District. 98pp. 60803:260-60804:007. 

9203110098 Informs of 920324 regional meeting to discuss requalification exams. 
COLLINS.S.J. Region 4 (Post 820201). 92/02/28. GATES.W.G. Omaha Public Power 
District. 3pp. 60849:191-60849:193. 

9203090362 Forwards addl info discussed at 920207 meeting w/NRC re safety sys 
performance.expected radiation exposure during thermal shield insp & repair & opera¬ 
tor requalification training. 

JONES.W.C. Omaha Public Power District. 92/03/03. CURTISS,J.R. Commissioners 
(Post 750119). 35pp. 60868:255-60868:290. 

9203260016 Discusses NRC plans to administer generic fundamentals exam section of 
written operator licensing exam at facility on 920610.lnforms that registration Itr must 
be received at NRC & Region by 920504.Sample registration Itr end. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. GATES.W.G. Omaha Public Power 
District. 4pp. 61083:032-61083:035. 
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F. Security, medical, emergency & fire protection plans 


9203060158 Revised EPIPs.including for vol 2, rev 42 for cover sheet & rev 39 for EP- 
Forms Index & for vol 3, rev 68 for Index,rev 12 for IP-1001,rev 8 for IP-1004 & IP- 
1017,rev 18 for IP- 1050,IP-1 Oil & IP-1076. 

* Power Authority of the State of New York (New York Power Authority). 92/02/26. 
107pp. 60860:316-60861:062. 

9203260329 Revised Pages 6,7 & 9 of 15 of I P-1001, Vol III of emergency plan,reflecting 
correction of typos. 

MCGOUGH.M. Power Authority of the State of New York (New York Power Authority), 
92/03/04. 4pp. 61161:216-61161:219. 

9203260054 Forwards insp rept 50-286/92-03 on 920105-0306.Expresses concerr 
about lack of aggressive root cause analysis & corrective actions to address potential¬ 
ly degraded condition which affected automatic actuation capability of equipment. 
HEHL.C.W. Region 1 (Post 820201). 92/03/18. RUSSELL,J.E. Power Authority of the 
State of New York (New York Power Authority). 4pp. 61083:062-61083:119. 

-9203260061 Insp rept 50-286/92-03 on 920105-Q306.Major areas inspected: planl 
operations.radiological controls,maint,security, emergency preparedness & engineering 
& technical support. 

HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/12. 54pp. 61083:066-61083:119 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses 8 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powei 
plants & holders of CPs for nuclear power plants re consideration of valve misposi 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030082 Notification of significant licensee meeting 92-016 w/util on 920306 r< 
presentation of util self-assessment program for plant. 

TAPPERT.J.R. Region 1 (Post 820201). 92/02/25. Region 1 (Post 820201). 3pp 
60753:309-60753:311. 


9203020195 Forwards Rev 1 to WCAP-13170, “Safety Assessment for Indian Point Uni 
3 Fuel Assemblies W/ZIRLO Clad Fuel Rods." 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority) 
92/02/26. Document Control Branch (Document Control Desk). 3pp. 60791:196 
60791:287. 
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9203030213 Supplement to 911119 application for amend to License DPR-64,correcting 
erroneous proposed changes to Tech Specs re hydrogen recombiner operability & 
surveillance requirements. 

BEEDLE.R. E. Power Authority of the State of New York (New York Power Authority). 
92/02/26. Document Control Branch (Document Control Desk). 2pp. 60819:140- 
60819:144. 

-9203030225 Proposed Tech Specs re hydrogen recombiners operability. 

* Power Authority of the State of New York (New York Power Authority). 92/02/06. 
3pp. 60819:142-60819:144. 

9203090028 Forwards “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1991," Rev 
6 to “ODCM” & “PCP for Stabilization of Radioactive Liquid Wastes,Resins & Filters.” 
RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
92/03/01. MARTIN,T. Region 1 (Post 820201). Ip. 60892:260-60893:063. 

-9203090033 Rev 6 to “ODCM." 

* Power Authority of the State of New York (New York Power Authority). 91/07/01. 
93pp. 60892:318-60893:051. 

-9203090036 “Process Control Program for Stabilization of Radioactive Liquid 
Wastes,Resins & Filters.” 

* Power Authority of the State of New York (New York Power Authority). 91/10/11. 
12pp. 60893:052-60893:063. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). . 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170112 Forwards amend 111 to license DPR-64 & safety evaluation. Amend re¬ 
vises TS section 4.11,safety-related shock suppressors to specify snubber visual insp 
schedule.per guidance provided in generic ltr 90-09. 

CONICELLA.N.F. Project Directorate 1-1. 92/03/09. BEEDLE.R. Power Authority of the 
State of New York (New York Power Authority). 2pp. 60963:033-60963:049. 

-9203170117 Amend 111 to license DPR-64,revising TS section 4.11 safety- related 
shock suppressors to specify snubber visual insp schedule per guidance provided in 
generic ltr 90-09. 

CAPRA,R.A Project Directorate 1-1. 92/03/09. 10pp. 60963:035-60963:044. 

-9203170119 Safety evaluation supporting amend 111 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 5pp. 
60963:045-60963:049. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Supp! 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100001 Forwards insp rept 50-286/92-04 on 920127-31.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 92/03/04. RUSSELL,J.E. Power Authority of the 
State of New York (New York Power Authority). 2pp. 60843:001-60843:009. 

-9203100003 Insp rept 50-286/92-04 on 920127-31.No violations noted. Major areas 
inspected: licensee implementation of post- accident monitoring instrumentation per 
Reg Guide 1.97, Rev 3. 

PAOLINO.R.J., ANDERSON,C.J. Region 1 (Post 820201). 92/03/03. 7pp. 60843:003- 
60843:009. 


9203100239 Notification of significant licensee meeting/enforcement conference 92-31 
w/util on 920313 to discuss emergency bus loading issues. 

HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/04. Region 1 (Post 820201). 2pp. 
60845:137-60845:138. 

9203160170 Ack receipt of 920120 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-286/91-22. Recognizes commitment to continue upgrading proc¬ 
ess radiation monitor sys. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/05. RUSSELL,J.E. Power Authority of 
the State of New York (New York Power Authority). 2pp. 60908:353-60908:359. 

9203170112 Forwards amend 111 to license DPR-64 & safety evaluation. Amend re¬ 
vises TS section 4.11,safety-related shock suppressors to specify snubber visual insp 
schedule.per guidance provided in generic ltr 90-09. 

CONICELLA.N.F. Project Directorate 1-1. 92/03/09. BEEDLE.R. Power Authority of the 
State of New York (New York Power Authority). 2pp. 60963:033-60963:049. 

-9203170117 Amend 111 to license DPR-64,revising TS section 4.11 safety- related 
shock suppressors to specify snubber visual insp schedule per guidance provided in 
generic ltr 90-09. 

CAPRA,R.A Project Directorate 1-1. 92/03/09. 10pp. 60963:035-60963:044. 

-9203170119 Safety evaluation supporting amend 111 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 5pp. 
60963:045-60963:049. 

9203160006 Discusses insp rept 50-286/91-26 on 911124-920104 & forwards notice of 
violation.Enforcement conference held on 920205 to discuss 911209-16 event re loss 
of configuration control of one emergency diesel generator,violations & causes. 
MARTIN,T.T. Region 1 (Post 820201). 92/03/10. BEEDLE.R. Power Authority of the 
State of New York (New York Power Authority). 5pp. 60908:011-60908:017. 

—9203160007 Notice of violation from insp on 911124-920104.Violations noted:licensee 
did not provide control over activities affecting quality of sys & components,to extent 
consistent w/importance of safety. 

* Region 1 (Post 820201). 92/03/10. 2pp. 60908:016-60908:017. 

9203190127 Forwards insp rept 50-286/91-21 on 911112-22.No violations 
noted.Inspector identified concerns re lack of control of calibrated instruments in¬ 
stalled in safety injection sys B injection tank. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. RUSSELL,J.E. Power Author¬ 
ity of the State of New York (New York Power Authority). 3pp. 60960:020-60960:140. 

-9203190135 Insp rept 50-286/91-21 on 9l1112-22.No violations noted. Major areas 
inspected:current surveillance testing of safety injection sys,auxiliary feedwater sys & 
containment air recirculation & filtering sys. 

DRYSDALE.P., BLUMBERG.N.J. Region 1 (Post 820201). 92/03/05. 100pp. 
60960:023-60960:140. 

9203200147 Ack receipt of 911021 ltr informing NRC of schedule for completing correc¬ 
tive & preventive actions for violations noted in insp rept 50-286/91-80. 

DURR.J.P. Region 1 (Post 820201). 92/03/11. RUSSELL,J.E. Power Authority of the 
State of New York (New York Power Authority). 2pp. 60970:250-60970:259. 

9203260054 Forwards insp rept 50-286/92-03 on 920105-0306.Expresses concern 
about lack of aggressive root cause analysis & corrective actions to address potential¬ 
ly degraded condition which affected automatic actuation capability of equipment. 
HEHL.C.W. Region 1 (Post 820201). 92/03/18. RUSSELL,J.E. Power Authority of the 
State of New York (New York Power Authority). 4pp. 61083:062-61083:119. 

-9203260061 Insp rept 50-286/92-03 on 920105-0306.Major areas inspected: plant 
operations,radiological controls,maint,security, emergency preparedness & engineering 
& technical support. 

HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/12. 54pp. 61083:066-61083:119. 


R. Periodic operating reports & related correspondence 

9203060242 Forwards fitness-for-duty program performance repts for Jul-Dec 1991,per 
10CFR26.71(d). 

BEEDLE.R. Power Authority of the State of New York (New York Power Authority). 
92/02/28. Document Control Branch (Document Control Desk). 10pp. 60867:136- 
60867:145. 

9203180229 Monthly operating rept for Feb 1992 for Indian Point Nuclear Plant Unit 
3.W/920311 ltr. 

KELLY,L., RUSSELL,J.E. Power Authority of the State of New York (New York Power 
Authority). 92/02/29. 5pp. 60991:351-60991:355. 

9203090028 Forwards “Effluent & Waste Disposal Semiannual Rept Jul-Dec 1991," Rev 
6 to “ODCM” & “PCP for Stabilization of Radioactive Liquid Wastes,Resins & Filters." 
RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
92/03/01. MARTIN,T. Region 1 (Post 820201). Ip. 60892:260-60893:063. 

-9203090030 “Effluent & Waste Disposal Semi-Annual Rept Jul-Dec 1991." 

* Power Authority of the State of New York (New York Power Authority). 91/12/31. 
57pp. 60892:261-60892:317. 

-9203090033 Rev 6 to “ODCM." 

* Power Authority of the State of New York (New York Power Authority). 91/07/01. 
93pp. 60892:318-60893:051. 

-9203090036 “Process Control Program for Stabilization of Radioactive Liquid 
Wastes,Resins & Filters." 

* Power Authority of the State of New York (New York Power Authority). 91/10/11. 
12pp. 60893:052-60893:063. 


S. Reportable occurrences, LERs & related correspondence 

9203180378 Preliminary Part 21 rept on EDG jacket water/lube oil coolers w/excessive 
corrosion in internal areas.Caused by galvanic corrosion between copper alloy tubes/ 
tubesheet, stainless steel divider plates & carbon steel channel head. 

JACKSON,C.W. Consolidated Edison Co. of New York, Inc. 92/02/21. BRAM.S.B. 
Consolidated Edison Co. of New York, Inc. 3pp. 60975:356-60975:358. 
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9203180274 LER 92-003-00:on 920209,indicating lamp on safeguards panel short 9203050170 Forwards nonproprietary Calculation 32-1174827-04, Leak Rate of Rollec 

circuited.Caused by short circuit developed at bulb base of status indicating Orifice Plugs," as follow-up to 920122 itr providing addl info for repair of SG explosive 

lightBlown fuse replaced w/ appropriate ampere fuse.W/920306 Itr. plugs by use of Orifice Plugs interpretation of TS 4.17.5.f. 

DIAMOND,E„ RUSSELL J E Power Authority of the State of New York (New York TAYLOR,J.H. Babcock & Wilcox Co. 92/02/26. Document Control Branch (Document 

Power Authority). 92/03/06 7pp. 60997:242-60997:248. Control Desk). 7pp. 60852:107-60852:125. 


V. Operator Examinations 

9203090070 Forwards results w/other matls of 920205 generic fundamentals exam sec¬ 
tion of written operator licensing exam for facility employees.W/o end. 
BETTENHAUSEN.L. Reqion 1 (Post 820201). 92/03/03. TANSKY.R. Power Authority 
of the State of New York (New York Power Authority). 2pp. 60833:031-60833:032. 
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9203090137 Forwards “Oconee 1 Cycle 14 Core Operating Limits Rept,” Revs 1 & 4, 
“Oconee 2 Cycle 12 Core Operating Limits Rept,” Rev 2, “Oconee 2 Cycle 13 Core 
Operating Limits Rept," Revs 0 & 1 & “Oconee 3 Cycle 13 Core Operating Limits...,’’ 

HAMPTON,J.W. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60862:238-60862:341. 

-9203090175 “Oconee 3 Cycle 13 Core Operating Limits Rept,” Rev 2. 

PRESSLEY,H.B. Duke Power Co. 91/05/16. 9pp. 60862:333-60862:341. 


F. Security, medical, emergency & fire protection plans 

9203090289 Forwards public version of EPIPs,including revs 92-01 to vols B & C.W/ 
920304 release memo. 

HAMPTON,J.W. Duke Power Co. 92/02/10. Document Control Branch (Document 
Control Desk). 4pp. 60853:189-60853:263. 

-9203090299 Public version of EPIPs,including rev 92-01 to vols S & C. 

* Duke Power Co. 92/02/10. 38pp. 60853:192-60853:263. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. HAMPTON,J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

-9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
17.Violation noted.Major areas inspected:emergency preparedness,including review of 
programmatic elements emergency plan/implementing procedures & facilities. 
SALYERS,G. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024-60845:037. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.” W/ 920306 Itr. 

HARRIS,R.E., TUCKER,H.B. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 

9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations,” including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 Itr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203240286 Forwards public version of Rev 92-01 to emergency plan & Rev 92-02 to to 
Vol B (EPIPs),consisting of Change 9 to CP/1 /A/2002/04C,Change 8 to CP/2/A/ 
2002/04C & Change 6 to CP/3/A/2002/04C & revised station chemistry manual. 
HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 61068:229-61069:120. 

-9203240329 Public version of Rev 92-01 to emergency plan. 

BARRON,H.B. Duke Power Co. 92/03/02. 129pp. 61068:231-61069:120. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


P. Operating license stage documents & correspondence 


9203090188 Forwards Rev 32 to Oconee “ODCM,” Rev 33 to McGuire “ODCM,” Rev 
34 to Catawba “ODCM” & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

-9203090210 Rev 35 to “ODCM” generic section. 

MCCONNELL,T.L., MCCOLLUM,W.R-. BARRON,H.B. Duke Power Co. 92/03/01. 
13pp. 60896:112-60896:124. 

9203090346 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, changing 
TS re LOCA linear heat rate limit, “MK-B9 Spectrum LOCA LHR Limit Analyses for 
177-Fuel Assembly Lowered Loop Plants” enci.Rept withheld. 

HAMPTON J.W Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60882:212-60882:224. 

-9203090348 Proposed Tech Specs re LOCA linear heat rate limits. 

* Duke Power Co. 92/03/03. 10pp. 60882:215-60882:224. 

9203090351 Submits addl info re second 10-yr interval Request for Relief 92-04 to 
repair indication in weld 2-01A-5-22,per NRC request.Lengths on two segments on 
ealier RT film not measured. 

HAMPTON J.W. Duke Power Co. 92/03/03. Document Control Branch (Documenl 
Control Desk). Ip. 60868:240-60868:240. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160176 Forwards affidavit supporting proprietary classification of B&W Document 
86-1202153-00, “MK-B9 Spectrum LOCA LHR Limit Analyses for 177-Fuel Assembly 
Lowered Loop Plants.” Document should be withheld (ref 10CFR2.790). 

TAYLOR.J.H. Babcock & Wilcox Co. 92/03/10. Document Control Branch (Document 
Control Desk). 7pp. 60968:222-60968:228. 

9203160260 Advises that based on review of util 890417 & 900404 responses to station 
blackout (SBO) rule 10CFR50.63,plant design does not conform w/SBO rule.guidance 
of reg guide 1.155 & NUMARC 87-00.SE & contractor rept SAIC-91/1264 end. 
WIENS.L.A. Project Directorate 11-3. 92/03/10. HAMPTON,J.W. Duke Power Co. 3pp. 
60932:247-60932:292. 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 


-9203170114 Safety evaluation concluding that plant does not conform w/station black¬ 
out (SBO) rule & guidance of reg guide 1.155. Recommends that licensee reevaluate 
areas of concern identified in SE. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 15pp. 
60932:250-60932:264. 


9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170466 Forwards resume of M Cabral da Silva of FURNAS of Brazil. Cabral da 
Silva would like to join Risk Evaluation Group for 6-month on-job-training starting on 
850513 to participate in review of Oconee PRA. 

KATO.W.Y. Brookhaven National Laboratory. 85/02/25. LAFLEUR.J.D. Office of Inter¬ 
national Programs (Pre 870413). Ip. 61213:142-61213:143. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover Itr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 Itr concerning changes 
to plant topical rept, “QA Program." 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203040213 Provides comments on util 910805 & 911004 responses to generic Itr 89- 
10,suppl 3, “Consideration of NRC Sponsored Tests of MO Vs." Licensee should per¬ 
form evaluation of actuator ratings. 

SHEA,J.W. Project Directorate 1-2. 92/02/25. BECK.G.J. Pennsylvania, Common¬ 
wealth of. 4pp. 60799:155-60799:158. 


-9201020371 Final "Technical Evaluation Rept - Oconee Nuclear Station, Station 
Blackout Evaluation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/1264. 91/12/20. NRC - No Detailed Affiliation Given. 28pp. 
60932:265-60932:292. 

9203230194 Forwards proprietary info justifying adequacy of RETRAN-02 model for 
plant,per 920114 meeting w/NRC to resolve issues on subj & NRC SER for DPC-NE- 
3000, “Thermal-Hydraulic Transient Analysis Methodology." Enel withheld. 

TUCKER,H.B. Duke Power Co. 92/03/11. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 61102:252-61102:254. 

9203300140 Forwards response to NRC request for addl info re inservice testing pro¬ 
gram relief request & rev to previous submittal deleting portion of request for relief on 
accuracy of vibration amplitude measurements. 

HAMPTON,J.W. Duke Power Co. 92/03/19. Document Control Branch (Document 
Control Desk). 7pp. 61164:325-61164:331. 

9203310133 Informs that proprietary info will be withheld from B&W Nuclear Technol¬ 
ogies Technical Document 32-1174827-04, “Leak Rate of Rolled Orifice Plugs,” dtd 
910904,per 10CFR2.79O(b). 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/25. TAYLOR.J.H. Babcock & Wilcox 
Co. 4pp. 61195:345-61195:348. 


Q. Inspection reports, IE Bulletins & correspondence 


9203100059 Ack receipt of 920206 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-30, 50-270/91-30 & 50-287/91-30 on 911126. 
HERDT.A.R. Region 2 (Post 820201). 92/02/13. HAMPTON,J.W. Duke Power Co. 
2pp. 60843:246-60843:247. 
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9203030237 Informs that based on info presented during 920205 mgt meeeting in 
Region 2 ofc.NRC will conduct electrical distribution sys functional insp at plant begin¬ 
ning early spring of 1993.Meeting summary & handouts end. 

GIBSON,A.F. Region 3 (Post 820201). 92/02/14. HAMPTON.J.W. Duke Power Co. 
32pp. 60754:313-60754:344. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100194 Forwards insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 
920113-17 & notice of violation.NRC concerned about violation due to misclassifica- 
tion of emergencies or errors in implementing emergency plan. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. HAMPTON.J.W. Duke Power Co. 3pp. 
60845:019-60845:037. 

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had 
not met specific requirements of paragraph 4.1 of compliance manual section 3.5. 

* Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023. 

“9203100202 Insp repts 50-269/92-02,50-270/92-02 & 50-287/92-02 on 920113- 
17.Violation noted.Major areas inspected emergency preparedness,including review of 
programmatic elements, emergency plan/implementing procedures & facilities. 
SALYERS,G., RANKIN.W. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024- 
60845:037. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9203180112 Submits notice of delay of inspector access to plant during 920127 radi¬ 
ation protection insp 92-06.Inspector listed on current NRC site access list & waited 
approx 4.5 h to gain access into site. Review of matter requested. 

CLINE.W.E. Region 2 (Post 820201). 92/02/26. HAMPTON.J.W. Duke Power Co. 3pp. 
60936:077-60936:079. 

9203020183 Responds to NRC 920114 ltr re violations noted in Insp Repts 50-269/91- 
35,50-270/91-35 & 50-287/91 -35.Corrective actions:valves returned to procedurally 
designated status & training package issued to require review of events. 
HAMPTON.J.W. Duke Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 3pp. 60783:134-60783:136. 

9203100193 Notification of significant licensee meeting on 920313 w/SALP board mem¬ 
bers to discuss performance of facility during 900801-920201. 

BELISLE.G.A. Region 2 (Post 820201). 92/02/27. Region 2 (Post 820201). 4pp. 
60845:015-60845:018. 

9203180118 Forwards insp repts 50-269/92-03,50-270/92-03 & 50-287/92-03 on 
920105-0201 & notice of violation.Concerns indicate continued pattern of failure to 
meet procedural requirements & procedures. 

HERDT.A.R. Region 2 (Post 820201). 92/02/27. HAMPTON.J.W. Duke Power Co. 
3pp. 60936:096-60936:117. 

“9203180126 Notice of violation from insp on 920105-0201 .Violation 
noted:documentation of fuel assemblies & component shuffle within spent fuel pool 
inadequate. 

* Region 2 (Post 820201). 92/02/27. 2pp. 60936:099-60936:100. 

“9203180136 Insp repts 50-269/92-03,50-270/92-03 & 50-287/92-02 on 920105- 
0201 .Violations noted.Major areas inspected: operations,surveillance testing,maint 
activities,sys walkdown & insp of open items. 

HARMON,P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/02/26. 
17pp. 60936:101-60936:117. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203230033 Ack receipt of 920218 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-31, 50-270/91-31 & 50-287/91-31. 

HERDT.A.R. Region 2 (Post 820201). 92/02/28. HAMPTON.J.W. Duke Power Co. 
3pp. 60984:053-60984:055. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203230010 Ack receipt of 920213 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/91-34, 50-270/91-34 & 50-287/91-34. 

HERDT.A.R. Region 2 (Post 820201). 92/03/03. HAMPTON.J.W. Duke Power Co. 
2pp. 60984:010-60984:011. 


9203180155 Forwards insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 
920127-31.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/04. HAMPTON.J.W. Duke Power Co. 
3pp. 60936:210-60936:226. 

-9203180159 Insp repts 50-269/92-05,50-270/92-05 & 50-287/92-05 on 920127-31 .No 
violations noted.Major areas inspected: observation of automated ultrasonic exams of 
reactor vessel & evaluation of exam data. 

COLEY,J.L., BLAKE,J.J. Region 2 (Post 820201). 92/03/02. 14pp. 60936:213- 
60936:226. 


9203180125 Forwards insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 
920127-31 .Violations noted but not cited. 

CLINE.W.E. Region 2 (Post 820201). 92/03/06. HAMPTON.J.W. Duke Power Co. 3pp. 
60936:131-60936:143. 

-9203180129 Insp repts 50-269/92-06,50-270/92-06 & 50-287/92-06 on 920127- 
SI. Violations noted but not cited.Major areas inspected:occupational exposures during 
extended outages. 

SHORTRIDGE.R.B., TESTA,E.D., POTTER,J.P. Region 2 (Post 820201). 92/03/02. 
10pp. 60936:134-60936:143. 

9203180024 Forwards insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 
920210-14.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/09. HAMPTON.J.W. Duke Power Co. 
4pp. 60935:033-60935:041. 

-9203180027 Insp repts 50-269/92-07,50-270/92-07 & 50-287/92-07 on 920210-14.No 
violations noted.Major areas inspected:snubber surveillance program,reactor bldg sec¬ 
ondary shield wall tendon surveillance program & previously inspected items. 
LENAHAN.J.J., BLAKE.J.J. Region 2 (Post 820201). 92/03/06. 4pp. 60935:037- 
60935:041. 

9203200005 Forwards revised response to violation 91-34-01 from insp repts 50-269/ 
91 -34,50-0270/91 -34 & 50-287/91 -34.Corrective actions:resetting RPS & procedure 
changes to control rod drive sys. 

HAMPTON.J.W. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 3pp. 61056:354-61056:356. 

9203230257 Responds to NRC 920220 ltr re violations noted in Insp Repts 50-269/92- 
02,50-270/92-02 & 50-287/92-02.Corrective actions: operations clerical support per¬ 
sonnel counseled re need to update controlled documents per distribution ltr. 
HAMPTON.J.W. Duke Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 3pp. 61077:281-61077:283. 

9203260162 Advises that response to NRC Bulletin 89-001,suppl 2, "Failure of Westing- 
house SG Tube Mechanical Plugs,” acceptable. 

WIENS,L.A. Project Directorate 11-3. 92/03/20. HAMPTON.J.W. Duke Power Co. 4pp. 
61093:151-61093:154. 


R. Periodic operating reports & related correspondence 


9203030058 “1991 Semi-Annual Radioactive Effluent Release Report" for Jul-Dec 
1991.W/920227 ltr. 

HAMPTON.J.W. Duke Power Co. 91/12/31. 64pp. 60796:115-60796:178. 

9203030074 "1991 Oconee Nuclear Station Personnel Monitoring Report.” W/920226 
ltr. 

HAMPTON.J.W. Duke Power Co. 91/12/31. 6pp. 60802:020-60802:025. 

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 

9203230232 Forwards revised "1991 Oconee Nuclear Station Personnel Monitoring 
Rept," correcting error in computer codes used to compile dose distribution data for 
five work groups & address used in initial submittal of rept. 

HAMPTON,J.W. Duke Power Co. 92/03/12. Office of Nuclear Regulatory Research, 
Director (Pre 860720). 2pp. 61077:207-61077:213. 

“9203230235 Revised “1991 Oconee Nuclear Station Personnel Monitoring Rept” 

* Duke Power Co. 91/12/31. 5pp. 61077:209-61077:213. 

9203170244 Forwards monthly operating rept for Feb 1992 for Oconee Nuclear Station 
& revised monthly operating rept for Jan 1992. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60982:040-60982:057. 

“9203170048 Monthly operating repts for Feb 1992 for Oconee Nuclear Station. 
WILLIAMS,R.A. Duke Power Co. 92/02/29. 15pp. 60982:042-60982:056. 

“9203170262 Revised monthly operating rept for Jan 1992 for Oconee Nuclear Station. 

* Duke Power Co. 92/01/31. Ip. 60982:057-60982:057. 


S. Reportable occurrences, LERs & related correspondence 


9203260192 NPDES noncompliance notificatiomon 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 
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V. Operator Examinations 

9203160104 Notification of contract execution,mod 1 to task order 132, “Technical As¬ 
sistance to Support Licensing Activities.” ContractorSonalysts,Inc. 

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 
60919:287-60919:289. 

-9203160096 Ltr contract NRC-03-89-031 .mod 1 increasing negotiated task order ceil¬ 
ing to task order 132, “Operator Licensing Exams, Oconee Nuclear Power Plant.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
28. PETERSEN,L.R. Sonalysts, Inc. 2pp. 60919:288-60919:289. 
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F. Security, medical, emergency & fire protection plans 

9203090389 Public version of revised EPIPs,including rev 4 to EPIP-TMI-.06 & rev 2 to 
EPIP-TMI-.06.W/920304 release memo. 

* General Public Utilities Corp. - GPU Service Corp. 92/02/19. 30pp. 60853:001- 
60853:032. 

9203160034 Forwards insp repts 50-289/91-30 & 50-320/91-21 on 911229- 920201 & 
notice of violation.Failure to make timely corrective actions to support gauges in high 
pressure injection sys identified. 

WENZINGER.E.C. Region 1 (Post 820201). 92/03/04. BROUGHTON.T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 60911:052-60911:072. 

-9203160045 Insp repts 50-289/91-30 & 50-320/91-21 on 911229-920201. Violations 
noted.Major areas inspected:plant operations, security measures & engineering sup¬ 
port activities. 

RULAND.W.H. Region 1 (Post 820201). 92/03/03. 16pp. 60911:057-60911:072. 

9203300296 Rev 1 to Emergency Plan Implementing Document 6410-ADM-1300.01, 
"Maintaining Emergency Preparedness,” reflecting biennial review changes & updat¬ 
ing PTFC info. 

BROWN,N.D., WHITEHEAD,J.L., SIMONETTI.G.J. General Public Utilities Corp. - GPU 
Service Corp. 92/03/19. 28pp. 61169:267-61169:294. 

9203300013 Forwards final SALP rept 50-289/90-99 for 900516 - 911116. Actions taken 
or planned to address weaknesses identified in surveillance area re infrequently per¬ 
formed surveillance activities noted,per 920213 meeting & 920309 response. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/23. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 61110:039-61110:079. 

-9203300015 Final SALP rept 50-289/90-99 for 900516 - 911116. 

* Region 1 (Post 820201). 92/03/23. 30pp. 61110:043-61110:079. 


I. Financial Information 

9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS.D.A., WILCOX,R.N. Atomic Energy Commission (Pre 750119). Ip. 
61214:081-61214:081. 


J. insurance & indemnity information 

9203170057 Lists property insurance coverages that will be effective for Three Mile 
Island Units 1 & 2 as of 920401. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/10. Doc¬ 
ument Control Branch (Document Control Desk). Ip. 60970:360-60970:360. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
PlantForwards App A documents which are being made available in PDR. 

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

W1LCOX.R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 

-9203180337 Forwards summary of 640512 meeting re util nuclear instrumentation,for 
info.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
ROGERS, D.A., NEWSON.H.W. Atomic Energy Commission (Pre 750119). Ip. 
61214:083-61214:083. 

-9203180342 Forwards memo summarizing 640512 DRL meeting on util 
instrumentation,for info. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
EPLER.E.P. Oak Ridge National Laboratory. Ip. 61214:084-61214:084. 

-9203180346 Summary of 640512 meeting in Bethesda.MD to discuss licensee nuclear 
instrumentation.Attendees listed. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. ACRS - 
Advisory Committee on Reactor Safeguards. 6pp. 61214:085-61214:090. 

-9203180349 Provides addl info re amend 2 to licensee application covering prototype 
testing of CRD & subchannels in safety sys. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 64/08/06. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). 3pp. 61214:091 -61214:093. 

-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern¬ 
ing plant. 

FRALEY,F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03. 
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094- 
61214:095. 


-9203180357 Submits category B rept re 640909 meeting in Toms River,NJ re provi¬ 
sional const permit.W/o end. _ ^ 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/09/18. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:096-61214:096. 

-9203180358 Forwards notice of hearing on application for provisional const permit for 
nuclear reactor.W/o end. _ 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/09/11. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:097-61214:097. 

-9203180372 Forwards repts concerning meeting w/Epler on 640512 re GE instrumen¬ 
tation for plant.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/10/13. 

THOMPSON,T.J. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:098- 
61214:098. 

-9203180379 Provides category B rept re DRL public hazards analysis. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/09. 

ROGERS.D.A., KOUTS.K.J. Atomic Energy Commission (Pre 750119). 2pp. 
61214:099-61214:100. 

-9203180382 Forwards hazards analysis rept for plant.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/10/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:101-61214:101. 

-9203180392 Provides category B rept for util const permit. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 65/01 /08. 

ROGERS,D.A., MANLY,N.B. Atomic Energy Commission (Pre 750119). Ip. 61214:102- 

61214:102. 

-9203180405 Forwards decision of Commission re util request to suspend Hearing 
Board requirement for addl info until appeal resolved.Request denied. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 65/04/14. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:104-61214:104. 

-9203180410 Provides category B rept re order determining plant compliance w/condi- 
tions in initial decision. 

GASKE.W.C. ACRS - Advisory Committee on Reactor Safeguards. 66/01/26. 
SILVERMAN,L., OKRENT.D. Atomic Energy Commission (Pre 750119). Ip. 
61214:105-61214:105. 

-9203190060 Discusses review of plant ECCS.per 661020 ltr to util re results of recent 
const permit reviews. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/05/08. ACRS - 
Advisory Committee on Reactor Safeguards. 13pp. 61214:107-61214:120. 

-9203190065 Requests that end evaluation by Epler re instrumentation sys be distribut¬ 
ed to plant subcommittee. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/05. 
MCKEE,J.E., BUSH.S.H., PALLADINO.H. Atomic Energy Commission (Pre 750119). 
8pp. 61214:121-61214:128. 

-9203190077 Discusses AE Bates assistance on 671117 w/Subcommittee review of 
control & instrument sys for facility. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/11/16. ACRS - 
Advisory Committee on Reactor Safeguards. 5pp. 61214:140-61214:144. 

-9203190086 Submits Category B repts re regulatory Itrs dtd 671108 & 24 concerning 
cracks in control rod stub tubes of plant reactor. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/12/01. 
MCKEE,J.E., PALLADINO.N. Atomic Energy Commission (Pre 750119). 4pp. 
61214:145-61214:148. 

-9203190089 Believes that analysis should be made & design justified concerning reac¬ 
tor vessel repair at facility. 

ETHERINGTON.H. Atomic Energy Commission (Pre 750119). 67/12/20. FRALEY,R.F. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:149-61214:149. 

-9203190098 Forwards evaluation re possible cause of pressure vessel (stub tube) 
cracking at plant. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/12/27. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). 5pp. 61214:150-61214:154. 

-9203190105 Advises that Etherington provided end addl info re plant. DRL plans to 
develop addl detail for discussions during meeting to be held next wk. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). Ip. 61214:155-61214:155. 

-9203190106 Discusses & provides comments on plant vessel,including distortion 
measurements & other stresses. 

ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:156- 
61214:157. 

-9203190114 Forwards info re stub tubes,per request at ACRS 93rd meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 
STRATTON,W.R., HANSUER.S. Atomic Energy Commission (Pre 750119). 2pp. 
61214:158-61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 

-9203190192 Discusses Feb 1968 ACRS meeting re pressure vessel repairs. 
GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:174-61214:174. 

-9203190195 Provides basis for concern re plant pressure vessel stub tube failures. 
ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. 
ACRS - Advisory Committee on Reactor Safeguards. 21pp. 61214:175-61214:195. 

-9203190257 Summary of 680807 meeting w/util re pressure vessel repair 
procedures.Attendees listed. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/08/21. ACRS - 
Advisory Committee on Reactor Safeguards. 8pp. 61214:199-61214:206. 
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—9203190268 Requests that end rept, “Corrosion Evaluation - Oyster Creek Nudear 
Power Plant," be forwarded to ACRS members for info. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/10/17. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:207-61214:207. 

-9203190277 Discusses intergranular stress-assisted corrosion & weld defects found in 
stub tubes & control rod housing of primary pressure vessel at plant. 

CHENG,C.F. Argonne National Laboratory. 68/07/24. PORSE.L. Atomic Energy Com¬ 
mission (Pre 750119). 9pp. 61214:208-61214:216. 

-9203240296 Forward info re intergranular cracking at plant. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/11/25. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:234-61214:234. 

-9203240302 Discusses matl evaluation on corrosion aspect of cracked vessel compo¬ 
nents at facility. 

CHENG.C.F. Argonne National Laboratory. 68/11/20. YOUNG.R.D. Atomic Energy 
Commission (Pre 750119). 11pp. 61214:235-61214:245. 

-9203270197 Responds to request for comments on preliminary analysis by P Davis of 
probability of catastrophic accident during remaining lifetime of plants. 

MOELLER,D.W. ACRS - Advisory Committee on Reactor Safeguards. 76/11/16. 
PAULSON,G. New Jersey, State of. Ip. 61215:261-61215:262. 

-9203270231 Discusses 761116 Itr forwarding comments on preliminary draft of analy¬ 
sis of certain aspects of plant by P Davis. Informs of tentative plans to prepare final 
draft of rept to be made available for broad public review. 

PAULSON,G. New Jersey, State of. 76/12/20. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 61215:267-61215:267. 

-9203270240 Informs that 770121 Itr provided to members of ACRS for consideration. 
LIBARKIN.M.W. ACRS - Advisory Committee on Reactor Safeguards. 77/02/23. 
RUSSO,S.P. Affiliation Not Assigned. Ip. 61215:268-61215:268. 

-9203270265 Confirms recent telcon w/E Casey re commentary Itr on preliminary draft 
of "Investigation of Probability of Serious Accidents at Plant.” 

PAULSON,G. New Jersey, State of. 77/04/04. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 61215:274-61215:292. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARfLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030177 Advises that on 910729,facility reported that NRC licensed reactor operator 
tested positive for marijuana following random drug test taken on 910723.NRC taking 
no action re operator license beyond issuance of Itr. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/02/20. BROUGHTON,T.G. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 60754:212-60754:213. 

9203030020 Forwards TS Change Request 204 to License DPR-50,revising integrated 
leak rate test & making administrative changes, per exemption granted by NRC which 
uncouples surveillance frequency from inservice insp schedule of 10CFR50.55a. 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/02/24. Doc¬ 
ument Control Branch (Document Cdntrol Desk). Ip. 60805:038-60805:079. 

-9203030022 TS Change Request 204 to License DPR-50,revising integrated leak rate 
lest & making administrative changes,per exemption granted by NRC which uncouples 
surveillance frequency for inservice insp schedule,per 10CFR50.55a. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/02/24. 2pp. 
60805:039-60805:040. 

-9203030026 Proposed TS,incorporating exemption from 10CFR50,App J requirements 
which link schedule frequency of integrated leak rate test (Type A tests) which inserv¬ 
ice insp program required by 10CFR50.55a. 

* General Public Utilities Corp. - GPU Service Corp. 92/02/24. 39pp. 60805:041 - 
60805:079. 

9203030039 Supplies final response to Generic Ltr 88-14, "Instrument Air Supply to 
Safety Related Equipment” Actions to satisfy requirements completed prior to refuel¬ 
ing outage 9. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/02/26. Doc¬ 
ument Control Branch (Document Control Desk). 1 p. . 60794:340-60794:340. 

9203060173 Forwards “Semiannual Effluent & Release Rept for Jul-Dec 1991,” Rev 16 
1104-281, "Waste Solidification PCP" & Rev 1 to “ODCM." 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Doc¬ 
ument Control Branch (Document Control Desk). 15pp. 60881:075-60881:319. 

-9203060187 Rev 16 to “Waste Solidification Process Control Program.” 

* General Public Utilities Corp. - GPU Service Corp. 91/10/04. 62pp. 60881:101- 
60881:162. 

-9203060196 Rev 1 to 6610-PLN-4200.01, “ODCM.” 

* General Public Utilities Corp. - GPU Service Corp. 91/12/20. 125pp. 60881:163- 
60881:319. 

9203110211 Accepts response to generic Itr 91-11, “Resolution of Generic Issue 48, 
’LCOs for Class IE Vital Instrument Buses' & 49, ’Interlocks & LCOs for Class IE Tie 
Breakers,’ per 10CFR5Q.54.54(f).” 

HERNAN.R.W. Project Directorate 1-4. 92/03/05. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 60875:303-60875:304. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170194 Requests approval to use ASME section XI Code Case N-498 for Class 1 
& 2 sys allowing visual leakage exam at nominal operating pressure rather than at 
hydrostatic test pressure. Use will reduce cost,outage time & radiation exposure. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/08. Doc¬ 
ument Control Branch (Document Control Desk). 2pp. 60981:336-60981:337. 

9203250314 Forwards Technical Evaluation Rept indicating questions that exist re meth¬ 
odology used to determine setpoints for liquid effluent monitors. 

HERNAN.R.W. Project Directorate 1-4. 92/03/19. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 61102:222-61102:251. 

-9112190309 “Technical Evaluation Rept for Evaluation of ODCM Rev 0 (Mar 1991) 
TMI Nuclear Station,Unit 1,” technical evaluation rept. 

YOUNG,T.E. EG&G Idaho, Inc. FIN D-6034. EGG-PHY-10011. 91/11/30. NRC - No 
Detailed Affiliation Given. 28pp. 61102:224-61102:251. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9203030020 Forwards TS Change Request 204 to License DPR-50,revising integrated 
leak rate test & making administrative changes, per exemption granted by NRC which 
uncouples surveillance frequency from inservice insp schedule of 10CFR50.55a. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/02/24. Doc¬ 
ument Control Branch (Document Control Desk). Ip. 60805:038-60805:079. 

-9203030022 TS Change Request 204 to License DPR-50,revising integrated leak rate 
test & making administrative changes,per exemption granted by NRC which uncouples 
surveillance frequency for inservice insp schedule,per 10CFR50.55a. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/02/24. 2pp. 
60805:039-60805:040. 

—9203030026 Proposed TS,incorporating exemption from 10CFR50,App J requirements 
which link schedule frequency of integrated leak rate test (Type A tests) which inserv¬ 
ice insp program required by 10CFR50.55a. 

* General Public Utilities Corp. - GPU Service Corp. 92/02/24. 39pp. 60805:041- 
60805:079. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203170224 Ack receipt of 920122 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-289/91-23 & 50-320/91-16. 

WENZINGER.E.C. Region 1 (Post 820201). 92/03/02. BROUGHTON.T.G. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 60924:314-60924:323. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046. 

9203160034 Forwards insp repts 50-289/91-30 & 50-320/91-21 on 911229- 920201 & 
notice of violation.Failure to make timely corrective actions to support gauges in high 
pressure injection sys identified. 

WENZINGER.E.C. Region 1 (Post 820201). 92/03/04. BROUGHTON.T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 60911:052-60911:072. 
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-9203160040 Notice of violation from insp on 911229*920201 .Violation noted:licensee 
failed to assign correct quality classification & verify matl compatibility. 

* Region 1 (Post 820201). 92/03/04. 2pp. 60911:055-60911:056. 

“9203160045 Insp repts 50-289/91-30 & 50-320/91-21 on 911229-920201. Violations 
noted.Major areas inspected:plant operations, security measures & engineering sup¬ 
port activities. 

RULAND.W.H. Region 1 (Post 820201). 92/03/03. 16pp. 60911:057-60911:072. 

920 3160 077 Forwards exam rept 50-289/92-03OL on 920211-13. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. BROUGHTON.T.G. General 
Public Utilities Corp. - GPU Service Corp. 3pp. 60908:070-60908:268. 

-9203160087 Exam rept 50-289/92-0301 on 920211-13.Exam results:both candidates 
passed written & operating exams & no significant deficiencies noted. 

BISSETT.P., ESELGROTH.P. Region 1 (Post 820201). 92/03/04. 200pp. 60908:073- 
60908:268. 

9203110378 Responds to Initial SALP Rept 90-09 issued on 920125. Enhancements for 
implementation of procedures have or will be initiated during 1992 & will be fully im¬ 
plemented by Sept 1993.which is prior to 10R refueling outage. 

CLARK,P.R. General Public Utilities Corp. - GPU Service Corp. 92/03/11. Document 
Control Branch (Document Control Desk). 3pp. 60913:015-60913:017. 

9203190349 Discusses completion of review of util 15 yr reactor bldg tendon surveil¬ 
lance submitted on 900511.Surveillance performed per TMI-1 tech specs & draft ver¬ 
sion of rev 3 of reg guide 1.35, “Inservice Insp of Underground Tendons." 
HERNAN.R.W. Project Directorate 1-4. 92/03/16. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 7pp. 60972:318-60972:324. 

9203260071 Forwards insp rept 50-289/92-05 on 920218-21.Insp verified that license 
met 10CFR50.62 rule requirements. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/17. BROUGHTON.T.G. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 61083:125-61083:132. 

-9203260077 Insp rept 50-289/92-05 on 920218-21.No violations or unresolved items 
noted.Major areas inspected:licensee implementation of 10CFR50.62 rule 
requirements.including effectiveness of QA controls applied to major activities. 
CAPHTON.D.L., BLUMBERG.N.J. Region 1 (Post 820201). 92/03/16. 6pp. 61083:127- 
61083:132. 

9203300013 Forwards final SALP rept 50-289/90-99 for 900516 -911116. Actions taken 
or planned to address weaknesses identified in surveillance area re infrequently per¬ 
formed surveillance activities noted.per 920213 meeting & 920309 response. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/23. BROUGHTON.T.G. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 61110:039-61110:079. 

-9203300015 Final SALP rept 50-289/90-99 for 900516-911116. 

* Region 1 (Post 820201). 92/03/23. 30pp. 61110:043-61110:079. 


R. Periodic operating reports & related correspondence 


9203020303 “10CFR20.407 Personnel Exposure Rept - 1991." W/920226 Itr. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 3pp. 
60783:040-60783:042. 

9203050201 “Number of Personnel & Man Rems by Work & Job Function Self Reading 
Pocket Dosimeter Data 1991.” W/920227 Itr. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 
13pp. 60823:330-60823:342. 

9203040033 Forwards fitness for duty program performance data repts for Jul-Dec 
1991. 

LONG.R.L. General Public Utilities Corp. - GPU Sen/ice Corp. 92/02/27. Document 
Control Branch (Document Control Desk). 12pp. 60850:192-60850:203. 

9203170042 Monthly operating rept for Feb 1992 for Three Mile Island Nuclear Station 
Unit 1.W/920312 Itr. 

HEYSEK.W.G., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 
92/02/29. 6pp. 60958:352-60958:357. 

9203060173 Forwards “Semiannual Effluent & Release Rept for Jul-Dec 1991,” Rev 16 
1104-281, “Waste Solidification PCP" & Rev 1 to “ODCM.” 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Doc¬ 
ument Control Branch (Document Control Desk). 15pp. 60881:075-60881:319. 

“9203060176 “Semiannual Effluent Rept for Jul-Dec 1991.” 

* General Public Utilities Corp. - GPU Service Corp. 91/12/31. 11pp. 60881:079- 
60881:100. 

“9203060187 Rev 16 to “Waste Solidification Process Control Program.” 

* General Public Utilities Corp. - GPU Service Corp. 91/10/04. 62pp. 60881:101- 
60881:162. 

“9203060196 Rev 1 to 6610-PLN-4200.01, “ODCM.” 

* General Public Utilities Corp. - GPU Service Corp. 91/12/20. 125pp. 60881:163- 
60881:319. 


S. Reportable occurrences, LERs & related correspondence 

9203020310 LER 91-004-01 :on 911008,irradiated fuel to test hoist interlocks w/o full 
containment isolation.Caused by staff error & procedural inadequacy.All licensed oper¬ 
ators to receive addl training & procedures revised.W/920226 Itr. 

GURICAN.G.M., BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 
92/02/26. 9pp. 60838:078-60838:086. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 


V. Operator Examinations 

9203160077 Forwards exam rept 50-289/92-030L on 920211-13. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. BROUGHTON.T.G. General 
Public Utilities Corp. - GPU Service Corp. 3pp. 60908:070-60908:268. 

“9203160087 Exam rept 50-289/92-03OL on 920211-13.Exam results:both candidates 
passed written & operating exams & no significant deficiencies noted. 

BISSETT.P., ESELGROTH.P. Region 1 (Post 820201). 92/03/04. 200pp. 60908:073- 
60908:268. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9108150100 Forwards 1991 exercise event schedule & proposed scope & objectives for 
full-participation emergency preparedness exercise w/Commonwealth of PA on 
911212. 

DAVIS,G.W. Boston Edison Co. 91/08/09. Document Control Branch (Document Con¬ 
trol Desk). 9pp. 60969:332-60969:340. 

9203050087 Forwards Issue 2,Rev 10 to Security Plan.Issue 2,Rev 10 to plan withheld 
(ref 10CFR73.21). 

ANDERSON.R.A. Boston Edison Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60852:086-60852:087. 

9203190398 Advises that 911025 implementation plan provides basis for acceptable im¬ 
plementation of ERDS at facility. 

EATON.R.B. Project Directorate 1-3. 92/03/16. ANDERSON.R.A. Boston Edison Co. 
2pp. 60972:285-60972:286. 

9203240373 Revised EPIPs.including Rev 2A to EP-IP-120,Rev 2A to EP-IP-130,Rev 3A 
to EP-IP-140,Rev 3A to EP-IP-200,Rev 5A to EP-IP-220,Rev 2A to EP-IP-252,Rev 1A 
to EP-IP-300,Rev 1A to EP-IP-330 & Rev 1A to EP-IP-400.W/920318 Itr. 
ANDERSON.R.A. Boston Edison Co. 92/03/18. 200pp. 61105:155-61106:009. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030227 Responds to 920115 supplemental safety evaluation requesting schedule 
for implementation of recommendations in original safety evaluation re station black¬ 
out rule.Subjs include cross-tie circuit testing. 

ANDERSON,R.A. Boston Edison Co. 92/02/26. Document Control Branch (Document 
Control Desk). 3pp. 60819:145-60819:147. 

9203110373 Ack receipt of 920226 response to station blackout rule submittal & sched¬ 
ule for implementation of recommendations contained in SE & SSER. 

EATON,R. Project Directorate 1-3. 92/03/05. ANDERSON,R.A. Boston Edison Co. 
3pp. 60885:245-60885:247. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120314 Advises of review & approval of revised schedule for submittal of individual 
plant exam,per Generic Ltr 88-20. 

EATON.R.B. Project Directorate 1-3. 92/03/06. ANDERSON.R.A. Boston Edison Co. 
3pp. 60895:075-60895:077. 

9203300215 Forwards allegations re activities at plant.Response should be submitted 
within 30 days.Affidavit per 10CFR2.90(a) must accompany response.EncI withheld 
(ref 10CFR2.790(b)). 

HEHL.C.W. Region 1 (Post 820201). 92/03/17. ANDERSON.R.A. Boston Edison Co. 
4pp. 61198:345-61198:348. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Povvor Plsint 3it@s 11 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 
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9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:01 1 . 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100205 Responds to NRC followup item 50-293/91-28-01 .Contests violation that 
category F technician not donning protective clothing for contamination 
control.lnstructions of radiation protection coordinator followed. 

ANDERSON,R.A. Boston Edison Co. 92/03/03. Document Control Branch (Document 
Control Desk). 4pp. 60899:348-60899:351. 

9203170106 Responds to NRC 920310 ltr re violations noted in insp rept 50-293/91- 
201 .Corrective actions:Util performed calculation to establish tubing support spacing 
criteria. 

ANDERSON,R.A. Boston Edison Co. 92/03/10. Document Control Branch (Document 
Control Desk). 14pp. 60983:320-60983:333. 

9203300085 Forwards safety insp rept 50-293/92-02 on 920218-21.No violations 
noted.Weakness re calibrating & response checking neutron survey instruments dis¬ 
cussed. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/19. ANDERSON,R.A. Boston Edison 
Co. 3pp. 61110:338-61110:347. 

>•9203300089 Insp rept 50-293/92-02 on 920218-21 .No violations noted. Major areas 
inspected:radiological controls program. 

OCONNELL.P., HOLMES,S., PASCIAK.W. Region 1 (Post 820201). 92/03/18. 7pp. 
61110:341-61110:347. 


R. Periodic operating reports & related correspondence 


9203040174 “Semi-Annual Rept for Long Term Program,” for Pilgrim Nuclear Power 
Station.W/920228 ltr. 

ANDERSON,R.A. Boston Edison Co. 91/12/31. 53pp. 60802:228-60802:281. 

9203040338 “Number of Personnel & Man-Rem by Work & Job Function 1991.” W/ 
920226 ltr. 

BOULETTE.E.T. Boston Edison Co. 91/12/31. 3pp. 60813:178-60813:180. 

9203250252 “1991 Statistical Summary Rept," tabulating personnel exposure monitor¬ 
ing info for individuals provided personnel radiation monitoring devices.W/920319 ltr. 
BOULETTE.E.T. Boston Edison Co. 91/12/31. MURLEY.T.E. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 2pp. 61104:354-61104:355. 

9203030424 Forwards Semiannual Radioactive Effluent & Waste Disposal Rept for July 
through Dec 1991. 

BOULETTE.E.T. Boston Edison Co. 92/02/27. Document Control Branch (Document 
Control Desk). Ip. 60857:172-60857:263. 

—9203030428 “Radioactive Effluent & Waste Disposal Rept for 1991 Including Meteoro¬ 
logical Data.” 

* Boston Edison Co. 91/12/31. 87pp. 60857:173-60857:263. 

9203160247 Monthly operating rept for Feb 1992 for Pilgrim Nuclear Power Station.W/ 
920313 ltr. 

MUNRO.W., BOULETTE.E.T. Boston Edison Co. 92/02/29. 7pp. 60969:319- 
60969:325. 

9203240225 NPDES discharge monitoring rept for Pilgrim Nuclear Power Station for 
Feb.l 992.W/920318 ltr. 

WAGNER,E.J. Boston Edison Co. 92/02/29. 9pp. 61099:333-61099:341. 

9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring Network.No 
info received from Seabrook Citizens Radiological Monitoring Network since last cor¬ 
respondence. 

BORES.R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man¬ 
agement Agency. 11pp. 61053:176-61053:186. 

9203240060 Forwards info from Pilgrim Citizens Radiological Monitoring Network for 
920120.NRC requests that info be processed through NUDOCS. 

BORES.R. Region 1 (Post 820201). 92/03/12. MCKNIGHT,J. Document Control 
Branch (Document Control Desk). 11pp. 61053:205-61053:215. 


S. Reportable occurrences, LERs & related correspondence 

9203230307 LER 92-002-00:on 920227,inadvertent actuation of Channel A portion of 
RB isolation control sys occurred during surveillance test.Caused by limited access to 
actuating relay.Procedures were revised.W/920319 ltr. 

CALFA.J.P., ANDERSON,R.A. Boston Edison Co. 92/03/19. 5pp. 61085:203- 
61085:207. 


V. Operator Examinations 

9203090450 Notification of change in status of individuals listed permanently assigned 
to non-licensed positions within facility & no longer participate in licensed operator re- 
qualification training program. 

ANDERSON.R.A. Boston Edison Co. 92/03/04. Document Control Branch (Document 
Control Desk). 2pp. 60868:249-60868:250. 

9203200063 Concludes that waiver concerning requirement for eligibility of future SRO 
not needed.SRO meets stds & has responsible plant experience. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/12. ANDERSON.R.A. Boston 
Edison Co. 3pp. 60970:127-60970:129. 

9203300339 Notification of contract execution,awarding task order 146, “Reactor Oper¬ 
ator Licensing Requalification Exams,Pilgrim Nuclear Power Plant.” to “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/03/20. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 61167:282- 
61167:286. 

-9203300343 Ltr contract NRC-03-89-031 .awarding task order 146,“Reactor Operator 
Licensing Requalification Exams,Pilgrim Nuclear Power Plant," to “Technical Assist¬ 
ance to Support Licensing Activities.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
12. PETERSEN,L.R. Sonalysts, Inc. 4pp. 61167:283-61167:286. 
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F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180460 Discusses E Naim visit at Zion emergency exercise. 

LITAI.D. Israel. 87/08/06. HAUBER.R.D. NRC - No Detailed Affiliation Given. Ip. 
61213:247-61213:247. 

9203110036 Forwards rev 27 to Security Plan.Rev withheld (ref 10CFR73.21) 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:287-60897:287. 

9203020013 Rev 5 to EPIP 330-1,condition 2, "Loss of Fission Product Barriers,” & 
condition 3, “Sys Malfunctions.” 

* Commonwealth Edison Co. 92/02/24. 4pp. 60763:329-60763:332. 

9203030076 Ack receipt of 920206 & 0214 Itrs in response to NRC 911223 ltr re allega¬ 
tion RIII-91-A-102 concerning vital area barriers. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/24. REED.C. Commonwealth Edison 
Co. 2pp. 60753:276-60753:279. 

-9203030080 Responds to allegation RIII-91-A-0102 re plant security 
activities.!nvestigation performed & results end.Results withheld. 

KOVACH.T.J. Commonwealth Edison Co. 92/02/06. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60753:278-60753:278. 

-9203030081 Discusses amended response to ltr re allegation RIII-91-A-0102 re plant 
security. 

KOVACH.T.J. Commonwealth Edison Co. 92/02/14. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60753:279-60753:279. 

9203040280 Rev 5 to EPIP 330-1 .replacing Pages 13 & 14 to reflect correction of typos. 

* Commonwealth Edison Co. 92/02/25. 4pp. 60850:345-60850:348. 

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 920224- 
28.Violation noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 2pp. 60909:001-60909:019. 

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.No violations 
noted.Major areas inspected:plant emergency preparedness program,including action 
on previously identified items & meteorological monitoring program. 

PLOSKI.T., SIMONS,H., MCCORMICK,J.W. Region 3 (Post 820201). 92/03/09. 17pp. 
60909:003-60909:019. 

9203200155 Acks receipt of 920220 Rev 27 to security plan.Rev consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 61069:292-61069:293. 


H. General correspondence 

9203240264 Responds to 911215 ltr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring.Ust of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 
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9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 


9203180408 Informs that Westinghouse rept, “W Revised Thermal Design Procedure In¬ 
strument Uncertainty Methodology for Comm Ed Zion units 1 & 2 Nuclear Power Sta¬ 
tion," WCAP-12801 will be withheld from public disclosure per 10CFR2.790(b)(5). 
HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:352-60961:357. 


9203020293 Forwards amends 133 & 122 to licenses DPR-39 & DPR-48 & safety 
evaluation.Amends remove containment isolation valve tables & associated table ref¬ 
erences from TS for plant 

HICKMAN,J.B. Project Directorate 111-2. 92/02/18. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 60755:232-60755:255. 

-9203020302 Amends 133 & 122 to licenses DPR-39 & DPR-48 .respectively, removing 
contai nme nt isolation valve tables & associated table refs from TS for plant. 

BARRETT,R.J. Project Directorate 111-2. 92/02/18. 18pp. 60755:234-60755:251. 

-9203020304 Safety evaluation supporting amends 133 & 122 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/18. 4pp. 
60755:252-60755:255. 


9203180413 Informs that Westinghouse rept, “Zion NSSS Setpoint 
Evaluation.Protection Sys Channels,EAGLE-21 Version,” dtd Nov 1991 will be with¬ 
held from public disclosure per 10CFR2.790(b)(5),as requested in util 911127 ltr. 
HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:346-60961:351. 

9203200240 Forwards revised bases Page 274 re diesel generators.in response to NRC 
request for addl info re 911107 application, requesting change to EDG TS to add sur¬ 
veillance requirements for new starting air sys which will be installed. 

STIMAC.S.F. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61069:325-61069:331. 

—9203200243 Proposed Tech Specs Bases 4.15 re diesel generators. 

* Commonwealth Edison Co. 92/03/13. 4pp. 61069:328-61069:331. 


9203020189 Forwards info re status of open items in Generic Ltr 90-04, per require¬ 
ments imposed by Generic Ltr 83-23 re Salem ATWS event.AII items complete except 
reactor trip breaker insulation resistance readings. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/02/24. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 5pp. 60783:139-60783:143. 

9203030353 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 92-001,revising TS 3.3.1,Table 3.3-1, Functional Unit 6.b, “Boron Dilution Mitiga¬ 
tion Flux Doubling,” in ref to Generic Ltr 85-05. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 17pp. 60820:101-60820:271. 


9203250150 Forwards Rev 1 to WCAP-10902, “Plant Specific Neutron Fluence Evalua¬ 
tion for Zion.Units 1 & 2," in response to fracture toughness requirements for protec¬ 
tion against pressurized thermal shock events rule rev. 

LEZON.R. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61107:214-61107:292. 


-9203250154 Rev 1 to “Plant Specific Neutron Fluence Evaluation for Zion.Units 1 & 
2 ." 


LAU.F.L., MEYER,T.A., LIPPINCOTT.E.P. Westinghouse Electric Corp. WCAP-10902 
R01. 90/11/30. 85pp. 61107:216-61107:292. 


-8404270143 “Unmitigated Boron-Dilution Events in Oconee-1,Cal vert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode,” draft preliminary rept for comment. 
NASSERSHARIF.B. Los Alamos National Laboratory. FIN A-7228. 84/04/13. NRC - 
No Detailed Affiliation Given. 7pp. 60820:162-60820:168. 

-9203030398 “Unmitigated Boron-Dilution Events in Oconee-1,Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode." 

NASSERSHARIF.B. Los Alamos National Laboratory. 84/01/31. NRC - No Detailed 
Affiliation Given. 94pp. 60820:169-60820:271. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 


9203200379 Notification of 920320 meeting w/util in Rockville,Md to discuss EAGLE-21 
sys mod at plant. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/17. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 61068:127-61068:129. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance.” 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300079 Requests results of review & disposition of plant activities within 30 
days.Response should not contain proprietary info. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/19. REED.C. Commonwealth 
Edison Co. 2pp. 61110:320-61110:321. 

9203300383 Forwards corrected page 198 to amends 131 & 120 to licenses DPR-39 & 
DPR-48 respectively. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/20. KOVACH.T.J. Commonwealth 
Edison Co. pp. 61164:043-61164:045. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L Westinghouse 
Electric Corp. ROBERTSON,J.L. Entergy Operations, Inc. WOODS,B. Combustion En¬ 
gineering, Inc. 9pp. 60963:088-60963:101. 

9203180313 Forwards list of general topic questions & documentation requirements 
necessary for first part of EAGLE-21 review. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/10. KOVACH.T.J. Commonwealth 
Edison Co. 18pp. 60971:137-60971:154. 

9203180321 Forwards listing of issues & questions resulting from design audit of 
EAGLE-21 sys performed at Westinghouse during wk of 920210. 

HICKMAN,J.B. Project Directorate II1-2. 92/03/10. KOVACH.T.J. Commonwealth 
Edison Co. 5pp. 60971:023-60971:027. 

9203180371 Responds to 911213 request to withhold Westinghouse rept, “EAGLE-21 
Micro-Processor Based Process Protection Sys,” WCAP-12374 dtd Sept 1989 from 
public disclosure.Proprietary version submitted will be withheld per 10CFR2.790(b)(5). 
HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60997:304-60997:309. 

9203180384 Informs that Westinghouse rept, “Equipment Qualification Test 
Rept,EAGLE 21 Process Protection Sys (Environ & Seismic Testing)," WCAP- 
8687,Suppl 2,E69A,E69B & E69C will be withheld from public disclosure per 
10CFR2.790(b)(5). 

HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:001-60962:006. 

9203180388 Informs that Westinghouse rept, “Noise,Fault,Surge & Radio Frequency In¬ 
terference Test Rept for EAGLE 21 Process Protection Sys Upgrade," WCAP-11733 
will be withheld from public disclosure per 10CFR2.790(b)(5),as requested. 
HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:007-60962:012. 


-9203300385 Corrected page 198 to amends 131 & 120 to licenses DPR-39 & DPR-48. 
HICKMAN.J.B. Project Directorate 111-2. 92/03/20. Ip. 61164:045-61164:045. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 

9203270156 Informs that response to NRC Generic Ltr 91-11, "Resolution of Generic 
Issues 48.LCO for Class IE Vital Instrument Buses & 49 Interlocks & LCO for Class 
IE Tie Breakers,Pursuant to 10CFR50.54(f)," acceptable. 

HICKMAN.J.B. Project Directorate II1-2. 92/03/24. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 61109:308-61109:309. 


Q. inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 
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9203030252 Responds to NRC 911219 & 20 Itrs re violations noted in insp repts 50- 
295/91-27 & 50-304/91-27.Corrective actions: release to containment was terminated 
& complete rewrite of maint instructions underway. 

KOVACH.T.J. Commonwealth Edison Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60819:021-60819:025. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 & 
0203.Requalification program rated satisfactorily. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison 
Co. 2pp. 60909:050-60909:144. 

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam results:one 
SRO failed requalification exam & one staff crew failed dynamic simulator operating 
exam.AII others passed exams. 

SHEPARD.D., BUR DICK,T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052- 
60909:144. 

9203200244 Forwards split sample results analysis performed by vendor lab TMA/ 
norcal re Insp Repts 50-295/91-24 & 50-304/91-24. 

JOYCE,T.P. Commonwealth Edison Co. 92/03/03. DAVIS.A.B. Region 3 (Post 
820201). 3pp. 61069:322-61069:324. 

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 920224- 
28.Violation noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 2pp. 60909:001-60909:019. 

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.No violations 
noted.Major areas inspected:plant emergency preparedness program,including action 
on previously identified items & meteorological monitoring program. 

PLOSKI.T., SIMONS,H., MCCORMICK,J.W. Region 3 (Post 820201). 92/03/09. 17pp. 
60909:003-60909:019. 

9203160177 Forwards insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224.Viola¬ 
tions not being cited. 

CLAYTON,B. Region 3 (Post 820201). 92/03/10. REED.C. Commonwealth Edison Co. 
2pp. 60911:297-60911:315. 

-9203160186 Insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224. Violations not 
being cited.Major areas inspected:summary of operations;operational safety verifica¬ 
tion & ESF sys walk down;maint & surveillance observation;engineering. 

FARBER.M.J. Region 3 (Post 820201). 92/03/10. 17pp. 60911:299-60911:315. 

9203200094 Forwards electrical distribution sys functional insp repts 50-295/92-03 & 
50-304/92-03 on 920106-0207.Strength identified include corporate lessons learned 
program,DC ground detection program & thermography program. 

MILLER.H.J. Region 3 (Post 820201). 92/03/16. REED.C. Commonwealth Edison Co. 
3pp. 60970:184-60970:208. 

-9203200099 Notice of violation from insp on 920106-0207.Violation noted.licensee 
failed to include 64 safety related time delay relays in station calibration program. 
MILLER.H.J. Region 3 (Post 820201). 92/03/16. Ip. 60970:187-60970:187. 

-9203200105 Insp repts 50-295/92-03 & 50-304/92-03 on 920106-0207. Violations 
noted.Major areas inspected:special electrical distribution sys. 

BUTLER,D.S., GARDNER,R.N. Region 3 (Post 820201). 92/03/16. 21pp. 60970:188- 
60970:208. 


R. Periodic operating reports & related correspondence 

9203090403 “1991 Occupational Radiation Exposures for Zion Nuclear Power Station.” 
W/920213 Itr. 

JOYCE,T.P. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post 

820201). 2pp. 60868:174-60868:175. 

9203090425 "Radioactive Effluent Rept for Jul-Dec 1991 for Zion Nuclear Station.” W/ 
920227 Itr. 

JOYCE,T.P. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post 

820201). 34pp. 60897:307-60897:340. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS.A.B. Region 3 (Post 

820201). Ip. 60918:350-60918:350. 

9203170349 Monthly operating repts for Feb 1992 for Zion Units 1 & 2.W/ 920314 Itr. 
HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 92/02/29. 15pp. 60981:267- 
60981:281. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203130257 Special Rept OSR/012/92:on 920129,low pressure C02 suppression sys 
out for mods to install new air starting sys in diesel generator rooms.Out of service 
removed 920217. Inoperability has no adverse impact on safe shutdown. 

WINDIATE.J. Commonwealth Edison Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60933:288-60933:290. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec I980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB conditbn.Design basis calculations will be performed. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Re cto Reouato . D cto iP s 8 04111. 3oo. 61103:31 -611 3:313. 


U. Congressional/Executive Correspondence 


9203090226 Advises that NRC insps & overview activities have shown that Zion station 
performance continues to improve,per NRC 910802 & 0305 commitmenLNRC plans 
to continue to closely monitor programs & performance to ensure continued progress. 
SELIN,I. Commissioners (Post 750119). 92/03/04. PORTER,J.E. House of Rep. Ip. 
60948:035-60948:039. 


V. Operator Examinations 


9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 & 
0203. Requalification program rated satisfactorily. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison 
Co. 2pp. 60909:050-60909:144. 

—9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam resuits:one 
SRO failed requalification exam & one staff crew failed dynamic simulator operating 
exam.AII others passed exams. 

SHEPARD.D., BURDICK,T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052- 
60909:144. 


9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 

9203310072 Advises that util furnish approved ref matl listed in end 1, “Ref Matl Re¬ 
quirements for Reactor/Senior Reactor OL Exams" at least 60 days prior to written & 
operating exams scheduled for wks of 920713 & 20. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/26. REED.C. Commonwealth Edison 
Co. 11pp. 61126:174-61126:184. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9203030003 Informs that licensee submittal,nuclear power radiological emergency 
plan.rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to 
10CFR50. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 5pp. 60753:005-60753:009. 

9203120092 Rev 8 to EPIP-2, "Notification of Unusual Event.” W/920302 Itr. 

CORNELIUS,T.W., ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. 4pp. 
60918:173-60918:177. 


9203090253 Forwards Rev 28 to physical security/contingency plan.Rev withheld (ref 
10CFR73.21). 

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 2pp. 60852:274-60852:275. 

9203180276 Revised EPIPs.including Rev 9 to EPIP-10, “Medical Emergency Proce¬ 
dure” & revised EPIPs lndex.W/920310 Itr. 

BARON,R.R. Tennessee Valley Authority. 92/03/10. 20pp. 60992:328-60992:347. 

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp. 
61207:247-61207:250. 


9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 
sys (ERDS) implementation plan provides basis for acceptable implementation of 
ERDS at plant. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 
61194:132. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power 
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351 -60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on 1NPO repts & 
methods used to evaluate & determine which plants require closer monitoring.List of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


J. Insurance & indemnity Information 


9203090011 Notifies of onsite property damage insurance coverage at plants per 
10CFR50.54 (w). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/03. Document Control Branch 
(Document Control Desk). 3 dd. 61164:153-61164:155. 
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P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARYlOWJ.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020243 Requests waiver of compliance from TS 3.5.B.9 requirements for RHR sys 
(LPCI & containment cooling).TS do not expicitly identify manual realignment of RHR 
sys from shutdown cooling to LPCI mode as acceptable during cold shutdown. 
ZERINGUE.O.J. Tennessee Valley Authority. 92/02/25. Document Control Branch 
(Document Control Desk). 3pp. 60783:129-60783:131. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203060253 Responds to NRC request for addl info re HVAC seismic design criteria 
raised during 920123 meeting.Testing demonstrated that percent darning for compan¬ 
ion angle & pocket lock duct is approx 7% & 9%,respectively. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 7pp. 60860:088-60860:094. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 ltr.Plan acceptable per 10CFR50,app B. 
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203110276 Requests addl info to support NRC station blackout evaluation of 
facility.Detailed list of questions & concerns end. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/05. KINGSLEY,O.D. Tennessee Valley Authority. 5pp. 60875:318-60875:322. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130265 Provides addl info re corrective action plan for cable installation 
issues,including cable separations. Confirmatory walkdowns will be performed. 
ZERINGUE.O.J. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 12pp. 60933:085-60933:096. 

9203170143 Advises that util 890622 proposal to exclude specified valves from plant 
inservice testing program acceptable.per 911204 ltr & 920207 & 11 conference calls. 
ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Tennessee Valley Authority. 3pp. 60963:306-60963:308. 

9203170376 Summary of 920310 meeting w/util in Rockville.MD re status of unit 2 oper¬ 
ations & progress of unit 3 schedule. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
5pp. 60963:347-60963:351. 

9203190247 Forwards notice of withdrawal of 920304 amend request to change plant 
TS to permit unit operation at reduced power w/recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. Tennessee Valley Authority. 4pp. 60971:183-60971:188. 

-9203190256 Notice of withdrawal of amend request to facility operating licenses DPR- 
33.DPR-52 & DPR-68.Amend would have revised TS to permit unit operation at re¬ 
duced power w/only single recirculation loop in svc. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/12. 2pp. 60971:186-60971:188. 

9203260195 Advises that technical justification provided by util is not adequate to justify 
acceptance of ductility ratios as part of long term structural steel design criteria. 
HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/19. Tennessee Valley Authority. 9pp. 61093:079-61093:087. 

9203300369 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, changing 
TS to implement NRC recommended alternatives for radiological effluent TS.per Ge¬ 
neric Ltr 89-01. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/25. Document Control Branch 
(Document Control Desk). 3pp. 61254:064-61254:313. 

—9203300375 Proposed TS changes to implement NRC recommended alternatives for 
Radiological Effluent TS. 

* Tennessee Valley Authority. 92/03/25. 133pp. 61254:067-61254:199. 

-9203310130 Rev 0 to “ODCM.” 

* Tennessee Valley Authority. 92/03/25. 208pp. 61254:200-61254:313. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100051 Ack receipt of 920207 ltr informing NRC of steps taken to correct violations 
& deviations noted in insp repts 50-259/91 -41,50-260/91 -41 & 50-296/91-41 on 
920109-Response meets NRC requirements. 

WILSON.B.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60843:230-60843:232. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130274 Responds to NRC 920206 ltr re violations noted in Insp Rept 50-296/91- 
43.Corrective actions:provided employees w/ orientation on proper badge & hard hat 
identification & increased emphasis placed on subj requirement. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/03/06. Document Control Branch 
(Document Control Desk). 6pp. 60933:098-60933:103. 


R. Periodic operating reports & related correspondence 


9203050200 “Annual Operating Rept Browns Ferry Nuclear Plant Jan-Dec 1991.” W/ 
920227 ltr. 

RATLIFF.S.A., BARON,R.R. Texas Utilities Electric Co. (TU Electric). 91/12/31. 
129pp. 60827:008-60827:139. 

9203060165 “Semiannual Radioactive Effluent Rept for Jul-Dec 1991.” W/920228 ltr. 
BARON,R.R. Tennessee Valley Authority. 91/12/31. 98pp. 60860:218-60860:315. 

9203060045 “ADEM Discharge Monitoring Rept.” 

* Tennessee Valley Authority. 92/01/31. 8pp. 60880:320-60880:327. 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 

9203160281 Monthly operating repts for Feb 1992 for Browns Ferry Nuclear Plant Units 
1,2 & 3.W/920311 ltr. 

RATLIFF.S.A., BARON,R.R. Tennessee Valley Authority. 92/02/29. 13pp. 60969:275- 
60969:287. 

9203310259 “ADEM Discharge Monitoring Rept for Feb 1992.” 

* Tennessee Valley Authority. 92/02/29. 14pp. 61217:065-61217:079. 


S. Reportable occurrences, LERs & related correspondence 


9203030123 Forwards Rev 1 to Part 21 rept,dtd 920204,re Generators EMD 
A20.A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 


9203100105 Revised EPIPs,including Rev 15 to 5.7.7,Rev 10 to 5.7.15, Rev 16 to 5.7.17 
& Rev 12 to 5.7.18.W/920306 ltr. 

HORN.G.R. Nebraska Public Power District. 92/03/06. 80pp. 60899:127-60899:206. 

9203190100 Revised EPIPs,including Rev 13 to 5.7.5, “General Implementing Proce¬ 
dure” & Rev 17 to 5.7.6, “Notification.” W/920311 ltr. 

HORN.G.R. Nebraska Public Power District. 92/03/11. 21pp. 60998:198-60998:218. 
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$203230182 Forwards plant initial SALP rept 50-298/92-99 for period of 900716- 
920118.0verall,licensee performance good w/strengths in areas of security & maint/ 
surveillance & weakness in licensee operator training program noted. 

MARTIN,R.E. Region 4 (Post 820201). 92/03/16. HORN.G.R. Nebraska Public Power 
District. 5pp. 60985:023-60985:053. 

-9203230187 Initial SALP rept 50-298/92-99 for 900716-920118. 

* Region 4 (Post 820201). 92/03/16. 24pp. 60985:029-60985:053. 


I. Financial information 

9203170239 Forwards annual rept in ref to Decommissioning Funding Plan Rept submit¬ 
ted by 900613 Itr.Rept includes balance on deposit in trust fund as of 911231 & inven¬ 
tory of investments held by trustee at end of 1991. 

HORN.G.R. Nebraska Public Power District. 92/03/06. Document Control Branch 
(Document Control Desk). 12pp. 60983:348-60983:359. 


J. Insurance & indemnity information 

9203180411 Provides info to comply w/property insurance reporting requirement of 
10CFR50.54(w)(3) on coverage.Advises that expiration date for coverage 920501 & 
util in renewal process. 

HORN.G.R. Nebraska Public Power District. 92/03/09. Document Control Branch 
(Document Control Desk). Ip. 60975:341-60975:341. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030099 Application for amend to License DPR-46,consisting of Proposed Change 
103,clarifying dc power sys TSs to better define dc power sys operability criteria. 
HORN.G.R. Nebraska Public Power District. 92/02/25. Document Control Branch 
(Document Control Desk). 10pp. 60805:006-60805:027. 

-9203030104 Proposed Tech Specs re dc power sys. 

* Nebraska Public Power District. 92/02/25. 12pp. 60805:016-60805:027. 

9203030438 Provides followup responses to recommendations provided in NRC SE ad¬ 
dressing plant compliance w/SBO rule 10CFR50.63. 

HORN.G.R. Nebraska Public Power District. 92/02/27. Document Control Branch 
(Document Control Desk). 5pp. 60819:165-60819:359. 

-9203030439 Rev 0 to “Review of ENERCON Calculation NPP-1-SBO-009,Rev 1.” 

* Nebraska Public Power District. NEDC 92-023 R00. 92/02/24. 152pp. 60819:170- 
60819:334. 

-9203030441 “Station Blackout W/RCIC & RR Seal Leak.” 

* Nebraska Public Power District. 91-261. 92/01/03. 25pp. 60819:335-60819:359. 

9203040054 Forwards summary of 920221 mgt meeting re implementation of plant tech 
specs corrective action program.Meeting beneficial & provided better understanding of 
util operability determination.List of attendees & handouts end. 

BEACH.A.B. Region 4 (Post 820201). 92/02/27. HORN.G.R. Nebraska Public Power 
District. 25pp. 60767:108-60767:132. 

9203050121 Advises that util 920109 response to generic ltr 89-13, “Svc Water Sys 
Problems Affecting Safety-Related Equipment” acceptable. 

BEVAN.R.B. Project Directorate IV-1. 92/03/03. HORN.G.R. Nebraska Public Power 
District. 3pp. 60808:151-60808:153. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. ' 

9203170257 “Reactor Containment Bldg Integrated Leak Rate Test." W/ 920310 ltr. 
HORN.G.R. Nebraska Public Power District. 92/03/10. 100pp. 60975:171-60975:305. 

9203230356 Forwards amend 152 to license DPR-46 & safety evaluation. Amend 
changes Tech Specs to clarify usage of terms “sys” & "subsystem,” assuring proper 
& correct interpretation of Tech Specs. 

BEVAN.R.B. Project Directorate IV-1. 92/03/11. HORN.G.R. Nebraska Public Power 
District. 3pp. 61057:241-61057:287. 

-9203230359 Amend 152 to license DPR-46,changing Tech Specs to clarify usage of 
terms “sys” & “subsystem.” assuring proper & correct interpretation of Tech Specs. 
BEVAN.R.B. Project Directorate IV-1. 92/03/11. 41pp. 61057:244-61057:284. 

-9203230360 Safety evaluation supporting amend 152 to license DPR-46. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 3pp. 
61057:285-61057:287. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001 -60392:011. 

9203040062 Ack receipt of 920214 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-298/92-01 ,per 920212 mgt meeting. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. HORN.G.R. Nebraska Public Power 
District. 3pp. 60767:147-60767:153. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180088 Forwards insp rept 50-298/92-04 on 920205-0303.Violations noted & being 
considered for escalated enforcement action. 

BEACH,A.B. Region 4 (Post 820201). 92/03/11. HORN.G.R. Nebraska Public Power 
District. 4pp. 60936:011-60936:020. 

-9203180094 Insp rept 50-298/92-04 on 920205-0303.Violations noted. Major areas 
inspected-.licensee resolution of deficient 250 volt be documented in nonconformance 
rept. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/09. 6pp. 60936:015-60936:020. 

9203230182 Forwards plant initial SALP rept 50-298/92-99 for period of 900716- 
920118.0verall,licensee performance good w/strengths in areas of security & maint/ 
surveillance & weakness in licensee operator training program noted. 

MARTIN,R.E. Region 4 (Post 820201). 92/03/16. HORN.G.R. Nebraska Public Power 
District. 5pp. 60985:023-60985:053. 

-9203230187 Initial SALP rept 50-298/92-99 for 900716-920118. 

* Region 4 (Post 820201). 92/03/16. 24pp. 60985:029-60985:053. 

9203230267 Forwards “Nebraska Public Power District Owners Data Rept for Inservice 
Insps,Form NIS-1.” Code Case N-416 inadvertently omitted from NIS-2 form for re¬ 
placement activities implemented via Design Change 89-023. 

HORN.G.R. Nebraska Public Power District. 92/03/16. Document Control Branch 
(Document Control Desk). Ip. 61118:117-61119:040. 

-9203230268 “Nebraska Public Power District Owners Data Rept for Inservice 
Insps,Form NIS-1." 

* Nebraska Public Power District. 92/03/09. 400pp. 61118:118-61119:040. 

9203250028 Forwards insp rept 50-298/92-03 on 920119-0229.Weakness noted in 
problem resolution process,in that determination of operability impact of deficiency on 
similar plant equipment may be deferred to nonconformance rept root cause analysis. 
BEACH.A.B. Region 4 (Post 820201). 92/03/18. HORN.G.R. Nebraska Public Power 
District. 4pp. 61070:122-61070:133. 

-9203250030 Insp rept 50-298/92-03 on 920119-0229.Weaknesses noted.Maior areas 
inspected:onsite followup of events,operational safety verification & maint & surveil¬ 
lance observations. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/12. 9pp. 61070:125-61070:133. 


R. Periodic operating reports & related correspondence 

9203030323 “Semiannual Operating Report Radioactive Effluents," Jul-Dec 1991. 
HORN.G.R. Nebraska Public Power District. 91/12/31. 241pp. 60855:286-60856:167. 

9203040030 “Cooper Nuclear Station Annual Operating Rept for 1991.” W/ 920228 ltr. 
HORN.G.R. Nebraska Public Power District. 91/12/31. 29pp. 60813:294-60813:322. 

9203160245 Monthly operating rept for Feb 1992 for Cooper Nuclear Station.W/920310 
ltr. 

CAWLEY,J.T., MEACHAM.J.M. Nebraska Public Power District 92/02/29. 5pp. 
60949:355-60949:359. 


S. Reportable occurrences, LERs & related correspondence 
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9203090301 LER 92-0Q2-00:on 920203 & 4,reactor vessel water setpoint inaccuracy re¬ 
sulted from reference leg temp effects that had not been correctly addressed.Setpoint 
calculations were performed.W/920304 Itr. 

REEVES,D.L., MESCHAM.J.M. Nebraska Public Power District. 92/03/04. 9pp. 
60871:320-60871:328. 

9203130068 LER 92-003-00:on 911218.TS violation & required plant shutdown resulting 
from inoperable 250 volt batteries due to copper contamination.Two cell below TS 
voltage limits were replaced.W/920309 Itr. 

MYERS,J.R., MEACHAM.J.M. Nebraska Public Power District. 92/03/09. 7pp. 

60933:224-60933:230. 

9203170043 LER 92-004-00:on 920210.Group 3 isolation occurred on high reactor water 
cleanup temp.Caused by failure to maintain interim corrective actions.Operating proce¬ 
dures revised & isolation was reset.W/920311 Itr. 

MYERS.J.R., MEACHAM.J.M. Nebraska Public Power District. 92/03/11. 4pp. 

60997:152-60997:155. 


V. Operator Examinations 

9203060115 Informs of Region IV 920324 meeting w/util to discuss development of re¬ 
qualification exams.Meeting provides opportunity for more efficient interaction among 
staff & facility licensee personnel. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. HORN.G.R. Nebraska Public Power 
District. 3pp. 60804:218-60804:220. 

9203110030 Announces Region IV scheduling of 920324 meeting w/all licensees to dis¬ 
cuss requalification exams. 

COLLINS.S.J. Region 4 (Post 820201). 92/02/28. HORN.G.R. Nebraska Public Power 
District. 3pp. 60849:065-60849:067. 

9203230182 Forwards plant initial SALP rept 50-298/92-99 for period of 900716- 
920118.0verall,licensee performance good w/strengths in areas of security & maint/ 
surveillance & weakness in licensee operator training program noted. 

MARTIN.R.E. Region 4 (Post 820201). 92/03/16. HORN.G.R. Nebraska Public Power 
District. 5pp. 60985:023-60985:053. 

“9203230187 Initial SALP rept 50-298/92-99 for 900716-920118. 

* Region 4 (Post 820201). 92/03/16. 24pp. 60985:029-60985:053. 

9203260063 Discusses NRC plans to administer generic fundamentals exam section of 
written operator licensing exam at facility on 920610.lnforms that registration Itr must 
be received at NRC & Region by 920504.Sample registration Itr end. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. HORN.G.R. Nebraska Public Power 
District. 4pp. 61091:244-61091:247. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203100027 Forwards public version of revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2 
to EPIP 1.1.2,rev 6 to EPIP index,rev 13 to EPIP 1.1,rev 21 to EPIP 1.2,rev 19 to EPIP 
1.3,rev 6 to EPIP 2.1 & rev 2 to EPIP 2.2. 

DENT.P.A. Wisconsin Electric Power Co. 91/12/26. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60873:261-60875:020. 

“9203100044 Revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2 to EPIP 1.1.2,rev 6 to 
index.rev 13 to EPIP 1.1,rev 21 to EPIP 1.2, rev 19 to EPIUP 1.3,rev 6 to EPIP 2.1 & 
rev 2 to EPIP 2.2. 

DENT.P.A. Wisconsin Electric Power Co. 91/12/26. 396pp. 60873:263-60875:020. 

9203060118 Forwards changes to rev 7, “Point Beach Nuclear Plant Security Plan." 
Changes withheld. 

ZACH,J J. Wisconsin Electric Power Co. 92/03/03. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60854:352-60854:353. 

9203190051 Forwards revised EPIPs.including Public version & Central Files version of 
Rev 9 to EPIP 3.4,Revs 2 to EPIP-22 & EPiP-25.Central Files version withheld. 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61090:241-61090:265. 

“9203200150 Revised EPIPs.including Rev 9 to EPIP 3.4 & Revs 2 to EPIP-22, “Plant 
Personnel Emergency Call List” & EPIP-25, “Wl Electric Headquarters Support Per¬ 
sonnel Emergency Call List." Public version. 

* Wisconsin Electric Power Co. 92/03/12. 24pp. 61090:242-61090:265. 

9203190188 Forwards Rev 6 to plant security plan. Rev withheld. 

ZACH.JJ. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61060:316-61060:316. 


H. General correspondence 

9203120287 Requests any info on util proposal to use Pacific Sierra USC-24 cash at 
plant & answers to listed questions. 

SHILLINGLAW.T. Affiliation Not Assigned. 92/03/02. SAMWORTH.R.B. NRC - No De¬ 
tailed Affiliation Given. Ip. 60894:188-60894:188. 


i. Financial information 

9203040334 Forwards “1992 Internal Cash Flow Projection for Point Beach Nuclear 
Plant” per 10CFR140.21. 

REMMEL.J.G. Wisconsin Electric Power Co. 92/02/07. MURLEY.T.E. NRC - No De¬ 
tailed Affiliation Given. 2pp. 60823:001-60823:002. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203300227 Forwards latest revs to Section 1.8 of FSAR,consisting of “QA Program.” 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61198:311-61198:344. 

“9203300240 Updated section 1.8 of FSAR, ”QA Program." 

* Wisconsin Electric Power Co. 92/03/23. 32pp. 61198:313-61198:344. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses 8 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE] 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powei 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030067 Forwards "Point Beach Nuclear Plant Unit 2,Cycle 18 Startup.” Rept sum¬ 
marizes startup & power escalation testing following Refueling 17. 

ZACH.J.J. Wisconsin Electric Power Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60801:001-60801:040. 

“9203030069 "Point Beach Nuclear Plant Unit 2,Cycle 18 Startup." 

KURTZ,P.N., WOOD.R.P. Wisconsin Electric Power Co. 91/11/30. 39pp. 60801:002- 
60801:040. 

9203030300 Advises of implementation of all actions associated w/ Generic Ltr 89-13 
“Svc Water Sys Problems Affecting Safety-Related Equipment." 

ZACH.J.J. Wisconsin Electric Power Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60801:121-60801:121. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution ol 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Powei 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203240072 Confirms plans to have mgt meeting on 920324 in Two Rivers, Wl to dis¬ 
cuss plant activities & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/16. ZACH.J.J. Wisconsin Electric 
Power Co. Ip. 61053:276-61053:276. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Erroi 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refuelinc 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28 
Consolidated Edison Co. of New York, inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203040010 Ack receipt of 920205 Itr & check for $150,000 in payment for civil penal¬ 
ties imposed by NRC in 920110 Itr.Understands that closure time of MSIVs will b€ 
obtained during OP-13B performance when conducting shutdown. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/02. ZACH.J.J. Wisconsir 
Electric Power Co. Ip. 60767:022-60767:022. 

9202260208 NRC Info Notice 92-020, “inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130263 Responds to NRC 920214 Itr re violations noted in Insp Repts 50-266/92- 
04 & 50-301 /92-04.Corrective actions:personnel performing post-maint testing coun¬ 
seled & rev being made to Design Guideline G02, “...Preparation of Installation...." 
ZACH.J.J. Wisconsin Electric Power Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60933:082-60933:084. 

9203260305 Ack receipt of 920309 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-266/92-04 & 50-301/92-04. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/20. ZACH.J.J. Wisconsin Electric 
. Power Co. Ip. 61129:360-61129:360. 
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9203310243 Discusses NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifica¬ 
tion - Evaluation of WOG Bounding Analysis.” 

ZACH.JJ. Wisconsin Electric Power Co. 92/03/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61216:338-61216:340. 


R. Periodic operating reports & related correspondence 

9203030345 “Annual Results & Data Rept for 1991.” W/920228 Itr. 

ZACH.J.J. Wisconsin Electric Power Co. 91/12/31. 133pp. 60856:168-60856:302. 

9203040191 “Point Beach Plant,Units 1 & 2 Semiannual Monitoring Rept, Jul-Dec 
1991.” W/920228 Itr. 

ZACH.J.J. Wisconsin Electric Power Co. 91/12/31. 16pp. 60866:098-60866:113. 

9203090308 Monthly operating repts for Feb 1992 for Point Beach Nuclear Plant.Units 1 
& 2.W/920306 Itr. 

PETERSON,D.C., ZACH.J.J. Wisconsin Electric Power Co. 92/02/29. 9pp. 60883:141- 
60883:149. 


S. Reportable occurrences, LERs & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

—9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
qenerator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203170316 NPDES noncompliance notification:on 920304,daily max total residual chlo¬ 
rine effluent limitation was exceeded. Investigation into incident commenced.Ltr outlin¬ 
ing results of investigation & corrective actions.if any,will be sent. 

ZACH.J.J. Wisconsin Electric Power Co. 92/03/06. Wisconsin, State of. Ip. 
60974:330-60974:330. 

9203240244 LER 92-003-00:on 920217,one channel of overtemp delta T protection ren¬ 
dered inoperable,resulting in violation of min operable channels in TS.Caused by im¬ 
proper calibr.Affected channel restored to svc.W/920317 Itr. 

PALMER,J.A., ZACH.JJ. Wisconsin Electric Power Co. 92/03/17. 6pp. 61120:232- 
61120:237. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203120142 Rev 7 to Annunciator Response (AR) Procedure AR-502, “ICS J Annunci¬ 
ator Response." 

MARSHALL,W. Florida Power Corp. 92/01/11. 16pp. 60918:333-60918:348. 

9203260202 Public version of rev 57 to EPIP EM-206, “Emergency Plan Roster & Notifi¬ 
cation.” W/920323 release memo. 

STEPHENSON,J.D. Florida Power Corp. 92/01/29. 27pp. 61115:060-61115:086. 

9203120181 Revised EPIPs,including Rev 9 to EPIP EM-211 & Rev 17 to EPIP EM-216. 
RUSSELL,J.L. Florida Power Corp. 92/01/30. 30pp. 60898:307-60898:336. 

9203260199 Public version of revised radiological emergency procedures 
(REP),including rev 37 to REP-02 & rev 12 to REP-06.W/920323 release memo. 
STEPHENSON,J.D., COLLINS,M. Florida Power Corp. 92/02/13. 121pp. 61114:298- 
61115:059. 

9203120024 Rev 4 to EPIP EM-308, “Post Accident Monitoring of Reactor Bldg Atmos¬ 
phere Using Containment H Monitoring Sys." 

* Florida Power Corp. 92/02/17. 8pp. 60918:219-60918:226. 

9203100088 Forwards insp rept 50-302/92-03 on 920104-31.No violations of deviations 
noted. 

FREDERICKSON.P. Region 2 (Post 820201). 92/02/25. BEARD,P.M. Florida Power 
Corp. 3pp. 60843:347-60843:355. 

-9203100097 Insp rept 50-302/92-03 on 920104-31.No violations or deviations 
noted.Major areas inspected:plant operations, security & radiological controls. 
HOLMES-RAY.P., FREUDENBERGER,, LANDIS,K. Region 2 (Post 820201). 92/02/ 
25. 6pp. 60843:350-60843:355. 

9203050231 Forwards changes to Security Training & Qualification Plan (Rpv 6- 
1).Changes withheld (ref 10CFR73.21). 

BOLDT.G.L. Florida Power Corp. 92/02/26. Document Control Branch (Document 
Control Desk). Ip. 60852:089-60852:089. 

9203120038 Rev 13 to EPIP EM-204B, “Offsite Dose Assessment During Radiological 
Emergencies (Computer Method).” 

* Florida Power Corp. 92/03/02. 26pp. 60918:227-60918:252. 

9203110125 Forwards list of persons cleared for access to radiological, vital & protect¬ 
ed areas at facility. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/04. SHAW.P.R. Region 2 (Post 
820201). 2pp. 60849:239-60849:240. 


9203250124 Advises that 911028 Itr re emergency response data sys implementation 
plan provides basis for acceptable implementation at facility. 

SILVER,H. Project Directorate 11-2. 92/03/23. BEARD,P.M. Florida Power Corp. 2pp. 
61077:085-61077:086. 

9203300351 Ack receipt of 920226 Itr transmitting Rev 6-1 to training & qualification 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. BEARD.P.M. Florida Power Corp. 
3pp. 61199:307-61199:309. 


J. Insurance & Indemnity Information 

9203300354 Forwards itemization of various insurance policies currently in place for fa¬ 
cility. 

BEARD.P.M. Florida Power Corp. 92/03/25. Document Control Branch (Document 
Control Desk). 2pp. 61199:359-61199:360. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040248 Application for amend to license DPR-72,appendix A w/changes to TS 
3.1.3.3,4.1.3.3 & bases 3/4.1.3 w/revised operability requirements for control rod reed 
switch or API channels. Licensee requests approval before Jun 1992 refuel 8. 
BEARD.P.M. Florida Power Corp. 92/02/27. Document Control Branch (Document 
Control Desk). 6pp. 60813:220-60813:232. 

“9203040251 Proposed TS changes deleting control rod position accuracy requirement 
from 3.1.3.3.Acceptance criteria added to TS 4.1.3.3 to determine agreement between 
reed switch & pulse stepping indicator channels. 

* Florida Power Corp. 92/02/27. 7pp. 60813:226-60813:232. 

9203110143 Forwards Rev 3 to “Cycle 8 Core Operating Limits Rept,” per Generic Ltr 
88-16.Clarifies timing of reporting requirements in NRC SER for Amend 125 & TS 
6.9.1.7. 

BEARD.P.M. Florida Power Corp. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60897:152-60897:175. 

“9203110146 Rev 3 to “Cycle 8 Core Operating Limits Rept.” 

* Florida Power Corp. 92/02/28. 22pp. 60897:154-60897:175. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. 

9203190186 Forwards util 920226 Itr to EPA requesting approval to discharge waste 
water,containing hydrazine & associated compounds,to plant outfall. 

BEARD.P.M. Florida Power Corp. 92/03/09. Document Control Branch (Document 
Control Desk). 4pp. 60996:344-60996:347. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. 9pp. 60963:088-60963:101. 

9203180253 Grants request for relief from current ASME code requirements & proposed 
alternate exams to be performed on class 1 & 2 systems for period scheduled for 
hydrostatic testing,starting w/Refuel 8. 

BERKOW.H.N. Project Directorate 11-2. 92/03/11. BEARD.P.M. Florida Power & Light 
Co. 3pp. 60971:155-60971:157. 

9203190130 Forwards environ assessment & finding of no significant impact re change 
to OL per 10CFR50.90 to reflect transfer of Sebring Utils Commission 0.4473% own¬ 
ership share to util. 

SILVER,H. Project Directorate 11-2. 92/03/12. BEARD.P.M. Florida Power Corp. 2pp. 
60972:189-60972:194. 

“9203190273 Environ assessment & finding of no significant impact re change to OL to 
reflect transfer of Sebring Utils Commission 0.4473% ownership share to util. 

NORRIS,J.A. Project Directorate 11-2. 92/03/12. 4pp. 60972:191-60972:194. 

9203240363 Forwards amend 140 to license DPR-72,safety evaluation & order.Amend 
deletes Sebring Utilities Commission from license as participating owner of CR-3 re¬ 
flecting transfer of ownership shares of CR-3 to util. 

BERKOW.H.N. Project Directorate 11-2. 92/03/18. BEARD.P.M. Florida Power Corp. 
3pp. 61085:276-61085:285. 

“9203240379 Amend 140 to license DPR-72,deleting Sebring Utilities Commission from 
license as participating owner of CR-3, reflecting transfer of 0.4473% ownership share 
of CR-3 to util. 

BERKOW.H.N. Project Directorate 11-2. 92/03/18. 3pp. 61085:279-61085:281. 

-9203240382 Safety evaluation supporting amend 140 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/18. 2pp. 
61085:282-61085:283. 
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-9203240388 Order approving transfer of ownership interest. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/18. 2pp. 
61085:284-61085:285. 

9203260302 Ack receipt of 911028 Itr informing that submittal of IPE results for plant 
will be delayed by 6 months,until 930301. 

SILVER,H. Project Directorate 11-2. 92/03/20. BEARD,P.M. Florida Power Corp. 2pp. 
61115:105-61115:106. 

9203260155 Forwards safety evaluation concluding that response to generic Itr 89-04 
guidelines & revised inservice testing program relief requests acceptable. 
BERKOW.H.N. Project Directorate 11-2. 92/03/23. BEARD,P.M. Florida Power Corp. 
3pp. 61114:014-61114:032. 

-9203260163 Safety evaluation granting inservice testing program relief request 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/23. 16pp. 
61114:017-61114:032. 

9203310194 Discusses activities completed during current operating cycle & items com¬ 
mitted to be completed in upcoming Refuel outage SR.list of equipment relocated to 
resolve reactor bldg flood level issue end. 

BEARD,P.M. Florida Power Corp. 92/03/24. Document Control Branch (Document 
Control Desk). 7pp. 61205:116-61205:122. 

9203310197 Provides info concerning status of requirements associated w/NUREG- 
0737,Item III.D.3.4, “Control Room Habitability” All actions on subj item were com¬ 
plete as of May 1989 & item may be closed out. 

BEARD,P.M. Florida Power Corp. 92/03/27. Document Control Branch (Document 
Control Desk). 2pp. 61205:108-61205:109. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030147 Forwards MOV insp rept 50-302/92-01 on 920106-10.lnsp consisted of 
review of program developed in response to generic Itr 89-10, “Safety-Related MOV 
Testing & Surveillance." Some concerns identiried.W/o end. 

GIBSON,A.F. Region 2 (Post 820201). 92/02/13. BEARD,P.M. Florida Power Corp. 
4pp. 60754:081-60754:085. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100088 Forwards insp rept 50-302/92-03 on 920104-31.No violations of deviations 
noted. 

FREDERICKSON.P. Region 2 (Post 820201). 92/02/25. BEARD,P.M. Florida Power 
Corp. 3pp. 60843:347-60843:355. 

-9203100097 Insp rept 50-302/92-03 on 920104-31.No violations or deviations 
noted.Major areas inspected:plant operations, security & radiological controls. 
HOLMES-RAY.P., FREUDENBERGER,, LANDIS,K. Region 2 (Post 820201). 92/02/ 
25. 6pp. 60843:350-60843:355. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203100157 Forwards insp rept 50-302/92-04 on 920127-31.No violations or deviations 
noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/28. BEARD,P.M. Florida Power Corp. 
3pp. 60844:265-60844:280. 

-9203100161 Insp rept 50-302/92-04 on 920127-31.No violations noted. Major areas 
inspected:program organization,disposal of potentially contaminated waste 
oil,PASS,maint of records on contaminated soil & effluent monitors. 

SEYMOUR,D.A., DECKER,T.R. Region 2 (Post 820201). 92/02/25. 13pp. 60844:268- 
60844:280. 

9202250331 NRC info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180166 Forwards insp rept 50-302/90-05 on 920210-14.No violations or deviations 
noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/06. BEARD,P.M. Florida Power Corp. 
3pp. 60936:275-60936:289. 


-9203180168 Insp rept 50-302/90-05 on 920210-14.No violations or deviatior 
noted.Major areas inspected:inservice insp program & plans for outage scheduled 1 
begin Apr 1992. 

CROWLEY,B.R., BLAKE,J.J. Region 2 (Post 820201). 92/03/04. 12pp. 60936:27) 
60936:289. 

9203180025 Notification of 920330 meeting w/util in Rockville,MD to discuss resolutic 
of Bulletin 88-004 on facility. 

SILVER,H. Project Directorate 11-2. 92/03/12. BERKOW.H.N. Project Directorate II- 
3pp. 60962:049-60962:051. 


R. Periodic operating reports & related correspondence 

9203040097 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1991.” W/92025 
Itr. 

BOLDT.G.L. Florida Power Corp. 91/12/31. 19pp. 60813:059-60813:077. 

9203160068 Monthly operating rept for Feb 1992 for Crystal River,Unit 3.W/920310 I 
BINKOWSKI.J.A., BOLDT.G.L Florida Power Corp. 92/02/29. 5pp. 60968:33 
60968:340. 


S. Reportable occurrences, LERs & related correspondence 

9203030412 LER 91-015-01:on 911124,mode ascension initiated w/o completing r 
quired TS surveillance.Caused by personnel error.Startup/shutdown plans revised 
shot supervisors briefed.W/920228 Itr. 

STEPHENSON,W.A., BOLDT.G.L. Florida Power Corp. 92/02/28. 4pp. 60392:06 
60392:068. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose conta 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to r 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Pc 
870413). 14pp. 61209:198-61209:211. 
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F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents. Forwards App 
documents.App B documents also placed in PDR.Review of addl records subj to i 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pc 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180460 Discusses E Naim visit at Zion emergency exercise. 

LITAI.D. Israel. 87/08/06. HAUBER.R.D. NRC - No Detailed Affiliation Given. ’ 
61213:247-61213:247. 

9203110036 Forwards rev 27 to Security Plan.Rev withheld (ref 10CFR73.21) 
KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Doc 
ment Control Desk). Ip. 60897:287-60897:287. 

9203020013 Rev 5 to EPIP 330-1,condition 2, “Loss of Fission Product Barriers.” 
condition 3, “Sys Malfunctions." 

* Commonwealth Edison Co. 92/02/24. 4pp. 60763:329-60763:332. 

9203030076 Ack receipt of 920206 & 0214 Itrs in response to NRC 911223 Itr re allec 
tion RIII-91-A-102 concerning vital area barriers. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/24. REED.C. Commonwealth Edis 
Co. 2pp. 60753:276-60753:279. 

-9203030080 Responds to allegation RIS1-91 -A-0102 re plant secui 
activities.Investigation performed & results encI.Results withheld. 

KOVACH,T.J. Commonwealth Edison Co. 92/02/06. DAVIS.A.B. Region 3 (Pi 
820201). Ip. 60753:278-60753:278. 

-9203030081 Discusses amended response to Itr re allegation RIII-91 -A-0102 re pi. 
security. 

KOVACH,T.J. Commonwealth Edison Co. 92/02/14. DAVIS,A.B. Region 3 (Pi 
820201). Ip. 60753:279-60753:279. 

9203040280 Rev 5 to EPIP 330-1 .replacing Pages 13 & 14 to reflect correction of typ 

* Commonwealth Edison Co. 92/02/25. 4pp. 60850:345-60850:348. 

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 9202: 
28.Violation noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edis 
Co. 2pp. 60909:001-60909:019. 

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.No violatic 
noted.Major areas inspected:plant emergency preparedness program,including act 
on previously identified items & meteorological monitoring program. 

PLOSKI.T. Region 3 (Post 820201). 92/03/09.17pp. 60909:003-60909:019. 

9203200155 Acks receipt of 920220 Rev 27 to security plan.Rev consistent w/pr< 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH.T.J. Commonwe, 
Edison Co. 2pp. 61069:292-61069:293. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO rept 
methods used to evaluate & determine which plants require closer monitoring.Lis 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/ 
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292. 
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P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to a!! licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020293 Forwards amends 133 & 122 to licenses DPR-39 & DPR-48 & safety 
evaluation.Amends remove containment isolation valve tables & associated table ref¬ 
erences from TS for plant. 

HICKMAN.J.B. Project Directorate 111-2. 92/02/18. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60755:232-60755:255. 


9203180413 Informs that Westinghouse rept, “Zion NSSS Setpoint 
Evaluation,Protection Sys Channels,EAGLE-21 Version,” dtd Nov 1991 will be with¬ 
held from public disclosure per 10CFR2.790(b)(5),as requested in util 911127 ltr. 
HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPiAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:346-60961:351. 

9203200240 Forwards revised bases Page 274 re diesel generators,in response to NRC 
request for add! info re 911107 application, requesting change to EDG TS to add sur¬ 
veillance requirements for new starting air sys which will be installed. 

STIMAC.S.F. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61069:325-61069:331. 

-9203200243 Proposed Tech Specs Bases 4.15 re diesel generators. 

* Commonwealth Edison Co. 92/03/13. 4pp. 61069:328-61069:331. 

9203250150 Forwards Rev 1 to WCAP-10902, “Plant Specific Neutron Fluence Evalua¬ 
tion for Zion,Units 1 & 2," in response to fracture toughness requirements for protec¬ 
tion against pressurized thermal shock events rule rev. 

LEZON.R. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61107:214-61107:292. 


-9203020302 Amends 133 & 122 to licenses DPR-39 & DPR-48,respectively, removing 
containment isolation valve tables & associated table refs from TS for plant. 

BARRETT,R.J. Project Directorate 111-2. 92/02/18. 18pp. 60755:234-60755:251. 

-9203020304 Safety evaluation supporting amends 133 & 122 to licenses DPR-39 & 
DPR-48,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/18. 4pp. 
60755:252-60755:255. 

9203020189 Forwards info re status of open items in Generic Ltr 90-04, per require¬ 
ments imposed by Generic Ltr 83-23 re Salem ATWS event.AII items complete except 
reactor trip breaker insulation resistance readings. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/02/24. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 5pp. 60783:139-60783:143. 


—9203250154 Rev 1 to “Plant Specific Neutron Fluence Evaluation for Zion,Units 1 & 
2 .” 


LAU.F.L., MEYER,T.A., LIPPINCOTT.E.P. Westinghouse Electric Corp. WCAP-10902 
R01. 90/11/30. 85pp. 61107:216-61107:292. 


9203200379 Notification of 920320 meeting w/util in Rockville.Md to discuss EAGLE-21 
sys mod at plant. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/17. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 61068:127-61068:129. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 


9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for alt nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. ROBERTSON,J.L. Entergy Operations, Inc. WOODS,B. Combustion En¬ 
gineering, Inc. 9pp. 60963:088-60963:101. 

9203180313 Forwards list of general topic questions & documentation requirements 
necessary for first part of EAGLE-21 review. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/10. KOVACH.T.J. Commonwealth 
Edison Co. 18pp. 60971:137-60971:154. 

9203180321 Forwards listing of issues & questions resulting from design audit of 
EAGLE-21 sys performed at Westinghouse during wk of 920210. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/10. KOVACH.T.J. Commonwealth 
Edison Co. 5pp. 60971:023-60971:027. 

9203180371 Responds to 911213 request to withhold Westinghouse rept, “EAGLE-21 
Micro-Processor Based Process Protection Sys,” WCAP-12374 dtd Sept 1989 from 
public disdosure.Proprietary version submitted will be withheld per 10CFR2.790(b)(5). 
HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60997:304-60997:309. 

9203180384 Informs that Westinghouse rept, "Equipment Qualification Test 
Rept,EAGLE 21 Process Protection Sys (Environ & Seismic Testing),” WCAP- 
8687,Suppl 2,E69A,E69B & E69C will be withheld from public disclosure per 
10CFR2.790(b)(5). 

HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:001-60962:006. 

9203180388 informs that Westinghouse rept, “Noise,Fault,Surge & Radio Frequency In¬ 
terference Test Rept for EAGLE 21 Process Protection Sys Upgrade,” WCAP-11733 
will be withheld from public disclosure per 10CFR2.790(b)(5),as requested. 
HICKMAN.J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:007-60962:012. 

9203180408 Informs that Westinghouse rept, “W Revised Thermal Design Procedure In¬ 
strument Uncertainty Methodology for Comm Ed Zion units 1 & 2 Nuclear Power Sta¬ 
tion,” WCAP-12801 will be withheld from public disclosure per 10CFR2.790(b)(5). 
HICKMAN,J.B. Project Directorate II1-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:352-60961:357. 


9203300079 Requests results of review & disposition of plant activities within 30 
days.Response should not contain proprietary info. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/19. REED.C. Commonwealth 
Edison Co. 2pp. 61110:320-61110:321. 

9203300383 Forwards corrected page 198 to amends 131 & 120 to licenses DPR-39 & 
DPR-48 respectively. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/20. KOVACH.T.J. Commonwealth 
Edison Co. pp. 61164:043-61164:045. 

-9203300385 Corrected page 198 to amends 131 & 120 to licenses DPR-39 & DPR-48. 
HICKMAN.J.B. Project Directorate 111-2. 92/03/20. Ip. 61164:045-61164:045. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 

9203270156 Informs that response to NRC Generic Ltr 91-11, “Resolution of Generic 
Issues 48.LCO for Class IE Vital Instrument Buses & 49 Interlocks & LCO for Class 
IE Tie Breakers,Pursuant to 10CFR50.54(f)," acceptable. 

HICKMAN.J.B. Project Directorate 111-2. 92/03/24. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 61109:308-61109:309. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203030252 Responds to NRC 911219 & 20 Itrs re violations noted in insp repts 50- 
295/91-27 & 50-304/91 -27.Corrective actions: release to containment was terminated 
& complete rewrite of maint instructions underway. 

KOVACH.T.J. Commonwealth Edison Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60819:021-60819:025. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 
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9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 & 
0203.Requalification program rated satisfactorily. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison 
Co. 2pp. 60909:050-60909:144. 

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam resuits:one 
SRO failed requalification exam & one staff crew failed dynamic simulator operating 
exam.AII others passed exams. 

SHEPARD,D. Region 3 (Post 820201). 92/03/03.125pp. 60909:052-60909:144. 

9203200244 Forwards split sample results analysis performed by vendor lab TMA/ 
norcal re Insp Repts 50-295/91-24 & 50-304/91-24. 

JOYCE,T.P. Commonwealth Edison Co. 92/03/03. DAVIS,A.B. Region 3 (Post 
820201). 3pp. 61069:322-61069:324. 

9203160173 Forwards safety insp repts 50-295/92-05 & 50-304/92-05 on 920224- 
28.Violation noted but not cited. 

GREGER.LR. Region 3 (Post 820201). 92/03/09. REED.C. Commonwealth Edison 
Co. 2pp. 60909:001-60909:019. 

-9203160180 Insp repts 50-295/92-05 & 50-304/92-05 on 920224-28.No violations 
noted.Major areas inspected:plant emergency preparedness program.including action 
on previously identified items & meteorological monitoring program. 

PLOSKI.T., SIMONS,H.. MCCORMICK,J.W. Region 3 (Post 820201). 92/03/09. 17pp. 
60909:003-60909:019. 

9203160177 Forwards insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224.Viola¬ 
tions not being cited. 

CLAYTON,B. Region 3 (Post 820201). 92/03/10. REED.C. Commonwealth Edison Co. 
2pp. 60911:297-60911:315. 

-9203160186 Insp repts 50-295/92-04 & 50-304/92-04 on 920118-0224. Violations not 
being cited.Major areas inspected:summary of operations;operationa! safety verifica¬ 
tion & ESF sys walk down;maint & surveillance observation;engineering. 

FARBER.M.J. Region 3 (Post 820201). 92/03/10. 17pp. 60911:299-60911:315. 

9203200094 Forwards electrical distribution sys functional insp repts 50-295/92-03 & 
50-304/92-03 on 920106-0207.Strength identified include corporate lessons learned 
program,DC ground detection program & thermography program. 

MILLER,H.J. Region 3 (Post 820201). 92/03/16. REED.C. Commonwealth Edison Co. 
3pp. 60970:184-60970:208. 

-9203200099 Notice of violation from insp on 920106-0207.Violation noted:licensee 
failed to include 64 safety related time delay relays in station calibration program. 
MILLER,H.J. Region 3 (Post 820201). 92/03/16. Ip. 60970:187-60970:187. 

-9203200105 Insp repts 50-295/92-03 & 50-304/92-03 on 920106-0207. Violations 
noted.Major areas inspected:special electrical distribution sys. 

BUTLER,D.S., GARDNER.R.N. Region 3 (Post 820201). 92/03/16. 21pp. 60970:188- 
60970:208. 


R. Periodic operating reports & related correspondence 

9203090403 “1991 Occupational Radiation Exposures for Zion Nuclear Power Station." 
W/920213 Itr. 

JOYCE,T.P. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 

820201). 2pp. 60868:174-60868:175. 

9203090425 “Radioactive Effluent Rept for Jul-Dec 1991 for Zion Nuclear Station.” W/ 
920227 Itr. 

JOYCE,T.P. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 

820201). 34pp. 60897:307-60897:340. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 

820201). Ip. 60918:350-60918:350. 

9203170349 Monthly operating repts for Feb 1992 for Zion Units 1 & 2.W/ 920314 Itr. 
HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 92/02/29. 15pp. 60981:267- 
60981:281. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 


9203090342 LER 90-015-01 :on 901127,discovered that portion of SW sys was not ade- 



ZECH,L., JOYCE,T.P. Commonwealth Edison Co. 92/03/03. 4pp. 60949:002- 
60949:005. 


9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 


U. Congressional/Executive Correspondence 


9203090226 Advises that NRC insps & overview activities have shown that Zion station 
performance continues to improve,per NRC 910802 & 0305 commitmenLNRC plans 
to continue to closely monitor programs & performance to ensure continued progress. 
SELIN,I. Commissioners (Post 750119). 92/03/04. PORTER,J.E. House of Rep. Ip. 
60948:035-60948:039. 


V. Operator Examinations 

9203160117 Forwards requalification exam rept 50-295/OL-92-01 during wks 920127 & 
0203.Requalification program rated satisfactorily. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth Edison 
Co. 2pp. 60909:050-60909:144. 

-9203160126 Exam rept 50-295/OL-92-01 during wks 920127 & 0203.Exam results:one 
SRO failed requalification exam & one staff crew failed dynamic simulator operating 
exam.AII others passed exams. 

SHEPARD,D., BURDICK,T. Region 3 (Post 820201). 92/03/03. 125pp. 60909:052- 
60909:144. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 

9203310072 Advises that util furnish approved ref matl listed in end 1, “Ref Matl Re¬ 
quirements for Reactor/Senior Reactor OL Exams" at least 60 days prior to written & 
operating exams scheduled for wks of 920713 & 20. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/26. REED.C. Commonwealth Edison 
Co. 11pp. 61126:174-61126:184. 
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F. Security, medical, emergency & fire protection plans 

9203310127 Advises that 911028 submittal of plant emergency response data sys 
(ERDS) implementation plan provides basis for acceptable implementation of ERDS at 
facility. 

HANSEN,A.G. Project Directorate 111-3. 92/03/24. SCHROCK.C.A. Wisconsin Public 
Service Corp. 2pp. 61194:133-61194:134. 


H. General correspondence 

9203180066 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

SCHROCK.C.A. Wisconsin Public Service Corp. 92/03/10. Docketing & Services 
Branch. Ip. 60936:058-60936:058. 

9203190087 Comment endorsing NUMARC comments on proposed rule 10CFR51 re 
GEIS,particularly comments re continued rights of states to regulate utilities based on 
state-level economic objectives,energy needs & mix of generation requirements. 
SCHROCK.C.A. Washington Public Power Supply System. 92/03/13. Docketing & 
Sen/ices Branch. 1 p. 60959:304-60959:304. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91 /06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203060390 Forwards response to NRC 920226 telcon request for addl info re pro¬ 
posed Amend 106 to License DPR-43,approving use of C-E sleeves for tube repair in 
steam generators covering post-weld heat treatment of sleeves. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 92/03/02. Document Control 
Branch (Document Control Desk). 8pp. 60858:098-60858:105. 

9203030209 Generic Ltr 92-02 to ail holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
cl&dr Power Pl3.nt Sites M 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962: 181 -60962:184. 
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9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203060350 Responds to NRC 920131 ltr re violations noted in Insp Rept 50-305/91- 
24.Corrective actions:steam exclusion doors at plant posted w/signs stating that 
doors should not be blocked open w/o shift supervisor permission. 

SCHROCK.C.A. Wisconsin Public Service Corp. 92/03/02. Document Control Branch 
(Document Control Desk). 5pp. 60858:146-60858:150. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120234 Forwards response to NRC Request 2b re NRC Bulletin 89-001, “Failure of 
Westinghouse Steam Generator Tube Mechanical Plugs." 

STEINHARDT.C.R. Wisconsin Public Service Corp. 92/03/06. Document Control 
Branch (Document Control Desk). 9pp. 60929:307-60929:315. 

9203160112 Suppls 881003 & 890831 responses to NRC Bulletin 88-008, “Thermal 
Stresses in Piping Connection to RCS." Manual temp monitoring instrumentation will 
be used for detection of valve leakage for auxiliary spray line. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 92/03/10. Document Control 
Branch (Document Control Desk). 9pp. 60969:223-60969:231. 

9203170289 Forwards insp rept 50-305/92-05 on 920224-28.No violations identified. 
RING.M.A. Region 3 (Post 820201). 92/03/12. SCHROCK.C.A. Wisconsin Public 
Service Corp. 2pp. 60925:048-60925:056. 

-9203170295 Insp rept 50-305/92-05 on 920224-28.No violations noted. Major areas 
inspected:assessment of licensee implementation of post-accident monitoring instru¬ 
mentation. 

HAUSMAN.G.M., JABLONSKI.F.J. Region 3 (Post 820201). 92/03/11. 7pp. 
60925:050-60925:056. 

9203300084 Ack receipt of 920302 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-305/91-24. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/24. SCHROCK.C.A. Wisconsin 
Public Service Corp. Ip. 61110:337-61110:337. 

9203310095 Forwards insp rept 50-305/92-03 on 920116-0229 & notice of violation. 
KNOP.R.C. Region 3 (Post 820201). 92/03/24. SCHROCK.C.A. Wisconsin Public 
Service Corp. 2pp. 61126:301-61126:313. 

-9203310101 Notice of violation from insp on 920116-0229.Violation noteddicensee did 
not designate control room alarm response sheet & sheets did not receive plant oper¬ 
ations review committee & plant manager approval. 

KNOP.R.C. Region 3 (Post 820201). 92/03/24. Ip. 61126:303-61126:303. 

-9203310105 Insp rept 50-305/92-03 on 920116-0229.Violations noted. Major areas 
inspected:operationai safety,surveillance testing,maint.followup of previous insp find¬ 
ings & followup of written repts of nonroutine events. 

HAGUE,R.L. Region 3 (Post 820201). 92/03/24. 10pp. 61126:304-61126:313. 


R. Periodic operating reports & related correspondence 

9203020285 “Kewaunee Nuclear Power Plant Annual Operating Rept 1991.” W/920228 
ltr. 

SCHROCK.C.A. Wisconsin Public Service Corp. 91/12/31. 200pp. 60788:259- 
60789:044. 

9203030414 Forwards revised page 33,Table 6.1, "Semiannual Radioactive Effluent 
Rept 1989 Solid Waste & Irradiated Fuel Shipments" & “Semiannual Effluent Release 
Rept Jul-Dec 1991.” 

SCHROCK.C.A. Wisconsin Public Service Corp. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60820:341 -60821:179. 

-9203030417 Revised Page 33.Table 6.1, "Semiannual Radioactive Effluent Rept 1989 
Solid Waste & Irradiated Fuel Shipments.” 

* Wisconsin Public Service Corp. 89/12/31. Ip. 60820:342-60820:342. 

-9203030419 “Semiannual Effluent Release Rept for Jul-Dec 1991.” 

* Wisconsin Public Service Corp. 91/12/31. 150pp. 60820:343-60821:179. 

9203090383 Forwards fitness-for-duty program performance data for 6-month period 
ending 911231. 

SCHROCK.C.A. Wisconsin Public Service Corp. 92/02/28. Document Control Branch 
(Document Control Desk). 4pp. 60882:317-60882:320. 

9203160011 Monthly operating rept for Feb 1992 for Kewaunee Nuclear Plant.W/ 
920310 ltr. 

RUITER.G.H., SCHROCK.C.A. Wisconsin Public Service Corp. 92/02/29. 5pp. 
60968:285-60968:289. 


S. Reportable occurrences, LERs & related correspondence 

9203090385 LER 92-002-00:on 920203,ESF actuation of steam generator & blowdown 
& sample isolation valves occurred.Caused by faulty radiation monitor power supply & 
surge suppressor. Power supply & surge suppressor replaced.W/920303 ltr. 
R02ELL.D.L., SCHROCK.C.A. Wisconsin Public Service Corp. 92/03/03. 6pp. 
60948:200-60948:205. 


9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitiaily reported by util on 9110l0.Vendor advised to re¬ 
place ail affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 

9203310235 LER 91-002-01 :on 910220,determined that second level undervoltage trips 
of safeguard did not meet design basis. Caused by result of inadequate design 
evaluation.Temporary design change completed.W/920327 ltr. 

SCHOMMER.K.J., SCHROCK.C.A. Wisconsin Public Service Corp. 92/03/27. 10pp. 
61225:180-61225:189. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203160089 Forwards rev 27 to Prairie Island Security Plan. Rev withheld (ref 
10CFR73.21). 

PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60946:085-60946:085. 

9203160097 Forwards Security Plan,Safeguards Contingency Plan & Security Force 
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21). 

PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60969:256-60969:257. 


I. Financial information 


9203110152 “Northern States Power Co 1991 Annual Rept.” W/920304 ltr. 
WINSTON,H.M. Northern States Power Co. 91/12/31. 53pp. 60896:327-60897:018. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040297 Advises that util 920128 second & final response to generic ltr 89-13, “Svc 
Water Sys Problems Affecting Safety Related Equipment,” acceptable.Util implement¬ 
ed each of five recommended actions from generic ltr. 

MASCIATONIO.A. Project Directorate 111-1. 92/02/28. PARKER,T.M. Northern States 
Power Co. 2pp. 60799:357-60799:358. 

9203120325 Informs that licensee 920302 relief request 70 re plant inservice testing 
program does not require NRC approval for implementation at current time. 

MARSH,L.B. Project Directorate 111-1. 92/03/05. PARKER,T.M. Northern States Power 
Co. 3pp. 60895:202-60895:205. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAEJicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170319 Forwards Rev 0 to “Core Operating Limits Rept,Unit 2 - Cycle 15." 
PARKER,T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 1 p. 60985:204-60985:223. 

-9203170320 Rev 0 to “Core Operating Limits Rept,Unit 2 - Cycle 15.” 

ECKHOLT.E., BREENE.T., PARKER.T.M. Northern States Power Co. 92/03/10. 19pp. 
60985:205-60985:223. 

9203180326 Revises schedule provided in 910731 ltr for completion of control room 
mods relating to requirements of NUREG-0737, Suppl I.Two unit outages rescheduled 
from Feb 1992 to Nov 1992. 

PARKER.T.M. Northern States Power Co. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60989:345-60989:346. 

9203170121 Confirms plans to have meeting w/util on 920320 at Region III ofc to dis¬ 
cuss improvements to access authorization program. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. ELIASON.L.R. Northern States 
Power Co. Ip. 60924:133-60924:133. 

9203250296 Forwards application for amends to Licenses DPR-42 & DPR-60, revising 
TSs to reflect mods being performed as part of Station Blackout/Electrical Safeguards 
Upgrade project. 

PARKER.T.M. Northern States Power Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 2p . 61106:243-61106:328. 
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—9203250300 Application for amends to Licenses DPR-42 & DPR-60,revising TSs to re¬ 
flect mods being performed as part of Station Blackout/EIectrica! Safeguards Upgrade 
project. 

PARKER.T.M. Northern States Power Co. 92/03/20. 38pp. 61106:245-61106:282. 

-9203250302 Proposed Tech Specs re auxiliary electrical sys & cooling water sys. 

* Northern States Power Co. 92/03/20. 46pp. 61106:283-61106:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90- 
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden¬ 
tify any missing safeguards matl was done. 

ELIASON.L.R. Northern States Power Co. 91/01/31. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60858:153-60858:155. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030175 Confirmatory action Itrconfirms 920221 conversation between Forney & 
Sellman re decay heat removal & unplanned mode changes at facility & planned ac¬ 
tions & condition for maint of RCS inventory. 

DAVIS,A.B. Region 3 (Post 820201). 92/02/21. ELIASON.L.R. Northern States Power 
Co. 2pp. 60754:201-60754:202. 

9203110113 Provides root causes for loss of decay heat removal & unplanned mode 
change occurrence during reduced inventory operation on 920220,per Augmented 
Insp Team meeting. Causes include difficulty re RCS level. 

ELIASON.LR. Northern States Power Co. 92/02/23. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60897:048-60897:050. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSsl,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203090360 Forwards Relief Request 70 from second 10-yr inservice insp interval to 
permit testing of RHR vessel injection relief valve setpoint when core unloaded. 
PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60883:069-60883:071. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203090191 Provides new small break LOCA analysis,per request in insp repts dtd 
90l026.Results will be incoporated into next rev to updated SAR (June, 1992). 
PARKER.T.M. Northern States Power Co. 92/03/03. Document Control Branch (Doc¬ 
ument Control Desk). 21pp. 60862:343-60862:363. 

9203130055 Forwards safety insp repts 50-282/92-03 & 50-306/92-03 on 920225- 
28.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/09. ELIASON.LR. Northern States 
Power Co. 2pp. 60886:093-60886:100. 

-9203130063 Insp repts 50-282/92-03 & 50-306/92-03 on 920225-28.No violations 
noted.Major areas inspected:radiation protection program during refueling 
outage,including organization,mgt controls & training,exposure control & contamina¬ 
tion. 

KOZAK,T.J., SNELL,W. Region 3 (Post 820201). 92/03/06. 6pp. 60886:095- 
60886:100. 

9203190216 Provides SG tube plugging & sleeving info.Following ISI of SG.11 tubes 
were plugged.Percentage of tubes plugged on SG 21 is 2.33%. 

PARKER.T.M. Northern States Power Co. 92/03/09. Office of Nuclear Reactor Regu¬ 
lation, Director (Post 870411). 3pp. 61060:357-61060:359. 

9203170226 Forwards insp repts 50-282/91-27 & 50-306/91 -27 on 911224- 0217.Non- 
cited violation noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/03/10. ELIASON.LR. Northern States 
Power Co. 3pp. 60924:324-60924:335. 

-9203170235 Insp repts 50-282/91-27 & 50-306/91*27 on 911224-0217. Violations 
noted.Major areas inspected:plant operational safety,maint,surveillance,LER followup 
& preparations for refueling. 
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9203240069 Forwards augmented insp team rept 50-306/92-05 on 920221-25. Inspec 
tors concluded that mgt made number of changes in process for establishing stabl 
reduced-inventory conditions in RCS. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/17. ELIASON.L.R. Northern States Powe 
Co. 8pp. 61053:220-61053:274. 

-9203240076 Augmented insp team rept 50-306/92-05 on 920221-25.Review of ins 
findings continuing.Major areas inspected:evaluations re loss of RHR sys event o 
920220. 

JORGENSEN,B.L. Region 3 (Post 820201). 92/03/12. 47pp. 61053:228-61053:274. 

9203310060 Forwards insp rept 50-306/92-02 on 920218-20,0303-05 & 18-19.No viols 
tions noted. 

RING.M.A. Region 3 (Post 820201). 92/03/27. ELIASON.LR. Northern States Pows 
Co. 2pp. 61126:135-61126:142. 

-9203310061 insp rept 50-306/92-02 on 920218-20,0303-05 & 18-19.No violations c 
deviations noted.Major areas inspected: inservice insp activities.including review c 
programs, procedures,observations of work activities & data review. 

WARD.K.D., JACOBSON,J.M. Region 3 (Post 820201). 92/03/27. 6pp. 61126:137 
61126:142. 


R. Periodic operating reports & related correspondence 


9203040014 “Annual Rept of Occupational Radiation Exposure & Safety & Relief Valv 
Failures & Challenges, 1991.” W/920226 Itr. 

PARKER.T.M. Northern States Power Co. 91/12/31. 6pp. 60798:156-60798:161. 

9203040301 “Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1991.” W/92022 
Itr. 

FEY.F.L. Northern States Power Co. 91/12/31. 27pp. 60813:233-60813:260. 

9203020263 Forwards fitness for duty program performance data for period endin 
911231,per 10CFR26.71 (d). 

PARKER.T.M. Northern States Power Co. 92/02/27. Document Control Branch (Do< 
ument Control Desk). 8pp. 60783:264-60783:271. 

9203160076 Monthly operating repts for Feb 1992 for Prairie Island Generatin 
Plant,Units 1 & 2.W/920309 Itr. 

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 92/02/29. 9pp. 60968:341 
60968:354. 


S. Reportable occurrences, LERs & related correspondence 

9203030280 PNO-lll-92-007:on 920220,while unit 2 shut down for refueling,licensee lov 
ered water level in reactor vessel in preparation for installing steam generator nozzl 
dams to allow inservice insp of steam generators. 

JORGENSEN,B.L, SHAFER,W. Region 3 (Post 820201). 92/02/21. Ip. 60754:26’ 
60754:262. 

9203030251 PNO-lll-92-007B:on 920225,augmented insp team updated review of los 
of shutdown cooling while reactor water level being lowered.Caused by electron 
level measuring equipment not functional. 

JORGENSEN,B., SHAFER,W. Region 3 (Post 820201). 92/02/26. 2pp. 60754:301 
60754:304. 

9203260002 LER 92-001 -00:on 920218, leakage noted past MSI Vs,causing cooldown < 
RCS.On 920219,motor-driven auxiliary feedwater pump 21 starte 
automatically.Caused by personnel error. Test procedures revised & evei 
reviewed .W/920319 Itr. 

HUNSTAD.A.A., PARKER.T.M. Northern States Power Co. 92/03/19. 4pp. 61224:181 
61224:192. 

9203300348 LER 92-002-00:on 920220,interruption of one train of RHR occurred durir 
RCS draining operation.Caused by inadequate supervisory methods.Pressurizi 
manway removed to vent RCS & Emergency Procedure 2E-4 changed.W/920323 II 
HUNSTAD.A.A., PARKER.T.M. Northern States Power Co. 92/03/23. lip] 
61225:065-61225:076. 


V. Operator Examinations 

9203160270 Notification of contract execution.task order 141 to “Technical Assistanc 
to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/0S 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60942:302-60942:306. 

-9203160278 Ltr contract NRC-03-89-031 .definitizing task order 141,to “Reactor Open 
tor Licensing Exam,Prairie Nuclear Power Plant.” 

SCOTT,M. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/0 
PETERSEN,L.R. Sonalysts, Inc. 4pp. 60942:303-60942:306. 

9203300073 Advises that NRC plans to administer generic fundamentals section of wr 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listir 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3p 
61110:314-61110:316. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203090320 Forwards response to NRC 911219 request for addl info resulting fro 
review of ISFSI environ & safety analysis repts.Info covers welding & basket asser 
bly-related questions. 

PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Do 
ument Control Desk). 7pp. 60883:129-60883:135. 

9203120075 Forwards design description for ISFSI TN-40 spent fuel storage cask tran 
port sys.lnfo to replace preliminary description in current rev of ISFSI SAR. 
PARKER.T.M. Northern States Power Co. 92/03/05. Document Control Branch (Do 
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9203160097 Forwards Security Plan.Safeguards Contingency Plan & Security Force 
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21). 

PARKER,T M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60969:256-60969:257. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9203250049 Revised “Maine Yankee Atomic Power Station Facility Emergency Plan,” 
revising Sections 1.0 through 7.0. 

* Maine Yankee Atomic Power Co. 91 /05/30. 200pp. 61098:212-61099:057. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203170448 Forwards State Dept cable which NRC received from American Consul in 
Brazil which addresses receipient questions on C Carvalho security clearance for site 
visit. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/10/05. WHITTIER,D. 
Maine Yankee Atomic Power Co. 2pp. 61213:123-61213:124. 

9203200212 Advises that testing phase of emergency response data sys implementa¬ 
tion plan provides basis for acceptable implementation at facility.Testing phase of im¬ 
plementation involves licensees testing w/Halliburton NUS Environ Corp. 
TROTTIER.E.H. Project Directorate 1-3. 92/03/16. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 2pp. 60991:007-60991:008. 

9203260090 Forwards insp rept 50-309/92-01 on 920108-0218 & notice of violation. 
LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 3pp. 61083:134-61083:149. 

-9203260099 Insp rept 50-309/92-01 on 920108-0218.Violations noted. Major areas 
inspected:radiation protection,maint/ surveillance,security,engineering/technical sup¬ 
port & safety assessment/quality verification. 

LAZARUS,W.J. Region 1 (Post 820201). 92/03/17. 12pp. 61083:138-61083:149. 

9203270234 Forwards Rev 10 to security plan consisting of table of contents & revised 
pages from Sections 3 & 17,modifying site description & providing extra equipment,ofc 
& storage trailers.Rev withheld (ref 10CFR73.21). 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/03/19. Document Control Branch 
(Document Control Desk). Ip. 61190:333-61190:333. 

9203270236 Forwards Rev 9 to security plan consisting of table of contents & revised 
pages from Sections 4,6 & 11 covering plan changes to incorporate new security 
equipment & to reflect site changes.Rev withheld (ref 10CFR73.21). 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/03/19. Document Control Branch 
(Document Control Desk). Ip. 61190:334-61190:334. 


H. General correspondence 

9203270019 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel.Believes that rule.w/minor mods listed appears 
to be acceptable means to satisfy Nuclear Waste Policy Act. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/03/16. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 61092:051-61092:054. 


J. Insurance & Indemnity Information 

9203230263 Lists nuclear property insurance in force to protect plant site by policy 
number,insurer & amount. 

LYDON.P.S. Maine Yankee Atomic Power Co. 92/03/18. Document Control Branch 
(Document Control Desk). Ip. 61069:340-61069:340. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203060133 Forwards “Semiannual Radioactive Effluent Release Rept Jul- Dec 1991” 
& “ODCM." 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60861:241-60861:357. 

-9203060153 “ODCM." 

NICHOLS,S.E., BLACKMORE.R.W. Maine Yankee Atomic Power Co. 92/02/18. 
102pp. 60861:257-60861:357. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. 


9203180173 Forwards amend 130 to license DPR-36 & safety evaluation. Amend modi¬ 
fies section 3.4.C.1 of Tech Spec 3.4 by changing pressure limit of RHR sys from 660 
psig to 600 psig. 

TROTTIER.E.H. Project Directorate 1-3. 92/03/12. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 3pp. 60962:030-60962:041. 

-9203180178 Amend 130 to license DPR-36,modifying section 3.4.C.1 of Tech Spec 3.4 
to change pressure limit of RHR sys from 660 psig to 600 psig. 

TROTTIER.E.H. Project Directorate 1-3. 92/03/12. 5pp. 60962:033-60962:038. 

-9203180182 Safety evaluation supporting amend 130 to license DPR-36. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 4pp. 
60962:039-60962:041. 

9203230205 Informs that state of ME has reviewed util Proposed Change 167 raising 
RHR sys pressure limit from 600 psig to 660 psig & has no objections. 

DOSTIE.P.J. Maine, State of. 92/03/18. Document Control Branch (Document Control 
Desk). Ip. 61077:134-61077:134. 

9203260293 Advises of util plan to change position of LPSI motor operated isolation 
valves (LSI-M-11,21 & 31) from closed to open.Summary of evaluation of valves posi¬ 
tion change end. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/03/23. Document Control Branch 
(Document Control Desk). 6pp. 61165:032-61165:037. 

9203310306 Forwards CE NPSD-692-P, “Cracked CEA Failure Analysis & Evaluation of 
Highly Irradiated CEA Matls” final rept for info,per 901212 Itr.Rept withheld (ref 
10CFR2.790). 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/03/23. Document Control Branch 
(Document Control Desk). 9pp. 61216:261 -61216:269. 


Q. Inspection reports, IE Bulletins & correspondence 


9203040016 Ack receipt of 920108 ltr which provided results of gaseous effluents re¬ 
leased from plant over 14-yr period.Info will be reviewed during future on-site insp. 
JOYNER,J.H. Region 1 (Post 820201). 92/01/31. FRIZZLE,C.D. Maine Yankee 
Atomic Power Co. 5pp. 60767:045-60767:051. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100214 Confirms dates of 910413-17 for engineering & technical support insp at 
plant. 

DURR.J.P. Region 1 (Post 820201). 92/03/04. FRIZZLE,C.D. Maine Yankee Atomic 
Power Co. 2pp. 60845:073-60845:074. 

9203120268 Ack receipt of 911022 & 23 Itrs informing NRC of steps to correct viola¬ 
tions noted in Insp Rept 50-309/91-81. 

DURR.J.P. Region 1 (Post 820201). 92/03/04. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 2pp. 60930:068-60930:083. 

9203260090 Forwards insp rept 50-309/92-01 on 920108-0218 & notice of violation. 
LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 61083:134-61083:149. 

-9203260094 Notice of violation from insp on 920108-0218-Violation noted:plant per¬ 
sonnel replaced feeder breaker from bus 14 to motor control ctr 14A w/breaker of 
different capacity w/o performing SE. 

* Region 1 (Post 820201). 92/03/17. Ip. 61083:137-61083:137. 

-9203260099 insp rept 50-309/92-01 on 920108-0218.Violations noted. Major areas 
inspected:radiation protection,maint/ surveillance,security,engineering/technical sup¬ 
port & safety assessment/quality verification. 

LAZARUS,W.J. Region 1 (Post 820201). 92/03/17. 12pp. 61083:138-61083:149. 
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R. Periodic operating reports & related correspondence 

9203090166 Forwards personnel monitoring rept per 10CFR20.407(b).Rept indicates 
number of individuals whose total whole body exposure within specified range. 
NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/02/24. Office of Nuclear Regula¬ 
tory Research (Post 860720). Ip. 60833:165-60833:166. 

-9203090178 “Summary of Personnel Monitoring Rept Final End of Yr Rept for 1991.” 

* Maine Yankee Atomic Power Co. 92/02/12. Ip. 60833:166-60833:166. 

9203060133 Forwards “Semiannual Radioactive Effluent Release Rept Jul- Dec 1991” 
& “ODCM." 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60861:241-60861:357. 

-9203060135 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." 

* Maine Yankee Atomic Power Co. 91/12/31.15pp. 60861:242-60861:256. 

-9203060153 “ODCM.” 

NICHOLS.S.E., BLACKMORE.R.W. Maine Yankee Atomic Power Co. 92/02/18. 
102pp. 60861:257-60861:357. 

9203170058 Monthly operating rept for Feb 1992 for Maine Yankee Atomic Power 
Station.W/920309 Itr. 

HALL,S.L., NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/02/29. 5pp. 
60972:350-60972:354. 


S. Reportable occurrences, LERs & related correspondence 

9203180114 LER 92-001 -00:on 920208,manual trip was initiated.Caused by a loss of 
main turbine electro-hydraulic control sys pressure.Preventive maint requirements will 
be revised by 920901.W/920310 Itr. 

MABEN.J., NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/09. 3pp. 
60997:209-60997:211. 


V. Operator Examinations 

9203090305 Discusses exam forms,answer keys & results summary for 920205 generic 
f unda mentals exam section of written operator licensing exam.W/o end. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/03. SHEAN.A. Maine Yankee 
Atomic Power Co. 2pp. 60882:308-60882:309. 


DOCKET 50-310 FLORIDA POWER CO. 


P. Operating license stage documents & correspondence 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for add! records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


-9203120345 Insp Rept 50-310/71-01 on 710921 .No deficiencies or unresolved items 
noted.Major areas inspected:transfer of matl,residual contamination,core & 
internals,fuel handling, radiation protection & radwaste sys. 

LOIBL.E.R., CARLSON,R.T. Atomic Energy Commission (Pre 750119). 71/10/13. 4pp. 
61316:039-51316:042. 


W. Decommissioning Stage Documents & Correspondence 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Fo-wards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203120347 Advises that 711202 order terminating License R-72 published in FR on 
711214. 

DUBE.N.L. Atomic Energy Commission (Pre 750119). 71/12/20. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61316:043-61316:043. 

-9203120351 Forwards FR notice of issuance of order terminating License R-72. 
MCCOOL.W.B. Atomic Energy Commission (Pre 750119). 71/12/08. Office of the 
Federal Register. Ip. 61316:044-61316:044. 

-9203120353 Forwards 711202 order terminating License R-72 for FR publication. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/08. ROBINSON.S.T. 
Atomic Energy Commission (Pre 750119). Ip. 61316:045-61316:045. 

-9203120356 Forwards order to Commonwealth of PA & Nuclear Matls & Equipment 
Corp terminating License R-72. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/08. Clearfield,PA. 
Ip. 61316:046-61316:046. 

-9203120360 Forwards order to Commonwealth of PA & Nuclear Matls & Equipment 
Corp terminating License R-72. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/08. GERUSKY.T.M. 
Pennsylvania, Commonwealth of. Ip. 61316:047-61316:047. 

-9203120376 Forwards 711202 Itr transmitting termination order to Commonwealth of 
PA & Nuclear Matls & Equipment Corp & application & suppls requesting termination. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/08. Environmental 
Protection Agency. Ip. 61316:048-61316:052. 

-9203120378 Submits results of review of 710104 application for termination of License 
R-72.Supports application. 

BRAUNER.A. Atomic Energy Commission (Pre 750119). 71/12/02. Atomic Energy 
Commission (Pre 750119). 2pp. 61316:053-61316:054. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


-9203120317 Application for amend to License R-72,reflecting transfer of reactor from 
Commonwealth of PA to Nuclear Matls & Equipment Corp. 

GRAY.O.S. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/24. MORRIS,P.A. 
Atomic Energy Commission (Pre 750119). 3pp. 61316:025-61316:029. 

-9203120327 Forwards Amend 3 to License R-72,Indemnity Agreement R-33 & FR 
notice of issuance.Amend transfers title to reactor to Curtiss-Wright Nuclear Research 
Lab.W/o indemnity agreement. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 

GODDARD,M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). 2pp. 61316:031-61316:032. 

-9203120330 Forwards signed copy of Amend 3 to License R-72.Amend initially submit¬ 
ted in Itr dtd 671108 was unsigned. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/16. 

GODDARD.M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). Ip. 61316:033-61316:036. 

—9203120337 Application for amend to License R-72,reflecting relocation of reactor 
components from reactor to storage site at Clearfield site. 

CALDWELL,R. Nuclear Materials & Equipment Corp. (NUMEC). 68/11/06. Atomic 
Energy Commission (Pre 750119). Ip. 61316:037-61316:037. 

-9203120381 Forwards info in support of application for termination of License R-72. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71 /03/05. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:055-61316:055. 

-9203120384 Application for termination of License R-72.Facility dismantled by transfer¬ 
ring unirradiated fuel elements to BNL 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/01/04. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 2pp. 61316:056- 
61316:068. 

-9203120387 Confirms recent telcon re termination of License R-72. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/05/11. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). Ip. 61316:069-61316:070. 


Q. Inspection reports, IE Bulletins & correspondence 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203120340 Forwards Insp Rept 50-310/71-01 on 710921.No deficiencies or unre¬ 
solved items noted. 

CARLSON.R.T. Atomic Energy Commission (Pre 750119). 71/10/13. KEPPLER.J.G. 
Atomic Energy Commission (Pre 750119). Ip. 61316:038-61316:038. 


9203100196 Forwards insp repts 50-272/92-01,50-311 /92-01 & 50-354/92-01 on 
911229-920208.No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 

-9203100203 Insp repts 50-272/92-01,50-311 /92-01 & 50-354/92-01 on 911229- 
920208.Eight unresolved items noted.Major areas inspected:operations,radiological 
controls,maint & surveillance testing & emergency preparedness & security. 

WHITE.J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203300004 Submits results of review of ERDS implementation plan for 
facilities,submitted via 911028 Itr.Implementation plan acceptable.!elephone lines 
scheduled to be installed in Mar 1992 not Fall 1992 as stated in util schedule. 

MILLER,C.L. Project Directorate 1-2. 92/03/19. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61164:344-61164:348. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311 /90-99 & 50-354/90-99 
for period of 900801 -911228.While some deficiencies identified,plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

-9203310107 Initial SALP repts 50-272/90-99,50-311 /90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9203190026 Notification of significant licensee meeting 92-21 w/util on 920212 to intro¬ 
duce util president to NRC. 

WHITE,J.R. Region 1 (Post 820201). 92/02/11. Region 1 (Post 820201). 2pp. 
60959:156-60959:157. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020237 Notification of 920318 meeting w/util in Rockville,MD to discuss develop¬ 
ment of integrated schedule program at plant. 

STONE,J.C. Project Directorate 1-2. 92/02/27. MILLER,C.L. Project Directorate 1-2. 
4pp. 60755:219-60755:222. 
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9203100109 Informs that safety evaluation of postulated accident of ammonium hydrox¬ 
ide storage tank on control room habitability complete.Safety evaluation concludes 
that there is no impact on control room habitability. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/02/28. Document 
Control Branch (Document Control Desk). 5pp. 60899:308-60899:312. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200381 Forwards proposed rules re nuclear generating plant decommissioning. 
CHILTON,R. New Jersey, State of. 92/03/06. NASH.D. Office of Nuclear Reactor 
Regulation, Director (Post 870411). DELANY.F. Public Service Electric & Gas Co. of 
New Jersey. HARLACHER.M.I. Atlantic City Electric Co. 7pp. 60997:352-60997:358. 

9203250083 Discusses Natl Marine Fisheries Svc “Biological Opinion,” recommenda¬ 
tions re potential reduction of incidental take of sea turtles.Description of program to 
address subj issues end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 92/03/16. Doc¬ 
ument Control Branch (Document Control Desk). 3pp. 61107:343-61107:345. 

9203260190 Forwards response to recommendations & questions identified in NRC 
safety evaluation of util responses to station blackout rule.lnfo covers station blackout 
duration, condensate inventory of DHR & reactor coolant inventory. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/03/19. Document 
Control Branch (Document Control Desk). 9pp. 61129:279-61129:333. 

—9203270164 Rev 1 to “Estimated Frequency of Loss of Off-Site Power due to Ex¬ 
tremely Severe Weather & Severe Weather for Salem & Hope Creek Generating Sta¬ 
tions.” 

* Halliburton Co. NUS-5175 ROl. 92/03/31. 48pp. 61129:289-61129:333. 

9203260298 Advises that carpeting,tested for flame spread characteristics in accord¬ 
ance w/requirements of ASTM E-648/ NFPA 253 as detailed in util 920127 ltr suitable 
for installation in control rooms at plant. 

STONE,J.C. Project Directorate 1-2. 92/03/23. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 61115:101-61115:104. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202270404 Responds to 911218 ltr to Secretary of Energy referred to NRC on 
920113,requesting response to questions & concerns raised in 911106 ltr from WM 
Fraenkel re SALP repts for plants. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/18. ZIMMER,D. 
House of Rep. 10pp. 60931:086-60931:095. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203120126 Ack receipt of 920210 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-311/91-81.NRC recognizes that engineering analysis commit¬ 
ment relative to turbine overspeed will be completed by 920630,not 0303. 
BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60925:179-60925:211. 

9202260208 NRC Info Notice 92-020, "inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100196 Forwards insp repts 50-272/92-01,50-311 /92-01 & 50-354/92-01 on 
911229-920208.No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 


—9203100203 Insp repts 50-272/92-01,50-311 /92-01 & 50-354/92-01 on 911229- 
920208.Eight unresolved items noted.Major areas inspected:operations,radiological 
controls.maint & surveillance testing & emergency preparedness & security. 

WHITE.J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203120117 Responds to 920219 request for info re turbine generator overspeed & fire 
event at facility on 9ll109.lnsp rept end. 

STONE,J.C. Project Directorate 1-2. 92/03/05. LAMARCHE.D. FMC Corp. 2pp. 
60887:338-60888:075. 

9203240081 Discusses augmented insp team insp rept 50-311/91-81 on 911110-1203 
& notice of violation.lnsp rept sent to util on 920l07.Violations noted contributed to 
catastrophic failure of turbine generator on 911109.Civil penalty not issued. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/17. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 6pp. 61053:305-61053:313. 

-9203240087 Notice of violation from insp on 911110-1203.Violations noted:during unit 
2 reactor plant & turbine generator startup on 911020,operating procedures not com¬ 
pletely implemented as written relative to startup activities. 

* Region 1 (Post 820201). 92/03/17. 3pp. 61053:311-61053:313. 

9203300027 Discusses safety insp repts 50-272/90-22 & 50-311/90-22 on 900816- 
1001.Util has not provided sufficient basis for withdrawing violation & therefore,NRC 
has decided not to withdraw violation.Response requested within 45 days. 

HEHL.C.W. Region 1 (Post 820201). 92/03/17. MILTENBURGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 61110:122-61110:125. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99 
for period of 900801-911228.While some deficiencies identified,plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

-9203310107 Initial SALP repts 50-272/90-99,50-311/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275. 


R. Periodic operating reports & related correspondence 


9203020214 "Salem Generating Station Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991.” W/920226 ltr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 63pp. 
60766:199-60766:261. 


9203100095 Annual rept, 1991,of personnel receiving exposures greater than 100 mrem/ 
yr & associated man rem exposures according to work & job function.W/920228 ltr. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 13pp. 
60897:341-60897:353. 


9203200357 Monthly operating rept for Feb 1992 for Salem,Unit 2. W/920312 ltr. 
SHEDLOCK.M. Public Service Electric & Gas Co. of New Jersey. 92/02/29. 14pp. 
61108:166-61108:179. 


S. Reportable occurrences, LERs & related correspondence 


9203120117 Responds to 920219 request for info re turbine generator overspeed & fire 
event at facility on 911109.lnsp rept end. 

STONE,J.C. Project Directorate 1-2. 92/03/05. LAMARCHE.D. FMC Corp. 2pp. 
60887:338-60888:075. 


9203160114 Forwards amends to discharge confirmation repts,Cases 91-09-16-1058-24 
re HCGS sodium hypochlorite spill, 91 -09-23-0949-26 re HCGS diesel fuel spill at 
warehouse & 91-10-05-0455-05 re HCGS ammonium bisulfate discharge. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/05. New 
Jersey, State of. 15pp. 60969:232-60969:246. 

9203270169 Suppl to 920305 NPDES noncompliance notification re discharge of oil 
contaminated water at laydown yard.Approx 135 cubic ft of soil & gravel removed 
from discharge area & placed into drums.No lab data collected for discharge. 
THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/19. 
JENNUS.D.C. New Jersey, State of. 4pp. 61166:081-61166:084. 

9203300262 LER 92-003-01 :on 920123 & 0224,ESF actuations signals received & con¬ 
trol room ventilation automatically switched from normal to accident mode of 
operation.Caused by design inadequacy.Channel controller cleaned.W/920319 ltr. 
POLLACK,M.J., VONDRA.C.A. Public Sen/ice Electric & Gas Co. of New Jersey. 92/ 
03/19. 6pp. 61225:031-61225:036. 

9203300268 Special Rept 92-2:on 920302 & 21,fire barriers impaired for more than 7 
days to support design changes & outage-related activities.Hourly fire watch estab¬ 
lished & fire penetrations will be sealed. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/23. Document 
Control Branch (Document Control Desk). 4pp. 61199:310-61199:313. 

9203310131 NPDES noncompliance notification:on 920227,discharge of two gallons of 
Number 2 fuel oil from gas turbine to ground occurred.Personnel applied absorbent to 
affected area to collect matl.Remediation plan being developed. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/03/24. 10pp. 
61205:182-61205:191. 


V. Operator Examinations 


9203090055 Forwards results w/other matls of 920205 generic fundamentals exam sec¬ 
tion of written operator licensing exam for facility employees.W/o end. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. ORTICELLE.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 60833:021 -60833:022. 
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DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9203180262 Revised EPIPs.including Rev 6 to EPIP-5310 & Rev 7 to EPIP-5430. 
* Sacramento Municipal Utility District. 92/03/10. 18pp. 60976:252-60976:269. 


J. Insurance & indemnity information 

9203260232 Lists current levels & sources of insurance by type of 
coverage,underwriter.policy number.expiration date & policy limit. 

SHETLER.J.R. Sacramento Municipal Utility District 92/03/20. Document Control 
Branch (Document Control Desk). Ip. 61165:052-61165:052. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203190049 Forwards response to EPA request for addl hazardous waste mgt & haz¬ 
ardous waste generation rate info consisting of EPA notification of regulated waste 
activity. 

SHELTER.J.R. Sacramento Municipal Utility District. 92/02/26. SOKOLOV,A. Environ¬ 
mental Protection Agency. 19pp. 60993:338-60993:357. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190427 Forwards requests for addl info re decommissioning plan & associated en¬ 
viron rept. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/12. SHETLER.J.R. Sacramento Municipal Utility District. 16pp. 
60985:277-60985:292. 

9203200268 Forwards amend 117 to license DPR-54.SE & notice of issuance & final 
determination of NSHC.Amend modifies license DPR-54 to possession only license in 
response to 900426 application. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/17. SHETLER.J.R. Sacramento Municipal Utility District. 4pp. 
60998:001-60998:024. 

-9203200277 Amend 117 to license DPR-54,modifying license to possession only li¬ 
cense in response to 900426 application. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
92/03/17. 3pp. 60998:005-60998:007. 

-9203200281 Safety evaluation supporting amend 117 to license DPR-54. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/17. 14pp. 
60998:008-60998:021. 

-9203200289 Notice of consideration of issuance of amend to license DPR-54 & final 
determination of NSHC.Amend modifies license to possession only license in re¬ 
sponse to 900426 application. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/17. 3pp. 60998:022-60998:024. 

9203300154 Forwards amend to license DPR-54 & safety evaluation.Amend changes 
radiological effluent tech specs for facility & relocates procedural details of RETS to 
offsite dose calculation manual.per generic ltr 89-01. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/17. SHETLER.J.R. Sacramento Municipal Utility District. 3pp. 
61168:033-61168:092. 

—9203300159 Amend 118 to license DPR-54,changing radiological effluent tech specs 
at facility & relocating procedural details of RETS to offsite dose calculation 
manual.per generic ltr 89-01. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/17. 48pp. 61168:036-61168:083. 

-9203300164 Safety evaluation supporting amend 118 to license DPR-54. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/17. 9pp. 
61168:084-61168:092. 

9203200305 Forwards errata to amend 117 for license DPR-54 & SE. Corrected pages 
8 & 9 will replace pages submitted in 920317 SE. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/18. SHETLER.J.R. Sacramento Municipal Utility District. 3pp. 
61060:241-61060:245. 

-9203240033 Corrected tech spec pages 8 & 9 to amend 117 to license DPR-54,plac¬ 
ing contention 30 in proper place. 


9203240354 Advises that NRC considering issuing order to authorize decommissionin 
of facility.Notice of consideration of issuance of order authorizing decommissioning fj 
cility & opportunity for hearing end. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Poj 
901216). 92/03/19. SHELTER.J.R. Sacramento Municipal Utility District. 3p| 

61085:345-61085:352. 

—9203240358 Notice of consideration of issuance of order authorizing decommissions 
facility & opportunity for hearing.Order would involve plant decommissioning plan 
authorize decommissioning. 

DUDLEY,R.F. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Poi 
901216). 92/03/12. 5pp. 61085:348-61085:352. 

9203270027 Forwards amend 119 to license DPR-54 & safety evaluation. Amend r< 
places App A TS in entirety w/set of permanently defueled TS. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Po! 
901216). 92/03/19. SHELTER.J.R. Sacramento Municipal Utility District. 3p| 

61109:099-61109:159. 

-9203270029 Amend 119 to license DPR-54,replacing App A TS in entirety w/set < 
permanently defueled TS. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Po: 
901216). 92/03/19. 54pp. 61109:102-61109:155. 

-9203270031 Safety evaluation supporting amend 119 to license DPR-54. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/19. 4pi 
61109:156-61109:159. 


Q. inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Ni 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Err< 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 87072S 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelir 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at N 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capafc 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rota 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203200235 Responds to NRC 920211 ltr re violation noted during insp on 911028-31 
1105.Corrective actions:procedure developed & implemented to be used by Medic 
Review Officer & fitness for duty staff for all presumptive positive tests. 
SHETLER.J.R. Commonwealth Edison Co. 92/03/06. WEISS,S. Document Conti 
Branch (Document Control Desk). 5pp. 61071:349-61071:353. 

9203250113 Forwards insp rept 50-312/92-02 on 920203-06.No violations noted. 
YUHAS.G.P. Region 5 (Post 820201). 92/03/10. FASSLER.L. Sacramento Municip 
Utility District. 2pp. 61070:295-61070:303. 

—9203250118 Insp rept 50-312/92-02 on 920203-06.No violations noted. Major are 
inspected:licensee liquid radioactive waste mgt program & radiological environ mo 
toring program. 

CARSON,L.C., YUHAS.G.P. Region 5 (Post 820201). 92/03/10. 6pp. 61070:2S 
61070:303. 


R. Periodic operating reports & related correspondence 

9203020182 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1991." W/9202 
ltr. 

SHETLER.J.R. Sacramento Municipal Utility District. 91/12/31. MARTIN,J.B. Region 
(Post 820201). 23pp. 60788:088-60788:110. 

9203230139 “Annual Occupational Radiation Exposure Rept Personnel Whole Body E 
posure for CY91.” W/920317 ltr. 

SHETLER.J.R. Sacramento Municipal Utility District. 91/12/31. 2pp. 61077:18 
61077:187. 

9203190169 Monthly operating rept for Feb 1992 for Rancho Seco.W/920316 ltr. 
JONES,R.E., DELEZENSKI.J. Sacramento Municipal Utility District. 92/02/J 
WEISS,S. Document Control Branch (Document Control Desk). 6pp. 60996:35 
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S. Reportable occurrences, LERs & related correspondence 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 9l1010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203190212 Provides errata to 920109 notification of change in operator/senior opera¬ 
tor status for R Wolfe.SRO no longer required by operator. 

SHETLER.J.R. Sacramento Municipal Utility District. 92/03/09. WEISS.S. Document 
Control Branch (Document Control Desk). Ip. 61062:174-61062:174. 

9203240330 Discusses NRC approval of certified fuel handler training programs & termi¬ 
nation of operator licenses.Training program consistent in scope to previously ap¬ 
proved defueled condition operator training program. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/19. SHELTER,J.R. Sacramento Municipal Utility District. 4pp. 
61085:312-61085:315. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203300050 Requests termination of further review of 911004 application for license for 
ISFSI.Revised license application,SAR & environ rept will be submitted when licensee 
makes decision on cask to be used. 

SHETLER.J.R. Sacramento Municipal Utility District. 92/03/20. STURZ.F. NRC - No 
Detailed Affiliation Given. 3pp. 61164:264-61164:266. 
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F. Security, medical, emergency & fire protection plans 

9203090365 Public version of rev 13 to EPIP 1903.011, “Emergency Response/Notifica¬ 
tion.” W/920304 release memo. 

* Entergy Operations, Inc. 92/02/07. 73pp. 60853:044-60853:117. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.W. Project Directorate IV-1. 92/02/26. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 60873:119-60873:133. 

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS,J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-60873:133. 

9203050049 Forwards rev 23,Arkansas Nuclear 1 Industrial Security Plan & other 
changes representing rev 22 approved in NRC 911218 Itr per l0CFR50.4.Changes 
withheld per 10CFR73.21. 

FISICARO.J.J. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60852:092-60852:093. 

9203050211 Rev 3 to EPIP 1903.053, “Logistical Support.” W/920228 Itr. 

* Entergy Operations, Inc. 92/02/28. 9pp. 60826:323-60826:331. 

9203050215 Rev 6 to EPIP 1903.054, “Requests for Addl Personnel.” 

* Entergy Operations, Inc. 92/02/28. 9pp. 60852:229-60852:237. 

9203060035 Rev 3 to EPIP 1903.067, “Emergency Response Facility." 

* Entergy Operations, Inc. 92/02/28. 61pp. 60866:274-60866:333. 

9203060107 Forwards Emergency Response Data Sys Data Point Library, 910930 Itr. 
FISICARO.J.J. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 100pp. 60827:150-60827:260. 

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire 
protection requirements by adding subj requirements to respective safety analysis 
repts. 

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60989:348-60989:356. 

-9203180386 Proposed Tech Specs re fire protection requirements. 

* Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356. 

9203250162 Rev 6 to Emergency Plan Procedure 1903.065, "Emergency Response Fa¬ 
cility - Technical Support Ctr (TSC).” 

* Entergy Operations, Inc. 92/03/18. 46pp. 61106:197-61106:242. 

9203250167 Rev 2 to EPIP 1903.071, “US Army Corps of Engineers.” 

* Entergy Operations, Inc. 92/03/18. 3pp. 61106:118-61106:121. 

9203250168 Rev 9 to EPIP 1904.08, “Use of WSI Weather Info Svc.” 

* Entergy Operations, Inc. 92/03/18. 21pp. 61104:310-61104:329. 

9203250171 Rev 8 to EPIP 1903.040, “Duties of Dose Assessment Team.” 

* Entergy Operations, Inc. 92/03/18. 13pp. 61104:267-61104:279. 

9203300362 Rev 4 to Procedure 1903.021, “Arkla Natural Gas Line Rupture.” 

* Entergy Operations, Inc. 92/03/18. 5pp. 61197:341-61197:345. 

9203310088 Rev 4 to EPIP 1903.071, “Pope County Sheriffs Dept.” 

* Entergy Operations, Inc. 92/03/18. 5pp. 61205:064-61205:068. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 


9203030369 Accepts response to NRC generic Itr 91-11 concerning resolution of gener¬ 
ic issues 48 & 49. 

ALEXION.T.W., PETERSON,S.R. Project Directorate IV-1. 92/02/25. CARNS.N.S. En¬ 
tergy Operations, Inc. 5pp. 60772:255-60772:259. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 92/02/26. CARNS.N.S. En¬ 
tergy Operations, Inc. 3pp. 60873:119-60873:133. 

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS,J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-60873:133. 


9203090392 Responds to NRC inquiries re specific ATWS analyses. Initial analyses pro¬ 
vided to NRC in Topical Repts BAW-10099 & BAW-1610.Generic analyses used auxil¬ 
iary feedwater flow rate of 780 gpm per pump. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/03. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60882:347-60882:349. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire 
protection requirements by adding subj requirements to respective safety analysis 
repts. 

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60989:348-60989:356. 


-9203180386 Proposed Tech Specs re fire protection requirements. 

* Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356. 

9203180389 Requests approval to use alternative to requirements of 10CFR50.55a re 
codes & stds.Comparison of 1980 Edition, Winter 1981 Addenda & 1989 Edition of 
ASME Code end. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60974:356-60974:360. 

9203190241 Suppls 910717 response to Generic Ltr 88-20, “Individual Plant Exams for 
Severe Acddent Vulnerabilities.” Requests extension of submittal date for Unit 1 until 
930430. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60998:312-60998:313. 

9203250148 Forwards addl info for core operating limits proposed TS change dtd 
911107,per Generic Ltr 88-16 in response to recent telcons w/NRC.Four NRC ap¬ 
proved refs re bases for TS 3.5.2 should have been included in initial submittal. 
CARNS.N.S. Entergy Operations, Inc. 92/03/19. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 61099:058-61099:063. 

-9203250151 Proposed TS 6.12.3.2 re analytical methods used to determine core oper¬ 
ating limits addressed by individual TS. 

* Entergy Operations, Inc. 92/03/19. 2pp. 61099:062-61099:063. 

9203260021 Suppls 900126 response to Generic Ltr 89-13, “Svc Water Sys Problems 
Affecting Safety-Related Equipment.” Based on revised calculations,coolers will be 
reinstalled in svc water HX thermal performance testing program. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61128:032-61128:034. 

9203310278 Requests relief to conduct snubber testing in accordance w/ TSs.Util pro¬ 
poses to conduct addl sample testing w/listed exceptions. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/26. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 61217:080-61217:083. 

9203310279 Provides info to change util commitment to perform single-wall radiography 
in pump casing & to instead conduct reactor coolant pump casing structural integrity 
exams & evaluations using methodology contained in listed ASME case. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/26. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61217:084-61217:088. 
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Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
c l ear PQyy0r plant Sit os ** 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020070 Forwards insp repts 50-313/92-04 & 50-368/92-04 on 920127-31.No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. CARNS.N.S. Entergy Operations, Inc. 
4pp. 60731:070-60731:086. 

-9203020072 Insp repts 50-313/92-04 & 50-368/92-04 on 920127-31.No violations 
noted.Major areas inspected:radiation protection & water chemistry programs w/em- 
phasis on how programs affect reasonably achievable ALARA program. 

MURRAY,B. Region 4 (Post 820201). 92/02/20.13pp. 60731:074-60731:086. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 92/02/26. CARNS.N.S. En¬ 
tergy Operations, Inc. 3pp. 60873:119-60873:133. 

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS,J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-60873:133. 

9203060023 Ack receipt of 920109 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-313/91-30 & 50-368/91-30. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. CARNS.N.S. Entergy Operations, Inc. 
4pp. 60803:160-60803:171. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203300016 Forwards insp repts 50-313/92-05 & 50-368/92-05 on 920126-0229 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 92/03/23. CARNS.N.S. Entergy Operations, Inc. 
4pp. 61110:080-61110:111. 

-9203300020 Notice of violation from insp on 920126-0229.Violation noted:on 
920217,instrument technician placed channel in shutdown bypass & did not report de¬ 
viations to supervisor, immediately after equipment returned to normal. 

* Region 4 (Post 820201). 92/03/23. Ip. 61110:084-61110:084. 

-9203300022 Insp repts 50-313/92-05 & 50-368/92-05 on 920126-0229. Violations 
noted.Major areas inspected:monthly maint observation.bimonthly surveillance 
observation,operational safety verification & cold weather preparations. 
SATORIUS.M.A. Region 4 (Post 820201). 92/03/20. 27pp. 61110:085-61110:111. 


R. Periodic operating reports & related correspondence 

9203040117 “1991 Occupational Exposure Data Rept.” W/920228 ltr. 

FISICARO.J.J. Entergy Operations, Inc. 91/12/31. 5pp. 60802:218-60802:222. 

9203060041 “Semiannual Radiological Effluent Release Rept for Third & Fourth Quar¬ 
ters of 1991.” W/920228 ltr. 

FISICARO.J.J. Entergy Operations, Inc. 91/12/31. 34pp. 60881:040-60881:074. 

9203050292 Forwards Arkansas Nuclear One fitness for duty six-month rept for Jul-Dec 
1991. 

FISICARO.J.J. Entergy Operations, Inc. 92/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60852:221-60852:225. 


V. Operator Examinations 

9203060096 Informs of 920324 meeting to discuss redevelopment of requalification 
exams.Meeting provides opportunity for more efficient interacting among Region IV & 
facility licensee personnel. _ 

BEACH.A.B. Region 1 (Post 820201). 92/02/21. CARNS.N.S. Entergy Operations, Inc. 
3pp. 60804:077-60804:079. 

9203110044 Announces Region IV scheduling of 920324 meeting w/all licensees to dis¬ 
cuss requalification exams. _ 

COLLINS.S.J. Region 4 (Post 820201). 92/02/28. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 60849:088-60849:090. 

9203260006 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam consisting of 100 questions on 920610.Sample reg¬ 
istration ltr end. _ 

GALLO.R.M. Operator Licensing Branch. 92/03/19. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 61083:009-61083:012. 
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9203020037 Change Sheet 6 to Rev 6 to PMP 2080 EPP.107, “Notification of Plant Per- 


auiii icri. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/02/21. 
8pp. 60766:172-60766:179. 


9203160227 Reissue of rev 6 to PMP 2080 EPP.107, “Notification of Plant Personnel." 
* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/03/06. 
7pp. 60969:310-60969:316. 


9203200039 Forwards initial SALP 10 rept for review prior to 910326 meeting.Rept 
covers period 900901-911231. Highlights listed. 

DAVIS.A.B. Region 3 (Post 820201). 92/03/16. FITZPATRICK,E. Indiana Michigan 
Power Co. 4pp. 60970:069-60970:091. 


-9203200046 SALP repts 50-315/92-01 & 50-316/92-01 for period 900910-911231. 
* Region 3 (Post 820201). 92/03/16. 19pp. 60970:073-60970:091. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190254 Forwards environ assessment & finding of no significant impact re 910215 
application & 911008 & 920114 supplemental Itrs to revise TS concerning section 
5.6.1.1, “Criticality Spent Fuel." 

STANG.J.F. Project Directorate HI-1. 92/03/06. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). FITZPATRICK.E. American Elec¬ 
tric Power Service Corp. 2pp. 60982:298-60982:303. 

-9203190267 Environ assessment & finding of no significant impact supporting pro¬ 
posed amend to revise provisions of TS re section 5.6.1.1, “Criticality - spent Fuel." 
STANG.J.F. Project Directorate 111-1. 92/03/03. 4pp. 60982:300-60982:303. 

9203200238 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130, ’Essential SWS Failures at Multi-Unit Sites' Pursuant to 
10CFR50.54(F)." 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/03/13. Document Control Branch (Document Control Desk). 8pp. 61071:354- 
61071:361. 


9203200366 Notification of 920324 meeting w/util in Rockville,MD re steam generator 
tube plugging. 

STANG.J.F. Project Directorate 111-1. 92/03/17. MARSH,L.B. Project Directorate 111-1. 
3pp. 61068:130-61068:131. 

9203260124 Application for amend to License DPR-58,revising TSs to allow alternate 
plugging criteria to establish operability of SG tubes.Westinghouse nonproprietary rept 
WCAP-13188 & proprietary rept WCAP-13187 end.Proprietary rept withheld. 
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/03/20. MURLEY.T.E. Document Control Branch (Document Control Desk). 
13pp. 61191:182-61192:274. 


9203200361 Monthly operating rept for Feb 1992 for ANO.Unit 1. W/920316 ltr. 

HAYES,K.R., FISICARO.JJ. Entergy Operations, Inc. 92/02/29. 7pp. 61108:148- 
61108:154. 


-9203260130 Proposed Tech Specs re plugging criteria for SG tubes. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/03/20. 
30pp. 61191:195-61191:224. 



DOCKETED ITEM 35 101 


-9203260136 Requests that proprietary rept WCAP-13187, “DC Cook Unit 1 Steam 
Generator Tube Plugging Criteria for Indications at Tube Support Plates” be withheld 
(ref 10CFR2.79O). 

LIPARULO.N.J. Westinghouse Electric Corp. 92/03/12. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 9pp. 61191:225-61191:233. 

-9203260150 Nonproprietary "DC Cook Unit 1 Steam Generator Tube Plugging Criteria 
for Indications at Tube Support Plates.” 

WOOTTEN.M.J. Westinghouse Electric Corp. WCAP-13188. 92/03/31. 400pp. 
61191:234-61192:274. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030243 Forwards insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No viola¬ 
tions noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/02/21. FITZPATRICK,E. Indiana Michigan 
Power Co. 3pp. 60754:305-60754:312. 

-9203030248 Insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No violations 
noted.Major areas inspected:licensee program for reliable DHR during outages. 
HAROLD,J.F., JORGENSEN,B.L. Region 3 (Post 820201). 92/02/20. 5pp. 60754:308- 
60754:312. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020140 Responds to NRC 920128 ltr re violations noted in Insp Repts 50-315/91- 
27 & 50-316/91-27 on 911127-920114.Corrective actions:mandatory classroom train¬ 
ing & QA audits of safety review process conducted. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/02/27. DAVIS.A.B. Document Control Branch (Document Control Desk). 8pp. 
60766:348-60766:355. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120199 Forwards insp repts 50-315/91-02 & 50-316/91-02 on 920108- 920218.No 
violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/03/06. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 60930:089-60930:104. 

-9203120206 Insp repts 50-315/92-02 & 50-316/92-02 on 920108-18.No violations 
noted.Major areas inspected:plant operations, maint & surveillance,engineering & 
technical support.actions on previously identified items & reportable events. 
JORGENSEN,B.L. Region 3 (Post 820201). 92/03/06. 13pp. 60930:092-60930:104. 

9203170304 Confirms plans for 920326 meeting w/util to present Initial SALP 10 rept 
for plant. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/11. FITZPATRICK.E. Indiana Michi¬ 
gan Power Co. 2pp. 60925:074-60925:075. 

9203200039 Forwards initial SALP 10 rept for review prior to 910326 meeting.Rept 
covers period 900901-911231.Highlights listed. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/16. FITZPATRICK.E. Indiana Michigan 
Power Co. 4pp. 60970:069-60970:091. 

-9203200046 SALP repts 50-315/92-01 & 50-316/92-01 for period 900910-911231. 

* Region 3 (Post 820201). 92/03/16. 19pp. 60970:073-60970:091. 

9203260158 Responds to NRC 920220 ltr re concerns noted in Exam Rept 50-31 5/OL- 
92-01 during wks of 920120 & 27.Corrective actions.weaknesses will be evaluated & 
analyses will determine areas of improvement in next training. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/03/20. DAVIS,A.B. Document Control Branch (Document Control Desk). 6pp. 
61129:263-61129:268. 


R. Periodic operating reports & related correspondence 

9203020043 “Semiannual Radioactive Effluent Release Rept.Ji_il-Dec: 1991 W/920226 

ltr. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indi sana &* MicNaigan Electric 
Co.). 91/12/31. MURLEY.T.E. Document Control Branch (D»ocuini«*ent Cnoaontrol Desk). 
200pp. 60792:089-60792:324. 

9203020147 “DC Cook Nuclear Plant 1991 Annual Operating Rcapf UW/920&226 ltr. 
FITZPATRICK.E., MORAN,W.R., SVENSSON.B.A. Indiana Mftidfcaifl Pmewer Co. (for¬ 
merly Indiana & Michigan Electric Co.). 91/12/31. JMURIEY / ~,T£ Documment Control 
Branch (Document Control Desk). 21pp. 60766:262-60766:2822. 

9203300359 “Annual Personnel Monitoring Rept for 1991.” W/9®»2032O It 
BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana &u- Michtiigan lEHlectric Co.). 
91/12/31. 2pp. 61169:202-61169:203. 


S. Reportable occurrences, LERs & related correspondences 

9203090343 LER 92-00 t-00:on 9201 28, determined ttnat slabs at eslavati*ccon 621 fl¬ 
inches in west main steam ends could collapse in event o»f pos-ttdateodti steam line 
break.Caused by inadequate configuration control.Chsuige impralemen—ated.\M/W/920227 ltr. 
REINIGER.J.A., BLIND,A.A. Indiana Michigan Power Co. (formerly lomdiaraii 4 Michigan 
Electric Co.). 92/02/27. 5pp. 60948:183-60948:187. 

9203190175 LER 92-002-00:on 920210.AB EDG tripped on oversspeecl I duetto*olow gover¬ 
nor oil temp.Caused by ventilation sys being in abnormal line-up sincce92O.®206.Person- 
nel advised of need to keep diesel room temp at normal ambi-enl le-’*vels.WW/920311 ltr. 
WEBER,G.A., BLIND.A.A. Indiana Michigan Power Go. (formnerly Inadiana. 4 Michigan 
Electric Co.). 92/03/11.5pp. 61085:120-61085:124. 


V. Operator Examinations 

9203030378 Notification of contract execution,mod 1 task order 131 ,to "Re-t-take Opera¬ 
tor Licensing Exams,Cook Nuclear Power Plant/* Contiractor.ScDiialys'tsjrtc- 
HUGHES,A. Division of Contracts & Property Management (Po^=st8900205). i FIN L-1289- 
2. 92/02/27. SCHWINK.W., PULSIPHER,K. Office of Nuclear Reacttlcf Regulation, Di¬ 
rector (Post 870411). 1 p. 60793:101-60793:102. 

-9203030399 Ltr contract NRC-03-89-O31,Mod 1 to task order 131,pir-ovidirw§.g incremen¬ 
tal funding to, "Re-take Operator Licensing Exams, Cook Nuclear Power P*l!ant." 
SCOTTML. Contract Administration Branch 1 (Post 900603) _ FIN L-128t9s92. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60793:102-607'93:102. 

9203260158 Responds to NRC 920220 ltr re concerns noted in Exam Rept ! 50-315/OL- 
92-01 during wks of 920120 & 27.Corrective actions:wweaknes sses w*®ll be evaluated & 
analyses will determine areas of improvement in next training. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly India: ana 4 Micl)i*gaan Electric 
Co.). 92/03/20. DAVIS.AB. Document Control Branch* (Docunrwenl Cnoonlrcl i Desk). 6pp. 
61129:263-61129:268. 

9203300073 Advises that NRC plans to administer generic fundau mental Is seccction of writ¬ 
ten OL exam on 920610.Authorized representative from facilities rniKStsubirminit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25- Consut-mers Powanr Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203020037 Change Sheet 6 to Rev 6 to PMP 2080 EPR.107, "Motilicaatiora ot*<f plant Per¬ 
sonnel." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan EElectricc Co,).. 92/02/21. 
8pp. 60766:172-60766:179. 

9203160227 Reissue of rev 6 to PMP 2080 EPP.107, "Motificatonoi F’lwt iF^ersonnel." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan EElecIricx Co,)- 92/03/06. 

7pp. 60969:310-60969:316. 

9203200039 Forwards initial SALP 10 rept for review prior to 9103.26 mieeeting.Rept 
covers period 900901-911231 .Highlights listed. 

DAVIS.A.B. Region 3 (Post 820201). 92/03/16. FITZPATRICK Itadamaa Michigan 
Power Co. 4pp. 60970:069-60970:091. 

-9203200046 SALP repts 50-315/92-01 & 50-316/92-01 for peria*d90»--9l0-9*ni231. 

* Region 3 (Post 820201). 92/03/16.19pp. 6097O:073-60970:0rS1, 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holdin «g operating licenses & 
CPs for nuclear reactor facilities re individual plant ex <am of ea^tetnall evenmts (IPEEE) 
for severe accident vulnerabilities - 10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 8-70411). 91/968/28, 'CConsolidat- 

ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

920225031 1 Suppl 4 to Generic Ltr 89-10 to all licensees of op»eraiir**g nucl.lear power 
plants & holders of CPs for nuclear power plants re consideration of valwwe misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/025/12, Consolidat¬ 

ed Edison Co. of New York, Inc. 4pp. 60997:033-60997 zC36. 

9203030209 Generic Ltr 92-02 to all holders of OLs or «CPs for ■’WRs; re r©:«solution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Streams DuriiSng Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). «2/03i/08. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997r050. 
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9203060147 Rev 1 to generic Str 92*01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190254 Forwards environ assessment & finding of no significant impact re 910215 
application & 911008 & 920114 supplemental Itrs to revise TS concerning section 
5.6.1.1, “Criticality Spent Fuel.” 

STANG.J.F. Project Directorate 111-1. 92/03/06. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). FITZPATRICK.E. American Elec¬ 
tric Power Service Corp. 2pp. 60982:298-60982:303. 

—9203190267 Environ assessment & finding of no significant impact supporting pro¬ 
posed amend to revise provisions of TS re section 5.6.1.1, “Criticality - Spent Fuel.” 
STANG.J.F. Project Directorate 111-1. 92/03/03. 4pp. 60982:300-60982:303. 

9203200238 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130, 'Essential SWS Failures at Multi-Unit Sites’ Pursuant to 
10CFR50.54(F)." 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/03/13. Document Control Branch (Document Control Desk). 8pp. 61071:354- 
61071:361. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030243 Forwards insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No viola¬ 
tions noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/02/21. FITZPATRICK.E. Indiana Michigan 
Power Co. 3pp. 60754:305-60754:312. 

-9203030248 Insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No violations 
noted.Major areas inspected:licensee program for reliable DHR during outages. 
HAROLD,J.F., JORGENSEN,B.L. Region 3 (Post 820201). 92/02/20. 5pp. 60754:308- 
60754:312. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020140 Responds to NRC 920128 ltr re violations noted in Insp Repts 50-315/91- 
27 & 50-316/91-27 on 911127-920114.Corrective actions:mandatory classroom train¬ 
ing & QA audits of safety review process conducted. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/02/27. DAVIS,A.B. Document Control Branch (Document Control Desk). 8pp. 
60766:348-60766:355. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120199 Forwards insp repts 50-315/91-02 & 50-316/91-02 on 920108- 920218.No 
violations noted. 

SHAFER,W.D. Region 3 (Post 820201). 92/03/06. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 60930:089-60930:104. 

-9203120206 Insp repts 50-315/92-02 & 50-316/92-02 on 920108-18.No violations 
noted.Major areas inspected:plant operations, maint & surveillance,engineering & 
technical support,actions on previously identified items & reportable events. 
JORGENSEN,B.L. Region 3 (Post 820201). 92/03/06. 13pp. 60930:092-60930:104. 

9203170304 Confirms plans for 920326 meeting w/util to present Initial SALP 10 rept 
for plant. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/11. FITZPATRICK.E. Indiana Michi¬ 
gan Power Co. 2pp. 60925:074-60925:075, 

9203200039 Forwards initial SALP 10 rept for review prior to 910326 meeting.Rept 
covers period 900901-911231 .Highlights listed. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/16. FITZPATRICK.E. Indiana Michigan 
Power Co. 4pp. 60970:069-60970:091. 


R. Periodic operating reports & related correspondence 


9203020043 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1991.” W/920226 
ltr. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 91/12/31. MURLEY.T.E. Document Control Branch (Document Control Desk). 
200pp. 60792:089-60792:324. 

9203020147 “DC Cook Nuclear Plant 1991 Annual Operating Rept.” W/920226 ltr. 
FITZPATRICK.E., MORAN,W.R., SVENSSON.B.A. Indiana Michigan Power Co. (for¬ 
merly Indiana & Michigan Electric Co.). 91/12/31. MURLEY.T.E. Document Control 
Branch (Document Control Desk). 21pp. 60766:262-60766:282. 

9203300359 “Annual Personnel Monitoring Rept for 1991." W/920320 ltr. 

BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
91/12/31. 2pp. 61169:202-61169:203. 


S. Reportable occurrences, LERs & related correspondence 

9203200062 LER 92-002-00:on 890124,containment isolation valves not repaired when 
ASME section XI leakrate acceptance criteria exceeded.Caused by procedure require¬ 
ments not being included in test procedure.Packing replaced.W/920313 ltr. 

WEBER,G.A., BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 92/03/13. 5pp. 61085:215-61085:220. 

9203260170 LER 92-003-Q0:on 910219,20 & 21,7 of 20 main steam safety valves failed 
to meet TS lift setpoint requirement of plus or minus 1%.Caused by setpoint drift in 
Dresser safety valves.Valves reset to acceptable values.W/920320 ltr. 

WEBER,G.A., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 92/03/20. 5pp. 61224:193-61224:197. 


V. Operator Examinations 

9203030378 Notification of contract execution,mod 1 task order 131,to “Re-take Opera¬ 
tor Licensing Exams,Cook Nuclear Power Plant." Contractor:Sonalysts,Inc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/02/27. SCHWINK.W., PULSIPHER,K. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). Ip. 60793:101-60793:102. 

-9203030399 Ltr contract NRC-03-89-031,Mod 1 to task order 131,providing incremen¬ 
tal funding to, “Re-take Operator Licensing Exams, Cook Nuclear Power Plant." 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60793:102-60793:102. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9203090221 Public version of revised EPIPs,including rev 0 to ERPIP-005, “Recovery 
Organization Notification” & rev 46 to ERPIP A.1.W/920304 release memo. 

* Baltimore Gas & Electric Co. 92/02/13. 14pp. 60853:128-60853:142. 

9203090376 Public version of revised EPIPs,including change 3 to rev 0 to ERPIP 501 & 
change 5 to rev 1 to ERPIP 750.W/920304 release memo. 

* Baltimore Gas & Electric Co. 92/02/13. 10pp. 60853:033-60853:043. 

9203250188 Revised Emergency Response Plan Implementation Procedure (ERPIP) in¬ 
cluding Revs 0 to ERPIP-840.ERPIP-841 .ERPIP-842 & ERPlP-843. 

* Baltimore Gas & Electric Co. 92/02/26. 100pp. 61197:230-61197:309. 

9203260179 Rev O.Change 1 to Emergency Response Plan Implementing Procedure 
(ERPIP) ERPIP-210, “CR/TSC Monitor.” 

* Baltimore Gas & Electric Co. 92/02/27. 8pp. 61165:070-61165:077. 

9203260139 Rev 0 to Emergency Response Plan Implementation Procedure 311, 
“Chemistry Team Leader,” cancelling & superceding Procedure 4.1.8. 

* Baltimore Gas & Electric Co. 92/02/28. 10pp. 61128:002-61128:011. 

9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215 
& forwards notice of violation.Inspector discovered no procedures exist for operation 
of containment emergency air locks. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 60970:001-60970:026. 

“9203190190 Notice of violation from insp on 920105-0215.Violation noted:no proce¬ 
dures existed for operation of unit 1 emergency air lock door. 

* Region 1 (Post 820201). 92/03/12. Ip. 60970:004-60970:004. 

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violations 
noted.Major areas inspected:plant operations, radiological protection,surveillance & 
maint,emergency preparedness,security & engineering & technical support. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026. 

9203200213 Accepts 911028 emergency response data sys implementation plan. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/18. CREEL,G.C. Baltimore Gas & 
Electric Co. 3pp. 61056:314-61056:316. 

9203250308 Provides implementation schedule for Emergency Response Data Sys 
(ERDS) & notifies of delay in delivering in NUS-developing send-sys software. 
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9203260185 Forwards Rev 28 to security plan,including commitment to implement all 
elements of Reg Guide 5.66, “Access Authorization Program for Nuclear Power 
Plants.” Rev withheld (ref 10CFR73.21). 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61129:234-61129:234. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts & 
methods used to evaluate & determine which plants require closer monitoring.List of 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


I. Financial information 


9203270261 “Baltimore Gas & Electric Co Annual Rept 1991.” W/920330 Itr. 
MCGOWAN,G.V. Baltimore Gas & Electric Co. 91/12/31. 56pp. 61173:001- 
61173:058. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS.O.G. JRA Associates. 9pp. 60810:198-60811:138. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030109 Requests temporary relief from ASME Boiler & Pressure Vessel 
Code,Section XI,Requirement IAW-5250 to delay repair of weld between discharge 
piping from saltwater pump 11 until next refueling outage expected in Spring 1992. 
CREEL.G.C. Baltimore Gas & Electric Co. 92/02/25. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 60805:030-60805:034. 

9203030353 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 92-001,revising TS 3.3.1,Table 3.3-1, Functional Unit 6.b, "Boron Dilution Mitiga¬ 
tion Flux Doubling,” in ref to Generic Ltr 85-05. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 17pp. 60820:101-60820:271. 

-8404270143 “Unmitigated Boron-Dilution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode,” draft preliminary rept for comment. 
NASSERSHARIF.B., WING.J.E. Los Alamos National Laboratory. FIN A-7228. 84/04/ 
13. NRC - No Detailed Affiliation Given. 7pp. 60820:162-60820:168. 

-9203030398 “Unmitigated Boron-Dilution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode." 

NASSERSHARIF.B., WING.J.E. Los Alamos National Laboratory. 84/01/31. NRC - No 
Detailed Affiliation Given. 94pp. 60820:169-60820:271. 

9203050047 Revised application for amends to Licenses DPR-53 & DPR-69, making 
editorial changes,including all pages made unit specific & all pages made single 
sided,all intentionally blank pages removed & pages renumbered. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). 14pp. 60943:180-60946:076. 

-9203050048 Proposed tech specs to 910328 application for amend, making editorial 
changes. 

* Baltimore Gas & Electric Co. 92/02/28. 400pp. 60943:194-60946:076. 

9203050179 Forwards Calvert Cliffs Assessment Panel (CCAP) final rept, review 
objectives,initial review results,public comments & responses to comrnents.task action 
plans & associated insp repts listing re plant performance improvement plan. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/02. CREEL.G.C. Baltimore Gas & 
Electric Co. 19pp. 60808:119-60808:137. 

9203060285 Notification of 920325 meeting w/util in Rockville,MD to discuss engineer¬ 
ing programs,initiatives & schedules for plant. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/02. CAPRA,R.A. Project Directorate I- 
1. 4pp. 60816:063-60816:066. 

9203090235 Advises that guidance described in generic ltr 89-04 should be used in lieu 
of that provided in 900920 Itr re program changes involving addition or deletion of 
components in inservice testing program. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/04. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 60853:124-60853:127. 

9203110167 Requests that alternative approaches to containment pressure instrument 
tubing mod be submitted for NRC review & approval prior to use on future design 
changes. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/05. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 60875:178-60875:181. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203160102 Identifies changes to scope of Control Room upgrades to correct human 
engineering deficiencies identified in response to NUREG-0737,ltem I.D.1 & Station 
Blackout Rule 10CFR50.63. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60969:258-60969:259. 

9203190438 Forwards SE supporting util 920124 request to withdraw schedule for reac¬ 
tor vessel matl surveillance capsules. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/11. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 60982:291-60982:297. 

—9203200270 Safety evaluation supporting withdrawal schedule change for reactor matl 
surveillance capsule. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 4pp. 
60982:294-60982:297. 

9203310121 Informs that util 920225 request for temporary relief from ASME 
code,Section XI,for repair of leaking weld in saltwater sys.no longer needed. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/26. CREEL,G.C. Baltimore Gas & 
Electric Co. 3pp. 61194:073-61194:075. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060003 Submits steam generator tube insp rept.Unit 1 steam generators inspected 
in May 1990 & Unit 2 generators inspected in Oct 1990.No insps performed in 1991. 
DENTON,R.E. Baltimore Gas & Electric Co. 92/02/28. Document Control Branch 
(Document Control Desk). 2pp. 60867:032-60867:033. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100291 Forwards safety insp repts 50-317/92-08 & 50-318/92-08 on 920224- 
27.No violations noted.Radwaste program & transportation continue to improve,as 
does plant chemistry program in support of radwaste. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/02. CREEL,G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 60845:184-60845:193. 

-9203100294 Insp repts 50-317/92-08 & 50-318/92-08 on 920224-27.No violations 
noted. Major areas inspected:transportation,solid radwaste & radiation protection 
program,including mgt organization,process control plan & assurance of quality. 
FURIA.J., PASCIAK.W. Region 1 (Post 820201). 92/02/28. 7pp. 60845:187- 
60845:193. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120082 Advises of corrective action schedule re cable-separation deficiencies iden¬ 
tified in Combined Resident Insp Repts 50-317/89-27 & 50-318/89-28.All cable trays 
outside Cable Spreading Rooms have been corrected. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/04. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60918:253-60918:254. 

9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215 
& forwards notice of violation.lnspector discovered no procedures exist for operation 
of containment emergency air locks. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 60970:001-60970:026. 

—9203190190 Notice of violation from insp on 920105-0215.Violation noted:no proce¬ 
dures existed for operation of unit 1 emergency air lock door. 

* Region 1 (Post 820201). 92/03/12. Ip. 60970:004-60970:004. 

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violations 
noted.Major areas inspected:plant operations, radiological protection,surveillance & 
maint,emergency preparedness,security & engineering & technical support. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026. 
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R. Periodic operating reports & related correspondence 

9203060039 “Annual Rept of Changes,Tests & Experiments,Calvert Cliffs Nuclear 
Power Plant 1991.” W/920228 Itr. 

CREEL,G.C., DENTON,R.E. Baltimore Gas & Electric Co. 91/12/31. 25pp. 60881:015- 
60881:039. 

9203040240 Forwards semi-annual fitness for duty program performance data for period 
ending Jul-Dec 1991,per 10CFR26.71(d). 

GUARNIERI.S.R. Baltimore Gas & Electric Co. 92/02/01. Document Control Branch 
(Document Control Desk). 11pp. 60813:001-60813:011. 

9203030097 Forwards “Calvert Cliffs Effluent & Waste Disposal Semiannual Rept,Jul- 
Dec 1991.” Rept does not include analytical results for strontium for Fourth Quarter 
1991. Results will be provided in updated rept. 

DENTON,R.E. Baltimore Gas & Electric Co. 92/02/24. Document Control Branch 
(Document Control Desk). Ip. 60804:320-60804:345. 

-9203030101 “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu¬ 
al Rept, Jul-Dec 1991." 

* Baltimore Gas & Electric Co. 91/12/31.22pp. 60804:321-60804:345. 

9203030108 “Annual Rept of Power-Operated Relief & Safety Valve Failures & Chal¬ 
lenges for 1991." 

DENTON,R.E. Baltimore Gas & Electric Co. 92/02/26. Document Control Branch 
(Document Control Desk). 2pp. 60805:028-60805:029. 

9203190162 Monthly operating repts for Feb 1992 for Calvert Cliffs- Nuclear Power 
Plant,Units 1 & 2.W/920313 Itr. 

SHANLEY,L., DENTON.R.E. Baltimore Gas & Electric Co. 92/02/29. 11pp. 
60998:166-60998:176. 


S. Reportable occurrences, LERs & related correspondence 

8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna 
steam generator tube rupture event on 870715 should be added to Enel I.Page 4 & 
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4. 
MACKINNON,J.B. Incident Response Branch. 87/10/29. HARPER,M.R. Trends & Pat¬ 
terns Analysis Branch. Ip. 60811:052-60811:052. 

9203050100 Special rept:on 920128.WRM for noble gas radiation, 1-RIC-5415,removed 
from service due to channel noise problem (noise spikes).Caused by degraded pre¬ 
amp power & broken wire.Pre-amp board replaced & prefiltered. 

DENTON.R.E. Baltimore Gas & Electric Co. 92/02/27. Document Control Branch 
(Document Control Desk). 2pp. 60823:313-60823:314. 

9203240242 PNO-l-92-012:on 920319,site emergency DGs declared inoperable & shut¬ 
downs commenced on both units following design review conducted as result of NRC 
electrical distribution safety functional insp.State of MD notified. 

NICHOLSON,L. Region 1 (Post 820201). 92/03/19. 3pp. 61056:270-61056:272. 


V. Operator Examinations 

9203050169 Notification of contract execution,task order 138, "Reactor Operator Li¬ 
censing Initial Exams,Calvert Cliffs Nuclear Power Plant," to “Technical Assistance to 
Support Licensing Activities.” ContractorSonalysts.Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60807:133-60807:137. 

-9203050176 Ltr contract NRC-03-89-031 .definitizing task order 138, “Reactor Operator 
Licensing Initial Exams,Calvert Cliffs Nuclear Power Plant," under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN.L.R. Sonalysts, Inc. 4pp. 60807:134-60807:137. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203240157 Summary of 920302 meeting w/BGE in Rockville,MD to discuss draft TSs 
for proposed Part 72 license for ISFSI. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61202:265-61202:295. 

9203250367 Summary of 920303 meeting w/util in Rockville,MD re draft TS for pro¬ 
posed Part 72 license for ISFSI.Draft TS & attendance list end. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61163:135-61163:165. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203090221 Public version of revised EPIPs,including rev 0 to ERPIP-005, “Recovery 
Organization Notification” & rev 46 to ERPIP A.1.W/920304 release memo. 

* Baltimore Gas & Electric Co. 92/02/13. 14pp. 60853:128-60853:142. 

9203090376 Public version of revised EPIPs.including change 3 to rev 0 to ERPIP 501 & 
change 5 to rev 1 to ERPIP 750.W/920304 release memo. 

* Baltimore Gas & Electric Co. 92/02/13. 10pp. 60853:033-60853:043. 

9203250188 Revised Emergency Response Plan Implementation Procedure (ERPIP) in¬ 
cluding Revs 0 to ERPIP-840.ERPIP-841 .ERPIP-842 & ERPIP-843. 

* Baltimore Gas & Electric Co. 92/02/26. 100pp. 61197:230-61197:309. 

9203260179 Rev 0,Change 1 to Emergency Response Plan Implementing Procedure 
(ERPIP) ERPIP-210, "CR/TSC Monitor.” 

* Baltimore Gas & Electric Co. 92/02/27. 8pp. 61165:070-61165:077. 

9203260139 Rev 0 to Emergency Response Plan Implementation Procedure 311, 
“Chemistry Team Leader,” cancelling & superceding Procedure 4.1.8. 

* Baltimore Gas & Electric Co. 92/02/28. 10pp. 61128:002-61128:011. 


9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-021! 
& forwards notice of violation.Inspector discovered no procedures exist for operatior 
of containment emergency air locks. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. CREEL.G.C. Baltimore Gas & Elec 
trie Co. 3pp. 60970:001-60970:026. 

-9203190190 Notice of violation from insp on 920105-0215.Violation noted:no proce 
dures existed for operation of unit 1 emergency air lock door. 

* Region 1 (Post 820201). 92/03/12. Ip. 60970:004-60970:004. 

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violation 
noted.Major areas inspected:plant operations, radiological protection,surveillance l 
maint,emergency preparedness,security & engineering & technical support. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026. 

9203200213 Accepts 911028 emergency response data sys implementation plan. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/18. CREEL.G.C. Baltimore Gas l 
Electric Co. 3pp. 61056:314-61056:316. 

9203250308 Provides implementation schedule for Emergency Response Data Sy 
(ERDS) & notifies of delay in delivering in NUS-developing send-sys software. 

CREEL,G,C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc 
ument Control Desk). 2pp. 61106:353-61106:355. 

9203260185 Forwards Rev 28 to security plan,including commitment to implement a 
elements of Reg Guide 5.66, “Access Authorization Program for Nuclear Powc 
Plants.” Rev withheld (ref 10CFR73.21). 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc 
ument Control Desk), ip. 61129:234-61129:234. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts i 
methods used to evaluate & determine which plants require closer monitoring.List c 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03 
17. LEWIS,M.l. Lewis. M. 7pp. 61085:286-61085:292. 


I. Financial information 


9203270261 “Baltimore Gas & Electric Co Annual Rept 1991.” W/920330 Itr. 
MCGOWAN.G.V. Baltimore Gas & Electric Co. 91/12/31. 56pp. 61173:001 
61173:058. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses . 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolida 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030451 Partial response to FOIA request for documents. Forwards app E doct 
ments which are being made available in PDR.App F documents partially withheld 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Po: 
890205). 91/08/19. WILLIAMS.O.G. JRA Associates. 9pp. 60810:198-60811:138. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear pow< 
plants & holders of CPs for nuclear power plants re consideration of valve mispos 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolida 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050047 Revised application for amends to Licenses DPR-53 & DPR-69, makir 
editorial changes,including all pages made unit specific & all pages made sing! 
sided,all intentionally blank pages removed & pages renumbered. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/02/28. Document Control Branch (Do< 
ument Control Desk). 14pp. 60943:180-60946:076. 

-9203050048 Proposed tech specs to 910328 application for amend, making editor! 
changes. 

* Baltimore Gas & Electric Co. 92/02/28. 400pp. 60943:194-60946:076. 

9203050179 Forwards Calvert Cliffs Assessment Panel (CCAP) final rept, revie 
objectives.initial review results.public comments & responses to comments,task actic 
plans & associated insp repts listing re plant performance improvement plan. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/02. CREEL.G.C. Baltimore Gas 
Electric Co. 19pp. 60808:119-60808:137. 

9203060285 Notification of 920325 meeting w/util in Rockville,MD to discuss engines 
ing programs,initiatives & schedules for plant. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/02. CAPRA,R.A. Project Directorate 
1. 4pp. 60816:063-60816:066. 

9203090235 Advises that guidance described in generic Itr 89-04 should be used in lie 
of that provided in 900920 Itr re program changes involving addition or deletion < 
components in inservice testing program. 

MCDONALD.D.G. Project Directorate 1-1. 92/03/04. CREEL.G.C. Baltimore Gas 
Electric Co. 4pp. 60853:124-60853:127. 

9203110167 Requests that alternative approaches to containment pressure instrume 
tubing mod be submitted for NRC review & approval prior to use on future desic 
changes. 

MCDONALD.D.G. Project Directorate 1-1. 92/03/05. CREEL.G.C. Baltimore Gas 
Electric Co. 4pp. 60875:178-60875:181. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natur 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolkfc 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


DOCKETED ITEMS 105 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160102 Identifies changes to scope of Control Room upgrades to correct human 
engineering deficiencies identified in response to NUREG-0737,ltem I.D.1 & Station 
Blackout Rule 10CFR50.63. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/06. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60969:258-60969:259. 

9203260137 Advises that util 920211 request for temporary relief from ASME Code re¬ 
quirements to delay repair of leak in refueling water tank & safety injection line until 
unit 2 refueling outage,scheduled for spring 1993,granted.SE end. 

CAPRA,R.A. Project Directorate 1-1. 92/03/20. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 61113:356-61113:362. 

-9203260143 Safety evaluation granting util 920211 request for temporary relief from 
ASME Code requirements to delay repair of leak in refueling water tank & safety injec¬ 
tion line until next refueling outage.scheduled for spring of 1993. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 4pp. 
61113:359-61113:362. 

9203310312 Forwards amend 148 to license DPR-69 & safety evaluation. Amend re¬ 
vises Tech Specs 4.6.2.1.b.1,4.6.2.1.b.2,4.6.2.2.b & 4.6.3.1.d.2 re testing of contain¬ 
ment spray valves & pumps. 

MCDONALD,D.G. Project Directorate 1-1. 92/03/27. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. . 61195:286-61195:300. 

-9203310313 Amend 148 to license DPR-69,revising Tech Specs 4.6.2.1.b.1, 
4.6.2.1.b.2,4.6.2.2.b & 4.6.3.1.d.2 re testing of containment spray valves & pumps. 
MCDONALD,D.G. Project Directorate 1-1. 92/03/27. 6pp. 61195:289-61195:294. 

-9203310315 Safety evaluation supporting amend 148 to license DPR-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/27. 6pp. 
61195:295-61195:300. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060003 Submits steam generator tube insp rept.Unit 1 steam generators inspected 
in May 1990 & Unit 2 generators inspected in Oct 1990.No insps performed in 1991. 
DENTON.R.E. Baltimore Gas & Electric Co. 92/02/28. Document Control Branch 
(Document Control Desk). 2pp. 60867:032-60867:033. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100291 Forwards safety insp repts 50-317/92-08 & 50-318/92-08 on 920224- 
27.No violations noted.Radwaste program & transportation continue to improve,as 
does plant chemistry program in support of radwaste. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/02. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 60845:184-60845:193. 

-9203100294 Insp repts 50-317/92-08 & 50-318/92-08 on 920224-27.No violations 
noted.Major areas inspected:transportation,solid radwaste & radiation protection 
program,including mgt organization,process control plan & assurance of quality. 
FURIA.J., PASCIAK.W. Region 1 (Post 820201). 92/02/28. 7pp. 60845:187- 
60845:193. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120082 Advises of corrective action schedule re cable-separation deficiencies iden¬ 
tified in Combined Resident Insp Repts 50-317/89-27 & 50-318/89-28.All cable trays 
outside Cable Spreading Rooms have been corrected. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/04. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60918:253-60918:254. 


9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215 
& forwards notice of violation.Inspector discovered no procedures exist for operation 
of containment emergency air locks. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/12. CREEL.G.C. Baltimore Gas & Elec¬ 
tric Co. 3pp. 60970:001-60970:026. 

-9203190190 Notice of violation from insp on 920105-0215.Violation noted:no proce¬ 
dures existed for operation of unit 1 emergency air lock door. 

* Region 1 (Post 820201). 92/03/12. Ip. 60970:004-60970:004. 

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violations 
noted.Major areas inspected:plant operations, radiological protection,surveillance & 
maint,emergency preparedness,security & engineering & technical support. 
NICHOLSON,L.E. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026. 


R. Periodic operating reports & related correspondence 


9203060039 “Annual Rept of Changes,Tests & Experiments,Calvert Cliffs Nuclear 
Power Plant 1991.” W/920228 Itr. 

CREEL,G.C., DENTON.R.E. Baltimore Gas & Electric Co. 91/12/31. 25pp. 60881:015- 
60881:039. 

9203040240 Forwards semi-annual fitness for duty program performance data for period 
ending Jul-Dec 1991,per 10CFR26.71(d). 

GUARNIERI.S.R. Baltimore Gas & Electric Co. 92/02/01. Document Control Branch 
(Document Control Desk). 11pp. 60813:001-60813:011. 

9203030097 Forwards “Calvert Cliffs Effluent & Waste Disposal Semiannual Rept,Jul- 
Dec 1991." Rept does not include analytical results for strontium for Fourth Quarter 
1991. Results will be provided in updated rept. 

DENTON.R.E. Baltimore Gas & Electric Co. 92/02/24. Document Control Branch 
(Document Control Desk). Ip. 60804:320-60804:345. 

-9203030101 “Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu¬ 
al Rept, Jul-Dec 1991.” 

* Baltimore Gas & Electric Co. 91/12/31. 22pp. 60804:321-60804:345. 

9203030108 “Annual Rept of Power-Operated Relief & Safety Valve Failures & Chal¬ 
lenges for 1991.” 

DENTON.R.E. Baltimore Gas & Electric Co. 92/02/26. Document Control Branch 
(Document Control Desk). 2pp. 60805:028-60805:029. 

9203190162 Monthly operating repts for Feb 1992 for Calvert Cliffs- Nuclear Power 
Plant,Units 1 & 2.W/920313 Itr. 

SHANLEY.L, DENTON.R.E. Baltimore Gas & Electric Co. 92/02/29. 11pp. 
60998:166-60998:176. 


S. Reportable occurrences, LERs & related correspondence 


8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna 
steam generator tube rupture event on 870715 should be added to Enel I.Page 4 & 
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4. 
MACKINNON,J.B. Incident Response Branch. 87/10/29. HARPER,M.R. Trends & Pat¬ 
terns Analysis Branch. Ip. 60811:052-60811:052. 

9203240242 PNO-l-92-0l2:on 920319,site emergency DGs declared inoperable & shut¬ 
downs commenced on both units following design review conducted as result of NRC 
electrical distribution safety functional insp.State of MD notified. 

NICHOLSON,L. Region 1 (Post 820201). 92/03/19. 3pp. 61056:270-61056:272. 


V. Operator Examinations 

9203050169 Notification of contract execution,task order 138, “Reactor Operator Li¬ 
censing Initial Exams.Calvert Cliffs Nuclear Power Plant,” to “Technical Assistance to 
Support Licensing Activities.” Contractor:Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60807:133-60807:137. 

-9203050176 Ltr contract NRC-03-89-031 .definitizing task order 138, “Reactor Operator 
Licensing Initial Exams.Calvert Cliffs Nuclear Power Plant,” under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60807:134-60807:137. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9203240157 Summary of 920302 meeting w/BGE in Rockville,MD to discuss draft TSs 
for proposed Part 72 license for ISFSI. 

STUR4.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61202:265-61202:295. 

9203250367 Summary of 920303 meeting w/util in Rockville,MD re draft TS for pro¬ 
posed Part 72 license for ISFSI.Draft TS & attendance list end. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61163:135-61163:165. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9203090389 Public version of revised EPIPs,including rev 4 to EPIP-TMI-.06 & rev 2 to 
EPIP-TMI-.06.W/920304 release memo. 

* General Public Utilities Corp. - GPU Service Corp. 92/02/19. 30pp. 60853:001- 
60853:032. 
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9203160034 Forwards insp repts 50-289/91-30 & 50-320/91-21 on 911229- 920201 & 
notice of violation.Failure to make timely corrective actions to support gauges in high 
pressure injection sys identified. 

WENZ1NGER.E.C. Region 1 (Post 820201). 92/03/04. BROUGHTON,T.G. Genera! 
Public Utilities Corp. - GPU Service Corp. 3pp. 60911:052-60911:072. 

-9203160045 Insp repts 50-289/91-30 & 50-320/91-21 on 911229-920201. Violations 
noted.Major areas inspected:plant operations, security measures & engineering sup¬ 
port activities. 

RULAND.W.H. Region 1 (Post 820201). 92/03/03. 16pp. 60911:057-60911:072. 

9203300296 Rev 1 to Emergency Plan Implementing Document 6410-ADM-1300.01. 
“Maintaining Emergency Preparedness,” reflecting biennial review changes & updat¬ 
ing PTFC info. 

BROWN,N.D., WHITEHEAD,J.L., SIMONETTI.G.J. General Public Utilities Corp. - GPU 
Service Corp. 92/03/19. 28pp. 61169:267-61169:294. 


G. Adjudicatory correspondence 

9203090087 Contentions of EJ Epstein.* Submits listed contentions re facility.W/Certifi- 
cate of Svc. 

EPSTEIN,E.J. Affiliation Not Assigned. #192 12652. 92/03/02. 10pp. 60832:090- 
60832:099. 

9203200288 Notice of withdrawal.* Counsel withdraws appearance in proceeding re 
facility.effective 920317.W/Certificate of Svc. 

WOODHEAD.C.P. Office of the General Counsel (Post 860701). #192 12709. 92/03/ 
17. 3pp. 60976:357-60976:359. 

9203200263 Informs that licensee will file response to E Epstein proposed contentions 
for adjudication in near future. 

BAXTER,T.A. General Public Utilities Corp. - GPU Service Corp. BAXTER,T.A. Shaw, 
Pittman, Potts & Trowbridge. #192 12711. 92/03/18. BLOCH.P.B., KELBER.C.N., 
HOOPER.F.F. Atomic Safety & Licensing Board Panel. 6pp. 60976:296-60976:301. 

9203260034 Ack receipt of 920318 Itr from TA Baxter re proceeding.NRC will review 
matters including post-defueling survey rept & underlying analyses referenced to de¬ 
termine whether statements made remain valid. 

REIS.E.J. Deputy Assistant General Counsel for Reactor Licensing. #192 12719. 92/ 
03/19. BLOCH.P.B., KELBER.C.N., HOOPER.F.F. Atomic Safety & Licensing Board 
Panel. Ip. 61084:263-61084:263. 

9203260040 Licensee response to contentions of EJ Epstein.* Requests that petition 
for leave to & request for hearing be denied. 

BAXTER,T.A. General Public Utilities Corp. - GPU Service Corp. BAXTER,T.A. Shaw, 
Pittman, Potts & Trowbridge. #192 12722. 92/03/19. Atomic Safety & Licensing 
Board Panel. 67pp. 61084:264-61084:330. 

9203260093 Memorandum & order (authorizing reply).* Petitioner, EJ Epstein authorized 
to file detailed reply to licensee response to contentions of EJ Epstein by 920331 .Cer¬ 
tificate of Svc encl.Served on 920324. 

HOOPER.F.F., KELBER.C.N., BLOCH.P.B. Atomic Safety & Licensing Board Panel. 
#192 12730. 92/03/23. Affiliation Not Assigned. 4pp. 61083:330-61083:333. 


I. Financial information 


9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX.R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 


J. Insurance & indemnity information 


9203170057 Lists property insurance coverages that will be effective for Three Mile 
Island Units 1 & 2 as of 920401. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/10. Doc¬ 
ument Control Branch (Document Control Desk). Ip. 60970:360-60970:360. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHI LIPS, J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX.R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 

—9203180337 Forwards summary of 640512 meeting re util nuclear instrumentation.for 
info.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:083-61214:083. 

-9203180342 Forwards memo summarizing 640512 DRL meeting on util 
instrumentation.for info. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
EPLER.E.P. Oak Ridge National Laboratory. Ip. 61214:084-61214:084. 

-9203180346 Summary of 640512 meeting in Bethesda.MD to discuss licensee nuclear 
instrumentation.Attendees listed. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. ACRS - 
Advisory Committee on Reactor Safeguards. 6pp. 61214:085-61214:090. 

-9203180349 Provides addl info re amend 2 to licensee application covering prototype 
testing of CRD & subchannels in safety sys. 

FRALtY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 64/08/06. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). 3pp. 61214:091-61214:093. 


-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern- 

FRALEY.F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03. 
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094- 
61214:095. 

-9203180357 Submits category B rept re 640909 meeting in Toms River,NJ re provi¬ 
sional const permit.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/09/18. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:096-61214:096. 

-9203180358 Forwards notice of hearing on application for provisional const permit for 
nuclear reactor.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/09/11. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:097-61214:097. 

-9203180372 Forwards repts concerning meeting w/Epler on 640512 re GE instrumen¬ 
tation for plant.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/10/13. 

THOMPSON.T.J. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:098- 
61214:098. 

-9203180379 Provides category B rept re DRL public hazards analysis. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/09. 

ROGERS.D.A. Atomic Energy Commission (Pre 750119). 2pp. 61214:099-61214:100. 

-9203180382 Forwards hazards analysis rept for plant.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/10/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:101-61214:101. 

-9203180392 Provides category B rept for util const permit. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 65/01/08. 

ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:102-61214:102. 

-9203180405 Forwards decision of Commission re util request to suspend Hearing 
Board requirement for addl info until appeal resolved.Request denied. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 65/04/14. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:104-61214:104. 

-9203180410 Provides category B rept re order determining plant compliance w/condi¬ 
tions in initial decision. 

GASKE.W.C. ACRS - Advisory Committee on Reactor Safeguards. 66/01/26. 
SILVERMAN,L. Atomic Energy Commission (Pre 750119). Ip. 61214:105-61214:105. 

—9203190060 Discusses review of plant ECCS.per 661020 Itr to util re results of recent 
const permit reviews. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/05/08. ACRS - 
Advisory Committee on Reactor Safeguards. 13pp. 61214:107-61214:120. 

-9203190065 Requests that end evaluation by Epler re instrumentation sys be distribut¬ 
ed to plant subcommittee. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/05. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). 8pp. 61214:121-61214:128. 

-9203190077 Discusses AE Bates assistance on 671117 w/Subcommittee review of 
control & instrument sys for facility. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/11/16. ACRS - 
Advisory Committee on Reactor Safeguards. 5pp. 61214:140-61214:144. 

-9203190086 Submits Category B repts re regulatory Itrs dtd 671108 & 24 concerning 
cracks in control rod stub tubes of plant reactor. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/12/01. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). 4pp. 61214:145-61214:148. 

-9203190089 Believes that analysis should be made & design justified concerning reac¬ 
tor vessel repair at facility. 

ETHERINGTON.H. Atomic Energy Commission (Pre 750119). 67/12/20. FRALEY,R.F. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:149-61214:149. 

-9203190098 Forwards evaluation re possible cause of pressure vessel (stub tube) 
cracking at plant. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/12/27. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). 5pp. 61214:150-61214:154. 

-9203190105 Advises that Etherington provided end addl info re plant. DRL plans to 
develop addl detail for discussions during meeting to be held next wk. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). Ip. 61214:155-61214:155. 

-9203190106 Discusses & provides comments on plant vessel,including distortion 
measurements & other stresses. 

ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:156- 
61214:157. 

-9203190114 Forwards info re stub tubes,per request at ACRS 93rd meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 
STRATTON,W.R. Atomic Energy Commission (Pre 750119). 2pp. 61214:158- 
61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 

-9203190192 Discusses Feb 1968 ACRS meeting re pressure vessel repairs. 
GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. ACRS - 
Advisory Committee on Reactor Safeguards, ip. 61214:174-61214:174. 

-9203190195 Provides basis for concern re plant pressure vessel stub tube failures. 
ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. 
ACRS - Advisory Committee on Reactor Safeguards. 21pp. 61214:175-61214:195. 

—9203190257 Summary of 680807 meeting w/util re pressure vessel repair 
procedures.Attendees listed. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/08/21. ACRS - 
Advisory Committee on Reactor Safeguards. 8pp. 61214:199-61214:206. 
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—9203190268 Requests that end rept, “Corrosion Evaluation - Oyster Creek Nuclear 
Power Plant,” be forwarded to ACRS members for info. 

FRALEY.R.F. ACRS * Advisory Committee on Reactor Safeguards. 68/10/17. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:207-61214:207. 

—9203190277 Discusses intergranular stress-assisted corrosion & weld defects found in 
stub tubes & control rod housing of primary pressure vessel at plant. 

CHENG.C.F. Argonne National Laboratory. 68/07/24. PORSE.L. Atomic Energy Com¬ 
mission (Pre 750119). 9pp. 61214:208-61214:216. 

-9203240296 Forward info re intergranular cracking at plant. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/11/25. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:234-61214:234. 

—9203240302 Discusses matl evaluation on corrosion aspect of cracked vessel compo¬ 
nents at facility. 

CHENG.C.F. Argonne National Laboratory. 68/11/20. YOUNG,R.D. Atomic Energy 
Commission (Pre 750119). 11pp. 61214:235-61214:245. 

—9203270197 Responds to request for comments on preliminary analysis by P Davis of 
probability of catastrophic accident during remaining lifetime of plants. 

MOELLER,D.W. ACRS - Advisory Committee on Reactor Safeguards. 76/11/16. 
PAULSON,G. New Jersey, State of. Ip. 61215:261-61215:262. 

-9203270231 Discusses 761116 Itr forwarding comments on preliminary draft of analy¬ 
sis of certain aspects of plant by P Davis, informs of tentative plans to prepare final 
draft of rept to be made available for broad public review. 

PAULSON,G. New Jersey, State of. 76/12/20. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 61215:267-61215:267. 

—9203270240 Informs that 770121 Itr provided to members of ACRS for consideration. 
LIBARKIN.M.W. ACRS - Advisory Committee on Reactor Safeguards. 77/02/23. 
RUSSO,S.P. Affiliation Not Assigned. Ip. 61215:268-61215:268. 

-9203270265 Confirms recent telcon w/E Casey re commentary Itr on preliminary draft 
of “Investigation of Probability of Serious Accidents at Plant.” 

PAULSON.G. New Jersey, State of. 77/04/04. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 61215:274-61215:292. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

—9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS.D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:081-61214:081. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 


9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170364 Forwards Rev 3 to Sys Description (SD) SD 3520-010, “Processed Water 
Storage & Recycle Sys.” Rev reflects mod of sys piping to permit Borated Water Stor¬ 
age Tank water to feed Processed Water Disposal Sys. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/03/10. Document 
Control Branch (Document Control Desk). Ip. 60981:282-60981:317. 

-9203170365 Rev 3 to Sys Description (SD) SD 3520-010, “Processed Water Storage 
& Recycle Sys." 

* General Public Utilities Corp. - GPU Service Corp. SD 3520-010 R03. 92/02/21. 
32pp. 60981:283-60981:317. 

9203230349 Forwards TS Change Request 67 & Recovery Operations Plan Change Re¬ 
quest 46,requesting amend to License DPR-73 to relocate TS related to radiological 
effluents to ODCM.per guidance in Generic Ltr 89-01.Rev 1 to plant ODCM also end. 
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/03/17. Document 
Control Branch (Document Control Desk). 2pp. 61103:094-61103:310. 

-9203230354 TS Change Request 67 & Recovery Operations Plan Change Request 46 
to License DPR-73,relocating TS related to radiological effluents to ODCM.per Gener¬ 
ic Ltr 89-01. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/03/16. 13pp. 
61103:096-61103:108. 


-9203230358 Proposed Tech Specs related to radiological effluents. 

* General Public Utilities Corp. - GPU Service Corp. 92/03/17. 44pp. 61103:109- 
61103:310. 

9203310120 Informs that advisory panel for decontamination of TMI 2 will be meeting 
on 920416 at Holiday Inn in Harrisburg,PA. Requests that arrangements be made for 
court reporter to provide transcript of meeting. 

MASNIK.M.T. Non-Power Reactors, Decommissioning & Environmental Proj. 
Dir.(890730-890930). 92/03/26. WILDER,P. Office of Commission Appellate Adjudica¬ 
tion (Post 910701). Ip. 61194:135-61194:135. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


9203040090 Forwards proposed possession only license,proposed TS & supporting SE 
for post-defueling monitored storage at facility. 

MASNIK.M.T. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216), 92/02/20. LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 
192pp. 60794:010-60794:271. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


—9203040309 Environ assessment & finding of no significant impact re licensee 880816 
request that facility OL for plant be changed to possession only license & that TS be 
amended to permit long-term storage of facility. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/02/20. 8pp. 60794:264-60794:271. 

9203050251 Forwards amend 41 to license DPR-73 & safety evaluation. Amend modi¬ 
fies TS by deleting TMI-2 Deputy Director position. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/02. LONG.R.L. General Public Utilities Corp. - GPU Service Corp. Ip. 
60807:027-60807:034. 

-9203050254 Amend 41 to license DPR-73,modifying TS by deleting TMI-2 Deputy Di¬ 
rector position. 

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/02. 4pp. 60807:029-60807:032. 

—9203050258 Safety evaluation supporting amend 41 to license DPR-73. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 2pp. 
60807:033-60807:034. 


9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division ^jf Operational Events Assessment (Post 870411). 92/03/02. 
o. of New v 


Consolidated Edison Co. of 


/ York. Inc. 6pp. 60997:037-60997:042. 


9203170224 Ack receipt of 920122 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-289/91-23 & 50-320/91-16. 

WENZINGER.E.C. Region 1 (Post 820201). 92/03/02. BROUGHTON,T.G. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 60924:314-60924:323. 


9203060173 Forwards “Semiannual Effluent & Release Rept for Jul-Dec 1991," Rev 16 
1104-281, “Waste Solidification PCP” & Rev 1 to “ODCM.” 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Doc¬ 
ument Control Branch (Document Control Desk). 15pp. 60881:075-60881:319. 

-9203060196 Rev 1 to 6610-PLN-4200.01, “ODCM." 

* General Public Utilities Corp. - GPU Service Corp. 91/12/20. 125pp. 60881:163- 
60881:319. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. ot New York, Inc. 4pp. 60997:043-60997:046. 

9203160034 Forwards insp repts 50-289/91-30 & 50-320/91-21 on 911229- 920201 & 
notice of violation.Failure to make timely corrective actions to support gauges in high 
pressure injection sys identified. 

WENZINGER.E.C. Region 1 (Post 820201). 92/03/04. BROUGHTON.T.G., LONG.R.L. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 60911:052-60911:072. 

-9203160045 Insp repts 50-289/91-30 & 50-320/91-21 on 911229-920201. Violations 
noted.Major areas inspected:plant operations, security measures & engineering sup¬ 
port activities. 

RULAND.W.H. Region 1 (Post 820201). 92/03/03. 16pp. 60911:057-60911:072. 
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R. Periodic operating reports & related correspondence 


9203090072 “Semi-Annual Radioactive Effluent Release Rept for Oct through Dec 
1991.” W/920302 Itr. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/12/31. 20pp. 
60862:180-60862:200. 

9203250266 “10CFR50.59 Rept of Changes,Tests & Experiments for 1991.” W/920317 
Itr. 

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/12/31. 9pp. 
61106:338-61106:346. 

9203040033 Forwards fitness for duty program performance data repts for Jul-Dec 
1991. 

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 92/02/27. Document 
Control Branch (Document Control Desk). 12pp. 60850:192-60850:203. 

9203090075 Forwards aircraft movement rept & annual exposure rept,per Tech Spec 
6.9.1.5 & personnel exposure for 1991,per 10CFR20.407. 

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 92/03/02. Document 
Control Branch (Document Control Desk). 2pp. 60862:045-60862:050. 

-9203090077 “Aircraft Movements at Harrisburg Inti Airport for Jan-Dec 1991.” 

* General Public Utilities Corp. - GPU Service Corp. 91/12/31. Ip. 60862:047- 
60862:047. 

-9203090082 “Number of Personnel & Man Rems by Work & Job Function Self Read¬ 
ing Pocket Dosimeter Data Rept for 1991.” 

* General Public Utilities Corp. - GPU Service Corp. 91/12/31. 2pp. 60862:048- 
60862:049. 

-9203090084 “TMI Unit 2 10CFR20.407 Rept for 1991." 

* General Public Utilities Corp. - GPU Service Corp. 91/12/31. Ip. 60862:050- 
60862:050. 


S. Reportable occurrences, LERs & related correspondence 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents. App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180492 Forwards NUREG-1309,partial initial decision on emergency planning & 
agreement state program,per 880707 request.NRC still trying to locate sociological 
study of TMI accident. W/o ends. 

UPSHAW,W. International Programs (870413-911116). 88/08/15. CHAMBERLIN,J.W. 
Brazil. Ip. 61213:301-61213:301. 

-9203180494 Discusses M Malsch visit for gathering info on sociological studies of TMI 
accident & matls on regulation of environ impact of nuclear facilities & info on Shore- 
ham reactor case for Congressman Feldman. 

CHAMBERLIN,J.W. U.S. Embassies. 88/07/07. UPSHAW,W. NRC - No Detailed Affili¬ 
ation Given. Ip. 61213:302-61213:302. 
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F. Security, medical, emergency & fire protection plans 


9203030072 Forwards rept of changes to Physical Security Plan.per 10CFR73.56.Rept 
withheld. 

BECKHAM,J.T. Georgia Power Co. 92/02/24. Document Control Branch (Document 
Control Desk). 2pp. 60782:301-60782:302. 

9203030158 Temporary rev 6 to 73EP-EIP-001-OS, “Emergency Classification & Initial 
Actions." Change to be permanent when rev 7 issued. 

BECKHAM,J.T. Georgia Power Co. 92/02/26. 4pp. 60802:016-60802:019. 

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire 
Hazards Analysis Rept. 

BECKHAM,J.T. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60950:106-60951:088. 

-9203110051 Rev 7B to El Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept. 
* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088. 

9203160067 Markup & typed version of emergency plan,Page H-3,clarifying description 
of HVAC sys for emergency operation facility.W/ 920306 Itr. 

BECKHAM,J.T. Georgia Power Co. 92/03/06. 5pp. 60968:331-60968:335. 

9203190112 Rev 3 to Emergency Implementing Procedure 73EP-EIP-004-OS, “Duties of 
Emergency Director.” W/920311 Itr. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. 9pp. 60990:297-60990:305. 

9203200176 Rev 12 to “EM Hatch Nuclear Plant Units 1 & 2 Emergency Plan." W/ 
920311 Itr. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. 245pp. 61094:001-61094:283. 

9203230020 Forwards data point library & plant attribute library,per Rev 1 to NUREG- 
1394 as part of emergency response data sys. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 65pp. 61104:192-61104:266. 

9203240160 Forwards changes to security training & qualification plan. Changes reflect 
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June 
1991).Changes withheld. 

HAIRSTON.W.G. Georgia Power Co. 92/03/18. Document Control Branch (Document 
Control Desk). 2pp. 61107:353-61107:354. 

9203260151 Advises that emergency response data sys implementation plan provides 
basis for acceptable implementation at plant. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/23. BECKHAM,J.T. Georgia Power Co. 
2pp. 61093:170-61093:171. 


J. Insurance & indemnity information 


9203310241 Provides site property damage insurance coverage for plant. Level of cov¬ 
erage maintained in excess of that required by 10CFR50.54. 

HAIRSTON,W.G. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 61216:341-61216:343. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire 
Hazards Analysis Rept. 

BECKHAM,J.T. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60950:106-60951:088. 

-9203110046 Rev 10B to El Hatch Nuclear Plant,Units 1 & 2 FSAR. 

* Georgia Power Co. 92/02/29. 800pp. 60950:108-60951:052. 


-9203110051 Rev 7B to El Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept. 
* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088. 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203100116 Forwards Rev 3 to Rept SIR-91-077, “IGSCC Flaw Evaluations & Welds 
Overlay Activities During El Hatch Unit 1 Fall 1991 Outage," in response to NRC 
920212 request. 

BECKHAM.J.T. Georgia Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 60909:145-60909:231. 


-9203100128 “IGSCC Flaw Evaluations & Weld Overlay Activities During El Hatch Unit 
1 Fall 1991 Outage.” 

GUSTIN.H.L., GIANNUZZI.A.J. Structural Integrity Associates, Inc. SIR-91-077 R03. 
92/02/29. 94pp. 60909:147-60909:231. 

9203090374 Forwards response to NRC 901218 request for addl info re 900110 appli¬ 
cation for amends to Licenses DPR-57 & NPF-5, changing TS to revise testing re¬ 
quirements on emergency diesel generators. 

BECKHAM.J.T. Georgia Power Co. 92/03/05. Document Control Branch (Document 
Control Desk). 4pp. 60897:292-60897:306. 


-9203090381 Proposed TS 3.9-1 & 3.9-4a re emergency diesel generators. 

* Georgia Power Co. 92/03/05. 11pp. 60897:296-60897:306. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing 
as part of 10-yr insp interval,per NRC 911210 safety evaluation of util inservice test 
program. 

BECKHAM.J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 5pp. 61094:347-61094:351. 


9203190413 Advises that response to Generic Ltr 89-10,Suppl 3, “Consideration of Re¬ 
sults of NRC Sponsored Tests of MOV," acceptable. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/13. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 60982:350-60982:353. 


9203200187 Advises that util 910603 response to NRC questions re weld overlay re¬ 
pairs adequately addresses concern stated in SER. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/18. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 60997:328-60997:330. 

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends eliminate discrepancies between plant TSs & reg guide 
1.108 & conforms to requirements in generic Itr 84-15. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/20. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 61168:110-61168:155. 


—9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5,respectively, eliminating 
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in 
generic Itr 84-15. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/20. 26pp. 61168:114-61168:139. 


—9203300072 Safety evaluation supporting amends 178 & 119 to licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 16pp. 
61168:140-61168:155. 
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Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100076 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/91-31 & 50-366/91-31. 

JULIAN.C.A. Region 2 (Post 820201). 92/02/25. HAIRSTON,W.G. Georgia Power Co. 
3pp. 60843:322-60843:324. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020252 Forwards followup response to NRC 920127 Itr re violations noted in Insp 
Repts 50-321/91-27 & 50-366/91-27.Corrective actions:discussions held w/GE (pump 
motor supplier) re coupling failures & GE will develop new cooling coil. 

BECKHAM,J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). 5pp. 60783:217-60783:221. 

9203040064 Forwards “Owners Data Rept for Inservice Insp El Hatch Nuclear Plant 
Unit 1 ,Sept-Nov 1991." 

BECKHAM,J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). 2pp. 60798:162-60798:272. 

—9203040065 “Owners Data Rept for El Hatch Nuclear Plant Unit 1. Sept-Nov 1991.” 
HOWARD,C.L. Georgia Power Co. 92/02/26. 109pp. 60798:164-60798:272. 

9203100219 Forwards insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215.Viola¬ 
tions noted but not cited. 

HERDT.A.R. Region 2 (Post 820201). 92/02/26. HAIRSTON,W.G. Georgia Power Co. 
3pp. 60845:077-60845:105. 

-9203100224 Insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215. Violations 
noted but not cited.Major areas inspected:onsite operations,including review of control 
room drawings & several improper procedure changes & surveillance testing. 
WERT.L.D., MUSSER.R.A., SKINNER,P.H. Region 2 (Post 820201). 92/02/26. 26pp. 
60845:080-60845:105. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing 
as part of 10-yr insp interval,per NRC 911210 safety evaluation of util inservice test 
program. 

BECKHAM,J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 5pp. 61094:347-61094:351. 


R. Periodic operating reports & related correspondence 

9203040271 “El Hatch Nuclear Plant - Units 1 & 2 Annual Operating Rept, 1991." W/ 
920228 Itr. 

BECKHAM,J.T. Georgia Power Co. 91/12/31. 125pp. 60824:001-60824:195. 

9203310300 “Annual Environmental Surveillance Rept - 1991." W/920325 Itr. 
HAIRSTON,W.G. Georgia Power Co. 91/12/31. 75pp. 61205:298-61206:037. 

9203060091 Forwards fitness for duty program performance data for Jul-Dec 1991. 
BECKHAM,J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). 4pp. 60867:023-60867:026. 

9203030265 Forwards “Semiannual Radioactive Effluent Release Rept Jul- Dec 1991" 
& “Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta Temp 60- 
10m for Jan-Dec 1991.” 

BECKHAM,J.T. Georgia Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60821:180-60821:288. 

-9203030271 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Georgia Power Co. 91/12/31. 58pp. 60821:182-60821:244. 

—9203030277 “Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta 
Temp 60-10m for Jan-Dec 1991.” 

* Georgia Power Co. 91/12/31. 45pp. 60821:245-60821:288. 


9203160286 Monthly operating repts for Feb 1992 for El Hatch Units 1 & 2.W/920311 
Itr. 

BEARD,R.M., BECKHAM,J.T. Georgia Power Co. 92/02/29. 12pp. 60998:333- 
60998:344. 


S. Reportable occurrences, LERs & related correspondence 

9203050028 LER 92-004-00:on 920201,unplanned ESF actuation occurred. Caused by 
component failure.Failed relay replaced & functionally testing of isolation logic effect¬ 
ed by relay completed.W/920226 Itr. 

TIPPS.S.B., BECKHAM,J.T. Georgia Power Co. 92/02/26. 6pp. 60392:299-60392:304. 

9203240291 LER 92-005-00:on 920217,600-volt power supply breaker to reactor protec¬ 
tion sys bus A tripped.resulting in loss of power to process radiation monitors.Cause 
not determined. Power supply breakers closed & bus restored.W/920318 Itr. 
TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 92/03/18. 9pp. 61120:248- 

61120:256. 

9203300281 LER 92-006-00:on 920226,HPCI sys declared inoperable due to failure to 
achieve stable flow & pressure at rated conditions.Caused by inadequate maint 
procedures.Flow control sys adjusted to increase stability.W/920325 Itr. 

TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 92/03/25. 7pp. 61225:041- 

61225:047. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitialiy reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 
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F. Security, medical, emergency & fire protection plans 

9203200068 Forwards security insp rept 50-322/92-02 on 920220.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 92/03/12. LEONARD,J.D. Long Island Lighting 
Co. 6pp. 60970:135-60970:143. 

--9203200072 Insp rept 50-322/92-02 on 920220.No violations noted. Major areas 
inspected:security program plans,mgt support, protected area physical barriers & de¬ 
tection aids & protected area access control of personnel. 

LIMROTH.D.F., KEIMIG.R.R. Region 1 (Post 820201). 92/03/11. 3pp. 60970:141- 
60970:143. 


G. Adjudicatory correspondence 

9203020017 Submits petitioner notice of licensee exaggeration & commencement of 
state court action on behalf of intervenors for filing. 

MCGRANERY.J.P. Shoreham-Wading River Central School District, NY. 

MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow, 
Lohnes & Albertson. #192 12613. 92/02/25. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 60731:268-60731:276. 

-9203020024 Petitioner notice of LILCO/Long Island Power Authority exaggeration & of 
commencement of state court action.* NRC should await NY state decision re matter 
within special jurisdiction.W/Certificate of Svc. 

MCGRANERY.J.P. Shoreham-Wading River Central School District, NY. 

MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow, 
Lohnes & Albertson. 92/02/25. Commissioners (Post 750119). 8pp. 60731:269- 
60731:276. 

9203020012 Raises two points concerning petitioner argument re tax phase down & re¬ 
quest for delay predicated on threatened initiation of suit.Licensees urge NRC to ap¬ 
prove license transfer w/o stay.W/Certificate of Svc. 

IRWIN,D.P. Long Island Lighting Co. IRWIN,D.P. Hunton & Williams. SCHENKER.C.R. 
Long Island Power Authority. #192 12614. 92/02/26. THE CHAIRMAN, SELIN.I., 
ROGERS,K.C. Commissioners (Post 750119). 4pp. 60731:264-60731:267. 

9203020053 Submits petitioner notice of state taxpayer complaint & correction on behalf 
of Shoreham-Wading River Central School District & Scientists & Engineers for 
Secure Energy, Inc re facility. 

MCGRANERY.J.P. Dow, Lohnes & Albertson. #192 12617. 92/02/26. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 60731:287-60731:321. 

-9203020069 Notice of state taxpayer complaint & correction.* NRC should stay hand 
in approving application for license transfer as matter of comity pending resolution of 
question as util continued existence in NY state courts. W/Certificate of Svc. 
MCGRANERY.J.P. Shoreham-Wading River Central School District, NY. 
MCGRANERY.J.P. Scientists & Engineers for Secure Energy. MCGRANERY.J.P. Dow, 
Lohnes & Albertson. 92/02/26. 35pp. 60731:288-60731:321. 

9203020093 Memorandum & order.* Concluded that Atomic Energy Act does not re¬ 
quire pre-effectiveness hearing before approval of license transfer & discretionary 
hearing not required. W/Certificate of Svc.Served on 920226. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12616. 92/02/26. Shore¬ 
ham-Wading River Central School District, NY. 21pp. 60731:322-60731:342. 

9203050016 Forwards LILCO certification authorizing transfer of NRC license.NRC finds 
form of certification acceptable. 

IRWIN,D.P. Long Island Lighting Co. IRWIN,D.P. Hunton & Williams. #192 12631. 92/ 
02/27. REIS.E.J. Office of the General Counsel (Post 860701). 2pp. 60790:349- 
60790:350. 


H. General correspondence 

9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. 92/02/20. Document Control 
Branch (Document Control Desk). 2pp. 61130:002-61160:358. 
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-9203190280 Requests for public comment on NRC statement of policy for nuclear 
power plant license renewal. 

LEONARD,J.D. Long Island Lighting Co. 87/01/30. CHILK.S.J. Office of the Secretary 
of the Commission. 7pp. 61133:106-61137:329. 

>203250211 Responds to 920224 request for review of proposal by constituent 
Timpson.to give facility to Commonwealth of independent states. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/18. SHAYS,C. 
House of Rep. 4pp. 61092:323-61092:329. 

-9203250215 Forwards Itr from J Timpson suggesting facility be given to energy offi¬ 
cials in Commonwealth of Independent States. 

SHAYS,C. House of Rep. 92/02/24. CARR.K. Commissioners (Post 750119). 3pp. 
61092:327-61092:329. 


P. Operating license stage documents & correspondence 

£106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180494 Discusses M Malsch visit for gathering info on sociological studies of TMI 
accident & matls on regulation of environ impact of nuclear facilities & info on Shore- 
ham reactor case for Congressman Feldman. 

CHAMBERLIN,J.W. U.S. Embassies. 88/07/07. UPSHAW,W. NRC - No Detailed Affili¬ 
ation Given. Ip. 61213:302-61213:302. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030096 Forwards “Semiannual Radioactive Effluent Release Rept for Jul through 
Dec 1991" & Rev 18 to 4170002, “Shoreham Nuclear Power Station Unit 1 ODCM." 
LEONARD,J.D. Long Island Lighting Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60787:001-60787:282. 

“9203030115 Rev 18 to 4170002, “Shoreham Nuclear Power Station Unit 1 ODCM.” 
* Long Island Lighting Co. 91/08/07. 200pp. 60787:078-60787:282. 

9203060342 Discusses transfer of facility from LILCO to Long Island Power 
Authority.Addl time needed to fully explore ramifications of possible return of license 
to LILCO responsibility at undeterminate time in future. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 

28. LEONARD,J.D. Long Island Lighting Co. KLIMBERG.S.B. Long Island Power Au¬ 
thority. 5pp. 60839:001-60839:014. 

->9203060355 Supplements & modifies 920228 ltr re transfer of facility license from 
LILCO to Long Island Power Authority.Order approving license transfer end. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/02/29. LEONARD,J.D. Long Island Lighting Co. KLIMBERG.S.B. Long 
Island Power Authority. 4pp. 60839:007-60839:010. 

“9203090375 Order authorizing transfer of license NPF-82 from LILCO to Long Island 
Power Authority. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 

29. Long Island Lighting Co. 4pp. 60839:011-60839:014. 

9203270256 Staff requirements memo re SECY-92-041, “Shoreham Nuclear Power Sta¬ 
tion License Transfer.” 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/05. Office of the Secre¬ 
tary of the Commission. Ip. 61111:210-61111:210. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200170 Notification of 920323 meeting w/util in Rockville,MD to discuss views on 
decommissioning process,50.59 matters & license transfer contingency plan. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj, Dir. (Post 
901216). 92/03/16. MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affili¬ 
ation Given. 6pp. 60991:001-60991:006. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260206 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160094 Forwards safety insp rept 50-322/92-01 on 920218-21.No violations or de¬ 
viations noted. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/04. LEONARD,J.D. Long Island Lighting 
Co. 7pp. 60911:108-60911:121. 

“9203160109 Safety insp rept 50-322/92-01 on 920218-21.No violations noted.Major 
areas inspected:mgt controls,implementation of radiological effluent TS & implementa¬ 
tion of radiological environ monitoring program. 

KOTTAN.J., BORES,R. Region 1 (Post 820201). 92/03/03. 6pp. 60911:115- 
60911:121. 


9203200068 Forwards security insp rept 50-322/92-02 on 920220.No violations noted. 
JOYNER,J.H. Region 1 (Post 820201). 92/03/12. LEONARD,J.D. Long Island Lighting 
Co. 6pp. 60970:135-60970:143. 

“9203200072 Insp rept 50-322/92-02 on 920220.No violations noted. Major areas 
inspected:security program plans,mgt support, protected area physical barriers & de¬ 
tection aids & protected area access control of personnel. 

LIMROTH,D.F., KEIMIG.R.R. Region 1 (Post 820201). 92/03/11. 3pp. 60970:141- 
60970:143. 


R. Periodic operating reports & related correspondence 


9203030096 Forwards “Semiannual Radioactive Effluent Release Rept for Jul through 
Dec 1991" & Rev 18 to 4170002, “Shoreham Nuclear Power Station Unit 1 ODCM.” 
LEONARD,J.D. Long Island Lighting Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60787:001-60787:282. 

“9203030107 “Semiannual Radioactive Effluent Release Rept for Jul through Dec 
1991.” 

* Long Island Lighting Co. 91/12/31. 76pp. 60787:002-60787:077. 

“9203030115 Rev 18 to 4170002, “Shoreham Nuclear Power Station Unit 1 ODCM." 

* Long Island Lighting Co. 91/08/07. 200pp. 60787:078-60787:282. 

9203050172 Forwards fitness for duty program performance data for Jul- Dec 1991. 
CALONE.L.J. Long Island Lighting Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60823:347-60823:351. 


S. Reportable occurrences, LERs & related correspondence 


9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner.lnitially reported on 9201l5.Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


T. Hearing transcripts on non-antitrust matters 


9203040340 Transcript of 920226 meeting in Rockville,MD re series of licensing actions 
re LILCO decision to terminate operations at facility. 

* Commissioners (Post 750119). 92/02/26. 10pp. 60806:280-60806-289 


U. Congressional/Executive Correspondence 


9203120344 Forwards petition from Shoreham-Wading River Central School District & 
Scientists & Engineers for Secure Energy challenging shutdown of plant.Petition at¬ 
tacks NRC decision to exempt plant from aspects of decommissioning rule 
CORDES.J.F. Solicitor (Post 860701). 92/02/24. BEVILL.T., JOHNSTON,J.B. House 
of Rep., Appropriations. SHARP,P. House of Rep., Energy & Commerce 17pd 
60930:050-60930:067. 
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F. Security, medical, emergency & fire protection plans 

9203090049 Rev 0 to EPIP-730-3, “Emergency Planning Program Audits & Surveil¬ 
lances," reflecting deletion of procedure since surveillances have been incorporated 
into Dresden General Surveillance (GSRV) sys. 

* Commonwealth Edison Co. 91/02/22. 13pp. 60862:164-80882:176. 

9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220- 
920210.No violations or deficiencies noted. 

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60753:072-60753:081. 

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola¬ 
tions noted.Major areas inspected:!icensee submittal of rev 13 to EPIP EPG-1, “Acci¬ 
dent Classification & Emergency Plan Activation." 

MCQUEEN,A.D. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075-60753:081. 

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola¬ 
tions noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 4pp. 60753:155-60753:167. 

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations 
noted.Major areas inspected:portions of emergency preparedness program,including 
operational status & onsite followup of repts. 

MCQUEEN,A.D. Region 5 (Post 820201). 92/02/14. 9pp. 60753:159-60753:167. 

9203250189 Forwards public version of Rev 3,Change 12 to Corporate Emergency Re¬ 
sponse Plan (CERP) & revised CERP Implementing Procedures,including Rev 11 to 
I.I.Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to 3.6 & Rev 4 to 3.7. 
GISCLON.J.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61191:003-61191:181. 

-9203250191 Public version of Rev 3,Change 12 to “Corporate Emergency Response 
Plan.” 

SKINNER,S.T. Pacific Gas & Electric Co. 92/02/25. 62pp. 61191:008-61191:070. 

-9203250198 Revised Corporate Emergency Response Plan Implementing 
Procedures,including Rev 11 to I.I.Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to 
3.6,Rev 4 to 3.7,Rev 8 to 4.1,Rev 6 to 4.2,Rev 12 to 4.3 & Rev 5 to 4.4 public version. 

* Pacific Gas & Electric Co. 92/02/25. 100pp. 61191:071-61191:181. 

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice 
of violation.Ends withheld (ref 10CFR73.21). 

SCARANO.R.A. Region 5 (Post 820201). 92/03/18. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 61115:355-61115:357. 

9203200417 Informs that based on review,licensee ERDS implementation plan submit¬ 
ted 911025 provides basis for acceptable implementation of ERDS at facility. 

ROOD.H. Project Directorate V. 92/03/19. SHIFFER.J.D. Pacific Gas & Electric Co. 
3pp. 61060:231-61060:233. 


I. Financial information 

9203310246 “PGE Annual Rept - 1991." W/920325 Itr. 

LOCKE,R.F. Pacific Gas & Electric Co. 91/12/31. 49pp. 61218:001-61218:053. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040178 Provides updated schedules for implementation of 23 pending safety signif¬ 
icant human engineering discrepancies.Licensee will advise of any schedule revisions. 
RUEGER.G.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60848:357-60848:357. 

9203100022 Discusses 911122 meeting concerning incident in which supervisor acted 
inappropriately toward another employee during meeting on compliance w/reg guide 
1.97.Written response requested within 30 days. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/04. RUEGER.G.M. Pacific Gas & 
Electric Co. 2pp. 60843:132-60843:133. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, ‘‘Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160159 Forwards PTS info update,per 860117 submittal.lnforms that calculations 
w/current data & revised methodology demonstrate that projected ref temp PTS for 
units remain below screening criterion for both 20 & 32 EFPY. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 12pp. 60968:234-60968:245. 

9203180373 Informs that response to generic Itr 89-13, "Svc Water S s Problems Af- 


9203310307 Summary of 911218 meeting w/util in Rockville,MD re RG 1.97 issues ap¬ 
plicable to facility. 

ROOD.H. Project Directorate V. 92/03/11. Project Directorate V. 25pp. 61195:263- 
61195:285. 

9203230334 Forwards nonproprietary WCAP-13038 & proprietary WCAP-13039, “Tech¬ 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for....” Proprietary WCAP-13039 withheld (ref 10CFR2.790). 
RUEGER.G.M. Pacific Gas & Electric Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:219-61093:325. 

-9203230341 Requests that proprietary WCAP-13039, “Technical Justification for Elimi¬ 
nating Large Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon 
Units 1 & 2 Nuclear Power Plants” be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/01/24. MURLEY.T. Document Control 
Branch (Document Control Desk). 11pp. 61093:221-61093:231. 

-9203230343 Nonproprietary “Technical Justification for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Diablo Canyon Units 1 & 2 Nuclear Power 
Plants." 

SCHMERTZ.J.C., BHOWMICK.D.C., ADAMONIS.D.C. Westinghouse Electric Corp. 
WCAP-13038. 91/11/30. 95pp. 61093:232-61093:325. 

9203230378 Notification of 920326 meeting w/util in Rockville,MD to discuss testing of 
6th diesel generator at facility. 

ROOD.H. Project Directorate V. 92/03/16. QUAY.T.R. Project Directorate V. 4pp. 
61057:185-61057:188. 


9203240027 Notification of 920402 meeting w/licensee in San Luis Obispo,CA to dis¬ 
cuss current plant activities & to update previous mgt meeting discussions. 
ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/16. Region 5 (Post 820201). 3pp. 
61052:358-61052:360. 

9203230080 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130 ’Essential SWS Failures at Multi-Unit Sites,’ per 
10CFR50.54(f)." 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu¬ 
ment Control Desk). 16pp. 61103:319-61103:334. 

9203270291 Summary of 920225 meeting w/util in Rockville,MD re analysis by util to 
resolve long-term seismic program confirmatory item. 

ROOD.H. Project Directorate V. 92/03/19. Project Directorate V. 38pp. 61121:058- 
61121:095. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220- 
920210.No violations or deficiencies noted. 

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60753:072-60753:081. 

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola¬ 
tions noted.Major areas inspected:licensee submittal of rev 13 to EPIP EPG-1, “Acci¬ 
dent Classification & Emergency Plan Activation.” 

MCQUEEN,A.D., REESE.J.H. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075- 
60753:081. 

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola¬ 
tions noted. 

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric 
Co. 4pp. 60753:155-60753:167. 

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations 
noted.Major areas inspected:portions of emergency preparedness program,including 
operational status & onsite followup of repts. 

MCQUEEN,A.D., REESE.J.H. Region 5 (Post 820201). 92/02/14. 9pp. 60753:159- 
60753:167. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Powsr Plant SitGS '* 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060054 Forwards insp repts 50-275/92-04 & 50-323/92-04 on 920203- 07.No vio¬ 
lations noted. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RUEGER.G.M. Pacific Gas & Electric 
Co. 3pp. 60803:221-60803:233. 

-9203060059 Insp repts 50-275/92-04 & 50-323/92-04 on 920203-07.No violations 
noted.Major areas inspected:radwaste sys, radiological environ monitoring.solid rad- 
waste mgt & transportation of radioactive matls. 

CILLIS.M., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 10pp. 60803:224- 
60803:233. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pum During Refueling 
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9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203040189 Responds to NRC 920115 ltr re nonconformances noted in insp of safety 
related power generator supplied to facility. Corrective actions:vendor will review docu¬ 
mentation & engineering evaluations. 

POLITI.R.B. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 92/02/ 
27. Document Control Branch (Document Control Desk). 20pp. 60813:329-60813:356. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203170138 Forwards insp repts 50-275/92-01 & 50-323/92-01 on 920101- 0203 & 
notice of violation. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/28. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 60924:244-60924:261. 

-9203170145 Notice of violation from insp on 920101-0203.Violation noted:one of two 
reactor cavity sump wide range level channels inoperable in modes 2 & 3 for period 
greater than seven days. 

r Region 5 (Post 820201). 92/02/28. Ip. 60924:247-60924:247. 

-9203170153 Insp repts 50-275/92-01 & 50-323/92-01 on 920101-0203. Violations 
noted.Major areas inspected:plant operations, maint & surveillance activities,followup 
of onsite events, open items & LERs. 

MORRILL,P.J. Region 5 (Post 820201). 92/02/28. 14pp. 60924:248-60924:261. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203200297 Confirms on behalf of Northern California Power Agency (NCPA) that 
NCPA withdraws 901119 request that Commission take enforcement action based on 
util response to notice of violation issued by Commission on 900614. 

MCDIARMID.R.C. Spiegel & McDiarmid. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 61252:334-61252:335. 

9203260178 Forwards rept of staff insp of safety-related power generator supplied to 
plant by Peebles Electric Machines,for info & use. 

ROOD.H. Project Directorate V. 92/03/11. RUEGER.G.M. Pacific Gas & Electric Co. 
3pp. 61093:100-61093:150. 

9203260331 Summary of 920220 meeting w/util in Rockville,MD to discuss open issues 
from three NRC staff inspections of commerical grade procurement & dedication of 
sixth emergency diesel generator currently being installed at facility. 

ROOD.H. Project Directorate V. 92/03/11. Project Directorate V. 45pp. 61093:020- 
61093:065. 

9203240020 Forwards synopsis of investigation of insp rept 50-275/91-03 concerning 
discovery of pipe support stud glued in place inside unit containment. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/12. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 61052:352-61052:354. 

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice 
of violation.EncIs withheld (ref 10CFR73.21). 

SCARANO.R.A. Region 5 (Post 820201). 92/03/16. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 61115:355-61115:357. 

9203250163 Forwards NDE Relief Requests NDE-008 & NDE-009 for Units 1 & 2,re¬ 
spectively & Relief Requests 10,11 & 12 since conformance w/certain ISI require¬ 
ments of ASME Section IX impractical. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu¬ 
ment Control Desk). 54pp. 61189:213-61189:266. 


R. Periodic operating reports & related correspondence 

9203040276 “Diablo Canyon Power Plant Semi-Annual Radioactive Effluent Release 
Rept,” for Jul-Dec 1991 .W/920226 ltr. 

GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31.60pp. 60822:290-60822:351. 

9203090187 “Annual Tabulation of Personnel Exposure to Radiation for 1991 Calendar 
Yr." W/920302 ltr. 

GISCLON.J.M. Pacific Gas & Electric Co. 91/12/31. 6pp. 60862:210-60862:215. 

9203170354 Monthly operating repts for Feb 1992 for Diablo Canyon,Units 1 & 2.W/ 
920313 ltr. 

HELETE.D., TOWNSENDJ.D. Pacific Gas & Electric Co. 92/02/29. 11pp. 60983:269- 
60983:279. 


S. Reportable occurrences, LERs & related correspondence 

9203090463 LER 91-012-00:on 911012,failure to meet TS 4.5.2. when visual insp were 
not performed due to programmatic deficiency.Procedure will be developed to estab¬ 
lish program for control of matl.W/920305 ltr. 

HUG.M.T., RUEGER.G.M. Pacific Gas & Electric Co. 92/03/05. 7pp. 60871:342- 
60871:348. 

9203200356 LER 92-002-00:on 920211,Tech Spec 3.3.3.2,action 20 of Table 3.3-3,for 
steam flow channel to be inoperable exceeded. Caused by personnel 
error.Responsible personnel counseled.W/ 920313 ltr. 

HUG.M.T, RUEGER.G.M. Pacific Gas & Electric Co. 92/03/13. 7pp. 61120:022- 
61120:028. 

9203230181 LER 92-001 -00:on 920214,determined that condition of DG & field circuits 
outside design basis of plant w/respect to App R criteria.Caused by inadequate eval¬ 
uation of DG circuits.Continuous fire watch posted.W/920316 ltr. 

HUG.M.T., RUEGER.G.M. Pacific Gas & Electric Co. 92/03/16. 7pp. 61120:170- 
61120:176. 


9203310099 PNO-V-92-008:on 920322,unit 2 declared unusual event & commenced 
plant shutdown due to apparent turbine stop valve failure.Plant expected to be shut¬ 
down for two days to investigate & repair problem.Util might issue press release. 
MORRILL,P.. MILLER.M. Region 5 (Post 820201). 92/03/23. 2pp. 61126:314- 
61126:315. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of 
Rev 038C to App A of PEP, “Emergency Response Resources." 

SPENCER,J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 2pp. 
61077:132-61077:133. 

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of 
Rev 038C to App A of PEP, “Emergency Response Resources." W/920323 release 
memo. 

SPENCER,J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 4pp. 
61115:255-61115:277. 

-9203260247 Public version of rev 038C to plant emergency procedures PEP-App A, 
“Emergency Response Resources.” 

FLOYD,S.D. Carolina Power & Light Co. 92/03/09. 19pp. 61115:259-61115:277. 

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911028 ltr acceptable & that testing phase of ERDS implementation involves 
testing w/ Halliburton NUS Environ Corp. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light 
Co. 5pp. 61164:191-61164:195. 


H. General correspondence 


9203160208 Requests that RA Watson be considered executive point of contact for 
NRC correspondence w/util. 

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60969:317-60969:318. 

9203250366 Notifies that DC McCarthy recently named manager & replaces SD 
Floyd.effective 920404. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk), ip. 61163:166-61163:166. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030100 Forwards response to question concerning total radioactive gaseous & 
liquid releases from plant.NRC concludes that 910123 meeting w/political & plant offi¬ 
cials beneficial for purposes of obtaining public views & interest. 

EBNETER.S.D. Region 2 (Post 820201). 92/02/10. DAVIS,S.S. Carolina Beach, NC. 
3pp. 60753:341-60753:343. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203270140 Discusses review of potential boron introduction into primary sys to deter¬ 
mine if boron intrusion condition unreviewed safety question.SE end. 

LAINAS.G.C. Assistant Director for Region II Reactors. 92/02/20. REYES,L.A. Assist¬ 
ant Director for Region II Reactors. 2pp. 61109:300-61109:306. 

-9201310197 Responds to request for review of potential boron introduction into plant 
primary sys.No unreviewed safety questions exist & corrective & compensatory ac¬ 
tions adequate to prevent entry into unanalyzed plant condition. 

JONES,R.C. Reactor Systems Branch. 92/01/23. ADENSAM.E.G. Project Directorate 
11-1. Ip. 61109:302-61109:302. 

-9112270324 Forwards SE of chemical engineering aspects of intrusion of boron into 
reactor coolant sys at plant. 

CHENG,C.Y. Materials & Chemical Engineering Branch. 91/12/16. ADENSAM.E.G. 
Project Directorate 11-1. Ip. 61109:303-61109:303. 

“9203270152 Safety evaluation re intrusion of boron into RCS. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/12/16. 3pp. 
61109:304-61109:306. 

9203040263 Notifies that licensee 911218 response to NRC 911002 supplemental 
safety evaluation of plant response to station blackout rule.acceptable. 

LE.N.B. Project Directorate 11-1. 92/03/02. EURY.L. Carolina Power & Light Co. 3pp. 
60799:307-60799:309. 

9203130177 Advises that 920130 response to Generic Ltr 91-11 re resolution of Gener¬ 
ic Issues 48 & 49,meets requirements of 10CFR50.54 & acceptable. 

LE.N.B. Project Directorate 11-1. 92/03/05. EURY.L.W. Carolina Power & Light Co. 
2pp. 60909:357-60909:358. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 
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9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station) p re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170249 Forwards “Reactor Containment Bldg Integrated Leakage Rate Test Rept." 

* Carolina Power & Light Co. 92/03/11. Document Control Branch (Document Control 
Desk). 2pp. 60982:058-60982:178. 

-9203180105 “Reactor Containment Bldg Integrated Leakage Rate Test Rept.” 

* General Physics Corp. 91/12/01. 100pp. 60982:060-60982:178. 

9203200331 Discusses response to generic Itr 89-10,suppl 3 re capability of motor-oper¬ 
ated valves to perform design basis function to isolate containment in event of pipe 
break downstream of valves. 

LE.N.B. Project Directorate 11-1. 92/03/18. EURY.L.W. Carolina Power & Light Co. 
3pp. 60999:358-60999:360. 


9203310276 EN-92-023:on 920325,notice of proposed imposition of civil penalty in 
amount of $100,000 issued to licensee.Action based on inadequate work control relat¬ 
ed to EDGs. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/20. Ip. 
61225:136-61225:136. 


R. Periodic operating reports & related correspondence 


9203040040 Forwards fitness for duty performance data for Jul-Dec 1991. 

FLOYD.S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 12pp. 60802:282-60802:293. 

9203170346 Monthly operating repts for Feb 1992 for Brunswick Steam Electric Plant 
Units 1 & 2.W/920310 Itr. 

RUMPLE,R., SPENCER,J.W. Carolina Power & Light Co. 92/02/29. 7pp. 60981:246- 
60981:252. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030226 Forwards insp repts 50-324/92-01 & 50-325/92-01 on 920104-31 & 
0203.0ne violation currently under consideration for escalated enforcement 
action.Enforcement conference scheduled for 920303 to discuss violation & cause. 
REYES,L.A. Region 2 (Post 820201). 92/02/13. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60754:351-60755:021. 

-9203030233 Insp repts 50-324/92-01 & 50-325/92-01 on 920104-31 & 0203. Violation 
noted but not cited.Major areas inspected:maint, surveillance,operational safety,onsite 
followup of events & action on previous insp findings. 

PREVATTE.R.L., CHRISTENSEN,H. Region 2 (Post 820201). 92/02/13. 27pp. 
60754:354-60755:021. 

9203100147 Confirms 920303 enforcement conference in Atlanta,GA to discuss recent 
events associated w/920106 failure of emergency diesel generator 2 to start on 
demand. 

REYES,L.A. Region 2 (Post 820201). 92/02/13. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60844:202-60844:204. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020076 Ack receipt of 920214 Itr & check for $125,000 in payment of civil penalty 
proposed in NRC 920103 Itr.Addl info responding to violation required within 30 days. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/02/27. EURY.L.W. Carolina 
Power & Light Co. Ip. 60731:087-60731:087. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180026 Forwards 920303 enforcement conference summary for insp repts 50-325/ 
92-01 & 50-324/92-01.Issues discussed re failure of number two DG to start on 
demand.List of attendees & handouts end. 

REYES,L.A. Region 2 (Post 820201). 92/03/04. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60935:042-60935:077. 

9203180047 Forwards summary of 920123 meeting re licensee 920224 comments on 
SALP repts 50-324/91-37 & 50-325/91-07 issued on 920110.Notes no issue taken w/ 
assessment described,therefore Initital Rept dtd 920110 constitutes Final SALP Rept. 
EBNETER.S.D. Region 2 (Post 820201). 92/03/04. EURY.L.W. Carolina Power & 
Light Co. 38pp. 60935:083-60935:120. 

9203200172 Forwards “Rept of 1991/92 Inservice Insp at Brunswick Steam Electric 
Plant Unit 2,Rev 0.” 

OATS.M.R. Carolina Power & Light Co. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61097:001-61098:079. 


S. Reportable occurrences, LERs & related correspondence 

9203030275 LER 92-001-00:on 920129,annunicator for low electrohydraulic fluid pres¬ 
sure received.On 920202,switch A1 tripped & full scram signal received causing reac¬ 
tor trip.Caused by excessive cycling.Reactor power reduced.W/920228 Itr. 

KNIGHT,R.S., SPENCER,J.W. Carolina Power & Light Co. 92/03/01. 2pp. 60948:157- 
60948:158. 

9203260174 Forwards NPDES noncompliance repts sent to State of NC. On 910223,cir¬ 
culating water intake pump unavailable when reactor startup occurred.From 910319- 
0331,fine mesh screens removed from Unit 1.Caused by misunderstanding. 

FLOYD,S.D. Carolina Power & Light Co. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 21pp. 61129:242-61129:262. 
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F. Security, medical, emergency & fire protection plans 


9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of 
Rev 038C to App A of PEP, “Emergency Response Resources.” 

SPENCER,J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 2pp. 
61077:132-61077:133. 

9203230208 Forwards list of revs to plant emergency procedures (PEP), consisting of 
Rev 038C to App A of PEP, “Emergency Response Resources." W/920323 release 
memo. 

SPENCER,J.W. Carolina Power & Light Co. 92/03/09. Region 2 (Post 820201). 4pp. 
61115:255-61115:277. 

-9203260247 Public version of rev 038C to plant emergency procedures PEP-App A, 
“Emergency Response Resources." 

FLOYD,S.D. Carolina Power & Light Co. 92/03/09. 19pp. 61115:259-61115:277. 

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves 
testing w/ Halliburton NUS Environ Corp. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light 
Co. 5pp. 61164:191-61164:195. 


H. General correspondence 


9203160208 Requests that RA Watson be considered executive point of contact for 
NRC correspondence w/util. 

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60969:317-60969:318. 

9203250366 Notifies that DC McCarthy recently named manager & replaces SD 
Floyd,effective 920404. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61163:166-61163:166. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030100 Forwards response to question concerning total radioactive gaseous & 
liquid releases from plantNRC concludes that 910123 meeting w/political & plant offi¬ 
cials beneficial for purposes of obtaining public views & interest. 

EBNETER.S.D. Region 2 (Post 820201). 92/02/10. DAVIS,S.S. Carolina Beach, NC. 
3pp. 60753:341-60753:343. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203270140 Discusses review of potential boron introduction into primary sys to deter¬ 
mine if boron intrusion condition unreviewed safety question.SE end. 

LAINAS.G.C. Assistant Director for Region II Reactors. 92/02/20. REYES,L.A. Assist¬ 
ant Director for Region II Reactors. 2pp. 61109:300-61109:306. 
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9203040263 Notifies that licensee 911218 response to NRC 9*11002 supplemental 
safety evaluation of plant response to station blackout rule,acceptable. 

LE.N.B. Project Directorate 11-1. 92/03/02. EURV.L. Carolina Power & Light Co. 3pp. 
60799:307-60799:309. 

9203130177 Advises that 920130 response to Generic Ltr 91-11 re resolution of Gener¬ 
ic Issues 48 & 49,meets requirements of 10CFR50.54 & acceptable. 

LE.N.B. Project Directorate 11-1. 92/03/05. EURY.L.W. Carolina Power & Light Co. 
2pp. 60909:357-60909:358. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200331 Discusses response to generic ltr 89-10,suppl 3 re capability of motor-oper¬ 
ated valves to perform design basis function to isolate containment in event of pipe 
break downstream of valves. 

LE.N.B. Project Directorate 11-1. 92/03/18. EURY.L.W. Carolina Power & Light Co. 
3pp. 60999:358-60999:360. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030226 Forwards insp repts 50-324/92-01 & 50-325/92-01 on 920104-31 & 
0203.0ne violation currently under consideration for escalated enforcement 
action.Enforcement conference scheduled for 920303 to discuss violation & cause. 
REYES,L.A. Region 2 (Post 820201). 92/02/13. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60754:351-60755:021. 

-9203030233 Insp repts 50-324/92-01 & 50-325/92-01 on 920104-31 & 0203. Violation 
noted but not cited.Major areas inspected:maint, surveillance,operational safety,onsite 
followup of events & action on previous insp findings. 

PREVATTE.R.L., CHRISTENSEN,H. Region 2 (Post 820201). 92/02/13. 27pp. 
60754:354-60755:021. 

9203100147 Confirms 920303 enforcement conference in Atlanta,GA to discuss recent 
events associated w/920106 failure of emergency diesel generator 2 to start on 
demand. 

REYES,L.A. Region 2 (Post 820201). 92/02/13. EURY.LW. Carolina Power & Light 
Co. 3pp. 60844:202-60844:204. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030241 Requests relief from inservice insp program requirements of ASME 
Code.Section XI to support plant mod to replace existing main feedwater containment 
isolation check valves. 

FLOYD,S.D. Carolina Power & Light Co. 92/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60819:011-60819:015. 

9203020076 Ack receipt of 920214 ltr & check for $125,000 in payment of civil penalty 
proposed in NRC 920103 Itr.Addl info responding to violation required within 30 days. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/02/27. EURY.LW. Carolina 
Power & Light Co. Ip. 60731:087-60731:087. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180026 Forwards 920303 enforcement conference summary for insp repts 50-325/ 
92-01 & 50-324/92-01. Issues discussed re failure of number two DG to start on 
demand.List of attendees & handouts end. 

REYES,L.A. Region 2 (Post 820201). 92/03/04. EURY.LW. Carolina Power & Light 
Co. 3pp. 60935:042-60935:077. 


9203180047 Forwards summary of 920123 meeting re licensee 920224 comments o 
SALP repts 50-324/91-37 & 50-325/91-07 issued on 920110.Notes no issue taken w 
assessment described.therefore Initital Rept dtd 920110 constitutes Final SALP Rep 
EBNETER.S.D. Region 2 (Post 820201). 92/03/04. EURY.LW. Carolina Power , 
Light Co. 38pp. 60935:083-60935:120. 

9203310276 EN-92-023:on 920325,notice of proposed imposition of civil penalty i 
amount of $100,000 issued to licensee.Action based on inadequate work control rela 
ed to EDGs. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/20. If 
61225:136-61225:136. 


R. Periodic operating reports & related correspondence 

9203040040 Forwards fitness for duty performance data for Jul-Dec 1991. 

FLOYD,S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Doci 
ment Control Desk). 12pp. 60802:282-60802:293. 

9203170346 Monthly operating repts for Feb 1992 for Brunswick Steam Electric Plai 
Units 1 & 2.W/920310 ltr. 

RUMPLE,R., SPENCER,J.W. Carolina Power & Light Co. 92/02/29. 7pp. 60981:241 
60981:252. 


S. Reportable occurrences, LERs & related correspondence 

9203030310 LER 92-004-0Q:on 920127.discovered that ambient temps in north & soul 
RHR rooms noticeably different & air flow to HPCI room lacking.Caused by broke 
linkage in RHR room cooler damper.Damper wired open.W/920226 ltr. 

KNIGHT,R.S.. SPENCER.J.W. Carolina Power & Light Co. 92/02/26. 5pp. 60838:021 
60838:030. 

9203260174 Forwards NPDES noncompliance repts sent to State of NC. On 910223,ci 
culating water intake pump unavailable when reactor startup occurred.From 91031! 
0331,fine mesh screens removed from Unit 1.Caused by misunderstanding. 

FLOYD,S.D. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doo 
ment Control Desk). 21pp. 61129:242-61129:262. 

9203310173 LER 92-005-00:on 920229,reactor scram occurred during stop val\ 
testing.Caused by circuit malfunction which prevented inhibit function of master/slaA 
logic.Limit switch replaced & test switch installed.W/920327 ltr. 

THEARLING.G.M., SPENCER.J.W. Carolina Power & Light Co. 92/03/27. 9p 
61225:138-61225:146. 
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F. Security, medical, emergency & fire protection plans 

9203030003 Informs that licensee submittal,nuclear power radiological emergem 
plan,rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E 
10CFR50. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley A 
thority. 5pp. 60753:005-60753:009. 

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viol 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4p 
61083:150-61083:154. 

—9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-1 
(10CFR73.21).No violations noted.Major areas inspected:physical security program f 
power reactors including security plan,audit & alarm stations. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/17. Ip. 61083:15 
61083:154. 

9203300346 Ack receipt of 920226 ltr transmitting Rev 18 to training & qualificatii 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusii 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4p 
61207:247-61207:250. 

9203310135 Advises that 911028 & 1213 submittals of plant emergency response da 
sys (ERDS) implementation plan provides basis for acceptable implementation 
ERDS at plant. 

HEBDON.F.J. Project Directorate 11-4 (formerly TV A Project Directorate) (Pc 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:15 
61194:132. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Povy 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power i 
tivities & will act as senior nuclear officer. 

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Bran 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be address 
to Senior Vice President,Nuclear Power at Chattanooga.TN office despite rec< 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Bran 
(Document Control Desk). 2pp. 60852:259-60852:260. 


J. Insurance & indemnity information 


9203090011 Notifies of onsite property damage insurance coverage at plants t 
10CFR50.54 (w). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/03. Document Control Brar 
(Document Control Desk). 3pp.p. 61164:153-61164:155. 
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P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036. 

9203230098 Notice of consideration of issuance of amend to license DPR-77 & pro¬ 
posed NSHC determination & opportunity for hearing re rev to overtemperature differ¬ 
ential temp (DT) allowable values & overpower DT allowable values. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/02/24. 8pp. 61068:070-61068:077. 

9203020102 Revises 860911 response to Question 5 re worst case calculation for vol¬ 
tages on Class IE buses for condition of starting reactor coolant pump w/buses 
loaded as in accident situation,per 860807 telcon. 

WILSON.J.L. Tennessee Valley Authority. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60788:111-60788:114. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160275 Notification of 920331 meeting w/util in Rockville,MD to discuss best esti¬ 
mate LOCA containment analysis for facility & use in reducing containment ice con¬ 
denser requirements. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 5pp. 60932:326-60932:330. 

9203180298 Advises that util 911025 response to questions re generic issue A-30, 
‘‘Adequacy of Safety-Related DC Power Supplies" acceptable,per generic ltr 91- 
06.Completed questionnaires will be used to determine if further action needed. 
LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. Tennessee Valley Authority. 4pp. 60971:008-60971:011. 

9203180360 Requests response to questions re util 910827 proposed tech spec change 
to remove containment ventilation isolation signal generated by containment gas & 
particulate radiation monitoring sys. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. Tennessee Valley Authority. 5pp. 60971:093-60971:097. 

9203270190 Advises that 920331 meeting w/util in Rockville,MD to discuss best esti¬ 
mate LOCA containment analysis developed for plant was cancelled. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 5pp. 61165:304-61165:308. 

9203200367 Discusses alternate analysis review program Phase II re pipe support de¬ 
flection criteria. 

WILSON.J.L. Tennessee Valley Authority. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61108:192-61108:193. 

9203310043 Forwards request for relief from ASME,section XI hydrostatic test require¬ 
ments involving main feedwater sys.Request necessary to replace feedwater nozzle 
transition pieces on steam generators. 

WILSON.J.L. Tennessee Valley Authority. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 61205:292-61205:297. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100172 Forwards insp rept 50-327/92-02 & 50-328/92-02 on 920105- 0201 & 
notice of violation.NRC concerned about lack of administrative control of drawings 
available for use by operators in turbine & auxiliary bldgs. 

WILSON,B.A. Region 2 (Post 820201). 92/02/18. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 60844:332-60845:005. 

—9203100176 Notice of violation from insp on 920105-0201 .Violation noted:numerous 
examples of improperly filed drawings, uncontrolled drawings & improperly labeled 
drawings were identified at controlled drawing station. 

* Region 2 (Post 820201). 92/02/18. 2pp. 60844:337-60844:338. 


-9203100180 Insp repts 50-327/92-02 & 50-328/92-02 on 920105-0201. Violations 
noted.Major areas inspected:plant operations, maint,surveillance,evaluation of licensee 
self-assessment capability,LER closeout/followup on previous insp findings. 

HOLLAND,W.E., KELLOGG,P.J. Region 2 (Post 820201). 92/02/18. 28pp. 60844:339- 
60845:005. 

9203100117 Forwards insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No viola¬ 
tions or deviations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60844:132-60844:145. 

-9203100227 Insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No violations 
noted.Major areas inspected:review of unit 1, cycle 6,startup tests & initial operation & 
calibr of RTDs used in EAGLE 21 sys. 

BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 92/02/20. 9pp. 60844:135- 
60844:145. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203060311 Forwards “Sequoyah Nuclear Plant,Units 1 & 2 10CFR50.59 Annual Oper¬ 
ating Rept to NRC 1991.” All temporary alteration control form info,per Insp Rept 50- 
327/92-02 included in rept. 

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60859:070-60859:149. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130072 Forwards unit 1 90-Day ISI.vols 1 & 2 performed 911004-1214. Also pro¬ 
vides supplemental info to 90-day ISI for unit 2, cycle 3 rept as discussed w/NRC.AII 
info provided per ASME Code,Section XI.W/o end. 

WILSON.J.L. Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60933:035-60933:038. 

9203130324 Responds to NRC 920206 ltr re violation noted in Insp Rept 50-327/91- 
31.Corrective actions:jumpers removed from A train control circuitry, MSI Vs inspected 
for jumpers.No jumpers identified.Appropriate plant procedure will also be revised. 
WILSON.J.L. Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 60931:002-60931:008. 

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp. 
61083:150-61083:154. 

—9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28 
(10CFR73.21).No violations noted.Major areas inspected:physical security program for 
power reactors including security plan,audit & alarm stations. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/17. Ip. 61083:154- 
61083:154. 

9203240277 Responds to NRC 920218 ltr re violations noted in Insp Repts 50-327/92- 
02 & 50-328/92-02.Corrective actions:number of satellite drawing locations drastically 
reduced & self-audit of files completed. 

WILSON.J.L. Tennessee Valley Authority. 92/03/19. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61098:080-61098:084. 


R. Periodic operating reports & related correspondence 

9203030232 Forwards diesel generator reliability data rept for 1991. Data indicates aver¬ 
age of 36 starts per diesel generator w/ one failure. 

WILSON.J.L. Tennessee Valley Authority. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60819:148-60819:150. 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 

9203250219 Monthly operating repts for Feb 1992 for Sequoyah Unit 1. W/920316 ltr. 
HOLLOMON.T.J., WILSON.J.L. Tennessee Valley Authority. 92/02/29. 10pp. 
61099:170-61099:179. 

9203060082 Forwards “Semiannual Effluent Release Rept for Jul-Dec 1991” & “Radio¬ 
logical Impact Assessment Rept.” 

WILSON.J.L. Tennessee Valiey Authority. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60880:255-60880:315. 
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—9203060086 “Semiannual Effluent Release Rept for Jul-Dec 1991.” 

* Tennessee Valley Authority. 91/12/31. 17pp. 60880:257-60680:275. 

-9203060090 "Radiological Impact Assessment Rept,” Jan-Dec 1991. 

* Tennessee Valley Authority. 91/12/31. 39pp. 60880:276-60880:315. 

9203060311 Forwards “Sequoyah Nuclear Plant,Units 1 & 2 10CFR50.59 Annual Oper¬ 
ating Rept to NRC 1991." All temporary alteration control form info,per Insp Rept 50- 
327/92-02 included in rept 

WILSON,J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60859:070-60859:149. 

-9203060313 "Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept 
to NRC 1991.” 

* Tennessee Valley Authority. 91/12/31. 79pp. 60859:072-60859:149. 


S. Reportable occurrences, LERs & related correspondence 

9203020292 LER 92-003-00:on 920127,fire suppression valve positions inside contain¬ 
ment not verified per SR 4.7.11.2.a.Caused by deficient procedures.SI implementing 
SR revised 920128 to include checking valve positions.W/920226 Itr. 

MEADE.M., WILSON,J.L. Tennessee Valley Authority. 92/02/26. 6pp. 60838:060- 
60838:065. 

9203110134 LER 91-009-01 :on 910506,fire suppression sys inoperable after invalid sur¬ 
veillance testCaused by internal piping corrosion deposits,incrustation & buildup of 
river sediment. Pressure control valves calibr.W/920302 Itr. 

WHITTEMORE.C.H., WILSON,J.L. Tennessee Valley Authority. 92/03/02. 11pp. 
60948:288-60948:298. 

9203130179 LER 92-004-00:on 920205,during walkdown to identify breaker 

types,calculation review identified breaker 003 on each board not addressed.Caused 
by inadequate preparation/review. Vital battery tagged out & criteria revised.W/ 
920309 Itr. 

PROFFITT,J.W., WILSON,J.L. Tennessee Valley Authority. 92/03/09. 10pp. 

60997:059-60997:068. 

9203130196 LER 92-0Q6-00:on 920209,failure to verify RCS flow above TS limits led to 
LCO 3.2.5.After exit from LCO.failure to check SI criteria renewed error.Caused by 
personnel error.SI data sheets revised & personnel counselled.W/920310 Itr. 
BAJRASZEWSKI.J., WILSON,J.L Tennessee Valley Authority. 92/03/10. 7pp. 
60948:309-60948:315. 

9203200219 Special rept 92-01:on 920206,nonfunctional fire barrier for period greater 
than TS allowable time period noted. Caused by irreparable damage to door & un¬ 
availability of replacement door. Fire watch established. 

WILSON,J.L. Tennessee Valley Authority. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 61073:183-61073:186. 

9203250377 LER 92-005-00:on 920219,discovered that interlock defeat mechanism re¬ 
moved following Unit 1 Cycle 5 refueling outage activities.Caused by inadequate 
usage of configuration log. Personnel trained on configuration log usage.W/920320 Itr. 
WHITTEMORE.C.H., WILSON,J.L Tennessee Valley Authority. 92/03/20. 13pp. 
61224:177-61224:188. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 91l010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


T. Hearing transcripts on non-antitrust matters 


9203200418 Transcript of 920317 meeting in Rockville,MD re discussion of readiness to 
restart of plant.Pp 1 -146.W/supporting documentation. 

* Commissioners (Post 750119). 92/03/17. 198pp. 61058:154-61058:351. 


DOCKET 50*328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203030003 Informs that licensee submittal,nuclear power radiological emergency 
plan,rev 9 meets planning standards of 10CFR50.47 (b) & requirements of App E to 
10CFR50. 

CLINE.W.E. Region 2 (Post 820201). 92/02/12. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 5pp. 60753:005-60753:009. 

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp. 
61083:150-61083:154. 

-9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28 
(10CFR73.2l).No violations noted.Major areas inspected:physical security program for 
power reactors including security plan,audit & alarm stations. 

TOBIN,W.J. Region 2 (Post 820201). 92/03/17. Ip. 61083:154-61083:154. 

9203300346 Ack receipt of 920226 Itr transmitting Rev 18 to training & qualification 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. Tennessee Valley Authority. 4pp. 
61207:247-61207:250. 


9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 



HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power 
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. ^ 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 


j. Insurance & indemnity information 


9203090011 Notifies of onsite property damage insurance coverage at plants per 
10CFR50.54 (w). 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/03. Document Control Branch 
(Document Control Desk). 3pp.p. 61164:153-61164:155. 


p. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020102 Revises 860911 response to Question 5 re worst case calculation for vol¬ 
tages on Class IE buses for condition of starting reactor coolant pump w/buses 
loaded as in accident situation,per 860807 telcon. 

WILSON,J.L. Tennessee Valley Authority. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60788:111-60788:114. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station)/© reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160275 Notification of 920331 meeting w/util in Rockville,MD to discuss best esti¬ 
mate LOCA containment analysis for facility & use in reducing containment ice con¬ 
denser requirements. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/12. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 5pp. 60932:326-60932:330. 

9203180298 Advises that util 911025 response to questions re generic issue A-30, 
“Adequacy of Safety-Related DC Power Supplies” acceptable,per generic Itr 91- 
06.Completed questionnaires will be used to determine if further action needed. 
LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. Tennessee Valley Authority. 4pp. 60971:008-60971:011. 

9203180360 Requests response to questions re util 910827 proposed tech spec change 
to remove containment ventilation isolation signal generated by containment gas & 
particulate radiation monitoring sys. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 

900603). 92/03/12. Tennessee Valley Authority. 5pp. 60971:093-60971:097. 

9203270190 Advises that 920331 meeting w/util in Rockville,MD to discuss best esti¬ 
mate LOCA containment analysis developed for plant was cancelled. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Posl 

900603). 92/03/12. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 

torate) (Post 900603). 5pp. 61165:304-61165:308. 

9203200367 Discusses alternate analysis review program Phase II re pipe support de¬ 
flection criteria. 

WILSON,J.L. Tennessee Valley Authority. 92/03/16. Document Control Branch (Docu 
ment Control Desk). 2pp. 61108:192-61108:193. 

9203240344 Forwards request for relief from ASME Code,Section XI hydrostatic test re 
quirements involving RCS & small section of connected ECCS piping.Replacement o 
check valves 2-VLV-63-587 & 2-VLV-63-588 expected by 920407. 

WILSON.J.L. Tennessee Valley Authority. 92/03/17. Document Control Branch (Docu 
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9203310043 Forwards request for relief from ASME.section XI hydrostatic test require¬ 
ments involving main feedwater sys.Request necessary to replace feedwater nozzle 
transition pieces on steam generators. 

WILSON,J.L. Tennessee Valley Authority. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 61205:292-61205:297. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100172 Forwards insp rept 50-327/92-02 & 50-328/92-02 on 920105- 0201 & 
notice of violation.NRC concerned about lack of administrative control of drawings 
available for use by operators in turbine & auxiliary bldgs. 

WILSON,B.A. Region 2 (Post 820201). 92/02/18. NAUMAN.D.A. Tennessee Valley 
Authority. 5pp. 60844:332-60845:005. 

-9203100176 Notice of violation from insp on 920105-0201 .Violation noted:numerous 
examples of improperly filed drawings, uncontrolled drawings & improperly labeled 
drawings were identified at controlled drawing station. 

* Region 2 (Post 820201). 92/02/18. 2pp. 60844:337-60844:338. 

“9203100180 Insp repts 50-327/92-02 & 50-328/92-02 on 920105-0201. Violations 
noted.Major areas inspected:plant operations, maint.surveillance.evaluation of licensee 
self-assessment capability.LER closeout/followup on previous insp findings. 

HOLLAND,W.E., KELLOGG,P.J. Region 2 (Post 820201). 92/02/18. 28pp. 60844:339- 
60845:005. 

9203100117 Forwards insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No viola¬ 
tions or deviations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60844:132-60844:145. 

-9203100227 Insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No violations 
noted.Major areas inspected:review of unit 1, cycle 6,startup tests & initial operation & 
calibr of RT Ds used in EAGLE 21 sys. 

BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 92/02/20. 9pp. 60844:135- 
60844:145. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130072 Forwards unit 1 90-Day ISI.vols 1 & 2 performed 911004-1214. Also pro¬ 
vides supplemental info to 90-day ISI for unit 2, cycle 3 rept as discussed w/NRC.AII 
info provided per ASME Code,Section XI.W/o end. 

WILSON,J.L. Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60933:035-60933:038. 

9203260092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viola¬ 
tions or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp. 
61083:150-61083:154. 

“9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28 
(10CFR73.21).No violations noted.Major areas inspected:physical security program for 
power reactors including security plan.audit & alarm stations. 

TOBIN,W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/17. Ip. 61083:154- 
61083:154. 

9203240277 Responds to NRC 920218 ltr re violations noted in Insp Repts 50-327/92- 
02 & 50-328/92-02.Corrective actions:number of satellite drawing locations drastically 
reduced & self-audit of files completed. 

WILSON,J.L. Tennessee Valley Authority. 92/03/19. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61098:080-61098:084. 


R. Periodic operating reports & related correspondence 

9203030232 Forwards diesel generator reliability data rept for 1991. Data indicates aver¬ 
age of 36 starts per diesel generator w/ one failure. 

WILSON,J.L. Tennessee Valley Authority. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60819:148-60819:150. 


9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 

9203250219 Monthly operating repts for Feb 1992 for Sequoyah Unit 1. W/920316 ltr. 
HOLLOMON.T.J., WILSON.J.L. Tennessee Valley Authority. 92/02/29. 10pp. 
61099:170-61099:179. 

9203060082 Forwards “Semiannual Effluent Release Rept for Jul-Dec 1991” & “Radio¬ 
logical Impact Assessment Rept." 

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60880:255-60880:315. 

“9203060086 “Semiannual Effluent Release Rept for Jul-Dec 1991." 

* Tennessee Valley Authority. 91/12/31. 17pp. 60880:257-60880:275. 

“9203060090 “Radiological Impact Assessment Rept,” Jan-Dec 1991. 

* Tennessee Valley Authority. 91/12/31. 39pp. 60880:276-60880:315. 

9203060311 Forwards "Sequoyah Nuclear Plant,Units 1 & 2 10CFR50.59 Annual Oper¬ 
ating Rept to NRC 1991." All temporary alteration control form info,per insp Rept 50- 
327/92-02 included in rept. 

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60859:070-60859:149. 

“9203060313 “Sequoyah Nuclear Plant Units 1 & 2 10CFR50.59 Annual Operating Rept 
to NRC 1991." 

* Tennessee Valley Authority. 91/12/31. 79pp. 60859:072-60859:149. 


S. Reportable occurrences, LERs & related correspondence 

9203190270 LER 92-001-00:on 920210,Unit 2 reactor tripped precipitated by turbine trip 
at power.Caused by solenoid valve malfunction.Solenoid valve & demand counter 
replaced.W/ 920311 ltr. 

BAJRASZEWSKI.J., WILSON.J.L. Tennessee Valley Authority. 92/03/11. lip. 
61085:186-61085:196. 

9203200219 Special rept 92-01 :on 920206,nonfunctional fire barrier for period greater 
than TS allowable time period noted. Caused by irreparable damage to door & un¬ 
availability of replacement door.Fire watch established. 

WILSON.J.L. Tennessee Valley Authority. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 61073:183-61073:186. 

9203200377 LER 92-002-00:on 920215,LCO 3.0.3 entered upon loss of level indication 
for cold leg accumulator.Caused by result of failure to follow work 
instruction.Individuals involved w/ event received appropriate disciplinary action.W/ 
920316 ltr. 

PROFFITT,J.W., WILSON.J.L. Tennessee Valley Authority. 92/03/16. 8pp. 61120:029- 
61120:036. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


T. Hearing transcripts on non-antitrust matters 

9203200418 Transcript of 920317 meeting in Rockville,MD re discussion of readiness to 
restart of plant.Pp 1-146.W/supporting documentation. 

* Commissioners (Post 750119). 92/03/17. 198pp. 61058:154-61058:351. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203100301 Partial response to FOIA request for documents re Zack Co. App A docu¬ 
ments already available in PDR.Forwards App B documents.App B documents also 
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 & 
7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/08/27. ZACK.C. Zack Co. 10pp. 60853:280-60854:335. 

“9203100304 Audit Rept M01-602-2 re audit conducted at Zack Co on 820517-20. 

* Consumers Power Co. M01-602-2. 82/07/13. 19pp. 60854:158-60854:176. 

“9203100306 Audit Rept M0-601-2 re audit conducted of Zack Co on 820419- 22 to 
verify Zack Co compliance w/program requirements as defined in Zack QA 
manual,plant QC procedures & weld procedure specs.Related info end. 

* Consumers Power Co. M01-601-2. 82/05/14. 43pp. 60854:177-60854:224. 

“9203100308 Informs that author reviewed affidavits presented to Region III by GAP re 
Zack Co.Numerous documents identified that appear to relate directly to Midland 
project.Allegation will be placed on Midland tracking sys.W/related info. 

SHAFER,W.D. Region 3 (Post 820201). 82/09/01. DAVIS,A.B. Region 3 (Post 
820201). 58pp. 60854:225-60854:325. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4p . 60997:033-60997:036. 
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9203030209 Generic Ltr 92-02 to al! holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9203100301 Partial response to FOIA request for documents re Zack Co. App A docu¬ 
ments already available in PDR.Forwards App B documents.App B documents also 
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 & 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/27. ZACK.C. Zack Co. 10pp. 60853:280-60854:335. 

-9203100302 Responds to 831103 memo requesting investigation of allegations by 
former Midland employee re alleged improper termination.Ofc of Investigations will 
combine that allegation w/investigation under Case 3-82-057. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 83/11/18. KEPPLER.J.G. Region 
3 (Post 820201). 16pp. 60853:290-60853:305. 

-9203100303 Discusses administrative closure of Case 03-82-057 re alleged improper 
termination by Zack Co of two QA employees for reporting deficiencies.Supporting 
documentation end. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 87/03/20. DAVIS,A.B. Region 3 
(Post 820201). 200pp. 60853:306-60854:157. 

-9203100315 Informs that on 870320,Ofc of Investigations administratively closed In¬ 
vestigation 3-82-057 re Allegation RIII-83-A-0140 at plant due to lack of investigative 
resources. 

GREENMAN.E.G. Region 3 (Post 820201). 88/08/01. Region 3 (Post 820201). 5pp. 
60854:330-60854:335. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203100301 Partial response to FOIA request for documents re Zack Co. App A docu¬ 
ments already available in PDR.Forwards App B documents.App B documents also 
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 & 
7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/27. ZACK.C. Zack Co. 10pp. 60853:280-60854:335. 

-9203100304 Audit Rept M01-602-2 re audit conducted at Zack Co on 820517-20. 

■ * Consumers Power Co. M01-602-2. 82/07/13.19pp. 60854:158-60854:176. 

-9203100306 Audit Rept M0-601-2 re audit conducted of Zack Co on 820419- 22 to 
verify Zack Co compliance w/program requirements as defined in Zack QA 
manual,plant QC procedures & weld procedure specs.Related info end. 

* Consumers Power Co. M01-601-2. 82/05/14. 43pp. 60854:177-60854:224. 


-9203100308 Informs that author reviewed affidavits presented to Region III by GAP rc 
Zack Co.Numerous documents identified that appear to relate directly to Midlanc 
project.Allegation will be placed on Midland tracking sys.W/related info. 

SHAFER,W.D. Region 3 (Post 820201). 82/09/01. DAVIS,A.B. Region 3 (Pos 
820201). 58pp. 60854:225-60854:325. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powe 
plants & holders of CPs for nuclear power plants re consideration of valve misposi 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidal 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution o 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natura 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const pet 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Powe 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidal 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9203100301 Partial response to FOIA request for documents re Zack Co. App A doct 
ments already available in PDR.Forwards App B documents.App B documents als 
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 « 
7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/08/27. ZACK.C. Zack Co. 10pp. 60853:280-60854:335. 

-9203100302 Responds to 831103 memo requesting investigation of allegations b 
former Midland employee re alleged improper termination.Ofc of Investigations wi 
combine that allegation w/investigation under Case 3-82-057. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 83/11/18. KEPPLER.J.G. Regio 
3 (Post 820201). 16pp. 60853:290-60853:305. 

-9203100303 Discusses administrative closure of Case 03-82-057 re alleged improp< 
termination by Zack Co of two QA employees for reporting deficiencies.Supportin 
documentation end. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 87/03/20. DAVIS,A.B. Region 
(Post 820201). 200pp. 60853:306-60854:157. 

-9203100315 Informs that on 870320,Ofc of Investigations administratively closed li 
vestigation 3-82-057 re Allegation RIII-83-A-0140 at plant due to lack of investigativ 
resources. 

GREENMAN.E.G. Region 3 (Post 820201). 88/08/01. Region 3 (Post 820201). 5p| 
60854:330-60854:335. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Ni 
clear Power Plant Sites.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Em 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 87072S 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelii 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at N 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capat 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rot£ 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/C 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/C 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

9203040236 Forwards 1991 repts on plant design changes,procedui 

changes,experiments & fire plan changes. 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/02/28. MURLEY.T.E. Office of Nuc 
ar Reactor Regulation, Director (Post 870411). 24pp. 60813:196-60813:219. 
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9203180186 Revised EPIPs.including Rev 70 to EPIPs Index & Rev 4 to EPIP-4.2, “First 
Aid,Decontamination & Medical Support.” W/ 920303 Itr. 

SERRA.P.L. Iowa Electric Light & Power Co. 92/03/03. 15pp. 60977:040-60977:054. 

9203180260 Revised Corporate Plan Implemeting Procedures (CPIP), including Rev 11 
to CPIP 1.2, “Corporate Notification" & Rev 8 to CP1P-4.1, “Main! of Emergency Pre¬ 
paredness” & Rev 31 to CPIP lndex.W/920303 Itr. 

SERRA.P.L Iowa Electric Light & Power Co. 92/03/03. 45pp. 60993:001-60993:075. 

9203180247 Revised EPIPs.including Rev 71 to “EPIPs Index” & Rev 4 to EPIP-1.3, 
“Plant & Site Evacuation.” W/920310 Itr. 

SERRA.P.L. Iowa Electric Light & Power Co. 92/03/10. 26pp. 60976:226-60976:251. 

9203180259 Revised EPIPs.including Rev 72 to “EPIPs Index” & Rev 9 to EPIP-6.1, 
“Maint of DAEC Emergency Preparedness.” W/920310 Itr. 

SERRA.P.L Iowa Electric Light & Power Co. 92/03/10. 69pp. 60993:090-60993:158. 

9203190085 Rev 4 to Corporate Plan Implementing Procedure (CPIP) CPIP-2.4, “QA & 
QC Activities.” W/920310 Itr. 

SERRA.P.L. Iowa Electric Light & Power Co. 92/03/10. 12pp. 60977:149-60977:159. 

9203260229 Forwards Insp Rept 50-331/92-02 on 920106 & 0226.No violations noted. 
NORELIUS.C.E. Region 3 (Post 820201). 92/03/18. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 61165:053-61165:063. 

—9203260240 Insp Rept 50-331/92-02 on 920106 & 0226.No violations noted. Major 
areas inspected:unannounced physical security insp involving mgt support,access con¬ 
trol personnel & review of licensee reported fitness-for-duty event. 

MADEDA.T.J., BELANGER,J.L., GREGER.L.R. Region 3 (Post 820201). 92/03/18. 
9pp. 61165:055-61165:063. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020313 Forwards notice of consideration of issuance of amend to facility operating 
license & proposed NSHC determination & opportunity for hearing on 900706,re re¬ 
moving rod sequence control sys requirements from TS. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/02/12. LIU.L. Iowa Electric Light & Power 
Co. 4pp. 60755:147-60755:163. 

—9203020317 Notice of consideration of issuance of amend to license DPR-49 & pro¬ 
posed NSHC determination & opportunity for hearing.Amend revises TS by removing 
rod sequence control sys requirements. 

OLSHAN.L.N. Project Directorate 111-3. 92/02/12. 13pp. 60755:151-60755:163. 

9203030313 Describes change in Schedule B of plan for integrated scheduling of plant 
mods for facility.TS 3.4.7 re containment sys will be revised to clarify requirements on 

P rimary containment integrity. 

RANZ.J.F. Iowa Electric Light & Power Co. 92/02/28. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 2pp. 60811:250-60811:251. 

9203060277 Forwards amend 179 to license DPR-49 & safety evaluation. Amend re¬ 
vises TS to require svc discharge test each operating cycle & performance discharge 
test in lieu of svc discharge test once every 5 yrs. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/02. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 60816:067-60816:076. 

—9203060279 Amend 179 to license DPR-49,revising TS to require svc discharge test 
each operating cycle & performance discharge test in lieu of svc discharge test once 
every 5 yrs. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/02. 5pp. 60816:070-60816:074. 

—9203060281 Safety evaluation supporting amend 179 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 2pp. 
60816:075-60816:076. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120312 Responds to Generic Ltr 89-10,Suppl 3. “Consideration of NRC Sponsored 
Tests of MOVS.” 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/06. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 60895:067-60895:069. 

9203200037 Forwards amend 180 to license DPR-49 & safety evaluation. Amend re¬ 
vises Tech Spec by removing rod sequence control sys,reducing RWM low power set- 
point & making format more consistent w/STS,section 3.3. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/11. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 61056:283-61056:313. 

-9203200040 Amend 180 to license DPR-49,revising Tech Specs by removing rod se¬ 
quence control sys,reducing RWM low power setpoint & making format more consist¬ 
ent w/STS,section 3.3. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/11. 24pp. 61056:285-61056:308. 

-9203200048 Safety evaluation supporting amend 180 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 5pp. 
61056:309-61056:313. 


9203200067 Forwards amend 181 to license DPR-49 & safety evaluation. Amend re¬ 
vises Tech Spec by removing component lists from section 3.7 within guidelines in 

G eneric Itr 91-08 re removal of component lists from Tech Specs. 

HIRAKI.C.Y. Project Directorate 111-3. 92/03/11. LIU.L. Iowa Electric Light & Power 
Co. 3pp. 60991:127-60991:150. 

-9203200075 Amend 181 to license DPR-49, revising Tech Spec by removing compo¬ 
nent lists from section 3.7 within guidelines in generic Itr 91-08. 

SHIRAKI.C.Y. Project Directorate 111-3. 92/03/11. 17pp. 60991:130-60991:146. 

—9203200080 Safety evaluation supporting amend 181 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 4pp. 
60991:147-60991:150. 

9203200120 Forwards SE granting relief from testing requirements determined to be im¬ 
practical to perform,where compliance would result in hardship w/o compensating in¬ 
crease in safety.TER also end. 

HANNON,J.N. Project Directorate 111-3. 92/03/11. LIU.L. Iowa Electric Light & Power 
Co. 4pp. 61060:163-61060:230. 

-9203200127 Safety evaluation granting relief request from ASME code requirements 
upon making necessary findings. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 14pp. 
61060:167-61060:179. 


—9203200131 “Technical Evaluation Rept Pump & Valve Inservice Testing Program 
Duane Arnold Energy Ctr." 

STOCKTON,N.B., RANSOM,C.B. EG&G Idaho, Inc. STOCKTON.N.B. Idaho National 
Engineering Laboratory. FIN A-6812. 92/01/31. NRC - No Detailed Affiliation Given. 
51pp. 61060:180-61060:230. 

9203190291 Advises that rev 9 to plant inservice testing program conforms to generic Itr 
89-04, “Guidance on Developing Acceptable Inservice Testing Programs.” 
SHIRAKI.C.Y. Project Directorate 111-3. 92/03/12. LIU,L. Iowa Electric Light & Power 
Co. 3pp. 60972:186-60972:188. 

9203200211 Application for amend to License DPF-49,consisting of Request for TS 
Change (RTS-247),removing RPS electrical protection assembly time delay require¬ 
ments from Tech Spec. 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/03/13. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 5pp. 61073:209-61073:223. 

-9203200215 Proposed Tech Specs Change RTS-247 re removal of 3.1-2 RPS electri¬ 
cal assemblies time delay specs from Tech Spec Section 4.I.B.2. 

* Iowa Electric Light & Power Co. 92/03/13. 10pp. 61073:214-61073:223. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203030372 Forwards SE accepting util 910830 relief request from certain inservice 
insp requirements of ASME Boiler & Pressure Vessel Code,section Xl.lmposipg re¬ 
quirements would result in hardship. 

HANNON,J.N. Project Directorate 111-3. 92/02/25. LIU.L. Iowa Electric Light & Power 
Co. Ip. 60772:260-60772:265. 

-9203030379 Safety evaluation accepting util 910830 requested relief from ASME 
Boiler & Pressure Vessel Code,section XI inservice insp requirements for plant.Util 
demonstrated that proposed alternative insp provides reasonable assurance of quality. 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 5pp. 
60772:261-60772:265. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing,” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 
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9203120310 Summarizes results of NRC investigation case number 3-91-002 & DOL 
case 90-ERA-13.Employee of Luberman’s Mutual Casualty at util alleged job discrimi¬ 
nation led to firing. Allegation not substantiated & NRC regulations not violated. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/05. LIU,L. Iowa Electric Light & Power Co. 
pp. 60930:015-60930:018. 

9203260229 Forwards Insp Rept 50-331/92-02 on 920106 & 0226.No violations noted. 
NORELIUS.C.E. Region 3 (Post 820201). 92/03/18. LIU,L Iowa Electric Light & 
Power Co. 2pp. 61165:053-61165:063. 

—9203260240 Insp Rept 50-331/92-02 on 920106 & 0226.No violations noted. Major 
areas inspected:unannounced physical security insp involving mgt support.access con¬ 
trol personnel & review of licensee reported fitness-for-duty event. 

MADEDA.T.J., BELANGER,J.L.. GREGER.L.R. Region 3 (Post 820201). 92/03/18. 
9pp. 61165:055-61165:063. 


R. Periodic operating reports & related correspondence 

9203030315 Forwards fitness-for-duty performance data for Jul-Dec 1991 
including,random testing results (confirmed positive tests,five-yr record) & summary 
rept. 

WILSON.D.L. Iowa Electric Light a Power Co. 92/02/20. Document Control Branch 
(Document Control Desk). 5pp. 60812:343-60812:347. 

9203040236 Forwards 1991 repts on plant design changes,procedures 

changes,experiments a fire plan changes. 

FRANZ,J.F. Iowa Electric Light a Power Co. 92/02/28. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 24pp. 60813:196-60813:219. 

9203170051 Monthly operating rept for Feb 1992 for Duane Arnold Energy Ctr.W/ 
920315 Itr. 

TRAN.H., WILSON.D.L. Iowa Electric Light a Power Co. 92/02/29. DAVIS,A.B. Region 
3 (Post 820201). 7pp. 60983:300-60983:306. 


S. Reportable occurrences, LERs & related correspondence 

9203040140 LER 92-002-00:on 920126,fire watch not posted at open door in sump 
room of turbine bldg.Caused by inadequate procedural instructions.Fire watch posted 
920127.Relabeling of fire doors to highlight need for watch underway.W/920225 Itr. 
AREBAUGH.S., WILSON.D.L. Iowa Electric Light a Power Co. 92/02/25. DAVIS,A.B. 
Region 3 (Post 820201). 4pp. 60838:004-60838:007. 

9203190032 LER 92-003-00:on 920211,fire barrier cable penetration found unsealed 
during seal insp surveillance test.Caused by performing design mods in 1977 a 
1980.Fire watch initiated a fire protection improvements made.W/920312 Itr. 
AXLINE.J.S., WILSON.D.L Iowa Electric Light a Power Co. 92/03/12. DAVIS,A.B. 
Region 3 (Post 820201). 7pp. 61085:059-61085:065. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse a General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries. Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203130234 Advises that operator license OP-30606 no longer required for RM McGee 
due to change in job responsibilities. 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/03/02. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60979:352-60979:352. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203020165 Advises that review of 920117 Itr in response to comments re changes to 
emergency action level scheme contained in Rev 6 to IAP-2, “Classification of Emer¬ 
gency Conditions,” meet stds of 10CFR50.47(b). 

JOYNER,J.H. Region 1 (Post 820201). 92/02/18. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 3pp. 60789:323-60789:325. 

9203020029 Lists fire protection documents required to review advance documents re 
10CFR50,App R in preparation for 920309-22 Diagnostic Evaluation Team/Special 
Insp Team insp in area of fire protection. 

BETTENBAUSEN.L. Region 1 (Post 820201). 92/02/21. CONVERSE,R. Power Au¬ 
thority of the State of New York (New York Power Authority). 4pp. 60763:357- 
60763:360. 

9203110026 Forwards revised emergency plan & implementing procedures, including 
Rev 12 to IAP-1,Rev 5 to IAP-2,Rev 21 to EAP-1.1, Rev 11 to EAP-2,Rev 13 to EAP- 
3,Rev 16 to EAP-4,Rev 9 to EAP-6,Rev 4 to EAP-7.2,Rev 5 to EAP-9,Rev 9 to EAP- 
10 . 

FITZPATRICK,J. Power Authority of the State of New York (New York Power Author¬ 
ity). 92/02/29. NRC - No Detailed Affiliation Given. Ip. 61064:001-61067:228. 

-9203110040 Rev 19 to radiological emergency plan. 

* Power Authority of the State of New York (New York Power Authority). 92/02/29. 
200pp. 61064:002-61065:101. 


-9203110050 Revised EPIPs.including Rev 12 to IAP-1 ,Rev 5 to IAP-2,Rev 21 to EAP 

1.1, Rev 11 to EAP-2,Rev 13 to EAP-3,Rev 16 to EAP-4,Rev 9 to EAP-6,Rev 4 to EAP 

7.2, Rev 5 to EAP-9,Rev 9 to EAP-10,Rev 10 to EAP-11 & Rev 4 to EAP-12. 

* Power Authority of the State of New York (New York Power Authority). 92/02/2S 
300pp. 61065:102-61067:228. 

9203180241 Forwards Rev 14 to plant security plan.Rev implements requirements c 
10CFR73.56 re access authorization rule. Rev withheld (ref 10CFR73.21 i 
2.790(d)(1)). 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority; 
92/03/02. Document Control Branch (Document Control Desk). 2pp. 61060:292 
61060:300. 

9203170108 Provides list of matl requested for upcoming safety sys functional insp c 
emergency svc water sys.Matl requested by 920401. 

DURR.J.P. Region 1 (Post 820201). 92/03/05. CONVERSE,R. Power Authority of th 
State of New York (New York Power Authority). 4pp. 60924:117-60924:120. 


G. Adjudicatory correspondence 

9203050036 Order.* Advises that time within which Commission may review ASLB ord< 
LBP-92-01 .terminating proceeding extended until 920313.W/Certificate of Svc.Serve 
on 920302. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12632. 92/02/28. Con 
missioners (Post 750119). 3pp. 60791:074-60791:076. 

9203170053 Order.* Allows NRC until 920320 to review order LBP-92-01, terminate 
proceeding.W/Certificate of Svc.Served on 920313. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12686. 92/03/13. Offic 
of the General Counsel (Post 860701). 3pp. 60925:076-60925:078. 


H. General correspondence 

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts 
methods used to evaluate & determine which plants require closer monitoring.List < 
plants presently in one of three categories from NRC senior mgt meeting end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/OS 
17. LEWIS,M.l. Lewis, M. 7pp. 61085:286-61085:292. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEI 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolids 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powi 
plants & holders of CPs for nuclear power plants re consideration of valve mispos 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidz 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050017 Provides questions & comments re plant results improveme 
program,transmitted by Itr from RJ Converse to TT Martin dtd 911219.Requests mee 
ing to discuss plan in more detail. 

HEHL.C.W. Region 1 (Post 820201). 92/02/28. BEEDLE.R.E. Power Authority of tf 
State of New York (New York Power Authority). 15pp. 60790:052-60790:066. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution 
Generic Issue 79, ‘‘Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natur 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolids 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const p< 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Pow 
Station),re reactor vessel structural integrity, 1 0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidf 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130198 Advises that 920203 response to Generic Ltr 91-11 re resolution of Gens 
ic Issues 48 & 49,meets 10CFR50.54(f) requirements & acceptable. 

MCCABE,B.C. Project Directorate 1-1. 92/03/06. BEEDLE.R.E. Power Authority of tl 
State of New York (New York Power Authority). 3pp. 60909:354-60909:356. 

9203170063 Forwards amend 178 to license DPR-59 & safety evaluation. Amend t 
vises section 6.0, “Administrative Control,” to reflect mgt reorganization designed 
improve operations at plant. 

MCCABE,B.C. Project Directorate 1-1. 92/03/09. BEEDLE.R. Power Authority of t 
State of New York (New York Power Authority). 2pp. 60963:050-60963:065. 

-9203170098 Amend 178 to license DPR-59,revising section 6.0, “Administrative Cc 
trols,” to reflect mgt reorganization designed to improve operation at plant. 

CAPRA,R.A. Project Directorate 1-1. 92/03/09. 8pp. 60963:052-60963:059. 

-9203170101 Safety evaluation supporting amend 178 to license DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 6f 
60963:060-60963:065. 

9203170184 Forwards amend 179 to license DPR-59 & safety evaluation. Amend i 
vises tech specs to permit hydrostatic pressure & leakage testing of RCS. 

MCCABE,B.C. Project Directorate 1-1. 92/03/09. BEEDLE.R.E. Power Authority of t 
State of New York (New York Power Authority). 2pp. 60963:322-60963:342. 

-9203170195 Amend 179 to license DPR-59,revising tech specs to permit hydrosts 
pressure & leakage testing of RCS as required by section XI of ASME Boiler & Pr< 
sure Vessel Code at RCS temp exceeding 212 F. 

CAPRA,R.A. Project Directorate 1-1. 92/03/09. 13pp. 60963:324-60963:336. 

-9203170198 Safety evaluation supporting amend 179 to license DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 4i 
60963:337-60963:342. 
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9203180029 Discusses response to generic Itr 89-lO.suppl 3 re consideration of results 
of NRC-sponsored tests of motor- operated valves.Listed evaluation determinations 
made. 

MCCABE,B.C. Project Directorate 1-1. 92/03/11. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 4pp. 60962:045-60962:048. 

9203190137 Submits revised application for amend to License DPR-59,per discussions 
w/NRC,changing TSs associated w/visual insp of snubbers.Changes reflect Generic 
Ltr 90-09 guidance. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
92/03/11. Document Control Branch (Document Control Desk). 2pp. 60998:177- 
60998:186. 

—9203190142 Proposed Tech Specs Pages 145b & 156 re visual insp of 
snubbers.Revised safety evaluation end. 

* Power Authority of the State of New York (New York Power Authority). 92/03/11. 
8pp. 60998:179-60998:186. 

9203250273 Forwards safety evaluation,concluding that NRC concern about reliability of 
manual bus transfers adequately resolved w/ installation of new transformer between 
345 kV & 115 kV sys at facility. 

MCCABE.B.C. Project Directorate 1-1. 92/03/16. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 3pp. 61086:053-61086:063. 

-9203250280 Safety evaluation concluding that NRC concern about reliability of manual 
bus transfers adequately resolved w/ installation of new transformer between 345 kV 
& 115 kV sys at facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/16. 8pp. 
61086:056-61086:063. 

9203240035 Notification of significant licensee meeting 92-42 w/util on 920330 to dis¬ 
cuss questions & comments about results improvement program. 

HAVERKAMP, D.R. Region 1 (Post 820201). 92/03/18. Region 1 (Post 820201). 3pp. 
61053:123-61053:125. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Pow^r Plflnt Sites 91 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203020029 Lists fire protection documents required to review advance documents re 
10CFR50,App R in preparation for 920309-22 Diagnostic Evaluation Team/Special 
Insp Team insp in area of fire protection. 

BETTENBAUSEN.L. Region 1 (Post 820201). 92/02/21. CONVERSE,R. Power Au¬ 
thority of the State of New York (New York Power Authority). 4pp. 60763:357- 
60763:360. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100231 Notification of significant licensee meeting/enforcement conference 92-032 
w/util to discuss diagnostic evaluation team issues & analog transmitter trip sys 
design,testing & operability issues on 920313. 

HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/04. Region 1 (Post 820201). 3pp. 
60845:124-60845:126. 

9203120241 Forwards safety insp rept 50-333/92-02 on 920113-23. Unresolved item 
noted re RHRSW & ESW water strainers replacement.NRC awaits util reply by 
920316. 

DURR.J.P. Region 1 (Post 820201). 92/03/04. FITZPATR|CK,J. Power Authority of 
the State of New York (New York Power Authority). 3pp. 60929:348-60929:359. 

—9203120253 Safety insp rept 50-333/92-02 on 920113-23.Unresolved item 
noted.Major areas inspected:control of design changes & 
mods,organization,engineering work backlog & review of actions On previous insp find¬ 
ings. 

PRIVIDY.LJ., EAPEN.P.K. Region 1 (Post 820201). 92/02/26. 9pp. 60929:351- 
60929:359. 


9203160120 Ack receipt of 920210 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-333/91-21.NRC particularly interested in planned primary con¬ 
tainment isolation valve assessment. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/05. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 2pp. 60911:126-60911:133. 

9203170108 Provides list of matl requested for upcoming safety sys functional insp of 
emergency svc water sys.Matl requested by 920401. 

DURR.J.P. Region 1 (Post 820201). 92/03/05. CONVERSE,R. Power Authority of the 
State of New York (New York Power Authority). 4pp. 60924:117-60924:120. 

9203190137 Submits revised application for amend to License DPR-59,per discussions 
w/NRC,changing TSs associated w/visual insp of snubbers.Changes reflect Generic 
Ltr 90-09 guidance. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
92/03/11. Document Control Branch (Document Control Desk). 2pp. 60998:177- 
60998:186. 


-9203190142 Proposed Tech Specs Pages 145b & 156 re visual insp of 
snubbers.Revised safety evaluation end. 

* Power Authority of the State of New York (New York Power Authority). 92/03/11. 
8pp. 60998:179-60998:186. 


9203300111 Ack receipt of 911114 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-333/91-08 on 910425-0503. 

HODGES,M.W. Region 1 (Post 820201). 92/03/17. CONVERSE,R. Power Authority of 
the State of New York (New York Power Authority). 2pp. 61111:045-61111:056. 


R. Periodic operating reports & related correspondence 


9203020247 Forwards "JA Fitzpatrick Nuclear Power Plant Effluent & Waste Disposal 
Semiannual Rept.Jul-Dec 1991.” Rept includes addendum re assessment of radiation 
doses due to radioactive liquid & gaseous effluents released to public in 1991. 
CONVERSE,R. Power Authority of the State of New York (New York Power Authority). 
92/02/26. MARTIN,T.T. Region 1 (Post 820201). Ip. 60783:071-60783:109. 

—9203020249 “JA Fitzpatrick Nuclear Power Plant Effluent & Waste Disposal Semiannu¬ 
al Rept.Jul-Dec 1991.” 

* Power Authority of the State of New York (New York Power Authority). 91/12/31. 
38pp. 60783:072-60783:109. 

9203060242 Forwards fitness-for-duty program performance repts for Jul-Dec 1991,per 
10CFR26.71(d). 

BEEDLE.R. Power Authority of the State of New York (New York Power Authority). 
92/02/28. Document Control Branch (Document Control Desk). 10pp. 60867:136- 
60867:145. 


S. Reportable occurrences, LERs & related correspondence 


9203030061 LER 92-007-00:on 920123,excessive time delay noted during surveillance 
of analog transmitter trip sys.Caused by coil spool debris inhibiting relay plunger 
movement.Relays will be replaced w/spares from stock.W/920225 Itr. 

CONVERSE,R.J. Power Authority of the State of New York (New York Power Author¬ 
ity). 92/02/24. 6pp. 60392:022-60392:027. 

9203040264 LER 92-008-00:on 920129,during cold shutdown,containment isolation 
valve stem packing not subjected to LLRT following valve maintenance.Caused by 
construction design error.Audit w/corrective actions to be submitted by 920630.W/ 
920228 Itr. 

CHILDS,W.V., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 92/02/28. 5pp. 60936:302-60936:306. 

9203120102 LER 92-009-00:on 920205,discovered that certain accident monitoring & 
safety parameter display sys data input instrumentation did not include dummy 
modules.Dummy modules & other parts will be installed before startup.W/920306 Itr. 
CHILDS.W.V., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 92/03/06. 6pp. 60949:024-60949:029. 

9203180032 LER 92-010-00:on 920210,roving fire watch patrols missed for six 
hours.Caused by personnel error.Fire watch patrol was performed immediately upon 
discovery of problem.Replacement fire watch supervisor hired & trained.W/920311 Itr. 
CHILDS.W.V., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 92/03/11. 5pp. 60997:200-60997:204. 

9203270036 LER 92-011-00:on 920221 & 0303,while in cold shutdown.fire protection 
features obstructed by scaffolding.Caused by inadequate supervision of 
installation.Personnel counselled w/emphasis on correct scaffold erection.W/920323 
Itr. 

FITZGERALD,J., CONVERSE,R.J. Power Authority of the State of New York (New 
York Power Authority). 92/03/23. 5pp. 61224:303-61224:307. 

9203270269 LER 92-012-00:on 920224,determined that normal closed position of RHR/ 
LPCl pump min flow valves could result in failure of pump.Caused by improper posi¬ 
tioning of RHR valves.Valve position changed to open.W/920323 Itr. 

GRADY,M., CONVERSE,R.J. Power Authority of the State of New York (New York 
Power Authority). 92/03/23. 5pp. 61224:328-61224:332. 


V. Operator Examinations 


9203090043 Discusses exam forms,answer keys & results summary for 920205 generic 
fundamentals exam section of written operator licensing exam.W/o end. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/03. CATELLA.F. Power Authority 
of the State of New York (New York Power Authority). 2pp. 60832:223-60832:224. 
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F. Security, medical, emergency & fire protection plans 

9203040194 Revised Emergency Preparedness Plan Implementing Procedures (EPP/ 
IP),including Issue 9,Rev 1 to EPP/IP 2.6.11,Issue 9, Rev 1 to EPP/IP 3.1 & Issue 
9,Rev 1 to EPP/IP 8.1. 

SPOERRY.D.E. Duquesne Light Co. 92/01/31. 86pp. 60850:243-60850:329. 

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Light 
Co. 2pp. 60767:166-60767:177. 

-9203040091 Insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major areas 
inspected.plant operations,radiological protection.surveiilance & maint,emergency pre¬ 
paredness, secunty & safety assessment/quality verification. 

RULAND.W. Region 1 (Post 820201). 92/02/21.10pp. 60767:168-60767:177. 

9203040138 Forwards Rev 14 to Issue 4 of physical security plan, changing personnel 
access requirements by implementing all elements of Reg Guide 5.66 & changing title 
for director of security.EncI withheld (ref 10CFR2.790(d) & 73.21). 

SIEBER.J.W. Duquesne Light Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60802:304-60802:305. 

9203170258 Forwards emergency response data sys info,including Data Point Library. 
BROSI.R.K. Duquesne Light Co. 92/03/06. Document Control Branch (Document 
Control Desk). 100pp. 60975:001-60975:170. 


J. Insurance & indemnity information 

9203170099 Lists info concerning property damage insurance coverage for Beaver 
Valley Power Station. 

SIEBER.J.D. Duquesne Light Co. 92/03/06. Document Control Branch (Document 
Control Desk). 2pp. 60972:358-60972:359. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030291 Forwards Rev 3 to ERS-MPD-91-022, “Offsite Dose Consequences of 
Locked Rotor Accident at Unit 2 w/18% Failed Fuel,” in support of License Change 
Request 57. 

SIEBER.J.D. Duquesne Light Co. 92/02/25. Document Control Branch (Document 
Control Desk). Ip. 60857:264-60858:034. 

-9203030303 “Control Room x/Q Values for Beaver Valley Power Station.” 

* Halliburton Co. EPC-91-1025. 91/12/31.80pp. 60857:315-60858:034. 

9203050210 Advises that util 910812 proposed pressure-temp limits for isolated loop as 
shown in proposed figure B 3/4 4-3, acceptable.Revised Tech Spec bases pages 
end. 

DE AGAZIO.A.W. Project Directorate 1-4. 92/03/02. SIEBER.J.D. Duquesne Light Co. 
13pp. 60808:100-60808:112. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120405 Forwards amends 163 & 43 to licenses DPR-66 & NPF-73 & SE. Amends 
modifies LCO & action statement for TS 3.6.2.3 to address operability requirements 
for chemical addition sys on subsystem level. 

DE AGAZIO.A.W. Project Directorate 1-4. 92/03/06. SIEBER.J.D. Duquesne Light Co. 
3pp. 60895:047-60895:066. 

-9203120406 Amends 163 & 43 to licenses DPR-66 & NPF-73,respectively, modifying 
LCO & action statement for TS 3.6.2.3. 

STOLZ.J.F. Project Directorate 1-4. 92/03/06. 11pp. 60895:050-60895:062. 

-9203120407 Safety evaluation supporting amends 163 & 43 to licenses DPR-66 & 
NPF-73,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 4pp. 
60895:063-60895:066. 

9203240308 Forwards “Beaver Valley Power Station Flux Reduction Program for Unit 1 
Reactor Pressure Vessel.” Attached flux reduction program assumes both longitudinal 
& transverse data acceptable for use. 

SIEBER.J.D. Duquesne Light Co. 92/03/16. Document Control Branch (Document 
Control Desk). 2pp. 61094:284-61094:309, 

-9203240328 “Beaver Valley Power Station Flux Reduction Program for Unit 1 Reactor 
Pressure X/essel ** 

* Duquesne Light Co. 92/03/31.18pp. 61094:286-61094:309. 

9203310179 Forwards amends 164 & 44 to licenses DPR-66 & NPF-73, 
respectively.Amends revise app A TSs re emergency core cooling sys accumulators. 
DE AGAZIO.A.W. Project Directorate 1-4. 92/03/25. SIEBER.J.D. Duquesne Light Co. 
2pp. 61200:238-61200:251. 

—9203310184 Amends 164 & 44 to licenses DPR-66 & NPF-73,respectively, revising 
app A TSs re emergency core cooling sys accumulators. 

STOLZ.J.F. Project Directorate 1-4. 92/03/25. 8pp. 61200:240-61200:248. 


-9203310187 Safety evaluation supporting amends 164 & 44 to licenses DPR-66 
NPF-73,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 3p 
61200:249-61200:251. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at N 
clear Power Plant Sites.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Err 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 87072! 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-02C 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Lig 
Co. 2pp. 60767:166-60767:177. 

-9203040091 insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major are 
inspected:plant operations,radiological protection.surveiilance & maint,emergency pr 
paredness, security & safety assessment/quality verification. 

RULAND.W. Region 1 (Post 820201). 92/02/21. 10pp. 60767:168-60767:177. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/S 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueli 
Cavity Draindown ” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/S 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at fs 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/S 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capal 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/S 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Roti 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/i 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/1 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 


9203090054 “Beaver Valley Joint Frequency Distribution Tables for Bal 
Releases,Delta T (150 Ft-35 Ft) & 35-Ft Wind & Delta T (500 Ft - 35 Ft) & 500 
Wind,Third Quarter 1991.” 

SIEBER.J.D. Duquesne Light Co. 91/09/30. 62pp. 60920:261-60920:307. 

9203040272 "NPDES Discharge Monitoring Repts for Jan 1992 for Beaver Valley Pov 
Station." W/920219 ltr. 

NOONAN,T.P. Duquesne Light Co. 92/01/31. 60pp. 60840:145-60840:208. 

9203240351 Forwards “Semiannual Radioactive Effluent Release Rept for 6-Moi 
Period,Jul-Dec 1991." Abnormal liquid release occurred at Unit 1 on 910726 wf 
200 gallons of water discharged from demineralizer blowdown tank to Ohio River. 
SIEBER.J.D. Duquesne Light Co. 92/02/20. Document Control Branch (Docun* 
Control Desk). 2pp. 61082:295-61082:327. 

-9203240371 “Semiannual Radioactive Effluent Release Rept for 6 Month Period:,. 
Dec 1991 " 

* Duquesne Light Co. 91/12/31. 31pp. 61082:297-61082:327. 

9203090300 Monthly operating repts for Feb 1992 for Beaver Valley Power Station.' 
920309 ltr. 

JONES.D.T., SIEBER.J.D. Duquesne Light Co. 92/02/29. 9pp. 60863:118-60863:1 

9203090441 Forwards fitness-for-duty program rept for period Jul-Dec 1991, 
10CFR26.71(d). 

SIEBER.J.D. Duquesne Light Co. 92/03/03. Document Control Branch (Docum 
Control Desk). 4pp. 60868:251-60868:254. 


S. Reportable occurrences, UERs & related correspondence 


9203180305 LER 92-002-00:on 920213,failed pressure switch led to three spurious 
blowdown isolations.Caused by water accumulation in switch,causing intermitt 
shorting of switch blowdown isolation contacts.Switch replaced.W/920316 ltr. 
NOONAN.T.P. Duquesne Light Co. 92/03/16. 7pp. 61085:031-61085:037. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose cont 
tors mfg by Fasco Industries. Initially reported by util on 911010.Vendor advised to 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (P 
870413). 14pp. 61209:198-61209:211. 
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DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 & 
notice of violation.NRC concerned about violation since formal control of TS re equip¬ 
ment fundamental to ensuring operator knowledge of plant status. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60843:275-60843:295. 

-9203100063 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation 
noted.Major areas inspected:plant operations review,maint observations,surveillance 
observations,review of nonroutine events & fire protection review. 

ELROD,S.A., SCOTT,M.A., LANDIS,K.D. Region 2 (Post 820201). 92/02/25. 17pp. 
60843:279-60843:295. 

9203100144 Rev 15 to HP-202, “Environmental Monitoring during Emergencies.’’ W/ 
920304 Itr. 

SAGER,D.A. Florida Power & Light Co. 92/03/04. 26pp. 60900:093-60900:118. 

9203160232 Forwards Rev 32 to physical security plan.Rev withheld (ref 10CFR73.21 & 
2.790(a)(3)). 

SAGER,D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60946:088-60946:088. 

9203200264 Accepts 911023 emergency response data sys implementation plan for fa¬ 
cility. 

NORRIS.J.A. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/18. GOLDBERG,J.H. Florida Power & Light Co. 3pp. 60997:338-60997:340. 

9203240324 Accepts 911021 emergency response data sys implementation plan for fa¬ 
cility. 

RAGHAVAN,L. Project Directorate 11-2. 92/03/18. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 61085:273-61085:275. 


J. Insurance & indemnity information 

9203240369 Lists nuclear property insurance programs.per requirements under 
10CFR50.54(w)(3). 

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:348-61093:349. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030053 Discusses 920206 meeting w/util in Atlanta,GA re self- assessment pres¬ 
entation for facility. 

REYES,L.A. Region 2 (Post 820201). 92/02/12. GOLDBERG,J.H. Florida Power & 
Light Co. 65PP. 60753:177-60753:241. 

9203020255 Application for amends to Licenses DPR-67 & NPF-16,changing TS Pages 
B 2-8,2-5 3/4 3-2 & 3/4 3-4 re relaxation of reactor trip by turbine trip setpoint. 
HARRIS.K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60783:043-60783:070. 

-9203020256 Proposed TS Pages B 2-8,2-5,3/4 3-2 & 3/4 3-4 re loss of load 
(turbine).trip bypass & reactor protection sys instrumentation trip setpoint limits. 

4 Florida Power & Light Co. 92/02/25. 25pp. 60783:046-60783:070. 

9203030387 Forwards SE granting relief requests contained in util 900103 rev 2 to in- 
service testing (1ST) program,per generic Itr 89-04.Util requested to provide NRC w/ 
description of process used in developing 1ST program.EGG-NTA-9675 end. 
BERKOW.H.N. Project Directorate 11-2. 92/02/26. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60772:272-60772:326. 

-9203030392 Safety evaluation accepting util relief request contained in 900103 rev 2 
to inservice testing (1ST) program,per generic Itr 89-04. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60772:275-60772:277. 

-9111220229 “Technical Evaluation Rept Pump & Valve Inservice Testing Program,St 
Lucie-Unit 1.” 

CAIN.R.S. EG&G Idaho, Inc. FIN A-6812. EEG-NTA-9675. 91/11/30. NRC - No De¬ 
tailed Affiliation Given. 52pp. 60772:278-60772:326. 

9203060319 Summary of 920303 meeting w/util in Rockville,MD re current licensing 
issues. 

NORRIS,J.A. Project Directorate 11-2. 92/03/03. Project Directorate 11-2. 2pp. 
60816:036-60816:037. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203180137 Application for amend to license DPR-67,revising TSs Design Section 5.3.1 
re fuel assemblies to delete max weight of U in fuel rod & provide alternative require¬ 
ments. 

BOHLKE.W.H. Florida Power & Light Co. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60977:058-60977:067. 

-9203180143 Proposed Tech Spec 5.3.1 re fuel assemblies. 

* Florida Power & Light Co. 92/03/13. 7pp. 60977:061-60977:067. 

9203200205 Responds to 920214 Itr informing of schedular change of commitment to 
perform test of MOVs per Generic Ltr 89-10 & test all valves in generic Itr program 
where practicable. 

NORRIS.J.A. Project Directorate 11-2. 92/03/16. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 60997:336-60997:337. 

9203250010 Discusses NPDES Permit mod issued by EPA on 920228. 

SAGER,D.A. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 16pp. 61099:209-61099:224. 

9203260330 Summary of 920227 meeting w/util in Rockville,Md re seismic adequacy 
verification of equipment at St Lucie Plant,unit 1 & Turkey Point Plant,units 3 & 4.List 
of attendees end. 

RAGHAVEN.L. Project Directorate 11-2. 92/03/18. Project Directorate 11-2. 7pp. 
61092:342-61092:348. 

9203260245 Notification of 920417 meeting w/util in Rockville.MD to status of active 
licensing actions. 

NORRIS,J.A. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project Directorate II- 
2. 3pp. 61165:078-61165:080. 

9203260280 Notification of 920401 meeting w/util in Rockville.MD to discuss general 
licensing issues. 

RAGHAVAN.L., NORRIS,J. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project 
Directorate 11-2. 3pp. 61165:081-61165:083. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203030210 Forwards “1991 Annual Operating Rept St Lucie Units 1 & 2” & “1991 St 
Lucie Unit 1 Steam Generator Inservice Insp Rept,” per TSs 6.9.1.4 & 4.4.5.5,respec- 
tively. 

SAGER,D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60800:140-60800:294. 

-9203030221 “Steam Generator Inservice Insp Rept St Lucie Unit 1” for 1991. 

* Florida Power & Light Co. 91/12/31. 100pp. 60800:178-60800:294. 

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 & 
notice of violation.NRC concerned about violation since formal control of TS re equip¬ 
ment fundamental to ensuring operator knowledge of plant status. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60843:275-60843:295. 

-9203100078 Notice of violation from insp on 911223-920127.Violation noted:failure to 
follow equipment control procedures. 

* Region 2 (Post 820201). 92/02/25. Ip. 60843:278-60843:278. 

-9203100083 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation 
noted.Major areas inspected:plant operations review,maint observations,surveillance 
observations,review of nonroutine events & fire protection review. 

ELROD,S.A., SCOTT.M.A., LANDIS,K.D. Region 2 (Post 820201). 92/02/25. 17pp. 
60843:279-60843:295. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 
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9203180021 Forwards insp repts 50-335/92-02 & 50-389/92-02 on 920127-31.No viola¬ 
tions noted. 

CLINE.W.E. Region 2 (Post 820201). 92/03/04. GOLDBERG.J.H. Florida Power & 
Light Co. 3pp. 60935:015-60935:032. 

-9203180023 Insp repts 50-335/92-02 & 50-389/92-02 on 920127-31.No violations 
noted.Major areas inspected:chemistry dept & radwaste group,audits,plant water 
chemistry.post-accident sampling sys & effluent processing & monitoring. 
CARRION.R.P., DECKER.T.R. Region 2 (Post 820201). 92/03/03. 13pp. 60935:018- 
60935:032. 

9203180267 Requests approval to incorporate Code Case N-498 re alternative rules for 
10 yr hydrostatic pressure testing for Class 1 & 2 sys for use in 10 yr !S( 
programs.Use of sys reduces need for special sys alignments. 

SAGER,D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60992:269-60992:270. 

9203200205 Responds to 920214 Itr informing of schedular change of commitment to 
perform test of MOVs per Generic Ltr 89-10 & test all valves in generic Itr program 
where practicable.per insp rept 91-18. 

NORRIS,J.A. Project Directorate 11-2. 92/03/16. GOLDBERG.J.H. Florida Power & 
Light Co. 2pp. 60997:336-60997:337. 

9203230243 Responds to violations noted in Insp Rept 50-335/91-27. Corrective 
actions:personnel advised that policy of taking credit for compensatory operation ac¬ 
tions does not replace need to declare equipment out of svc. 

GOLDBERG,J.H. Florida Power & Light Co. 92/03/19. Document Control Branch 
(Document Control Desk). 2pp. 61077:221-61077:222. 

9203270046 Discusses insp of Heniy Pratt Co facilities in Aurora,IL & Dixon,IL on 
920203-07.Company QA manual & implementing procedures do not contain adequate 
requirements & interfaces. 

NORRIS,J.A. Project Directorate 11-2. 92/03/23. GOLDBERG.J.H. Florida Power & 
Light Co. 2pp. 61109:237-61109:252. 

9203270172 Forwards “Owners Data Rept for Inservice Insp (Forms NIS-1 NIS-2) St 
Lucie Unit 1.” 

SAGER,D.A. Florida Power & Light Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61192:283-61193:302. 

-9203270174 “Owners Data Rept for Inservice Insp (Forms NIS-1 & NIS-2), St Lucie 
Unit 1.” 

* Florida Power & Light Co. 92/03/23. 450pp. 61192:284-61193:302. 


R. Periodic operating reports & related correspondence 


9203090465 “Semiannual Radioactive Effluent Release Rept for Jul through Dec 1991.” 
W/920228 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/12/31. 35pp. 60883:174-60883:209. 

9203200231 "Radiation Exposure Monitoring & Access Control Sys - REMACS Statisti¬ 
cal Whole Body Exposure Rept" for CY91.W/920309 Itr. 

SAGER,D.A. Florida Power & Light Co. 91/12/31. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61073:199-61073:200. 

9203030210 Forwards “1991 Annual Operating Rept St Lucie Units 1 & 2” & “1991 St 
Lucie Unit 1 Steam Generator Inservice Insp Rept,” per TSs 6.9.1.4 & 4.4.5.S,respec¬ 
tively. 

SAGER,D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60800:140-60800:294. 

-9203030215 “St Lucie Annual 10CFR50.59 Rept" for 1991. 

* Florida Power & Light Co. 91/12/31. 35pp. 60800:143-60800:177. 

-9203030221 “Steam Generator Inservice Insp Rept St Lucie Unit 1" for 1991. 

* Florida Power & Light Co. 91/12/31. 100pp. 60800:178-60800:294. 

9203020118 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991. 
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 60755:344-60755:353. 

9203160288 Monthly operating repts for Feb 1992 for St Lucie Units 1 & 2.W/920309 
Itr. 

BREEN,J.J., SAGER.D.A. Florida Power & Light Co. 92/02/29. 9pp. 60969:300- 
60969:308. 


S. Reportable occurrences, LERs & related correspondence 

9203250015 LER 92-003-00:on 920219,containment atmosphere particulate & gaseous 
radioactive monitors declared out of svc. Problem caused by personnel 
error.Monitoring sys restored to operable status & event reviewed w/personnel.W/ 
920319 Itr. 

SIENKIEWICZ.S., SAGER,D.A. Florida Power & Light Co. 92/03/19. 5pp. 61120:272- 
61120:276. 

9203230269 LER 92-002-00:on 920219,unit in condition prohibited by TS 5.3.1 due to 
desian error.Design process for fuel reloads will be revised to ensure that all sections 
of TSs are thoroughly reviewed.W/920320 Itr. 

SIENKIEWICZ.S., SAGER,D.A. Florida Power & Light Co. 92/03/20. 5pp. 61120:185- 
61120:189. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 


-9203060434 Partially withheld Itr ack matters identified in 880713 telcon & identifies 
status NRC followup on items such as fire watch & quality of work by contractors 
other than Flagg Co. 

MCCABE,E.C. Region 1 (Post 820201). 88/07/28. Affiliation Not Assigned. 3pp. 
60920:063-60920:065. 

-9203110164 Martially withheld Itr responding to question re ability of contingency secu¬ 
rity force to esponds to security events. Evaluation by resident inspectors & NRC se¬ 
curity specia ists found that force meets NRC requirements. 

MCCABE,E.C. Region 1 (Post 820201). 88/05/10. Affiliation Not Assigned. 6pp. 
60920:093-63920:098. 

-9203110286 Partially withheld Itr responding to concerns expressed to NRC during 
880505 telcon re contingency security force staffing & capabilities. 

MCCABE,E.C. Region 1 (Post 820201). 88/06/07. Affiliation Not Assigned. 6pp. 
60920:099-60920:104. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310225 Discusses closeout of allegation RI-89-A-0085 re pre-staged security 
force staffing in excess of normal to support evacuation during emergency drills. 
HAVERKAMP.D. Region 1 (Post 820201). 90/01/17. Region 1 (Post 820201). 7pp. 
61253:281-61253:287. 

-9203310226 Provides responses to utils allegation RI-89-A-0105 re pre-staging securi¬ 
ty force members to support activities during emergency drills & complaints of security 
force members being overworked & understaffed. 

KEIMIG.R. Region 1 (Post 820201). 90/01/25. HAVERKAMP.D. Region 1 (Post 
820201). 3pp. 61253:288-61253:290. 

-9203310247 Partially withheld Itr responding to 890717 allegation re guard stationed at 
north or south access point guard shacks during lightning storm faced w/high risk of 
serious personnel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. Ip. 
61253:358-61254:011. 

-9203310275 Partially withheld Itr forwarding info re alleged deficiencies in offsite emer¬ 
gency preparedness for city of New London,CT. 

LAZARUS,W.J. Region 1 (Post 820201). 90/08/15. DOLAN,J. Federal Emergency 
Management Agency. Ip. 61254:042-61254:042. 

-9203310293 Forwards info concerning alleged deficiencies in offsite emergency pre¬ 
paredness for city of New London,Connecticut in emergency planning zone for FEMA 
review. 

BELLAMY,R.R. Region 1 (Post 820201). 90/08/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. Ip. 61254:043-61254:044. 

-9203310298 Partially withheld Itr re 900517 conversation on emergency preparedness 
status of city of New London. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/08/28. Affiliation Not Assigned. 2pp. 
61254:045-61254:046. 

-9203310309 Partially withheld response to offsite emergency preparedness deficiency 
allegations for city of New London, CT in EPZ. 

MROCZKA.E.J. Northeast Nuclear Energy Co. MORCZKA.E.J. Northeast Utilities. 90/ 
11/29. JOYNER.J.H. Region 1 (Post 820201). 6pp. 61254:048-61254:053. 

9203040179 Advises that 911216 Rev 15 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion in plan. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/20. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60814:123-60814:127. 

9203110104 Revised Corporate Organization for Nuclear Incidents (CONI) 
procedure,including Rev 19 to CONI 1.01,Rev 39 to CONI 1.02,Rev 25 to CONI 
1.03,Rev 5 to CONI 1.04,Rev 9 to CONI 1.06,Rev 18 to CONI 3.01 & Rev 14 to CONI 
8 . 01 . 

MALLOY,E., SEARS,C. Northeast Utilities Service Co. 92/03/01. 200pp. 60898:087- 
60898:270. 

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas,including control of plant configuration during design change process. 
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY9l,fire drills not conducted for all six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
02l5.Violations noted.Major areas inspected:plant operations,radiological 
controls,maint,surveillance,outage activities,security,fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203310170 Forwards Rev 16 to physical security plan.Access authorization plan will be 
implemented on 920401 & will be effective on 920427.Rev withheld (ref 
10CFR73.21(b)). 

OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/25. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61259:148-61259:148. 


H. General correspondence 


9202280006 Responds to 920115 Itr submitted on behalf of constituent, PM Blanch re 
safety concerns at Northeast Utils.NRC considers actions taken by utils to address 
important safety concerns & to ensure compliance w/regulations adequate. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/19. 
LIEBERMAN.J.I. Senate. 10pp. 60919:161-60919:172. 
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-9202280008 Forwards mat! provided by P Blanch re health & safety problems at 
Northeast Utilities,for consideration & appropriate response. 

LIEBERMAN.J.I. Senate. 92/01/15. THE CHAIRMAN Commissioners (Post 750119). 
9pp. 60919:164-60919:172. 

9203180107 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide . 
8.7) re instructions for recording & reporting occupational radiation exposure data. 
OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/13. Regulatory Publications Branch. 
2pp. 60936:069-60936:070. 


J. Insurance & indemnity information 

9203230216 Notifies of amount of property insurance coverage currently in force for 
plant. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/17. Document Control Branch (Document Control Desk). 2pp. 61077:130- 
61077:131. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD.C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060425 Forwards allegation panel decisions re hearsay allegation of NRC inspec¬ 
tor “on the take." Since afleger was not able to provide any specific info,author plans 
to take no further action. 

RUSSELL,W.T. Region 1 (Post 820201). 88/07/28. CONNELLY,S.R. Office of Inspec¬ 
tor & Auditor (Pre 890417). 2pp. 60919:312-60919:313. 

-9203060426 Informs that Allegation RI-88-A-0014 closed. 

HAVERKAMP.D. NRC - No Detailed Affiliation Given. 89/12/15. PERKINS.M. NRC - 
No Detailed Affiliation Given. 4pp. 60919:314-60919:317. 

-9203060427 Documents results of licensee investigations re allegation of drug use at 
facility. 

RAYMOND.W.J. NRC - No Detailed Affiliation Given. 88/04/15. SHOPSHIRE.A. NRC 
- No Detailed Affiliation Given. 2pp. 60919:318-60919:319. 

-9203060428 Forwards memo describing licensee actions re allegation RI-88-A- 
0036.lssue of drug testing could not be resolved, due to insufficient basis “for cause” 
testing.lndividual terminated for other reasons.Allegation closed. 

BETTENHAUSEN.L. Region 1 (Post 820201). 88/04/26. SHROPSHIRE,A. NRC - No 
Detailed Affiliation Given. 4pp. 60919:320-60919:323. 

-9203060429 Forwards info for use & consideration during 880413 meeting to review 
NRC actions on Rosemount 1153 & 1154 transmitters. 

RAYMOND.W.J. Region 1 (Post 820201). 88/04/12. GUILLEN,J. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 22pp. 60919:324-60919:358. 

-9203060431 Provides addl info re allegation received on 881206 concerning MOVATs 
testing at facility. 

HABIGHORST.P. Region 1 (Post 820201). 88/12/21. SHROPSHIRE,A. NRC - No De¬ 
tailed Affiliation Given. 6pp. 60920:013-60920:023. 

-9203060434 Partially withheld ltr ack matters identified in 880713 telcon & identifies 
status NRC followup on items such as fire watch & quality of work by contractors 
other than Flagg Co. 

MCCABE.E.C. Region 1 (Post 820201). 88/07/28. Affiliation Not Assigned. 3pp. 
60920:063-60920:065. 

-9203060435 Partially withheld ltr forwarding Dept of Labor 29CFR24 regulations re 
procedures for handling of discrimination complaints under federal employee protec¬ 
tion statutes. 

HABIGHORST.P. Region 1 (Post 820201). 88/07/14. Affiliation Not Assigned. 7pp. 
60920:066-60920:072. 

-9203090371 Partially withheld ltr ack end 881019 info re drug use/ abuse at facilities. 
WHITE,C.W. Region 1 (Post 820201). 88/10/24. KLEIN,S. Federal Bureau of Invests 
gation. 5pp. 60920:073-60920:077. 

-9203090421 Partially deleted ltr informing of status of NRC follow up to 880202 
allegations.Licensee evaluating means of preventing pigeon access.NRC plans no fur¬ 
ther action on subj item. 

MCCABE,E.C. Region 1 (Post 820201). 88/06/01. Affiliation Not Assigned. 3pp. 
60920:078-60920:080. 

—9203090435 Partially withheld ltr responding to 880209 allegation re unfair treatment 
when terminated by contractor at site. 

MCCABE.E.C. Region 1 (Post 820201). 88/06/09. Affiliation Not Assigned. 3pp. 
60920:081-60920:083. 

-9203110302 Partially withheld ltr re 880610 concerns about truck trailer parked in 
downtown New London & posted w/“Radioactive” markings.During investigation no 
radiation found.No followup needed.Matter closed out. 

MCCABE.E.C. Region 1 (Post 820201). 88/08/24. Affiliation Not Assigned. 2pp. 
60920:105-60920:106. 

—9203110317 Partially withheld ltr informing NRC that pressure gauge calibr procedure 
revised.Acceptance criteria used will allow gauges to pass which have error of almost 
twice mfg spec. 

* Affiliation Not Assigned. 88/10/06. NABIGHORST.P. NRC - No Detailed Affiliation 
Given. Ip. 60920:107-60920:107. 

-9203110324 Partially withheld ltr re 881012 meeting re clarification on initial allegation. 
HABIGHORST.P. Region 1 (Post 820201). 91/08/21. MCCABE,E. Region 1 (Post 
820201). 5pp. 60920:108-60920:112. 


-9203160223 Partially deleted let informing of NRC findings on 880113 allegation made 
to Region I ofc.Allegation examined onsite by Millstone resident inspectors & no 
cases of allegations found. 

MCCABE.E.C. Region 1 (Post 820201). 88/06/09. Affiliation Not Assigned. Ip. 
60920:062-60920:062. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD.C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310234 Discusses 900110 allegation by employee re harassment & discrimina¬ 
tion while performing duties. 

MARTIN,T.T. Region 1 (Post 820201). 90/08/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. 5pp. 61253:298-61253:302. 

-9203310237 Advises of closeout of allegation RI-90-A-0031 re util corporate engineer 
disagreement w/steam generator tube integrity assessment prepared on 900131. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/10. Region 1 (Post 820201). 17pp. 
61253:303-61253:336. 

-9203310238 Advises of closeout of allegation RI-90-A-0032.Allegation unsubstantiated. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/24. Region 1 (Post 820201). 6pp. 
61253:337-61253:342. 

-9203310272 Partially withheld ltr re 900222 concerns re potential chilling effect on 
other supervisors due to statements about transfer in DOL concilation ltr.NRC will 
monitor licensee actions to ensure proper response. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/05/02. Affiliation Not Assigned. 5pp. 
61254:037-61254:041. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve nrcisposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040120 Application for amends to Licenses DPR-61 .DPR-21 .DPR-65 & NPF-49,in¬ 
corporating changes to Section 6 of Administrative Tech Specs. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/25. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60823:003-60823:121. 

—9203040123 Proposed Tech Specs Section 6 “Administrative Controls.” 

* Connecticut Yankee Atomic Power Co. 92/02/25. 200pp. 60823:007-60823:121. 

9203090001 Forwards updated listing as evidence of compliance w/Reg Guide 1.97 re 
post-accident instrumentation,per 911212 ltr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/02. 
Document Control Branch (Document Control Desk). 19pp. 60862:051-60862:069. 

9203030209 Generic Ltr 92-02 to ail holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203110394 Advises that 920131 response to generic ltr 91-11 meets reporting require¬ 
ments set forth in generic ltr. 

STOLZ.J.F. Project Directorate 1-4. 92/03/06. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 3pp. 60876:162-60876:164. 

9203170179 Provides util views on Performance Enhancement Plan (PEP). Atlas Con¬ 
sulting Group will assist in identifying root causes.developing PEP & providing over¬ 
view of implementation of PEP.Status repts will be submitted. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/09. 
HEWL.C.W. Region 1 (Post 820201). 3pp. 60981:352-60981:354. 

9203240067 Notification of significant licensee mgt meeting 92-38 w/util on 920327 to 
discuss integrated force findings & performance improvement plan. 

KELLEY,E.M. Region 1 (Post 820201). 92/03/10. Region 1 (Post 820201). 2pp. 
61053:218-61053:219. 

9203180046 Forwards amend 154 to license DPR-65 & safety evaluation. Amend 
changes Tech Spec shutdown margin surveillance requirement section 4.10.1.2. 
VISSING.G.S. Project Directorate 1-4. 92/03/12. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. 2pp. 60962:022-60962:029. 

-9203180052 Amend 154 to license DPR-65,changing Tech Spec shutdown margin sur- 

v/aillan/^o rA/ii tifomonto 

VISSING.GjL Project Directorate 1-4. 92/03/12. 4pp. 60962:024-60962:027. 

—9203180054 Safety evaluation supporting amend 154 to license DPR-65. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 2pp. 
60962:028-60962:029. 

9203190410 Confirms licensee 920204 request to withdraw 911216 relief request from 
ASME Code Section XI weld requirements. 

STOLZ.J.F. Project Directorate 1-4. 92/03/16. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 60971:181-60971:182. 

9203250142 Forwards addl info on 920225 application for amends to License DPR- 
61 .DPR-21,DPR-65 & NPF-49,revising TSs Section 6 re administrative controls,per 
recent telcon. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/18. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:180-61099:195. 

-9203250144 Proposed Tech Specs Section 6 re administrative controls. 

* Connecticut Yankee Atomic Power Co. 92/03/18.14pp. 61099:182-61099:195. 
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9203270272 Forwards Rev 4 to, “Millstone Unit 2,Cycle 11 Core Operating Limits Rept." 
Rept revised to change total integrated radial peaking factor limit. 

SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 92/03/23. 
Document Control Branch (Document Control Desk). Ip. 61164:196-61164:207. 

-9203270273 Rev 4 to “Millstone Unit 2,Cycle 11 Core Operating Limits Rept.” 

* Northeast Nuclear Energy Co. 92/03/23. 11pp. 61164:197-61164:207. 

9203300291 Lists recent results from self-initiated pilot program for shift optimization.per 
util 871223 Itr.Program developed to promote health awareness & altertness for rotat¬ 
ing shift workers. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/23. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 61198:357-61198:360. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD.C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060430 Discusses closeout of allegation file RI-88-A-0101 .Follow-up insp of alle¬ 
gation accomplished by Unit 2 allegation team insp & will be documented in Insp Rept 
50-336/89-13 

MCCABE,E.C.' Region 1 (Post 820201). 89/09/19. PERKINS.M. Region 1 (Post 
820201). 7pp. 60919:359-60920:012. 

-9203110369 Partially withheld Itr informing of NRC findings on reripient allegation re 
motor-operated valve testing & related radiation exposure at Unit 2.lnsp rept 50-336/ 
88-28 end documenting insp of Unit 2. 

MCCABE,E.C. Region 1 (Post 820201). 89/05/26. Affiliation Not Assigned. 3pp. 
60920:115-60920:123. 

-9203110424 Forwards 890721 Itr & insp rept 50-336/89-11 to alleger. Allegation con¬ 
sidered closed. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. PERKINS.M. Region 1 (Post 
820201). Ip. 60920:252-60920:252. 

-9203110426 Partially withheld Itr re finding on allegation RI-89-A-0071 concerning work 
done on personnel air lock hatch that could have prevented personnel egress from 
containment structure. Relevant parts of insp rept 50/336/89-11 end. 
HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. Affiliation Not Assigned. Ip. 
60920:253-60920:260. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
c j ear Pi^nt 3it6S *' 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203020233 Forwards safety insp rept 50-336/91-31 on 911217-920207. No violations 
noted. 

WENZINGER.E.C. Region 1 (Post 820201). 92/02/24. OPEKA.J. Northeast Nuclear 
Energy Co. 3pp. 60731:187-60731:239. 

-9203020236 Safety insp rept 50-336/91-31 on 911217-920207.No violations 
noted.Major areas inspected:continuation of insp repts 50-245/91-23,50-336/91-27 & 
50-336/91-29,including plant operations & engineering & technical support issues. 
KELLY,E. Region 1 (Post 820201). 92/02/12. 50pp. 60731:190-60731:239. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSsl,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100076 Ack receipt of 920205 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/91-31 & 50-366/91-31. 

JULIAN.C.A. Region 2 (Post 820201). 92/02/25. HAIRSTON,W.G. Georgia Power Co. 
3pp. 60843:322-60843:324. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203020230 Responds to NRC 920115 Itr re violations noted in Insp Rept 50-336/91-30 
during 911116-920104.Corrective actions:all inservice testing programs will be re¬ 
viewed for similar presentation errors & personnel trained re procedure steps. 
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/26. 
Document Control Branch (Document Control Desk). 5pp. 60783:110-60783:114. 

9203020231 Responds to NRC 920113 Itr re violations noted in Insp Rept 50-336/91-29 
on 91 1021-1216.Corrective actions:writers guide being revised to address step se- 

S uence & how to designate steps not required to be performed in sequence. 
IPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/26. 
Document Control Branch (Document Control Desk). 9pp. 60783:115-60783:123. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9203090203 Responds to NRC 920117 Itr re violations noted in insp rept 50-336/92-03 
on 920107-10.Corrective actionsxhange to TS 4.7.6.1 will be proposed to replace 
wording “operating” w/ word “aligned” to ensure proper sys alignment. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/28. 
Document Control Branch (Document Control Desk). 7pp. 60882:310-60882:316. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100243 Notification of significant licensee meeting 92-33 w/util on 920326 at 
Region I to discuss SALP board (Cycle 10). 

KELLY,E.M. Region 1 (Post 820201). 92/03/02. Region 1 (Post 820201). 3pp. 
60845:141-60845:143. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110127 Responds to NRC 920207 Itr re violations noted in Insp Repts 50-245/92- 
06,60-336/92-06 & 50-423/92-06 on 920113-17. Corrective actions:Procedures RAB 
1-1 & RAB 1-3 modified to clarify responsibilities for record transmittal. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/04. 
MARTIN.T.T. Region 1 (Post 820201). 4pp. 60897:254-60897:257. 

9203160095 Forwards enforcement conference repts 50-245/92-07, 50-336/92-07 & 
50-423/92-07 on 920225. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/06. OPEKA.J.F. Northeast Nuclear 
Energy Co. 4pp. 60908:280-60908:331. 

-9203160098 Enforcement conference repts 50-245/92-07,50-336/92-07 & 50-423/92- 
07 on 920225.Major areas discussed:safety significance of examples of inability by 
some operators & emergency directors to properly classify insp events. 

LUSHER,J., MCCABE,E. Region 1 (Post 820201). 92/03/06. 48pp. 60908:284- 
60908:331. 

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas,including control of plant configuration during design change process. 
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY91,fire drills not conducted for all six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
0215. Violations noted.Major areas inspected:plant operations,radiological 
controls.maint,surveillance,outage activities,security,fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203200078 Forwards insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 
920106-17.No violations noted. 

DURR.J.P. Region 1 (Post 820201). 92/03/10. OPEKA.J.F. Northeast Nuclear Energy 
Co. 2pp. 60970:151-60970:162. 

-9203200082 Insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 920106-17.No 
violations noted.Major areas inspected: licensee engineering 

organization,staffing,communications, QA & training & mgt support. 

PAOLINO.R.J., ANDERSON.C.J. Region 1 (Post 820201). 92/03/03. 10pp. 

60970:153-60970:162. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,LE., ESELGROTH.P.W. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230- 
61056:247. 

9203240248 Provides schedule for completion of review of responses to NRC Bulletin 
80-004 re main steam line break reanalysis,per Insp Rept 50-336/91-28.Reviews of 
bulletin & generic Itrs will be completed by 920831. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61099:344-61099:345. 


R. Periodic operating reports & related correspondence 

9203020250 “Millstone Nuclear Power Station Units 1,2 & 3 Semiannual Radioactive Ef¬ 
fluents Release Rept,Jul-Dec 1991.” W/920226 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 91/12/31. 
87pp. 60788:001-60788:087. 

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. Document Control Branch (Doc¬ 
ument Control Desk). 20pp. 60802:174-60802:193. 

9203060262 Forwards “Haddam Neck Plant & Millstone Station,Unit 1,2 & 3 Annual 
Rept 1991.” Rept contains summary of challenges to relief/safety valves,per commit¬ 
ment in 800610 Itr. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60879:178-60880:254. 

-9203060266 “Haddam Neck Plant & Millstone Station,Units 1,2 & 3 Annual 
Rept,1991.” 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. * Northeast 
Utilities. 91/12/31. 250pp. 60879:179-60880:254. 
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9203120248 Monthly operating rept for Feb 1992 for Millstone Unit 2. W/920309 Itr. 
GIBSON,J., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy 
Co. 92/02/29. 5pp. 60930:084-60930:088. 


S. Reportable occurrences, LERs & related correspondence 

9203030052 LER 92-001-00:on 920124,smoke detectors inadvertently deleted from 
semiannual surveillance procedure 2618C.Caused by administrative error.Reinforced 
need to verify assumptions valid before changes.W/920221 Itr. 

SACCOCCIO.W.C., SCACE.S.E. Northeast Utilities. 92/02/21. 3pp. 60392:012- 
60392:014. 

9203120271 LER 92-002-00:on 920207,determined that unit was not in compliance w/ 
TS Surveillance 4.1.3.1.4a during previous startups.Caused by inadequate procedure 
(SP 2620C).CEA Motion Inhibit surveillance SP 2620C revised.W/920303 Itr. 
LESSARD.P.D., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/03/02. 3pp. 60949:056-60949:058. 

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms 
that duplicate evaluation & reporting of events unnecessary.Util will not be conducting 
further evaluation of loss of control power noted during Millstone Unit 3 insp. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/03. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60862:216-60862:217. 

9203180072 LER 92-004-00:on 920211,facility 1 HPSI Train Header Isolation Valve 2-SI- 
656 discovered closed while in Mode 3. Caused by procedural deficiency.Subj valve 
immediately opened & HPSI sys flow path restored.W/920312 Itr. 

CICCONE.M.A., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/03/12. 4pp. 60997:205-60997:208. 

9203200121 Provides NRC Staff w/understanding of 910823 & 24 events re availibility 
of on-site AC power supplies at Millstone Nuclear Power Station. 

DEBARBA.E.A. Northeast Nuclear Energy Co. DEBARBA.E.A. Northeast Utilities. 92/ 
03/12. HEHL.C.W. Region 1 (Post 820201). 6pp. 61056:345-61056:350. 

9203200208 LER 92-003-00:on 920214,spent fuel pool analysis error noted.Caused by 
using transport cross-sections as approximation for total cross-sections.Util evaluating 
spent storage rack design changes.W/920313 Itr. 

BORCHERT.R.A., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear 
Energy Co. 92/03/13. 4pp. 61085:227-61085:230. 

9203250095 LER 92-007-00:on 920219,concluded that reactor coolant gross activity 
surveillances completed prior to 920103 failed to meet TSs.Caused by procedural 
inadequacy.Surveillance SP 2831 was changed.W/920316 Itr. 

FOSTER,E.R., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utili¬ 
ties. 92/03/16. 3pp. 61120:286-61120:288. 


V. Operator Examinations 

9203050177 Notification of contract execution.task order 139,to “Technical Assistance 
to Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:353-60806:357. 

-9203050184 Ltr contract NRC-03-89-031 .task order 139,to “Technical Assistance to 
Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts. Inc. 4pp. 60806:354-60806:357. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05.50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:ticensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-61056:247. 
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F. Security, medical, emergency & fire protection plane 

9203030142 Forwards insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60754:049-60754:073. 

-9203030145 Insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

SARTOR,W.M., RANKIN,W.H. Region 2 (Post 820201). 92/02/10. 21pp. 60754:052- 
60754:073. 

9203100045 Forwards FEMA rept for offsite portion of facility exercise conducted on 
900807-08.Deficiency re lack of coordination between state & county decisionmakers 
re alert & notification sys noted.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/02/18. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60843:210-60843:212. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 


9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030263 Application for amend to license NPF-4,requesting that amend request in 
920128 Itr to limit max reactor power to 95% of rated thermal power until steam gen¬ 
erator replacement be processed as emergency change per 10CFR50.91 (a)(5). 
STEWART.W.L. Virginia Power (Virginia Bectric & Power Co.). 92/02/27. Document 
Control Branch (Document Control Desk). 9pp. 60819:032-60819:040. 

9203060290 Forwards amend 154 to license NPF-4 & safety evaluation. Amend revises 
min allowable RCS total flow from current value of 284,000 gpm to 268,500 gpm. 
ENGLE.L.B. Project Directorate 11-2. 92/03/03. STEWART.W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 3pp. 60816:038-60816:062. 

—9203060294 Amend 154 to license NPF-4,revising min allowable RCS total flow from 
current value of 284,000 gpm to 268,500 gpm. 

BERKOW.H.N. Project Directorate 11-2. 92/03/03. 12pp. 60816:041-60816:052. 

—9203060296 Safety evaluation supporting amend 154 to license NPF-4. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 10pp. 
60816:053-60816:062. 

9203060333 Forwards amend 153 to license NPF-4 & safety evaluation. Amend limits 
max reactor power to 95% of rated thermal power & imposes more restrictive equip¬ 
ment operability requirements for ECCS. 

ENGLE.L.B. Project Directorate 11-2. 92/03/03. STEWART.W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 4pp. 60816:022-60816:035. 

—9203060336 Amend 153 to license NPF-4,limiting max reactor power to 95% of rated 
thermal power & imposing more restrictive equipment operability requirements for 
ECCS. 

BERKOW.H.N. Project Directorate 11-2. 92/03/03. 6pp. 60816:026-60816:031. 

-9203060337 Safety evaluation supporting amend 153 to license NPF-4. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 4pp. 
60816:032-60816:035. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180251 Notification of 920319 meeting w/util in Rockville,MD to discuss impact of 
just completed mid-cycle SG insp on NA-1&2 licensing actions & provide new priority 
listing of forthcoming actions. 

ENGLE,L.B. Project Directorate 11-2. 92/03/11. BERKOW.H.N. Project Directorate 11-2. 
3pp. 60961:343-60961:345. 

9203200028 Notification of 920323 meeting w/util in Rockville.MD to discuss project 
overview,operational considerations during replacement,QA/QC program,licensing & 
steam generator storage/research. 

ENGL^LB. Project Directorate 11-2. 92/03/13. BERKOW.H.N. Project Directorate 11-2. 
4pp. 60998:350-60998:353. 

9203200228 Forwards "Core Operating Limits Rept” for remainder of plant cycle 
nine.Several limits revised after updated FSAR chapter 15 accident evaluations & TS 
changes & mid-cycle rept thus necessary. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/16. Document 
Control Branch (Document Control Desk). 2pp. 61073:187-61073:198. 

-9203200225 “Core Operating Limits Rept.” 

* Virginia Power (Virginia Electric & Power Co.). 92/02/29. 10pp. 61073:190- 
61073:198. 

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util 
currently proceeding w/engineering & procurement for station blackouts mods for 
both stations. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document 
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020. 

9203240283 Revises schedule in 901022 Itr for completing individual plant exams,per 
Generic Ltr 88-20.Detailed schedule & justification for extension listed.Submittal date 
revised from June 1992 to 921215. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/03/18. Document 
Control Branch (Document Control Desk). 2pp. 61098:085-61098:086. 

9203250111 Notification of 920330 meeting w/util in Rockville.MD to discuss current 
plant status,nuclear performance & QA initiatives & licensing issues. 

ENGLE,L.B., BUCKLEY,B.C. Project Directorate 11-2. 92/03/18. BERKOW.H.N. Project 
Directorate 11-2. 5pp. 61086:066-61086:070. 

9203250283 Advises that 911028 response to generic Itr 91-06 meets reporting require¬ 
ments of generic Itr. 

ENGLE.L.B. Project Directorate 11-2. 92/03/18. STEWART.W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 3pp. 61086:051-61086:052. 

9203270033 Summary of 920210 meeting w/util re util supplemental amend request dtd 
920210.Amend proposed reduction in RCS min flowrate.List of attendees end. 
ENGLE.L. Project Directorate 11-2. 92/03/18. Project Directorate 11-2. 4pp. 61109:160- 
S1109:163. 
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9203260297 Forwards safety evaluation approving restart & operation of plant through 
Jan 1993.Formal rept documenting technical info,data & agreed-upon resolution of 
NRC staff issues in SE requested by 920430. 

BERKOW.H.N. Project Directorate 11-2. 92/03/23. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 61093:066-61093:072. 

~9203260313 Safety evaluation approving restart & operation of plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/23. 5pp. 
61093:068-61093:072. 

9203260267 Summary of 920319 meeting w/util re current & top 10 licensing actions. 
ENGLE,L.B. Project Directorate 11-2. 92/03/24. Project Directorate 11-2. 3pp. 
61115:091-61115:093. 


Q. Inspection reports, IE Bulletins & correspondence 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

“9203170447 Informs that App R insp for Surry postponed indefinitely.but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

9203030142 Forwards insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

CLINE.W.E. Region 2 (Post 820201). 92/02/12. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60754:049-60754:073. 

“9203030145 Insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

SARTOR,W.M., RANKIN.W.H. Region 2 (Post 820201). 92/02/10. 21pp. 60754:052- 
60754:073. 

9203100139 Ack receipt of 920204 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/91-26 & 50-339/91-26 on 920116. 

FREDERICKSON.P., SINKULE.M.V. Region 2 (Post 820201). 92/02/14. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 3pp. 60844:193- 
60844:195. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Pow©r PIs.nt SitGS *’ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100080 Forwards insp repts 50-338/92-02 & 50-339/92-02 on 920106-09 & 13- 
16.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/25. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60843:325-60843:335. 

“9203100085 Insp repts 50-338/92-02 & 50-339/92-02 on 920106-09 & 13-16. No vio¬ 
lations or deviations noted.Major areas inspected: review of approved procedures/ob¬ 
servation of eddy current data analysis & verify steam generator tube exam/analysis. 
ECONOMOS.N., BLAKE,J.J. Region 2 (Post 820201). 92/02/20. 8pp. 60843:328- 
60843:335. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9203100138 Ack receipt of 920116 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/91-17 & 50-339/91-17 on 911216. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/26. STEWART.W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60844:190-60844:192. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050220 Responds to NRC 911218 Itr re technical findings noted in Electrical Distri¬ 
bution Sys Functional Insp Repts 50-338/91-17 & 50-339/91-17 on 910729-0830.Util 
in process of revising & updating voltage profile calculation. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 55pp. 60826:064-60826:118. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203110004 Requests NRC approval for facility to return to power operations following 
steam generator insp outage.Tubes w/ defects plugged & where necessary .tube stabi¬ 
lizers installed.Tube bundle integrity reestablished. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/02. Document 
Control Branch (Document Control Desk). 2pp. 60897:277-60897:278. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180251 Notification of 920319 meeting w/util in Rockville,MD to discuss impact of 
just completed mid-cycle SG insp on NA-1&2 licensing actions & provide new priority 
listing of forthcoming actions. 

ENGLE,L.B. Project Directorate 11-2. 92/03/11. BERKOW.H.N. Project Directorate 11-2. 
3pp. 60961:343-60961:345. 

9203190432 Advises that util responses to NRC Bulletin 88-011, “Pressurizer Surge 
Line Thermal Stratification,” acceptable. 

BUCKLEY,B.C., ENGLE,L. Project Directorate 11-2. 92/03/13. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 60982:284-60982:285. 

9203200216 Forwards summary of tube plugging activities performed in mid-cycle SG 
tube insp outage per TS 4.4.5.5.a. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/03/16. Document 
Control Branch (Document Control Desk). 11pp. 61073:224-61073:235. 

9203240063 Forwards exam rept 50-338/92-300 administered during wk of 920224.Fa- 
cility had no post-exam comments re written exam. Exams & answer keys & simulator 
facility rept also end. 

PEEBLES,T.A. Region 2 (Post 820201). 92/03/18. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 61054:001-61054:210. 

“9203240066 Exam rept 50-338/92-300 on 920224-28.Exam results:all fourteen appli¬ 
cants passed exams. 

AIELLO.R.F., LAWYER,L.L. Region 2 (Post 820201). 92/03/17. 200pp. 61054:003- 
61054:210. 


R. Periodic operating reports & related correspondence 

9203050207 Forwards annual specific activity rept,per TS 6.9.1.5.c. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 8pp. 60823:352-60823:359. 

9203190249 Forwards Monthly Operating Rept for month of Feb 1992 & revised repts 
for Dec 1991 & Jan 1992. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/16. Document 
Control Branch (Document Control Desk). Ip. 60998:295-60998:311. 

“9203190155 Monthly operating repts for Feb 1992 for North Anna Units 1 & 2. 

MLADEN,C. Virginia Power (Virginia Electric & Power Co.). 92/02/29. 12pp. 
60998:296-60998:307. 

“9203190258 Revised monthly operating rept for Dec 1991 for North Anna 1. 
MLADEN.C. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 2pp. 60998:308- 
60998:309. 

“9203190263 Revised monthly operating rept for Jan 1992 for North Anna 1. 
MLADEN.C. Virginia Power (Virginia Electric & Power Co.). 92/01/31. 2pp. 60998:310- 
60998:311. 


S. Reportable occurrences, LERs & related correspondence 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

-8708130323 Trip rept of 870722,23,29 & 30 site visit re investigation of 870715 steam 
generator tube rupture.Chronology of event, preliminary evaluation,insp & repair 
history,probe types used for tests,insp plan & insp status end. 

CONRAD,H.F. Materials Engineering Branch (870411-890702). 87/08/11. 

CHENG,C.Y. Materials Engineering Branch (870411-890702). 23pp. 60810:244- 
60810:266. 

-8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna 
steam generator tube rupture event on 870715 should be added to Enel l.Page 4 & 
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4. 
MACKINNON.J.B. Incident Response Branch. 87/10/29. HARPER,M.R. Trends & Pat¬ 
terns Analysis Branch. Ip. 60811:052-60811:052. 

“8801050585 Forwards proprietary & nonproprietary versions of safety evaluation sup¬ 
porting licensee efforts to restore steam generator to acceptable condition following 
870715 steam generator tube rupture event.Proprietary rept withheld. 

RICHARDSON,J.E. Assistant Director for Engineering (870411-890826). 87/12/03. 
BERKOW.H.N. Project Directorate 11-2. 41pp. 60811:133-60811:133. 

“8804110138 Forwards info requested during 871109 briefing of Commission re 870715 
steam generator tube rupture event.Actions taken by plant operators before reactor 
manually tripped appropriate & have no generic implications. 

STELLO.V. Ofc of the Executive Director for Operations. 88/03/31. 2ECH Commis¬ 
sioners (Post 750119). 4pp. 60811:096-60811:099. 

-8807080274 Discusses generic implications of steam generator tube rupture event on 
870715,per 871109 request for addl info. Actions required by NRC Bulletin 88-002 will 
be effective in minimizing future tube rupture. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/01. ZECH Commis¬ 
sioners (Post 750119). 4pp. 60811:094-60811:095. 

“9203040351 Safety evaluation accepting licensee 870915 response re SG tube rupture 
event rept describing plan of action for returning plant to full power operation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/12/02. 41pp. 
60811:053-60811:093. 



DOCKETED ITEMS 129 


9203110052 NPDES noncompliance notification:on 920226,diesel fuel oil leak discov¬ 
ered at fuel pumphouse coming from fuel oil transfer sys.Caused by broken fuel pump 
strainer drain. Fuel trapped in pipe pumped into vacuum tank truck. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 92/03/04. 
KREGLOE.W.L. Virginia. Commonwealth of. 2pp. 60897:119-60897:120. 

9203230053 LER 92-004-00:on 920226,inadvertent RPS trip signal resulted during tur¬ 
bine trip response time test.Caused by personnel error & unclear procedure 
language.lndividual counselled & more precise procedure instruction submitted.W/ 
920316 itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 92/03/16. 4pp. 61120:037- 
61120:040. 

9203300287 Special rept:on 920310,failure of underground fire protection header piping 
experienced,rendering fire suppession sys water sys inoperable.Leak isolated & motor 
driven fire protection pump returned to svc on 920317. 

STEW ART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/24. Document 
Control Branch (Document Control Desk). 2pp. 61198:209-61198:210. 


V. Operator Examinations 

9203240063 Forwards exam rept 50-338/92-300 administered during wk of 920224.Fa¬ 
cility had no post-exam comments re written exam. Exams & answer keys & simulator 
facility rept also end. 

PEEBLES,T.A. Region 2 (Post 820201). 92/03/18. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 61054:001-61054:210. 

-9203240066 Exam rept 50-338/92-300 on 920224-28.Exam results:all fourteen appli¬ 
cants passed exams. 

AIELLO,R.F., LAWYER,L.L. Region 2 (Post 820201). 92/03/17. 200pp. 61054:003- 
61054:210. 

9203300357 Notification of contract execution,mod 1 to task order 135, “Reactor Oper¬ 
ator Licensing Initial Exams,North Anna Nuclear Power Plant," to “Technical Assist¬ 
ance to Support Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
19. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC- No Detailed Affiliation Given. Ip. 61167:287-61167:290. 

-9203300361 Ltr contract NRC-03-89-031 ,mod 1 to task order 135,providing incremen¬ 
tal funding & providing funding,to “Reactor Operator Licensing Initial Exams,NAPS," 
to “Technical Assistance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
12. PETERSEN,L.R. Sonalysts, Inc. 3pp. 61167:288-61167:290. 
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F. Security, medical, emergency & fire protection plans 

9203030142 Forwards insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60754:049-60754:073. 

-9203030145 insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

SARTOR,W.M. Region 2 (Post 820201). 92/02/10. 21pp. 60754:052-60754:073. 

9203100045 Forwards FEMA rept for offsite portion of facility exercise conducted on 
900807-08.Deficiency re lack of coordination between state & county decisionmakers 
re alert & notification sys noted.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/02/18. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60843:210-60843:212. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203300001 Suppls 920210 response to 911206 SSER re station blackout mods.Util 
currently proceeding w/engineering & procurement for station blackouts mods for 
both stations. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/17. Document 
Control Branch (Document Control Desk). 3pp. 61165:018-61165:020. 


9203240283 Revises schedule in 901022 Itr fdt completing individual plant exams,per 
Generic Ltr 88-20.Detailed schedule & justification for extension listed.Submittal date 
revised from June 1992 to 921215. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/18. Document 
Control Branch (Document Control Desk). 2pp. 61098:085-61098:086. 

9203250111 Notification of 920330 meeting w/util in Rockville,MD to discuss current 
plant status,nuclear performance & QA initiatives & licensing issues. 

ENGLE,L.B. Project Directorate 11-2. 92/03/18. BERKOW.H.N. Project Directorate 11-2. 
5pp. 61086:066-61086:070. 

9203250283 Advises that 911028 response to generic Itr 91-06 meets reporting require¬ 
ments of generic Itr. 

ENGLE,L.B. Project Directorate 11-2. 92/03/18. STEWART,W.L. Virginia Power (Virgin¬ 
ia Electric & Power Co.). 3pp. 61086:051-61086:052. 

9203260267 Summary of 920319 meeting w/util re current & top 10 licensing actions. 
ENGLE,L.B. Project Directorate 11-2. 92/03/24. Project Directorate 11-2. 3pp. 
61115:091-61115:093. 


Q. Inspection reports, IE Bulletins & correspondence 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

—9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

9203030142 Forwards insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

CLINE,W.E. Region 2 (Post 820201). 92/02/12. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60754:049-60754:073. 

-9203030145 Insp repts 50-338/92-01 & 50-339/92-01 on 920113-17.No violations 
noted.Major areas inspected:observation & evaluation of annual emergency prepared¬ 
ness exercise. 

SARTOR.W.M., RANKIN.W.H. Region 2 (Post 820201). 92/02/10. 21pp. 60754:052- 
60754:073. 

9203100139 Ack receipt of 920204 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/91-26 & 50-339/91-26 on 920116. 

FREDERICKSON.P., SINKULE.M.V. Region 2 (Post 820201). 92/02/14. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 3pp. 60844:193- 
60844:195. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100080 Forwards insp repts 50-338/92-02 & 50-339/92-02 on 920106-09 & 13- 
16.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/25. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60843:325-60843:335. 

—9203100085 Insp repts 50-338/92-02 & 50-339/92-02 on 920106-09 & 13-16. No vio¬ 
lations or deviations noted.Major areas inspected: review of approved procedures/ob¬ 
servation of eddy current data analysis & verify steam generator tube exam/analysis. 
ECONOMOS.N., BLAKE,J.J. Region 2 (Post 820201). 92/02/20. 8pp. 60843:328- 
60843:335. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100138 Ack receipt of 920116 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/91-17 & 50-339/91-17 on 911216. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/26. STEWART,W.L Virginia Power (Vir¬ 
ginia Electric & Power Co.). 3pp. 60844:190-60844:192. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050220 Responds to NRC 911218 Itr re technical findings noted in Electrical Distri¬ 
bution Sys Functional Insp Repts 50-338/91-17 & 50-339/91-17 on 910729-0830.Util 
in process of revising & updating voltage profile calculation. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 55pp. 60826:064-60826:118. 
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9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Roidys " 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203190432 Advises that util responses to NRC Bulletin 88-011, “Pressurizer Surge 
Line Thermal Stratification,” acceptable. 

BUCKLEY,B.C. Project Directorate 11-2. 92/03/13. STEWART,W.L. Virginia Power (Vir¬ 
ginia Electric & Power Co.). 2pp. 60982:284-60982:285. 


R. Periodic operating reports & related correspondence 

9203060231 “Semiannual Performance Data Rept for Jul-Dec 1991.” W/ 920228 Itr. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 12pp. 
60858:061-60858:073. 

9203050207 Forwards annual specific activity rept,per TS 6.9.I.5.C. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/02/28. Document 
Control Branch (Document Control Desk). 8pp. 60823:352-60823:359. 

9203190249 Forwards Monthly Operating Rept for month of Feb 1992 & revised repts 
for Dec 1991 & Jan 1992. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 92/03/16. Document 
Control Branch (Document Control Desk). Ip. 60998:295-60998:311. 

-9203190155 Monthly operating repts for Feb 1992 for North Anna Units 1 & 2. 

MLADEN,C. Virginia Power (Virginia Electric & Power Co.). 92/02/29. 12pp. 
60998:296-60998:307. 


S. Reportable occurrences, LERs & related correspondence 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

-8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna 
steam generator tube rupture event on 870715 should be added to Enel I.Page 4 & 
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4. 
MACKINNON,J.B. Incident Response Branch. 87/10/29. HARPER,M.R. Trends & Pat¬ 
terns Analysis Branch. Ip. 60811:052-60811:052. 

-8807080274 Discusses generic implications of steam generator tube rupture event on 
870715,per 871109 request for addl info. Actions required by NRC Bulletin 88-002 will 
be effective in minimizing future tube rupture. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/01. ZECH Commis¬ 
sioners (Post 750119). 4pp. 60811:094-60811:095. 

9203110052 NPDES noncompliance notification:on 920226,diesel fuel oil leak discov¬ 
ered at fuel pumphouse coming from fuel oil transfer sys.Caused by broken fuel pump 
strainer drain. Fuel trapped in pipe pumped into vacuum tank truck. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 92/03/04. 
KREGLOE.W.L. Virginia, Commonwealth of. 2pp. 60897:119-60897:120. 

9203300355 LER 92-0Q2-00:on 920229,inadvertent ESF actuation occurred during CDA 
functional test due to failure of SSPS slave relay latch mechanism.CDA Functional 
Test procedures will be revised.W/920324 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 92/03/24. 5pp. 61225:077- 
61225:081. 


V. Operator Examinations 

9203300357 Notification of contract execution,mod 1 to task order 135, “Reactor Oper¬ 
ator Licensing Initial Exams,North Anna Nuclear Power Plant," to “Technical Assist¬ 
ance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
19. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 61167:287-61167:290. 

-9203300381 Ltr contract NRC-03-89-031,mod 1 to task order 135,providing incremen¬ 
tal funding & providing funding,to “Reactor Operator Licensing Initial Exams,NAPS,” 
to “Technical Assistance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
12. PETERSEN,L.R. Sonalysts, Inc. 3pp. 61167:288-61167:290. 
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F. Security, medical, emergency & fire protection plans 

9203050238 Forwards rev 6 to Safeguards Contingency Plan for appendix A.Rev with¬ 
held. 

ORSER.W.S. Detroit Edison Co. 91/01/31. Document Control Branch (Document 
Control Desk). Ip. 60852:090-60852:090. 

9203030084 Ack receipt of 920210 Itr in response to NRC 920110 Itr concerning prob¬ 
lems re termination of contract employee site access authorization,per security proce¬ 
dures. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/25. ORSER.W.S. Detroit Edison Co. 
2pp. 60753:316-60753:319. 

9203030330 Advises that 920108 Rev 7 to Security Personnel Training & Qualification 
Plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

GREGER.LR. Region 3 (Post 820201). 92/02/25. ORSER.W.S. Detroit Edison Co. 
2pp. 60802:159-60802:160. 


9203030288 Forwards emergency response data sys data point library prepared per 
Rev 1 to NUREG-1394.Engineering design package on data sys expected to be com¬ 
pleted by Nov 1992 & sys will be available for use at facility by 930213. 

SETTLES,A.C. Detroit Edison Co. 92/02/26. JOLICOEUR.J.R. NRC - No Detailed Af¬ 
filiation Given. 72pp. 60822:060-60822:122. 

9203190276 Forwards amend 80 to license NPF-43 & safety evaluation. Amend recon¬ 
ciles TS requirements for emergency equipment cooling water (EECW),emergency 
equipment sve water (EECW) & other sys recieving EECW/EESW cooling. 

COLBURN,T.G. Project Directorate 111-1. 92/03/09. ORSER.W.S. Detroit Edison Co. 
4pp. 60982:304-60982:330. 

-9203190285 Amend 80 to license NPF-43,reconciling TS requirements for emergency 
equipment cooling water.emergency equipment sve water & other sys receiving cool¬ 
ing sves. 

MARSH,L.B. Project Directorate 111-1. 92/03/09.17pp. 60982:308-60982:324. 

-9203190287 Safety evaluation supporting amend 80 to license NPF-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 6pp. 
60982:325-60982:330. 

9203200097 Ack receipt of 920305 Itr transmitting proposed scope & objectives for util 
annual radiological emergency response preparedness exercise for 1992.Proposed 
scope & objectives acceptable. 

GREGER.LR. Region 3 (Post 820201). 92/03/16. ORSER.W.S. Detroit Edison Co. 
1pp. 60970:209-60970:209. 


H. General correspondence 

9203110097 Comment on proposed rule re special review of NRC regulations.Util be¬ 
lieves NRC can reduce or eliminate existing requirements based on regulatory burden 
& lack of safety significance. 

ORSER.W.S. Detroit Edison Co. 92/03/06. MEYER,D.L. Division of Freedom of Infor¬ 
mation & Publications Services (Post 890205). 3pp. 60849:188-60849:190. 

9203120005 Comment opposing proposed rule 10CFR50 & 52 re training & qualification 
of nuclear power plant personnel. 

ORSER.W.S. Detroit Edison Co. 92/03/09. Docketing & Services Branch. 2pp. 
60872:006-60872:007. 


I. Financial Information 


9203230062 “Detroit Edison 1991 Annual Rept." W/920317 Itr. 

LOBBIA.J.E., GARBERDING.L.G., ORSER.W.S. Detroit Edison Co. 91/12/31. 53pp. 
61082:214-61082:265. 


J. Insurance & indemnity Information 


9203020308 Forwards Endorsement 143 to NELIA Policy NF-0092,Endorsement 39 to 
MAELU Policy MF-0120,Endorsement 13 to MAELU Policy M-0094,Endorsement 13 to 
NELIA Policy N-0094 & Endorsement 8 to NELIA Certificate NW-QQ42 & MAELU Cer¬ 
tificate MW-0090. 

SETTLES.A.C. Detroit Edison Co. 92/02/27. Document Control Branch (Document 
Control Desk). 13pp. 60788:123-60788:135. 

9203200158 Forwards amend 29 to indemnity agreement B-20 reflecting changes to li¬ 
cense NPF-43 for plant issued w/amend 50. Changes delete name “Wolverine Power 
Supply Cooperative Inc” on indemnity agreement. 

COLBURN.T.G. Project Directorate 111-1. 92/03/13. ORSER.W.S. Detroit Edison Co. 
5pp. 60997:314-60997:318. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9203240038 Rev 5 to updated FSAR for Fermi 2.W/920318 Itr. 

ORSER.W.S. Detroit Edison Co. 92/03/31. 2,000pp. 61073:236-61077:045. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030352 Forwards request for addl info re 910924 uprated power operation license 
amend request.Response requested within 30 days of receipt of Itr. 

COLBURN.T.G. Project Directorate 111-1. 92/02/25. ORSER.W.S. Detroit Edison Co. 
3pp. 60774:326-60774:328. 

9203030007 Forwards “Semiannual Radioactive Effluent Release Rept” for Jul-Dec 
1991 & “Process Control Program Manual” for Fermi 2 plant. 

ORSER.W.S. Detroit Edison Co. 92/02/28. Document Control Branch (Document 
Control Desk). Ip. 60801:122-60801:176. 

-9203030017 Rev 14 to “Process Control Program.” 

* Detroit Edison Co. 91/11/13. 16pp. 60801:161-60801:176. 

9203060060 Confirms plans to conduct routine mgt meeting on 920310 at plant to dis¬ 
cuss plant status & items of general interest. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/02. ORSER.W.S. Detroit Edison Co. 
Ip. 60803:236-60803:236. 
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9203100299 Forwards update package for requested plants per EDO green ticket 
0007506. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/03. BLAHA.J.L. 
Assistant for Operations (Post 890205). 16pp. 60865:334-60865:349. 

9203030209 Generic Itr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190276 Forwards amend 80 to license NPF-43 & safety evaluation. Amend recon¬ 
ciles TS requirements for emergency equipment cooling water (EECW),emergency 
equipment svc water (EECW) & other sys recieving EECW/EESW cooling. 

COLBURN,T.G. Project Directorate HI-1. 92/03/09. ORSER.W.S. Detroit Edison Co. 
4pp. 60982:304-60982:330. 

->9203190285 Amend 80 to license NPF-43,reconciling TS requirements for emergency 
equipment cooling water.emergency equipment svc water & other sys receiving cool¬ 
ing svcs. 

MARSH,L.B. Project Directorate 111-1. 92/03/09. 17pp. 60982:308-60982:324. 

-9203190287 Safety evaluation supporting amend 80 to license NPF-43. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 6pp. 
60982:325-60982:330. 

9203190373 Informs that GE NEDC-31982P, “Fermi 2 SAFER/GESTR-LOCA" & portion 
of Licensing Rept 91-150, "Power Uprate Safety Analyses for Fermi 2” will be with¬ 
held from public disclosure (ref 10CFR2.790(b)(5)),per 910924 request. 

COLBURN,T.G. Project Directorate IV-1. 92/03/16. ORSER.W.S. Detroit Edison Co. 
3pp. 60971:177-60971:180. 

9203310094 Forwards responses to NRC Mechanical Engineering Branch 920221 re¬ 
quest for addl info on 910924 proposed amend to License NPF-43 re uprated power 
operation.Responses withheld (ref 10CFR2.790). 

ORSER.W.S. Detroit Edison uo. 92/03/23. Document Control Branch (Document 
Control Desk). 3pp. 61217:098-61217:100. 

9203270117 Informs that addl info necessary to complete review for uprated power op¬ 
eration license amend request.Response to end questions due within 30 days. 
COLBURN,T.G. Project Directorate 111-1. 92/03/24. ORSER.W.S. Detroit Edison Co. 
3pp. 61121:115-61121:117. 

9203310139 Forwards response to NRC Instrumentation & Controls Branch 920225 re¬ 
quest for addl info on 910924 proposed amend to License NPF-43 re uprated power 
operation.GE Rept GE-NE-901 -014-0392-2 also encI.Response & rept withheld. 
ORSER.W.S. Detroit Edison Co. 92/03/26. Document Control Branch (Document 
Control Desk). 9pp. 61217:089-61217:097. 

9203310258 Provides implementation dates for recently approved license amends.in re¬ 
sponse to request to update NRC document tracking sys.TACs & License Amends 
72,73 & 76-80 listed. 

ORSER.W.S. Detroit Edison Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 61216:288-61216:289. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030009 Forwards insp rept 50-341/91-25 on 911211-920206.Violations noted but 
not cited. 

SHAFER,W.D. Region 3 (Post 820201). 92/02/26. ORSER.W.S. Detroit Edison Co. 
2pp. 60753:036-60753:048. 

-9203030010 Insp rept 50-341/91-25 on 911211-920206.Violation noted but not 
cited.Major areas inspected.operational safety,maint, surveillance,followup events & 
LER followup. 

DEFAYETTE.R.W. Region 3 (Post 820201). 92/02/26. 12pp. 60753:038-60753:048. 
9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil- 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203310016 Forwards insp rept 50-341/92-03 on 920130-0225 & notice of 
violation.Violations of concern due to lack of understanding of program requirements 
& noncompliance w/procedures.Adverse trend in fitness-Tor-duty performance also 
noted. 

NORELIUS.C.E. Region 3 (Post 820201). 92/03/23. ORSER.W.S. Detroit Edison Co. 
2pp. 61126:038-61126:055. 

-9203310017 Notice of violation from insp on 920130-0225.Violations noted:licensee 
failed to perform confirmatory test for alcohol after obtaining positive test results that 
breath alcohol content of person tested higher than normal. 

NORELIUS.C.E. Region 3 (Post 820201). 92/03/23. 2pp. 61126:040-61126:041. 

-9203310023 Insp rept 50-341/92-03 on 920130-0225.Violations noted.Major areas 
inspected:reactive,announced fitness-for-duty (FFD) insp involving mgt actions & 
sanctions,chemical testing,FFD procedure guidance,audits & protection of info. 
PIRTLE.G.L., CREED,J.R., GREGER.L.R. Region 3 (Post 820201). 92/03/18. 14pp. 
61126:042-61126:055. 


R. Periodic operating reports & related correspondence 


9203020331 “Fermi 2 Annual Operating Report for 1991.” W/920228 Itr. 

ORSER.W.S. Detroit Edison Co. 91/12/31. 17pp. 60783:144-60783:160. 

9203240114 “Fermi 2 Safety Evaluation Summary Rept 1991." W/920318 Itr. 
ORSER.W.S. Detroit Edison Co. 91/12/31. 150pp. 61105:001-61105:154. 

9203020326 Forwards semiannual fitness for duty rept,Jul-Dec 1991 w/ corrected con¬ 
firmed positive testing data for Jul-Dec 1990 & Jan-Jun 1991 & revised section 1 of 
rept for Jan-Jun 1991. No reportable events. 

ORSER.W.S. Detroit Edison Co. 92/02/28. Document Control Branch (Document 
Control Desk). 7pp. 60783:257-60783:263. 

9203030007 Forwards “Semiannual Radioactive Effluent Release Rept” for Jul-Dec 
1991 & “Process Control Program Manual" for Fermi 2 plant. 

ORSER.W.S. Detroit Edison Co. 92/02/28. Document Control Branch (Document 
Control Desk). Ip. 60801:122-60801:176. 

-9203020335 “Semiannual Radioactive Effluent Release Rept," for Jul-Dec 1991. 
ORSER.W.S. Detroit Edison Co. 91/12/31. 38pp. 60801:123-60801:160. 

-9203030017 Rev 14 to “Process Control Program." 

* Detroit Edison Co. 91/11/13. 16pp. 60801:161-60801:176. 

9203190214 Monthly operating rept for Feb 1992 for Fermi 2.W/920316 Itr. 

STONE,B.J., ORSER.W.S. Detroit Edison Co. 92/02/29. 4pp. 61062:175-61062:178. 


S. Reportable occurrences, LERs & related correspondence 


9203020318 LER 92-001-00:on 920205,during maintenance calilbr of HPCI temp 
switch,unplanned breach of oil sys pressure boundary occurred.Caused by inadequate 
documentation on switch installation which will be revised.W/920228 Itr. 

JOYJ., ORSER.W.S. Detroit Edison Co. 92/02/28. 7pp. 60838:093-60838:099. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.Ust of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 91 lOIO.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


9203040181 Revised Radiological Emergency Response Plan Implementing Procedures 
Emergency Procedures (EP),including Temporary Change Notice (TCN) TCN 92-128 
to Rev 7 to EP-100,TCN 92-129 to Rev 6 to EP-101 & TCN 92-130 to Rev 8 to EP- 
103. 

ROBINSON,W.R., WALT.T.D Portland General Electric Co. 92/02/14. 39pp. 
60850:204-60850:242. 
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-9203060027 Insp rept 50-344/92-04 on 920127-31 .Violations noted.Major areas 
inspectedioperational status of emergency preparedness program & protective action 
decisionmaking. 

GOOD.G.M., REESE.J.H. Region 5 (Post 820201). 92/02/19. 14pp. 60803:143- 
60803:156. 

9203030015 Forwards listing of major milestone commitment dates for fire protection/ 
App R programs,per 920218 discussions w/NRC. 

CROSS,J.E. Portland General Electric Co. 92/02/21. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 60805:083-60805:085. 

9203200050 Environ assessment & finding of no significant impact re relief from provi¬ 
sions of 10CFR50,app R,section III.J, “Emergency Lighting." 

QUAY.T.R. Project Directorate V. 92/02/24. 3pp. 60991:154-60991:156. 

9203040206 Amend 27 to Vol 1 .Books 1 & 2 of PGE-1008, “Radiological Emergency 
Plan & Procedures Manual.” 

* Portland General Electric Co. 92/02/25.150pp. 60876:276-60877:156. 

9203050191 Forwards FEMA 920131 Itr forwarding “Trojan Nuclear Power Plant Exer¬ 
cise Rept for Plume Exercise on 920224 & Ingestion,Retum.Reentry & Recovery Exer¬ 
cise on 920225.” 

REESE,J.H. Region 5 (Post 820201). 92/02/27. CROSS,J.E. Portland General Electric 
Co. Ip. 60877:157-60878:008. 

-9202140328 Forwards D Kwiatkowski 920131 Itr transmitting FEMA final exercise rept 
for 910924-25 full-participation exercise at plant.No new deficiencies noted,but 27 
areas requiring corrective action identified. 

ERICKSON,R.A. Emergency Preparedness Branch. 92/02/11. REESE.J. Region 5 
(Post 820201). ip. 60877:158-60878:008. 

—9202140334 Forwards “Trojan Nuclear Power Plant Exercise Rept,Plume 
Exerciser 10924,Ingestion.Return,Reentry & Recovery Exercise:91Q925." No deficien¬ 
cies identified.Twenty-seven areas requiring corrective actions noted. 

KWIATKOWSKI,D. Federal Emergency Management Agency. 92/01/31. CONGEL.F.J. 
Emergency Preparedness Branch. 3pp. 60877:159-60877:161. 

-9202140346 “Trojan Nuclear Power Plant Exercise Rept,Plume Exercise: 
910924,lngestion,Retum.Reentry & Recovery Exercise: 910925." 

* Federal Emergency Management Agency. 91/12/31. 207pp. 60877:162-60878:008. 

9203030250 Forwards Revs 37 & 10 to security plan & training & qualification 
plans,respectively.Revs withheld. 

WALT.T.D. Portland General Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60801:041-60801:042. 

9203110331 Rev 7 to EP-100,Pages 11 & 12, “Control Room." 

* Portland General Electric Co. 92/03/03.4pp. 60897:108-60897:111. 

9203180215 Forwards Safeguards Insp Rept 50-344/92-06 on 920224-28. Violations 
noted.Rept withheld. 

REESE,J.H. Region 5 (Post 820201). 92/03/13. CROSS,J.E. Portland General Electric 
Co. 3pp. 61060:296-61060:298. 

9203200416 Informs that based on review.licensee ERDS implementation plan submit¬ 
ted 911124 provides basis for acceptable implementation of computer aspects of 
ERDS at facility. 

KOKAJKO.L.E. Project Directorate V. 92/03/19. CROSS,J.E. Portland General Electric 
Co. 3pp. 61056:335-61056:337. 

9203250353 Responds to NRC 920219 Itr re violations noted in Insp Rept 50-344/92- 
04.Corrective actions:in Jan,1992 new emergency preparedness manager was hired to 
maintain increased focus on emergency preparedness problem areas. 

CROSS,J.E. Portland General Electric Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 61107:311-61107:314. 


H. General correspondence 

9203180101 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

CROSS,J.E. Portland General Electric Co. 92/03/12. Regulatory Publications Branch. 
3pp. 60936:062-60936:064. 


P. Operating license stage documents & correspondence 

9203090185 Forwards update to rept, “Evaluation of Postulated Cascadia Subduction 
Zone Earthquake Ground Motion & Trojan Nuclear Plant Seismic Design” submitted 
originally on 881110.Update includes util reviews of two seismotectonic studies. 
CROSS,J.E. Portland General Electric Co. 91/01/28. STEWART-SMITH Oregon, 
State of. 40pp. 60853:143-60853:182. 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040215 Forwards amend 181 to license NPF-1 & safety evaluation. Amend modi¬ 
fies plant TS 6.0, “Admin Controls.” 

KOKAJKO.L.E. Project Directorate V. 92/02/20. CROSS.J.E. Portland General Electric 
Co. 3pp. 60793:138-60793:160. 

-9203040221 Amend 181 to license NPF-1 .modifying plant TS 6.0, “Administrative Con¬ 
trols.” 

QUAY.T.R. Project Directorate V. 92/02/20.16pp. 60793:141-60793:156. 

-9203040223 Safety evaluation supporting amend 181 to license NPF-1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 4pp. 
60793:157-60793:160. 


9203040239 Forwards amend 180 to license NPF-1 & safety evaluation. Amend revises 
plant TS 6.5.2.2 to modify membership requirements of plant nuclear operation 
board,plant safety oversight group. 

KOKAJKO.L.E. Project Directorate V. 92/02/20. CROSS.J.E. Portland General Electnc 
Co. 4pp. 60793:164-60793:174. 

-9203040243 Amend 180 to license NPF-1 .revising plant TS 6.5.2.2 to modify member¬ 
ship requirements of plant nuclear operation board,safety oversight group. 

QUAY.T.R. Project Directorate V. 92/02/20. 4pp. 60793:168-60793:171. 

-9203040245 Safety evaluation supporting amend 180 to license NPF-1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 3pp. 
60793:172-60793:174. 

9203200050 Environ assessment & finding of no significant impact re relief from provi¬ 
sions of 10CFR50,app R,section III.J, “Emergency Lighting.” 

QUAY.T.R. Project Directorate V. 92/02/24. 3pp. 60991:154-60991:156. 

9203030411 Informs that licensee response to generic Itr 91-11, “Resolution of Generic 
Issue 48, ’LCOs for Class IE Vital Instrument Buses’ & 49, ’Interlocks & LCOs for 
Class IE Tie Breakers,’ per 1QCFR5Q.54(f),” meets reporting requirements. 
KOKAJKO.L.E. Project Directorate V. 92/02/25. CROSS.J.E. Portland General Electric 
Co. 3pp. 60774:317-60774:319. 

9203040238 Forwards corrected TS pages for amend to license NPF-1. Incorrect 
amend number included at bottom of page as part of amend history,typo on several 
pages & section inadvertently placed under wrong section number. 

KOKAJKO.L.E. Project Directorate V. 92/02/26. CROSS.J.E. Portland General Electric 
Co. 3pp. 60793:186-60793:194. 

-9203040241 Corrected amend 178 to license NPF-1,revising TS to modify Cycle 14 
repair criteria & operational leakage limits for facility SG. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 6pp. 
60793:189-60793:194. 

9203040130 Responds to NRC SBO analysis SE.dtd 920115 & forwards Rev 2 to Cal¬ 
culation TE-220, “125-Volt dc Station Batteries-SBO." 

CROSS.J.E., WALT.T.D. Portland General Electric Co. 92/02/28. Document Control 
Branch (Document Control Desk). 8pp. 60814:298-60815:041. 

-9203040131 Rev 2 to “125-Volt DC Station Batteries-SBO.” 

DAVIS.E.L. Portland General Electric Co. TE-220 R02. 92/02/24. 96pp. 60814:306- 
60815:041. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120366 Forwards corrected Tech Spec pages for amends 173,174 & 181, respec¬ 
tively for license NPF-1. 

KOKAJKO.L.E. Project Directorate V. 92/03/06. CROSS.J.E. Portland General Electric 
Co. 3pp. 60907:325-60907:334. 

-9203120368 Errata to amend 173 to license NPF-1. 

* Project Directorate V. 92/03/06. 2pp. 60907:328-60907:329. 

-9203120370 Errata to amend 174 to license NPF-1. 

* Project Directorate V. 92/03/06. Ip. 60907:330-60907:330. 

-9203120372 Errata to amend 181 to license NPF-1. 

* Project Directorate V. 92/03/06. 4pp. 60907:331-60907:334. 

9203190008 Forwards update to Cascadia subduction zone evaluation rept including 
review of recent info in areas of geometry of Juan de Fuca plate,extent of potentially 
seismogenic interface & geological studies on crustal deformation. 

CROSS.J.E., WALT.T.D. Portland General Electric Co. 92/03/11. Document Control 
Branch (Document Control Desk). 13pp. 60990:323-60990:336. 

9203230185 Forwards Rev 2 to WCAP-12868, “Analysis of Capsule V from POGE 
Trojan Reactor Vessel Radiation Surveillance Program.” 

CROSS,J.E. Portland General Electric Co. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61119:205-61120:021. 

9203200269 Forwards License Change Application 220,requesting amend to License 
NPF-1 to revise RCS heatup & cooldown curves & reactor vessel matl irradiation sur¬ 
veillance schedule.Rev 2 to Westinghouse Technical Rept WCAP-12868 also end. 
CROSS,J.E. Portland General Electric Co. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61067:229-61068:069. 

-9203200276 License Change Application 220,requesting amend to License NPF-1 to 
revise RCS heatup & cooldown curves & reactor vessel matl irradiation surveillance 
schedule 

WALT.T.D. Portland General Electric Co. 92/03/13. 5pp. 61067:231-61067:235. 

-9203200282 Proposed Tech Specs re RCS heatup & cooldown curves & reactor 
vessel matl irradiation surveillance schedule. 

* Portland General Electric Co. 92/03/13. 21pp. 61067:236-61067:256. 

-9203200285 “Analysis of Capsule V from Portland General Electric Co Trojan Reactor 
Vessel Radiation Surveillance Program." 

CHICOTS.J.M., ANDERSON.S.L., MEYER,T.A. Westinghouse Electric Corp. WCAP- 
12868 R02. 91/12/31. 171pp. 61067:257-61068:069. 

9203250309 Forwards SE re PWRs accumulator pressure & level instrumentation & re¬ 
laxation of reg guide 1.97 environ qualification requirements.No operator action based 
on post- accident instrumentation & does not perform safety function. 

KOKAJKO.L.E. Project Directorate V. 92/03/17. CROSS.J.E. Portland General Electric 
Co. 4pp. 61092:330-61092:335. 
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Q. Inspection reports, IE Bulletins & correspondence 

9203030043 Discusses insp repts 50-344/91-38,50-344/91-34 & 50-344/91-36 & for¬ 
wards notice of violation & proposed imposition of civil penalty in amount of 
$100,000.Violation concerns failure to implement adequate corrective actions. 
MARTIN.J.B. Region 5 (Post 820201). 92/02/14. CROSS,J.E. Portland General Elec¬ 
tric Co. 6pp. 60753:144-60753:154. 

-9203030046 Notice of violation & proposed imposition of civil penalty in amount of 
$1 OO.OOO.Noncompliance noted:licensee did not establish measures to preclude recur¬ 
rence of significant conditions adverse to quality. 

* Region 5 (Post 820201). 92/02/14. 5pp. 60753:150-60753:154. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060016 Forwards insp rept 50-344/92-04 on 920127-31 & notice of violation. 
REESE,J.H. Region 5 (Post 820201). 92/02/19. CROSS,J.E. Portland General Electric 
Co. 3pp. 60803:139-60803:156. 

“9203060022 Notice of violation from insp on 920127-31.Violation noted:licensee did 
not correct problems involving inadequate capability for processing site evacuees at 
visitor info ctr during integrated drill on 870909. 

* Region 5 (Post 820201). 92/02/19. Ip. 60803:142-60803:142. 

“9203060027 Insp rept 50-344/92-04 on 920127-31 .Violations noted.Major areas 
inspected:operational status of emergency preparedness program & protective action 
decisionmaking. 

GOOD.G.M., REESE,J.H. Region 5 (Post 820201). 92/02/19. 14pp. 60803:143- 
60803:156. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170205 Ack receipt of 920217 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-344/91-36. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/09. CROSS,J.E. Portland General 
Electric Co. 2pp. 60924:294-60924:300. 

9203180215 Forwards Safeguards Insp Rept 50-344/92-06 on 920224-28. Violations 
noted.Rept withheld. 

REESE.J.H. Region 5 (Post 820201). 92/03/13. CROSS,J.E. Portland General Electric 
Co. 3pp. 61060:296-61060:298. 

9203310079 Forwards insp rept 50-344/92-02 on 920127-0206 & notice of 
violation.NRC concerned because util staff performed no addl evaluations to verify 
whether or not dosimetry sys capable of adequately measuring skin dose from radio¬ 
active matl. 

YUHAS.G.P. Region 5 (Post 820201). 92/03/13. CROSS,J.E. Portland General Elec¬ 
tric Co. 4pp. 61126:214-61126:234. 

-9203310087 Notice of violation from insp on 920127-0219.Violation noted:licensee had 
not done surveys to ensure compliance w/10CFR20.2Q1(a) in that evidence existed 
indicating overexposures to skin of whole body. 

* Region 5 (Post 820201). 92/03/13. Ip. 61126:218-61126:218. 

“9203310091 Insp rept 50-344/92-02 on 920127-0219.Violation noted.Major areas 
inspected:occupational radiation exposure,onsite followup of written repts of nonrou¬ 
tine events & followup on corrective actions for violations & deviations. 

COBLENTZ.L., MAMISH.N., YUHAS.G.P. Region 5 (Post 820201). 92/03/13. 16pp. 
61126:219-61126:234. 

9203240153 Responds to NRC 920214 ltr re violations noted in Insp Repts 50-344/91- 
34,50-344/91-36 & 50-344/91 -38.Corrective actions: independent review of plant & 
engineering activities & identification of corrective actions strengthened. 

CROSS,J.E. Portland General Electric Co. 92/03/16. Ofc of Enforcement (Post 
870413). 22pp. 61161:190-61161:211. 

9203250353 Responds to NRC 920219 ltr re violations noted in Insp Rept 50-344/92- 
04.Corrective actions:in Jan,1992 new emergency preparedness manager was hired to 
maintain increased focus on emergency preparedness problem areas. 

CROSS,J.E. Portland General Electric Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 3pp. 61107:311-61107:314. 


R. Periodic operating reports & related correspondence 


9203030408 “Annual Rept of Trojan Nuclear Power Plant for 1991." W/ 920228 ltr. 
CROSS,J.E. Portland General Electric Co. PGE-1015-91. 91/12/31. 301pp. 
60855:001-60855:285. 

9203040059 Forwards fitness-for-duty program performance rept for Jul-Dec 1991. 
CROSS,J.E., WALT.T.D. Portland General Electric Co. 92/02/27. Document Control 
Branch (Document Control Desk). 9pp. 60802:294-60802:303. 

9203230317 Monthly operating rept for Feb 1992 for Trojan Nuclear Plant.W/920316 ltr. 
ULMER,F.J., ROBINSON,W.R. Portland General Electric Co. 92/02/29. 6pp. 
61077:340-61077:345. 


S. Reportable occurrences, LERs & related correspondence 

9203030192 LER 92-004-00:on 920128,failure to measure control room differential pres¬ 
sure relative to auxiliary bldg.Caused by improper TS interpretation.Instrumentation will 
be installed to measure differential pressure.W/920227 ltr. 

SHERMAN,R.N., ROBINSON,W.R. Pacific Gas & Electric Co. 92/02/27. 5pp. 
60392:049-60392:053. 

9203030207 LER 92-002-00:on 911220,residual heat removal pump discharge check 
valve failed.Caused by inadequate disc nut locking device.Review was performed to 
determine what other safety related check valves were installed.W/920227 ltr. 
FORD.E.W., ROBINSON,W.R. Pacific Gas & Electric Co. 92/02/27. 6pp. 60392:054- 
60392:059. 

9203030420 LER 91-019-01:on 910408,determined that Channel A wind direction 
sensor on 33-ft meteorological tower inoperable & waste gas decay releases 
occurred.Caused by loose mount. Sensors realigned & action plan developed.W/ 
920228 ltr. 

FORD.E.W., ROBINSON,W.R. Pacific Gas & Electric Co. 92/02/28. 6pp. 60838:031- 
60838:036. 

9203090105 LER 92-006-00:on 920130,non-functional fire penetration seals 276-7 
discovered.Caused by improper design & installation in 1979.Fire watch instituted until 
seals replaced.W/920302 ltr. 

SHERMAN,R.N., ROBINSON,W.E. Portland General Electric Co. 92/03/02. 6pp. 
60871:314-60871:319. 

9203110307 Special rept:between 920126 & 0204,Plant Fire Door 56 & Fire Dampers 
300 & 302 were disabled.Door & dampers were opened to allow ventilation to A train 
switchgear room because SW supplied room cooler was out-of-svc during SW sys 
outage. 

ROBINSON,W.R. Portland General Electric Co. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60913:009-60913:009. 

9203120391 LER 92-007-QQ:on 920208,electric spike & normal background variation 
caused containment process & effluent radiation monitor actuation & containment 
ventilation isolation signal.Detector was replaced.W/920309 ltr. 

FORD.E.W., ROBINSON,W.R. Portland General Electric Co. 92/03/09. 6pp. 

60949:059-60949:064. 

9203180403 LER 92-005-00:on 920212,unintentional reactor trip sys actuations oc¬ 
curred during surveillance testing.Caused by personnel errors & inappropriate proce¬ 
dure changes.Procedure was revised to delete listed test.W/920313 ltr. 

FORD.E.W., ROBINSON,W.R. Portland General Electric Co. 92/03/13. 7pp. 

61085:043-61085:049. 

9203200113 LER 92-003-0Q:on 920109,period instrument & control test 9-5 containment 
pressure transmitters caused channel being tested to be inoperable & did not require 
it to be placed in bypass.W/920316 ltr. 

SHERMAN,R.N., ROBINSON,W.R. Portland General Electric Co. 92/03/16. 5pp. 
60970:213-60970:217. 

9203270301 LER 92-008-00:on 920223,MSL differential pressure injection signal 
generated.Caused by inadquate test procedure,failure of MSIVs to open & personnel 
error.Procedure change to add blowdown for each generator & valves adjusted.W/ 
920323 ltr. 

SHERMAN,R.N., ROBINSON,W.R. Portland General Electric Co. 92/03/23. 7pp. 
61225:001-61225:007. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfa by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


DOCKET 50-345 BEZNAU NUCLEAR STATION, UNIT 2 


P. Operating license stage documents & correspondence 


9203110394 Advises that 920131 response to generic ltr 91-11 meets reporting require¬ 
ments set forth in generic ltr. 

STOLZ.J.F. Project Directorate 1-4. 92/03/06. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 3pp. 60876:162-60876:164. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203030062 Ack receipt of 920203 ltr transmitting proposed scope & objectives for 
plant annual emergency preparedness exercise scheduled for 920513.Scope & objec¬ 
tives considered acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. SHELTON,D. Centerior Energy. 
SHELTON,D. Toledo Edison Co. Ip. 60753:249-60753:249. 
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9203200004 Advises that 910213 rev 15 to plant emergency plan, acceptable. 
GREGER.L.R. Region 3 (Post 820201). 92/03/13. SHELTON,D. Centerior Service Co. 
Ip. 60970:032-60970:032. 

9203240048 Forwards insp rept 50-346/92-02 on 920107-0218 & notice of 
violation.ltem B of concern because personnel operated piece of plant equipment 
which affected containment boundary w/o knowledge of operating crew. 

KNOP.R.C. Region 3 (Post 820201). 92/03/13. SHELTON,D. Centerior Service Co. 
3pp. 61053:155-61053:175. 

->9203240061 Insp rept 50-346/92-02 on 920107-0218.Violations noted. Major areas 
inspected:licensee actions on previous insp findings,LER followup,plant 

operations,followup of events, radiological controls,emergency preparedness & securi- 

JACKIW.I.N. Region 3 (Post 820201). 92/03/13. 16pp. 61053:160-61053:175. 

9203250326 Forwards Rev 12 to industrial security plan.Rev withheld (ref 10CFR73.21). 
SHELTON,D.C. Centerior Energy. 92/03/17. Document Control Branch (Document 
Control Desk). Ip. 61163:070-61163:070. 


J. Insurance & Indemnity information 

9203100177 Forwards listing of nuclear property insurance coverage, detailing 
insurers,policy numbers & coverage limits. 

EDELMAN.M.R. Centerior Energy. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60898:341-60898:342. 


M. Antitrust correspondence 

9203090048 Order CLI-92-06.* Ohio Edison Co motion for reconsideration of CLI-91- 
15,requesting that Commission vacate order & allow proceedings to continue the 
same as prior to suspension, denied.W/Certificate of Svc.Served on 920305. 
CHILK.S.J. Office of the Secretary of the Commission. #192 12660. 92/03/05. Ohio 
Edison Co. 11pp. 60832:054-60832:064. 

9203110041 NRC Staff answer in opposition to applicant motion for summary disposi¬ 
tion & NRC Staff cross motion for summary disposition.* NRC requests that motion 
for disposition on bedrock legal issue be denied.W/Certificate of Svc. 

HOM.S.R. Office of the General Counsel (Post 860701). #192 12679. 92/03/09. 
Atomic Safety & Licensing Board Panel. 35pp. 60850:033-60850:072. 

9203110062 Brief of American Municipal Power-Ohio.lnc in opposition to applicants 
motion for summary disposition & cross-motion for summary disposition.* Requests 
that ASLB reject applicants request & terminate proceeding.W/Certificate of Svc. 
STRAUSS,S.H. American Municipal Power-Ohio, Inc. STRAUSS.S.H. Spiegel & 
McDiarmid. #192 12673. 92/03/09. Atomic Safety & Licensing Board Panel. 44pp. 
60850:115-60850:158. 

9203110073 Alabama Electric Cooperative combined cross-motion for summary disposi¬ 
tion & response to applicants motion for summary disposition.* Applicants request for 
further hearing should be denied.W/Certificate of Svc. 

MACGUINEAS.D.B., BOSKEY.B., KLEIN,M. Alabama Electric Cooperative, Inc. #192 
12677. 92/03/09. Atomic Safety & Licensing Board Panel. 30pp. 60850:159- 
60850:188. 

9203120298 Response of DOJ to applicant motion for summary disposition.* Urges 
ASLB to resolve bedrock legal issue in negative & concludes that Commission pos¬ 
sess legal authority to retain license conditions.W/Certificate of Svc. 
SCHECHTER.M.C., FONES.R.W., URBAN,J.R. Justice, Dept. of. #192 12682. 92/03/ 
09. Atomic Safety & Ucensing Board Panel. 21pp. 60886:021-60886:041. 

9203200266 Applicants motion to amend summary disposition schedule.* Applicants re¬ 
quest that motion to amend summary disposition schedule be granted.W/Certificate of 
Svc. 

CHARNOFF.D.B. Ohio Edison Co. CHARNOFF.D.B. Shaw, Pittman, Potts & Trow¬ 
bridge. MURPHY,J.P. Cleveland Electric Illuminating Co. #192 12712. 92/03/18. 
Atomic Safety & Licensing Board Panel. 6pp. 60976:302-60976:307. 

9203200298 Order.* (scheduling oral argument on parties summary disposition 
filings).Board prefers to hear argument from one counsel for each util.W/Certificate of 
Svc.Served on 920319. 

MILLER,M.E. Atomic Safety & Licensing Board Panel. #192 12713. 92/03/19. Ohio 
Edison Co. 4pp. 60977:001-60977:004. 

9203260032 Order (ruling on applicants motion to amend summary disposition schedule 
& rescheduling oral argument on parties summary disposition filings).* Applicants 
motion granted in part.Certificate of Svc encl.Served on 920320. 

MILLER,M.E. Atomic Safety & Ucensing Board Panel. #192 12717. 92/03/20. Ohio 
Edison Co. 5pp. 61084:258-61084:262. 

9203110028 Motion for summary disposition of intervenor.city of Cleveland,OH & 
answer in opposition to applicant motion for summary disposition.* City of 
Cleveland,OH & applicant motions should be denied.W/Certificate of Svc. 

GOLDBERG,R., STROTHER,C.D. Ohio, State of. GOLDBERG,R. Goldberg, Fieldman 
& Hjelmfelt. #192 12674. 92/03/31. Atomic Safety & Ucensing Board Panel. 101pp. 
60849:286-60850:025. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030185 Confirms plans for 920303 meeting to present initial SALP rept for 
plant.NRC encourages appropriate corporate & plant mgt representation to ensure 
mutual understanding of issues. Meeting open to interested parties & observers. 
GREENMAN.E.G. Region 3 (Post 820201). 92/02/19. SHELTON,D. Centerior Energy. 
SHELTON,D. Toledo Edison Co. 2pp. 60754:217-60754:218. 


9203090352 Forwards info re updated status of implementation of actions in response 
to Generic Ltr 88-17, “Loss of DHR.” Implementation completed prior to entry into 
reduced inventory conditions of refueling outage 7. 

SHELTON,D.C. Centerior Energy. 92/02/28. Document Control Branch (Document 
Control Desk). 29pp. 60868:211-60868:239. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012. 

9203190262 Notification of 920325 meeting w/util in Rockville,MD to discuss overview 
of IPE program for plant. 

HOPKINS,J.B. Project Directorate 111-3. 92/03/09. HANNON,J.N. Project Directorate 
111-3. 2pp. 60971:189-60971:190. 

9203240064 Forwards amend 170 to license NPF-3 & safety evaluation. Amend revises 
Tech Specs to relocate procedural details of current RETS to ODCM & PCP. 

HOPKINS,J.B. Project Directorate 111-3. 92/03/09. SHELTON.D.C. Toledo Edison Co. 
2pp. 61069:121-61069:163. 

-9203240068 Amend 170 to license NPF-3,revising Tech Specs to relocate procedural 
details of current RETS to ODCM & PCP. 

HOPKINS,J.B. Project Directorate 111-3. 92/03/09. 37pp. 61069:123-61069:159. 

-9203240073 Safety evaluation supporting amend 170 to license NPF-3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 4pp. 
61069:160-61069:163. 

9203190289 Forwards application for amend to License NPF-3,changing TS 3.4.11, 
“Reactor Coolant Sys - Reactor Coolant Sys Vents” & TS 6.9.2, “Reporting Require¬ 
ments - Special Repts.” 

SHELTON.D.C. Centerior Energy. 92/03/13. Document Control Branch (Document 
Control Desk). 4pp. 61060:333-61060:350. 

-9203190292 Application for amend to License NPF-3,changing TS 3.4.11, “Reactor 
Coolant Sys - Reactor Coolant Sys Vents" & TS 6.9.2, “Reporting Requirements - 
Special Repts.” 

SHELTON.D.C. Centerior Energy. 92/03/13. 8pp. 61060:336-61060:343. 

-9203190294 Proposed Tech Specs 3.4.11, “RCS - RCS Vents” & 6.9.2, “Reporting 
Requirements - Special Repts." 

* Centerior Energy. 92/03/13. 8pp. 61060:344-61060:350. 

9203240084 Confirms plans for 920327 mgt meeting w/util in Glen Ellyn, IL to discuss 
special circumstances surrounding plant trip of 920301 & other items of mutual inter- 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/17. SHELTON,D. Toledo Edison 
Co. SHELTON,D. Centerior Service Co. Ip. 61053:317-61053:317. 

9203260180 Forwards notice of consideration of issuance of amend to license & oppor¬ 
tunity for hearing re 920313 application. 

HOPKINS,J.B. Project Directorate 111-3. 92/03/18. SHELTON.D.C. Toledo Edison Co. 
3pp. 61093:088-61093:099. 

-9203260187 Notice of consideration of issuance of amend to license NPF-3 & pro¬ 
posed NSHC determination & opportunity for hearing.Amend would allow continual op¬ 
eration in event that RCS loop 1 vent path or loop 2 vent path inoperable. 

HQPKINS,J.B. Project Directorate 111-3. 92/03/18. 8pp. 61093:091-61093:098. 

—9203260189 Forwards FR notice re application to amend license for plant. 

HALL,J.R. Project Directorate 111-3. 92/03/18. GIRARD,M. Office of the Federal Regis¬ 
ter. Ip. 61093:099-61093:099. 

9203300002 Forwards request for temporary waiver of compliance from TS 3.4.11 re 
RCS - RCS vents to avoid placing plant through thermal transient due to shutdown 
requirements.Repair work will require 80 h working round-the-clock. 

SHELTON.D.C. Centerior Energy. 92/03/20. MURLEY.T.E. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 10pp. 61164:273-61164:289. 

-9203300003 Proposed TS 3.4.11 re RCS - RCS vents. 

* Centerior Energy. 92/03/20. 7pp. 61164:283-61164:289. 

9203300115 Forwards description of B&W Fuel Co computer codes under NRC 
review.Benefits associated w/implementation of improved methodologies significant to 
facility.Any delay in approval of topical repts will impact core design for Cycle 9. 
SHELTON.D.C. Centerior Energy. 92/03/21. Document Control Branch (Document 
Control Desk). 3pp. 61165:024-61165:026. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 
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9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130328 Responds to violations noted in Insp Rept 50-346/91-16. Corrective 
actions-.individuals involved in event counseled & Procedures DB-PN-00007, “Control 
of Work" & NG-EN-00301, “Plant Mod” will be revised. 

SHELTON,D.C. Entergy Operations, Inc. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 7pp. 60933:075-60933:081. 

9203240258 Responds to NRC 920309 ltr re violations noted in insp rept 50-346/91- 
16.Corrective actions:Procedures re work control & plant mod will be revised to allow 
for release of sys to operations prior to training completion. 

SHELTON,D.C. Centerior Energy. 92/03/09. Document Control Branch (Document 
Control Desk). 7pp. 61100:005-61100:011. 

9203240048 Forwards insp rept 50-346/92-02 on 920107-0218 & notice of 
violation.ltem B of concern because personnel operated piece of plant equipment 
which affected containment boundary w/o knowledge of operating crew. 

KNOP.R.C. Region 3 (Post 820201). 92/03/13. SHELTON,D. Centerior Service Co. 
3pp. 61053:155-61053:175. 

-9203240056 Notice of violation from insp on 920107-0218.Violations noted:on 
920210,one of four ac power circuit breakers opened making containment hydrogen 
analyzer sys inoperable for almost 10 h before operators observed condition. 
KNOP.R.C. Region 3 (Post 820201). 92/03/13. 2pp. 61053:158-61053:159. 

-9203240061 Insp rept 50-346/92-02 on 920107-0218.Violations noted. Major areas 
inspected:licensee actions on previous insp findings, LER followup,plant 

operations,followup of events, radiological controls,emergency preparedness & securi- 

JACKIW.I.N. Region 3 (Post 820201). 92/03/13. 16pp. 61053:160-61053:175. 

9203240015 Ack receipt of 920309 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-346/91-16. 

MILLER,H.J. Region 3 (Post 820201). 92/03/18. SHELTON,D. Centerior Energy. Ip. 
61052:345-61052:345. 


R. Periodic operating reports & related correspondence 

9203050104 “Davis-Besse Nuclear Power Station Semiannual Radioactive Effluent & 
Waste Disposal Rept Jul-Dec 1991.” W/undated ltr. 

STORZ.L.F. Toledo Edison Co. 91/12/31. 62pp. 60840:260-60840:319. 

9203020167 Forwards semiannual fitness-for-duty rept for Jul-Dec 1991. 

SHELTON,D.C. Centerior Energy. 92/02/25. Document Control Branch (Document 
Control Desk). 4pp. 60789:319-60789:322. 

9203160019 Monthly operating rept for Feb 1992 for Davis-Besse Nuclear Power 
Station,Unit 1.W/92Q310 ltr. 

SARSOUR.B., STORZ.L.F. Toledo Edison Co. 92/02/29. 6pp. 60968:290-60968:295. 


S. Reportable occurrences, LERs & related correspondence 

9203130232 LER 92-001-00:on 920210,both channels of containment H analyzer inop¬ 
erable & TS 3.0.3 entered.Caused by breaker malfunction.H analyzer AC input breaker 
replaced & labeling & access control to circuitry improved.W/920310 ltr. 
TURKAL.M.A., STORZ.L.F. Toledo Edison Co. 92/03/10. 6pp. 60948:322-60948:327. 

9203240268 Special rept:on 920204,local fire detector alarm panel for fire detection 
zone was in trouble indication condition. Cause not determined.Hourly fire watch 
patrol established to monitor alarm. 

STORZ.L.F. Toledo Edison Co. 92/03/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 61093:346-61093:347. 


V. Operator Examinations 

9203050155 Notification of contract execution,task order 140, “Reactor Operator Li¬ 
censing Initial Exams,Davis Besse Nuclear Power Plant,” to “Technical Assistance to 
Support Licensing Activities.” ContractonSonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60807:121-60807:125. 

-9203050164 Ltr contract NRC-Q3-89-Q31,definitizing task order 140, “Reactor Operator 
Licensing Initial Exams,Davis Besse Nuclear Power Plant," under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60807:122-60807:125. 

9203090278 Notifies that JR Cuneo voluntarily terminated employment w/util effective 
920204.License SOP-30941 should be terminated. 

SHELTON,D.C. Centerior Energy. 92/03/09. Document Control Branch (Document 
Control Desk). Ip. 60863:013-60863:013. 


9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203030430 Forwards Emergency Response Data Sys (ERDS) communications descrip¬ 
tion & survey questionnaire & ERDS data point library per 911025 ltr & NUREGF 
1394,Rev 1, “ERDS Implementation,” respectively. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). 200pp. 60812:195-60812:342. 

9203120259 Acks receipt of 920213 Rev 21 to physical security plan. Rev consistent w/ 
10CFR50.54(p) & acceptable for inclusion in plan. 

COLLINS,D.M. Office of Nuclear Material Safety & Safeguards. 92/03/04. 
HAIRSTON,W.G. Southern Nuclear Operating Co. 3pp. 60925:311-60925:313. 

9203110166 Rev 83 to FNP-Q-EIP-8, “On-Call Schedule.” W/920306 ltr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/03/06. 11pp. 60897:095- 
60897:105. 

9203200143 Revised EPIPs,including Rev 84 to FNP-O-EIP-8, “Emergency Communica¬ 
tions," Rev 5 to FNP-O-EIP-9.3, “Personal Computer- Automated Dose Assessment 
Method” & Rev 21 to FNP-O-EIP-15, “Emergency Drills." W/920312 ltr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/03/12. 181pp. 61095:001- 
61095:182. 

9203160287 Forwards Rev 2 to Safeguards Security Contingency Plan.Rev withheld (ref 
10CFR50.54(p)(2)). 

WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk), ip. 60969:247-60969:247. 

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement¬ 
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)). 
WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 1 p. 60969:254-60969:254. 

9203160298 Forwards Rev 6 to Guard Training & Qualification Plan.Rev withheld (ref 
10CFR50.54(p)(2)). 

WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). Ip. 60969:253-60969:253. 

9203260186 Rev 84 to EPIP FNP-0-EIP-8, “Plant Notification Roster,” reflecting first 
quarter update of roster by alphabetical & dept code listing.W/920321 ltr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/03/21. 200pp. 61129:007- 
61129:222. 

9203260257 Informs that Emergency Response Data Sys implementation plan submit¬ 
ted in 911025 ltr acceptable. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/23. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 2pp. 61165:101-61165:102. 

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viola¬ 
tions noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 3pp. 61126:169-61126:173. 

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28 
(ref10CFR73.21).No violations noted.Major areas inspected:physical security program 
including mgt support, security program plan & audit & testing & maint. 

THOMPSON,D., TILLMAN,A., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/19. 2pp. 
61126:172-61126:173. 


G. Adjudicatory correspondence 


9203050240 informs of NRC understanding that util will be submitting exhibits list identi¬ 
fying premarked util exhibits that duplicate NRC exhibits already admitted into evi¬ 
dence. W/Certificate of Svc & NRC exhibit list. 

HOLLER,E. Office of the General Counsel (Post 860701). #192 12644. 92/03/02. 
BOLLWERK.G.P., MORRIS,P.A., CARPENTER.J.H. Atomic Safety & Licensing Board 
Panel. 12pp. 60803:059-60803:070. 

9203110027 Forwards util list of duplicated premarked exhibits. W/Certificate of Svc. 
MILLER,J.H. Alabama Power Co. MILLER,J.H. Balch & Bingham (formerly Batch, 
Bingham, Baker, Hawthorne, Williams & Ward). #192 12667. 92/03/02. 

BOLLWERK.G.P., CARPENTER.J.H., MORRIS,P.A. Atomic Safety & Licensing Board 
Panel. 12pp. 60849:274-60849:285. 

9203110048 Forwards listed info,including util vertical timeline as requested by 

Carpenter,revised version of util list of duplicated pre-marked exhibits filed 920302 & 
description of four revs made to list.W/Certificate of Svc. 

MILLER,J.H. Alabama Power Co. MILLER,J.H. Balch & Bingham (formerly Balch, 
Bingham, Baker, Hawthorne, Williams & Ward). #192 12678. 92/03/05. 

BOLLWERK.G.P., MORRIS,P.A., CARPENTER.J.H. Atomic Safety & Licensing Board 
Panel. 21pp. 60850:073-60850:097. 

-9203110055 Rept of util on level of silicone oil in gems level transmitters & grease 
used in fan motors on 851130.* Util has reasonable assurance that as of 851130,pre¬ 
mium RB grease being used in motors at issue in enforcement action. 

MILLER,J.H. Alabama Power Co. MILLER,J.H. Balch & Bingham (formerly Balch, 
Bingham, Baker, Hawthorne, Williams & Ward). 92/03/05. 3pp. 60850:095-60850:097. 

9203120305 Advises of mistakes involving list of exhibits transmitted to Ofc of Secretary 
for util civil penalty hearing on 920211-14 & 18-21,per 920228 ltr to C Cater.Records 
show tha util exhibit 10 marked for identification on 920211. 

DONOVAN,S.K. Atomic Safety & Licensing Board Panel. #192 12684. 92/03/05. 
JOHNSON,S. Ann Riley & Associates. 2pp. 60886:001-60886:002. 
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9203110020 Forwards listing of NRC proposed corrections to transcripts for 920211-14 
& 18-21 hearing sesssions.per ASLB 920224 order (memorializing scheduling 
directives).W/Certificate of Svc. 

HOLLER,E. Office of the General Counsel (Post 860701). #192 12668. 92/03/06. 
BOLLWERK.G.P., MORRIS,P.A., CARPENTER,J.H. Atomic Safety & Licensing Board 
Panel. 7pp. 60849:264-60849:270. 


H. General correspondence 

9203190113 Comment in total agreement w/NUMARC comments on 10CFR51 re “En¬ 
viron Review for Renewal of OLs.’’ 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/13. CHILK.S.J. Office of the 
Secretary of the Commission. 1 p. 60959:330-60959:330. 


J. Insurance & Indemnity information 

9203300364 Submits verification of property insurance coverage as of 920401,per 
10CFR50.54 w(3). 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/25. Document Control Branch 
(Document Control Desk). Ip. 61199:001-61199:001. 


P. Operating license stage documents & correspondence 

9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re 
alternate plugging criteria.Nonproprietary WCAP-12872,Rev 2 & proprietary WCAP- 
12871,Rev 2, ‘ JM Farley ...Plugging Criteria...” encl.WCAP-12871,Rev 2 withheld. 
HAIRSTON,W.G. Alabama Power Co. 91/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61072:001-61073:092. 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR5Q.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040134 Application for amends to Licenses NPF-2 & NPF-8,changing TSs to 
modify thimble location required for determining quadrant power tilt ratio when one 
excore power range channel inoperable. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). 2pp. 60802:203-60802:217. 

-9203040136 Proposed Tech Specs modifying thimble locations required for determin¬ 
ing quadrant power tilt ratio when one excore power range channel inoperable. 

* Southern Nuclear Operating Co. 92/02/28. 13pp. 60802:205-60802:217. 

9203040141 Forwards nonproprietary Rev 2 to WCAP-12614 & proprietary Rev 2 to 
WCAP-12613, “RTD Bypass Elimination Licensing Rept," Table 2.1-1.Rept withheld. 
WOODARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60851:030-60851:033. 

-9203040151 Advises that Table 2.1-1 of Rev 2 to WCAP-12613, "RTD Bypass Elimina¬ 
tion Licensing Rept for JM Farley Nuclear Plant,Units 1 & 2,” can be released to 
public. Identifies proprietary info of subj rept. 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/02/22. SIEMIEN.M.P. Office of the 
General Counsel (Post 860701). Ip. 60851:031-60851:031. 

-9203040155 Nonproprietary Rev 2 to "RTD Bypass Elimination for Licensing Rept for 
JM Farley Nuclear Plant,Units 1 & 2," Table 2.1-1 (Replacement Page 15). 

* Westinghouse Electric Corp. WCAP-12614 R02. 92/02/28. 2pp. 60851:032- 
60851:033. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,! 0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203250145 Forwards amend 92 & 85 to licenses NPF-2 & NPF-8 respectively & safety 
evaluation.Amends change TS to allow use of Vantage-5 fuel assemblies in both units 
& removal of RTD bypass manifold sys in unit 2. 

HOFFMAN.S.T. Project Directorate 11-1. 92/03/11. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 4pp. 61086:071-61086:161. 

-9203250158 Amends 92 & 85 to licenses NPF-2 & NPF-8 .changing TS to allow use of 
Vantage-5 fuel assemblies in both units & removal of RTD bypass manifold sys in unit 
2 . 

ADENSAM.E.G. Project Directorate 11-1. 92/03/11. 64pp. 61086:075-61086:137. 

-9203250176 Safety evaluation supporting amends 92 & 85 to licenses NPF-2 & NPF-8. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 24pp. 
61086:138-61086:161. 

9203200249 Trip rept of 911119-22 visit to plant re bolting audit to gain info as part of 
closeout of generic safety issue 29, "Bolting Degradation or Failure in Nuclear Power 
Plants.” Rept contains recommendations for consideration. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 6pp. 60991:110-60991:115. 

9203240389 Advises that WCAP-13221, “Steam Generator Tube Alternate Plugging Cri¬ 
teria Presentation Matls," will be withheld from public disclosure,per 920214 request. 
HOFFMAN,S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 3pp. 61068:217-61068:219. 


9203250290 Advises that WCAP-13138, “Steam Generator Tube/Tube Support Plate 
Elevation Alternate Plugging Criterion Summary,” will be withheld from public 
disclosure,per 920109 request. 

HOFFMAN.S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 2pp. 61086:064-61086:065. 

9203300110 Responds to 910822 ltr containing appeal from imposition of compliance 
backfit re staff work schedules at facilities. Backfit need not be implemented until 
NRC completes generic review per Generic Ltr 82-12. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
25. HAIRSTON.W.G. Saxton Nuclear Experimental Corp. 3pp. 61165:021-61165:023. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030073 Forwards insp repts 50-348/92-02 & 50-364/92-02 on 920101-31 .No viola¬ 
tions or deviations noted. 

VERRELLI.D.M. Region 2 (Post 820201). 92/02/10. HAIRSTON.W.G. Southern Nucle¬ 
ar Operating Co. 3pp. 60753:263-60753:274. 

-9203030079 Insp repts 50-348/92-02 & 50-364/92-02 on 920101-31.No violations 
noted.Major areas inspectedoperational safety verification,monthly surveillance 8 
maint observation & LERs. 

MAXWELL,G.F., MORGAN.M.J., WRIGHT,R.W. Region 2 (Post 820201). 92/02/10 
9pp. 60753:266-60753:274. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Erroi 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelin; 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabi 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotar 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/0C 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120274 Responds to violations noted in Insp Repts 50-348/92-01 & 50-364/92-0 
on 920106-10.Corrective actions:boxes noted as concern individually tagged listing n 
diation levels & contents. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/06. Document Control Branc 
(Document Control Desk). 3pp. 60925:293-60925:295. 

9203190293 Forwards safety evaluation re second 10 yr interval inservice insp relit 
requests.NRC concludes alternative exams acceptable or relief may be granted fror 
code requirements impractical to perform. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclei 
Operating Co. 3pp. 60982:331-60982:342. 

-9203190301 Safety evaluation approving relief re second 10 yr interval inservice ins 
requests for plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/13. 9p| 
60982:335-60982:342. 

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viol) 
tions noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclei 
Operating Co. 3pp. 61126:169-61126:173. 

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-5 
(ref10CFR73.21).No violations noted.Major areas inspected:physical security prograi 
including mgt support, security program plan & audit & testing & maint. 

THOMPSON,D., TILLMAN,A., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/19. 2p| 
61126:172-61126:173. 


R. Periodic operating reports & related correspondence 


9203230283 “JM Farley Nuclear Plant 10CFR50.59 Annual Rept.” W/920320 ltr. 
WOODARD.J.D. Southern Nuclear Operating Co. 91/12/31. 150pp. 61104:02 
61104:145. 


DOCKETED ITEMS 137 


9203170241 Monthly operating rept for Feb 1992 for JM Farley Nuclear Plant,Unit 1.W/ 
920313 Itr. 

MOREY.D.N. Southern Nuclear Operating Co. WOODARD,J.D. Alabama Power Co. 
92/02/29. 5pp. 60983:193-60983:197. 

9203250022 Forwards annual diesel generator reliability data rept for 1991. 
WOODARD.J.D. Southern Nuclear Operating Co. 92/03/20. Document Control Branch 
(Document Control Desk). 7pp. 61099:202-61099:208. 


S. Reportable occurrences, LERs & related correspondence 

9203170325 LER 92-001-00:on 920214,missed containment penetrations. Caused by 
procedural error. Procedure FNP-0-STP-14.0 revised to meet surveillance 

requirements.Verifications confirmed that affected valves in proper position.W/920313 
Itr. 

MOREY.D.N., WOODARD.J.D. Southern Nuclear Operating Co. 92/03/13. 4pp. 
61085:015-61085:018. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 


T. Hearing transcripts on non-antltrust matters 

9203060087 Corrected pages to 920212 transcript re Farley. 

DONOVAN.S.K. Commissioners (Post 750119). 92/02/12. 5pp. 60867:018-60867:022. 

9202240224 Transcript of 920213 hearing in Bethesda.MD.Pp 444-575. 

* Atomic Safety & Licensing Board Panel. #192 12655. 92/02/13. 155pp. 60744:050- 
60744:204. 

9202240226 Transcript of 920218 hearing in Bethesda.MD.Pp 658-783. 

* Atomic Safety & Licensing Board Panel. #192 12657. 92/02/18. 150pp. 60743:181- 
60743:330. 

9203040321 Corrected Pages 787 & 788 containing list of exhibits from transcript of 
920219 hearing in Bethesda.MD. 

* Atomic Safety & Licensing Board Panel. 92/02/19. 2pp. 60840:247-60840:249. 

9203040323 Corrected Pages 967,968,968A.1197,1198,1199 & 1200 from transcript of 
920220 hearing in Bethesda.MD containing list of exhibits & testimony of Hancock. 

* Atomic Safety & Licensing Board Panel. 92/02/20. 7pp. 60840:252-60840:259. 

9203170105 Forwards rebuttal testimony of NRC,Board & util.Floppy disks end per 
920224 order.W/Certificate of Svc.Related correspondence. 

HOLLER.E. Office of the General Counsel (Post 860701). #192 12690. 92/03/13. 
BOLLWERK.G.P., MORRIS,P.A., CARPENTER,J.H. Atomic Safety & Licensing Board 
Panel. 353pp. 60927:034-60929:085. 

“9203170237 Rebuttal testimony of JG Luehman & PC Shemanski on behalf of NRC 
Staff concerning enforcement/ Related correspondence. 

LUEHMAN,J.G. Ofc of Enforcement (Post 870413). SHEMANSKI,P.C. License Renew¬ 
al Project Directorate (Post 901216). 92/03/13. 32pp. 60927:038-60927:069. 

“9203170246 Rebuttal testimony of JG Luehman,N Merriweather.CJ Paulk & H Walker 
on behalf of NRC Staff concerning V-type tape splices.* Related correspondence. 
LUEHMAN,J.G. Ofc of Enforcement (Post 870413). MERRIWEATHER.N. Region 2 
(Post 820201). PAULK,C.J. Region 4 (Post 820201). 92/03/13. 23pp. 60927:070- 
60927:092. 

“9203170260 Rebuttal testimony of JG Luehman,CJ Paulk & H Walker on behalf of 
NRC Staff concerning 5-to-1 tape splices.* Related correspondence. 

LUEHMAN,J.G. Ofc of Enforcement (Post 870413). PAULK,C.J. Region 4 (Post 
820201). WALKER,H. Plant Systems Branch. 92/03/13. 9pp. 60927:093-60927:101. 

-9203170265 Rebuttal testimony of RC Wilson on behalf of NRC Staff concerning 
Chico A/Raychem Seals.* Related correspondence. 

WILSON,R.C. Vendor Inspection Branch. 92/03/13. 21pp. 60927:102-60927:122. 

“9203170291 Rebuttal testimony of MJ Jacobus & JG Luehman on behalf of NRC Staff 
concerning terminal blocks.* Related correspondence. 

LUEHMAN,J.G. Ofc of Enforcement (Post 870413). JACOBUS,M.J. Sandia National 
Laboratories. 92/03/13. 53pp. 60927:123-60927:175. 

“9203170296 Rebuttal testimony of W Levis on behalf of NRC Staff concerning Limitor- 
que operators.* Related correspondence. 

LEVIS,W. Centerior Energy. 92/03/13. 6pp. 60927:176-60927:181. 

“9203170299 Rebuttal testimony of W Levis on behalf of NRC Staff concerning gems 
level transmitters.* Related correspondence. 

LEVIS,W. Centerior Energy. 92/03/13. 6pp. 60927:182-60927:187. 

“9203170302 Rebuttal testimony of CJ Paulk & JG Luehman on behalf of NRC Staff 
concerning premium RB grease in fan motors & room coolers.* W/two oversize ends. 
PAULK,C.J. Region 4 (Post 820201). LUEHMAN,J.G. Ofc of Enforcement (Post 
870413). 92/03/13. 280pp. 60927:188-60929:085. 


V. Operator Examinations 

9203050193 Notification of contract execution,task order 137,to “Technical Assistance 
to Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Farley 
Nuclear Power Plant.” Contractor.Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:348-60806:352. 

“9203050195 Ltr contract NRC-03-89-031 .task order 137,to “Technical Assistance to 
Support Licensing Activities" to "Reactor Operator Licensing Initial Exams.Farley Nu- 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:349-60806:352. 
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F. Security, medical, emergency & fire protection plans 

9203030317 Forwards copy of completed survey & data point library ref file for use in 
implementation of specific Emergency Response Data Sys interface & data base,in 
response to NRC 900605 Itr. 

BECK.G.J. Philadelphia Electric Co. 92/02/19. Document Control Branch (Document 
Control Desk). 200pp. 60797:228-60798:118. 

9203050045 Forwards insp repts 50-352/92-08 & 50-353/92-07 on 920210-14.No viola¬ 
tions noted.Continuing training program for technical health physics found to be poorly 
defined. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/27. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 60790:122-60790:135. 

9203300249 Forwards public version of revised EPIPs.including Rev 6 to EP-112,Rev 16 
to EP-210,Rev 9 to EP-211,Rev 3 to EP-225,Rev 15 to EP-230,Rev 10 to EP-261,Rev 
26 to EP-291 ,Rev 13 to EP-410 & Rev 9 to EP-250. 

BECK.G.J. Philadelphia Electric Co. 92/03/10. Document Control Branch (Document 
Control Desk). 2pp. 61121:146-61122:014. 

“9203300252 Public version of revised EPIPs,including Rev 6 to EP-112, Rev 16 to EP- 
210,Rev 9 to EP-211,Rev 3 to EP-225,Rev 15 to EP-230,Rev 10 to EP-261,Rev 26 to 
EP-291,Rev 13 to EP-410 & Rev 9 to EP-250. 

* Philadelphia Electric Co. 92/03/10. 200pp. 61121:148-61122:014. 

9203230266 Rev 14 to EPIP EP-241, “Sample Preparation & Handling of Highly Radio¬ 
active Liquid Samples,” including Rev 169 to Emergency Plan Procedure lndex.W/ 
920317 Itr. 

BECK.G.J. Philadelphia Electric Co. 92/03/17. 17pp. 61077:288-61077:304. 

9203270129 Advises that Emergency Response Data Sys Implementation Plan in util 
911206 Itr acceptable.Requests clarification on plan for telephone line installation by 
AT&T described in Generic Ltr 91-l4.Notes need for coordination w/Halliburton Corp. 
MILLER,C.L. Project Directorate 1-2. 92/03/19. BECK.G.J. Philadelphia Electric Co. 
5pp. 61166:076-61166:080. 


J. Insurance & Indemnity Information 


9203190340 Submits property insurance coverage available for facility. Insurance info 
required to be reported to NRC on Apr of each yr. 

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Document 
Control Desk). 2pp. 61060:318-61060:319. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTlOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030091 Provides addl info to clarify response to 10CFR50.63, “Loss of All Alternat¬ 
ing Current.” 

* Philadelphia Electric Co. 92/02/14. Document Control Branch (Document Control 
Desk). 2pp. 60794:338-60794:339. 

9203020141 Forwards responses to Generic Ltr 88-14, “Instrument Air Supply Sys Prob¬ 
lems Affecting Safety-Related Equipment." 

BECK.G.J. Philadelphia Electric Co. 92/02/24. Document Control Branch (Document 
Control Desk). 13pp. 60767:221-60767:233. 

9203030456 Forwards safety evaluation granting util 911219 request for relief from 
ASME Code repair requirements for Class 3 piping.per Generic Ltr 90-05. 

MILLER,C.L Project Directorate 1-2. 92/02/26. BECK.G.J. Philadelphia Electric Co. 
4pp. 60772:327-60772:334. 

“9203030457 Safety evaluation granting request for relief from ASME Code repair re¬ 
quirements for Class 3 piping. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 4pp. 
60772:331-60772:334. 

9203100125 Application for amend to licenses NPF-39 & NPF-85 consisting of TS 
change request 91-04-0 re surveillance requirements on snubber functional testing 
mods & changing snubber testing interval to 24 months. 

BECK.G.J. Philadelphia Electric Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60900:119-60900:140. 

“9203100129 Proposed tech specs change request 91-04-0 re rev to snubber functional 
testing surveillance requirements. 

* Philadelphia Electric Co. 92/03/03. 19pp. 60900:122-60900:140. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 
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9203180398 Forwards copy of proposed change to util NPDES permit sent in 920214 & 
0224 Itrs to PA Dept of Environmental Resources per Environmental Protection 
Plan,section 3.2.Change would allow daily use of chemical additive to control foaming. 
BECK.GJ. Philadelphia Electric Co. 92/03/12. Document Control Branch (Document 
Control Desk). 11pp. 60975:343-60975:353. 

9203190356 Forwards corrected amends 37 & 4 to licenses NPF-39 & NPF- 
85,respectively,due to typos re removal of cycle- specific parameter limits. 

CLARK,R.J. Project Directorate 1-2. 92/03/12. BECK.GJ. Philadelphia Electric Co. 
3pp. 60982:286-60982:290. 

-9203200415 Corrected amends 37 & 4 to licenses NPF-39 & NPF-85, 
respectively.revising tech specs re removal of cycle specific parameter limits due to 
typos. 

* Project Directorate 1-2. 92/03/12. 2pp. 60982:289-60982:290. 

9203230120 Suppls 891228 response to Generic Ltr 89-10, “Safety-Related Motor Op¬ 
erated Valve Testing & Surveillance.” Program for delineating criteria for selecting 
valves to be tested & describing selection of test conditions end. 

HELWIG.D.R. Philadelphia Electric Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 11pp. 61062:217-61062:227. 

9203300330 Notification of 920407 meeting w/util in Rockville,MD to discuss loss of off¬ 
site power & LOCA. 

CLARK,R.J. Project Directorate 1-2. 92/03/25. MILLER.C.L. Project Directorate 1-2. 
4pp. 61122:094-61122:097. 

9203300336 Forwards request for addl info re util 910904 submittal re loss of all alter¬ 
nating current,per 920219 telcon.NRC & util mutually concluded that meeting needed 
to conduct for walk- through of control room heatup analyses. 

CLARK,R.J. Project Directorate 1-2. 92/03/25. BECK.G.J. Philadelphia Electric Co. 
4pp. 61122:112-61122:115. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203050045 Forwards insp repts 50-352/92-08 & 50-353/92-07 on 920210-14.No viola¬ 
tions noted.Continuing training program for technical health physics found to be poorly 

JOYNER,J.H. Region 1 (Post 820201). 92/02/27. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 60790:122-60790:135. 

-9203050050 Insp repts 50-352/92-07 & 50-353/92-07 on 920210-14.No violations 
noted.Major areas inspected:radiological controls program,staffing & 

qualifications,training,dosimetry.access control & calibr & testing of survey instrumen¬ 
tation. 

SHERBINI.S., PASCIAK.W. Region 1 (Post 820201). 92/02/26. 11pp. 60790:125- 
60790:135. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/ 
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain¬ 
ment leak rate testing. 

DURRJ.P. Region 1 (Post 820201). 92/03/03. SMITH.D.M. Philadelphia Electric Co. 
4pp. 60845:197-60845:206. 

-9203100253 Insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on 
920210-14.Major areas inspected:followup of previously identified items. 
CHAUDHARY.S.K., EAPEN.P.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201- 
60845:206. 

9203170120 Forwards exam repts 50-277/92-01OL,50-278/92-01OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 


-9203170135 Exam repts 50-277/92-01 OL,50-278/92-010L,50-352/92-020L & 50- 
353/92-02OL on 920113-15.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS,J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203180387 Provides four corrective action alternatives for N2H recirculation riser 
nozzle to safe end weld indication set for 920321 refueling outage.Selection to be 
based on UT insp of nozzle. 

BECK.GJ. Philadelphia Electric Co. 92/03/12. Document Control Branch (Document 
Control Desk). 2pp. 60975:354-60975:355. 

9203300096 Forwards insp rept 50-352/92-06 & 50-353/92-05 on 920127- 0207.No vio¬ 
lations noted.Support provided to facility of high quality. 

DURRJ.P. Region 1 (Post 820201). 92/03/19. SMITH.D.M. Philadelphia Electric Co. 
3pp. 61111:021-61111:031. 

-9203300104 Insp repts 50-352/92-06 & 50-353/92-06 on 920207-0127.No violations 
noted.Major areas inspected.licensee nuclear engineering dept program. 
MCBREATY.R.A., GRAY.E.H. Region 1 (Post 820201). 92/03/15. 8pp. 61111:024- 
61111:031. 


R. Periodic operating reports & related correspondence 

9203060267 “Std Format for Reporting Number of Personnel & Man-Rem by Work & 
Job Function for period Jan-Dec 1991.” W/920228 ltr. 

LEITCH.G.M. Philadelphia Electric Co. 91/12/31. 3pp. 60858:035-60858:037. 

9203060349 “1991 Annual Rept of All Challanges to Safety Relief Valves, Unit 1 - Rept 
7 & Unit 2 - Rept 3.” 

LEITCH.G.M. Philadelphia Electric Co. 92/02/21. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60858:151-60858:152. 

9203040308 Forwards “Semiannual Effluent Release Rept 15 Jul-Dec 1991” & “Annual 
Tower 1 Joint Frequency Distributions of Wind Direction & Speed by Atmosphere Sta¬ 
bility Rept 7 for 1991." 

LEITCH.G.M. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60825:165-60826:063. 

-9203040317 “Semiannual Effluent Release Rept 15,Jul-Dec 1991.” 

DUBIEL.R.W. Philadelphia Electric Co. 91/12/31. 229pp. 60825:167-60826:033. 

-9203040328 “Annual Tower 1 Joint Frequency Distributions of Wind Speed & Direction 
by Atmospheric Stability Class 1991 Rept 7." 

DOERING,J. Philadelphia Electric Co. 91/12/31. 30pp. 60826:034-60826:063. 

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991. 
BECK.GJ. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 16pp. 60860:072-60860:087. 

9203180236 Monthly operating repts for Feb 1992 for Limerick Generating Station Units 
1 & 2.W/920306 ltr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 92/02/29. 12pp. 60991:339- 
60991:350. 


S. Reportable occurrences, LERs & related correspondence 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 

9203300025 LER 90-019-01 :on 900915,diesel generator surveillance test failure 
reported.Diagnostic testing inconclusive on cause & no subsequent failure noted.No 
addl corrective actions planned.W/920320 ltr. 

MADSEN.G.J., DOERING,J. Philadelphia Electric Co. 92/03/20. 6pp. 61225:025- 
61225:030. 

9203310255 NPDES noncompliance notificatiomon 920206,rain water pumped from ele- 
trical manhole into storm water runoff drain due to inadequate procedural 
guidance.Blue drains to be labelled, indicating use for storm water runoff only by 
920801. 

DOERING,J. Philadelphia Electric Co. 92/03/25. BAUER,R. Pennsylvania, Common¬ 
wealth of. 3pp. 61216:356-61216:358. 

9203310219 LER 91-018-Q1:on 91 0618,primary containment & reactor vessel isolation 
control sys actuations occurred.Caused by loss of power to distrubution 
panel.Preventive maint tasks written to replace inductors in inverters annually.W/ 
920326 ltr. 

MADSEN.G.J., DOERING,J. Philadelphia Electric Co. 92/03/26. 5pp. 61225:165- 
61225:169. 


V. Operator Examinations 

9203060275 Requests that CP Gillespie Operator License SOP-10193 be 
discontinued.since duties & responsibilities of license has been competently carried 
out 

LEITCH.G.M. Philadelphia Electric Co. 92/02/24. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60860:071-60860:071. 

9203030348 Notification of contract execution,mod 1 to task order 127, “Fuel Handler 
Operator Licensing Exams,Limerick Nuclear Power Plant.” ContractonSonalysts.Inc. 
HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 60773:097- 
60773:098. 
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-9203030356 Ltr Contract NRC-03-89-031 .Mod 1 to task order 127,providing incremen¬ 
tal funding,to "Fuel Handler Operator Licensing Exams,Limerick Nuclear Power Plant.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60773:098-60773:098. 

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-01 OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH,D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01 OL.50-278/92-01 OL.50-352/92-02OL & 50- 
353/92-02OL on 920113-15.Exam results.six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLIAMS.J., CONTE.R.J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139- 
60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203230318 Requests discontinuation of operator license for RD Kennedy, Docket 55- 
60254,License SOP-10457. 

LEITCH.L.J. Philadelphia Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). Ip. 61077:346-61077:346. 

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li¬ 
censes due to reassignment of duties. 

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document 
Control Desk). Ip. 61165:027-61165:027. 
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F. Security, medical, emergency & fire protection plans 

9203030317 Forwards copy of completed survey & data point library ref file for use in 
implementation of specific Emergency Response Data Sys interface & data base,in 
response to NRC 900605 ltr. 

BECK.G.J. Philadelphia Electric Co. 92/02/19. Document Control Branch (Document 
Control Desk). 200pp. 60797:228-60798:118. 

9203050045 Forwards insp repts 50-352/92-08 & 50-353/92-07 on 920210-14.No viola¬ 
tions noted.Continuing training program for technical health physics found to be poorly 
defined. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/27. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 60790:122-60790:135. 

9203300249 Forwards public version of revised EPIPs,including Rev 6 to EP-112,Rev 16 
to EP-210,Rev 9 to EP-211,Rev 3 to EP-225,Rev 15 to EP-230,Rev 10 to EP-261,Rev 
26 to EP-291,Rev 13 to EP-410 & Rev 9 to EP-250. 

BECK.G.J. Philadelphia Electric Co. 92/03/10. Document Control Branch (Document 
Control Desk). 2pp. 61121:146-61122:014. 

-9203300252 Public version of revised EPIPs,including Rev 6 to EP-112, Rev 16 to EP- 
210,Rev 9 to EP-211 ,Rev 3 to EP-225,Rev 15 to EP-230,Rev 10 to EP-261,Rev 26 to 
EP-291,Rev 13 to EP-410 & Rev 9 to EP-250. 

* Philadelphia Electric Co. 92/03/10. 200pp. 61121:148-61122:014. 

9203230266 Rev 14 to EPIP EP-241, “Sample Preparation & Handling of Highly Radio¬ 
active Liquid Samples,” including Rev 169 to Emergency Plan Procedure Index.W/ 
920317 ltr. 

BECK.G.J. Philadelphia Electric Co. 92/03/17. 17pp. 61077:288-61077:304. 

9203270129 Advises that Emergency Response Data Sys Implementation Plan in util 
911206 ltr acceptable.Requests clarification on plan for telephone line installation by 
AT&T described in Generic Ltr 9l-14.Notes need for coordination w/Halliburton Corp. 
MILLER,C.L. Project Directorate 1-2. 92/03/19. BECK.G.J. Philadelphia Electric Co. 
5pp. 61166:076-61166:080. 


J. Insurance & indemnity information 


9203190340 Submits property insurance coverage available for facility. Insurance info 
required to be reported to NRC on Apr of each yr. 

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Document 
Control Desk). 2pp. 61060:318-61060:319. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR5Q.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030091 Provides addl info to clarify response to 10CFR50.63, "Loss of All Alternat¬ 
ing Current." 

•Philadelphia Electric Co. 92/02/14. Document Control Branch (Document Control 
Desk). 2pp. 60794:338-60794:339. 

9203020141 Forwards responses to Generic Ltr 88-14, "Instrument Air Supply Sys Prob¬ 
lems Affecting Safety-Related Equipment.” 

BECK.G.J. Philadelphia Electric Co. 92/02/24. Document Control Branch (Document 
Control Desk). 13pp. 60767:221-60767:233. 


9203100092 Application for one time TS change request92-04-2 to license NPF-85 ex¬ 
tending allowed outage time for ECCS to allow continued operation while repairs 
made to loop B of ESW. 

BECK.G.J. Philadelphia Electric Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 60893:081-60893:097. 

-9203100101 Proposed one time TS change request 92-04-2 to extend allowed outage 
time for ECCS sys supported by B loop of ESW. 

* Philadelphia Electric Co. 92/03/03. 14pp. 60893:083-60893:097. 

9203100125 Application for amend to licenses NPF-39 & NPF-85 consisting of TS 
change request 91-04-0 re surveillance requirements on snubber functional testing 
mods & changing snubber testing interval to 24 months. 

BECK.G.J. Philadelphia Electric Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60900:119-60900:140. 

-9203100129 Proposed tech specs change request 91-04-0 re rev to snubber functional 
testing surveillance requirements. 

* Philadelphia Electric Co. 92/03/03. 19pp. 60900:122-60900:140. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180398 Forwards copy of proposed change to util NPDES permit sent in 920214 & 
0224 Itrs to PA Dept of Environmental Resources per Environmental Protection 
Plan,section 3.2.Change would allow daily use of chemical additive to control foaming. 
BECK.G.J. Philadelphia Electric Co. 92/03/12. Document Control Branch (Document 
Control Desk). 11pp. 60975:343-60975:353. 

9203190356 Forwards corrected amends 37 & 4 to licenses NPF-39 & NPF- 
85,respectively,due to typos re removal of cycle- specific parameter limits. 

CLARK.R.J. Project Directorate 1-2. 92/03/12. BECK.G.J. Philadelphia Electric Co. 
3pp. 60982:286-60982:290. 

-9203200415 Corrected amends 37 & 4 to licenses NPF-39 & NPF-85, 
respectively,revising tech specs re removal of cycle specific parameter limits due to 
typos. 

* Project Directorate 1-2. 92/03/12. 2pp. 60982:289-60982:290. 

9203230120 Suppls 891228 response to Generic Ltr 89-10, “Safety-Related Motor Op¬ 
erated Valve Testing & Surveillance.” Program for delineating criteria for selecting 
valves to be tested & describing selection of test conditions end. 

HELWIG.D.R. Philadelphia Electric Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 11pp. 61062:217-61062:227. 

9203300330 Notification of 920407 meeting w/util in Rockville.MD to discuss loss of off¬ 
site power & LOCA. 

CLARK,R.J. Project Directorate 1-2. 92/03/25. MILLER,C.L. Project Directorate 1-2. 
4pp. 61122:094-61122:097. 

9203300336 Forwards request for addl info re util 910904 submittal re loss of all alter¬ 
nating currept.per 920219 telcon.NRC & util mutually concluded that meeting needed 
to conduct for walk- through of control room heatup analyses. 

CLARK.R.J. Project Directorate 1-2. 92/03/25. BECK.G.J. Philadelphia Electric Co. 
4pp. 61122:112-61122:115. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203050045 Forwards insp repts 50-352/92-08 & 50-353/92-07 on 920210-14.No viola¬ 
tions noted.Continuing training program for technical health physics found to be poorly 
defined. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/27. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 60790:122-60790:135. 
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-9203050050 Insp repts 50-352/92-07 & 50-353/92-07 on 920210-14. No violations 
noted.Major areas inspected.-radiological controls program.staffing & 
qualifications,training.dosimetry,access control & cafibr & testing of survey instrumen¬ 
tation. 

SHERBINI.S., PASC1AK.W. Region 1 (Post 820201). 92/02/26. 11pp. 60790:125- 
60790:135. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100249 Forwards insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/ 
92-08 on 920210-14.Corrective actions for identified violations reviewed re contain¬ 
ment leak rate testing. 

DURR.J.P. Region 1 (Post 820201). 92/03/03. SMITH,D.M. Philadelphia Electric Co. 
4pp. 60845:197-60845:206. 

“9203100253 insp repts 50-277/92-06,50-278/92-06,50-352/92-09 & 50-353/92-08 on 
920210-14.Major areas inspected:followup of previously identified items. 
CHAUDHARY.S.K. Region 1 (Post 820201). 92/02/25. 6pp. 60845:201-60845:206. 

9203170120 Forwards exam repts 50-277/92-01 OL.50-278/92-01OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

-9203170135 Exam repts 50-277/92-01 OL,50-278/92-010L,50-352/92-020L & 50- 
353/92-02OL on 920113-1 S.Exam results:six of seven candidates passed all portions 
of exam .One candidate failed operating portion for Limerick. 

WILLI AMS,J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219. 

-9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203300096 Forwards insp rept 50-352/92-06 & 50-353/92-05 on 920127- 0207.No vio¬ 
lations noted.Support provided to facility of high quality. 

DURR.J.P. Region 1 (Post 820201). 92/03/19. SMITH.D.M. Philadelphia Electric Co. 
3pp. 61111:021-61111:031. 

“9203300104 Insp repts 50-352/92-06 & 50-353/92-06 on 920207-0127.No violations 
noted.Major areas inspected:licensee nuclear engineering dept program. 
MCBREATY.R.A., GRAY.E.H. Region 1 (Post 820201). 92/03/15. 8pp. 61111:024- 
61111:031. 


R. Periodic operating reports & related correspondence 

9203060267 “Std Format for Reporting Number of Personnel & Man-Rem by Work & 
Job Function for period Jan-Dec 1991." W/920228 Itr. 

LEITCH.G.M. Philadelphia Electric Co. 91/12/31. 3pp. 60858:035-60858:037. 

9203060349 “1991 Annual Rept of All Challanges to Safety Relief Valves, Unit 1 - Rept 
7 & Unit 2 - Rept 3.” 

LEITCH.G.M. Philadelphia Electric Co. 92/02/21. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60858:151-60858:152. 

9203040308 Forwards “Semiannual Effluent Release Rept 15 Jul-Dec 1991” & “Annual 
Tower 1 Joint Frequency Distributions of Wind Direction & Speed by Atmosphere Sta¬ 
bility Rept 7 for 1991.” 

LEITCH.G.M. Philadelphia Electric Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60825:165-60826:063. 

“9203040317 “Semiannual Effluent Release Rept 15,Jul-Dec 1991.” 

DUBIEL.R.W. Philadelphia Electric Co. 91/12/31. 229pp. 60825:167-60826:033. 

“9203040328 “Annual Tower 1 Joint Frequency Distributions of Wind Speed & Direction 
by Atmospheric Stability Class 1991 Rept 7.” 

DOERING,J. Philadelphia Electric Co. 91/12/31. 30pp. 60826:034-60826:063. 

9203060272 Forwards fitness for duty program performance data for Jul- Dec 1991. 
BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 16pp. 60860:072-60860:087. 

9203180236 Monthly operating repts for Feb 1992 for Limerick Generating Station Units 
1 & 2.W/920306 Itr. 

MECK.K., LEITCH.G.M. Philadelphia Electric Co. 92/02/29. 12pp. 60991:339- 
60991:350. 


S. Reportable occurrences, LERs & related correspondence 

9203060085 LER 92-003-00:on 920204,fire door found open from pump to heat removal 
rooms against moderate energy pipe break rules. Root cause not known.Door closed 
& dogged & info to prevent recurrence added to training matl.W/920228 Itr. 

MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 92/02/28. 5pp. 60871:186- 
60871:190. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants encL 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 


9203240281 LER 92-004-00:on 920221,24 & 26.HPCI sys inverter power supply fuse 
blew,resulting in inoperability of HPCI sys flow control circuitry.Caused by degraded 
inverter.lnverter replaced on 920228 & sent to mfg.W/920319 Itr. 

MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 92/03/19. 4pp. 61120:242- 
61120:246. 

9203310255 NPDES noncompliance notificatiomon 920206,rain water pumped from ele- 
trical manhole into storm water runoff drain due to inadequate procedural 
guidance.Blue drains to be labelled, indicating use for storm water runoff only by 
920801. 

DOERING,J. Philadelphia Electric Co. 92/03/25. BAUER,R. Pennsylvania, Common¬ 
wealth of. 3pp. 61216:356-61216:358. 


V. Operator Examinations 

9203060275 Requests that CP Gillespie Operator License SOP-10193 be 
discontinued,since duties & responsibilities of license has been competently carried 
out. 

LEITCH.G.M. Philadelphia Electric Co. 92/02/24. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60860:071-60860:071. 

9203030348 Notification of contract execution.mod 1 to task order 127, “Fuel Handler 
Operator Licensing Exams,Limerick Nuclear Power Plant.” Contractor.Sonalysts.Inc. 
HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60773:097- 
60773:098. 

“9203030356 Ltr Contract NRC-03-89-031 .Mod 1 to task order 127,providing incremen¬ 
tal funding,to “Fuel Handler Operator Licensing Exams,Limerick Nuclear Power Plant.” 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60773:098-60773:098. 

9203170120 Forwards exam repts 50-277/92-01OL,50-278/92-01OL, & 50-352/92-02 & 
50-353/92-02OL during wk of 920113.Six of seven candidates passed all portions of 
exam. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/06. SMITH.D.M. Philadelphia 
Electric Co. 4pp. 60924:135-60924:227. 

“9203170135 Exam repts 50-277/92-01 OL,50-278/92-01 OL.50-352/92-02OL & 50- 
353/92-02OL on 920113-1 S.Exam results:six of seven candidates passed all portions 
of exam.One candidate failed operating portion for Limerick. 

WILLI AMS, J. Region 1 (Post 820201). 92/03/04. 76pp. 60924:139-60924:219. 

“9203170161 Discusses pre-exam review of multisite LSRO license written exam & re¬ 
quests concerns for inclusion of written exam grading process by NRC. 

LEITCH.G.M. Philadelphia Electric Co. 92/01/17. MARTIN,T.T. Region 1 (Post 
820201). 8pp. 60924:220-60924:227. 

9203230318 Requests discontinuation of operator license for RD Kennedy, Docket 55- 
60254,License SOP-10457. 

LEITCH.LJ. Philadelphia Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). Ip. 61077:346-61077:346. 

9203300068 Notifies that NH Nunn & BS Oliver no longer require senior operator li¬ 
censes due to reassignment of duties. 

BECK.G.J. Philadelphia Electric Co. 92/03/24. Document Control Branch (Document 
Control Desk). Ip. 61165:027-61165:027. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 
911229-920208. No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 

“9203100203 Insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 911229- 
920208-Eight unresolved items noted.Major areas inspected:operations,radiological 
controls,maint & surveillance testing & emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203230226 Summarizes 920304 telcon between NRC & util re fire protection issues 
including,use & testing requirements of PVC insulated electrical cables per SRP & 
NUREG-0800. Participants listed. 

THOMPSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/19. Docu¬ 
ment Control Branch (Document Control Desk). 2pp. 61077:203-61077:204. 

9203300004 Submits results of review of ERDS implementation plan for 
facilities.submitted via 911028 Itr.lmplementation plan acceptable.Telephone lines 
scheduled to be installed in Mar 1992 not Fall 1992 as stated in util schedule. 
MILLER.C.L. Project Directorate 1-2. 92/03/19. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61164:344-61164:348. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99 
for period of 900801-911228.While some deficiencies identified,plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

“9203310110 Initial SALP rept 50-354/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/27. 25pp. 61126:276-61126:300. 


P. Operating license stage documents It correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 
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9203190026 Notification of significant licensee meeting 92-21 w/util on 920212 to intro¬ 
duce util president to NRC. 

WHITE.J.R. Region 1 (Post 820201). 92/02/11. Region 1 (Post 820201). 2pp. 
60959:156-60959:157. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030332 Application for amend to license NPF-57,revising snubber visual insp inter¬ 
val requirements.Amend request submitted per Generic Ltr 90-09, “Alternative Re¬ 
quirements for Snubber Visual Inspection Intervals & Corrective Actions." 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/02/24. Document 
Control Branch (Document Control Desk). 7pp. 60800:295-60800:311. 

-9203030351 Proposed TS, incorporating changes in snubber visual insp intervals in TS 
4.7.5, Table 4.7.5-1 & Basis 3/4.7.S. 

* Public Service Electric & Gas Co. of New Jersey. 92/02/24. 10pp. 60800:302- 
60800:311. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180287 Forwards amend 48 to license NPF-57 & safety evaluation. Amend revises 
TS 4.6.1.2.a to allow one-time interval of 56 months between first & second Type A 
ILRT. 

DEMBEK.S. Project Directorate 1-2. 92/03/09. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60962:060-60962:070. 

-9203180290 Amend 48 to license NPF-57,revising TS 4.6.1.2.a to allow one-time inter¬ 
val of 56 months between first & second Type A ILRT. 

MILLER.C.L. Project Directorate 1-2. 92/03/09. 5pp. 60962:063-60962:067. 

—9203180295 Safety evaluation supporting amend 48 to license NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 3pp. 
60962:068-60962:070. 

9203250083 Discusses Natl Marine Fisheries Svc “Biological Opinion," recommenda¬ 
tions re potential reduction of incidental take of sea turtles. Description of program to 
address subj issues end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 92/03/16. Doc¬ 
ument Control Branch (Document Control Desk). 3pp. 61107:343-61107:345. 

9203260190 Forwards response to recommendations & questions identified in NRC 
safety evaluation of util responses to station blackout rule.Info covers station blackout 
duration, condensate inventor/ of DHR & reactor coolant inventory. 

LABRUNA.S. Public Sen/ice Electric & Gas Co. of New Jersey. 92/03/19. Document 
Control Branch (Document Control Desk). 9pp. 61129:279-61129:333. 

-9203270164 Rev 1 to “Estimated Frequency of Loss of Off-Site Power due to Ex¬ 
tremely Severe Weather & Severe Weather for Salem & Hope Creek Generating Sta¬ 
tions.” 

* Halliburton Co. NUS-5175 ROl. 92/03/31. 48pp. 61129:289-61129:333. 

9203260325 Advises of withdrawal of proposed change to license,per request. 
DEMBEK.S. Project Directorate 1-2. 92/03/20. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 61092:354-61092:356. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational^ Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202270404 Responds to 911218 ltr to Secretary of Energy referred to NRC on 
920113,requesting response to questions & concerns raised in 911106 ltr from WM 
Fraenkel re SALP repts for plants. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/18. ZIMMER,D. 
House of Rep. 10pp. 60931:086-60931:095. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203030332 Application for amend to license NPF-57,revising snubber visual insp inter¬ 
val requirements.Amend request submitted per Generic Ltr 90-09, “Alternative Re¬ 
quirements for Snubber Visual Inspection Intervals & Corrective Actions." 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/02/24. Document 
Control Branch (Document Control Desk). 7pp. 60800:295-60800:311. 

—9203030351 Proposed TS,incorporating changes in snubber visual insp intervals in TS 
4.7.5, Table 4.7.5-1 & Basis 3/4.7.S. 

* Public Service Electric & Gas Co. of New Jersey. 92/02/24. 10pp. 60800:302- 
finftnn-si i 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203090255 Provides addl info re unresolved items & potential violations identified 
during electrical distribution sys functional insp.Corrective actions:several undervoltage 
relays on 125-volt dc sys not being adequately tested. 

SWANSON.R.N. Public Service Electric & Gas Co. of New Jersey. 92/02/26. 
HODGES,M.W. Region 1 (Post 820201). 10pp. 60863:003-60863:012. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 
911229-920208.No violations noted. 

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068. 

-9203100203 Insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on 911229- 
920208-Eight unresolved items noted.Major areas inspected:operations,radiological 
controls,maint & surveillance testing & emergency preparedness & security. 
WHITE.J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068. 

9203300010 Inform that NRC task group will conduct surveillance test insp on 920406- 
17 . 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/16. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 61110:034-61110:036. 

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99 
for period of 900801-911228.While some deficiencies identified.plants safely & con¬ 
servatively operated & being maintained in accordance w/requirements. 

MARTIN,T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300. 

-9203310110 Initial SALP rept 50-354/90-99 for 900801-911228. 

* Region 1 (Post 820201). 92/02/27. 25pp. 61126:276-61126:300. 


R. Periodic operating reports & related correspondence 


9203020132 “Hope Creek Generating Station Semiannual Radioactive Effluent Release 
Rept for 1991.” W/920226 ltr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 52pp. 
60766:283-60766:334. 

9203100095 Annual rept,1991,of personnel receiving exposures greater than 100 mrem/ 
yr & associated man rem exposures according to work & job function.W/920228 ltr. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 91/12/31. 13pp. 
60897:341-60897:353. 

9203020300 “NPDES Discharge Monitoring Rept for Jan 1992 for Hope Creek Generat¬ 
ing Station.” W/920225 ltr. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 92/01/31. 
CORPORALE.G. New Jersey, State of. 23pp. 60783:171-60783:193. 

9203040051 Forwards annual rept of challenges to MSL SRVs for 1991.W/0 end. 
HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 92/02/27. Document 
Control Branch (Document Control Desk). Ip. 60802:173-60802:173. 

9203170068 Forwards monthly operating repts for Feb & revised figures for Jan 1992 
for Hope Creek Generating Station Unit 1. 

HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 92/03/13. Document 
Control Branch (Document Control Desk). Ip. 60983:280-60983:296. 

-9203170077 Monthly operating rept for Feb 1992 for Hope Creek Station, Unit 1. 
ZABIELSKI.V. Public Service Electric & Gas Co. of New Jersey. 92/02/29. 6pp. 
60983:281-60983:286. 

—9203170085 Summary of changes,tests & experiments for Hope Creek Generating 
Station Unit I.Jan & Feb 1992. 

* Public Service Electric & Gas Co. of New Jersey. 92/02/29. 9pp. 60983:287- 
60983:296. 


$. Reportable occurrences, LERs & related correspondence 

9203020296 LER 92-003-00:on 920129, inadvertent isolation of control room ventilation 
sys A & start of emergency filter unit 1 occurred.Caused by failed foil cover on chan¬ 
nel detector. Foil replaced & detector recalibr.W/920226 ltr. 

AVERSA.L., HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 92/02/26. 
6pp. 60838:066-60838:071. 

9203020315 LER 92-002-00:on 920128,control room ventilation train B tripped.Caused 
by marginal freon level,instrument drift & seasonal temp changes.Freon level restored 
& frequency of switch caiibrs revised.W/920226 ltr. 

AVERSA.L., HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 92/02/26. 
6nn. 60838:087-6083 :092 
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9203090010 NPDES noncompliance notification:on 920127,approx 20 gallons of fuel oil 
2 discharged from auxiliary boiler fuel oil day tank.Secondary site gauge replaced & 
operating procedures revised re draining of water in day tank. 

HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 92/02/26. New Jersey, 
State of. 10pp. 60862:093-60862:102. 

9203160114 Forwards amends to discharge confirmation repts,Cases 91-09-16-1058-24 
re HCGS sodium hypochlorite spill. 91-09-23-0949-26 re HCGS diesel fuel spilt at 
warehouse & 91-10-05-0455-05 re HCGS ammonium bisulfate discharge. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/05. New 
Jersey, State of. 15pp. 60969:232-60969:246. 

9203190173 LER 91-019-02:on 911123,control room operators discovered “E” filtration 
recirculation ventilation fan running.Caused by accumulation of water in low flow 
switch.lnstrument lines removed,cleaned & switches replaced.W/920311 Itr. 
AVERSA.L, HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. 92/03/11. 
6pp. 61085:114-61085:119. 

9203230270 Suppi to 920305 NPDES noncompliance notification:approx 7.5 cubic feet 
of soil & gravel removed from discharge area & placed in 55 gallon drums.Drums dis¬ 
posed of as hazardous waste at licensed disposal facility. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. 92/03/19. 
REDDY,B.S. New Jersey, State of. 4pp. 61082:340-61082:343. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203090055 Forwards results w/other matls of 920205 generic fundamentals exam sec¬ 
tion of written operator licensing exam for facility employees.W/o encl. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. ORTICELLE.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 60833:021-60833:022. 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9203160239 Forwards changes to physical security plan & minutes of 920122 Reactor 
Committee Meeting 5-9192 at which plan was approved.Changes withheld. 

HOLM.R.L Illinois, Univ. of, Urbana, IL. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60969:248-60969:252. 

9203190165 Revised emergency plan for Dept of Nuclear Engineering.W/ 920310 Itr. 
HOLM.R.L. Illinois, Univ. of, Urbana, IL. 92/03/10. 32pp. 60996:313-60996:343. 

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio¬ 
lations noted. 

GREGER,L.R. Region 3 (Post 820201). 92/03/18. JONES.B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 61054:227-61054:231. 

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations 
noted.Major areas inspected:plans,procedures & revs,repts of safeguards events & 
fixed site physical protection of SNM of low strategic significance. 

BELANGER,J.L. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228-61054:231. 


P. Operating license stage documents & correspondence 

9203050037 Forwards discussion of reactor facility fuel inventory administrative prob¬ 
lems previously discussed at 920131 meeting.Corrective actions include identification 
& corrected licensing of all Al elements. 

HOLM.R.L Illinois, Univ. of, Urbana, IL 92/02/24. ADAMS,A. NRC - No Detailed Affili¬ 
ation Given. 5pp. 60852:169-60852:173. 


Q. Inspection reports, IE Bulletins & correspondence 

9203060371 Responds to NRC 920106 Itr re violations noted in Insp Repts 50-151/91- 
01 & 50-356/91-01 on 911204-06.Corrective actions: reactor supervisor removed from 
duties & listed missing Reactor Committee meeting minutes reconstructed. 

HOLM.R.L, HANG.D.F., JONES.B.G. Illinois, Univ. of. Urbana, IL. 92/01/17. Region 3 
(Post 820201). 7pp. 60840:329-60840:336. 

9203060028 Ack receipt of 920117 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-151/91-01 & 50-356/91-01. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES.B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 60803:182-60803:182. 

9203090133 Forwards mgt meeting rept 50-151/92-01 & 50-356/92-01 on 920131 re 
results of recent NRC insp & 920117 response to insp. 

NORELIUS.C.E. Region 3 (Post 820201). 92/02/28. JONES.B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 60833:092-60833:096. 

-9203090140 Mgt meeting repts 50-151/92-01 & 50-356/92-01 on 920131. Major areas 
discussed:concems identified during Dec 1991 insp.particularly changes in facility staff 
mgt oversight of facility. 

COX.C.R., BARGER,J.W., GREGER.L.R. Region 3 (Post 820201). 92/02/28. 4pp. 
60833:093-60833:096. 

9203240110 Forwards insp repts 50-151/92-02 & 50-356/92-02 on 920309- 10.No vio¬ 
lations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/18. JONES.B.G. Illinois, Univ. of, 
Urbana, IL. Ip. 61054:227-61054:231. 

-9203240112 Insp repts 50-151/92-02 & 50-356/92-02 on 920309-10.No violations 
noted.Major areas inspected:plans,procedures & revs,repts of safeguards events & 
fixed site physical protection of SNM of low strategic significance. 

BELANGER,J.L., CREED,J.R. Region 3 (Post 820201). 92/03/17. 4pp. 61054:228- 
61054:231. 


9203310117 Forwards insp repts 50-151/92-03 & 50-356/92-03 on 920309-10.No viola¬ 
tions noted. 

GREGER.L.R. Region 3 (Post 820201). 92/03/20. JONES.B.G. Illinois, Univ. of, 
Urbana, IL. 2pp. 61127:025-61127:027. 

-9203310123 Partiality withheld insp repts 50-151/92-03 & 50-356/92-03 on 920309-10 
(ref 10CFR2.790).No violations noted.Major areas inspected:facility organization & 
operation .shipping & receiving & measurement & statistical controls. 

BELANGER. J.L., CREED,J.R. Region 3 (Post 820201). 92/03/20. Ip. 61127:027- 
61127:027. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan,per request. 
UPSHAW, W. International Programs (870413-911116). 88/08/17. Brazil. Ip. 

61213:303-61213:303. 

9111060025 Concludes that exercise scenario & objectives appear adequate & meet 
NRC requirements & emergency plan goals. 

REESE.J.H. Region 5 (Post 820201). 91/09/24. RAY.H.B. Southern California Edison 
Co. Ip. 60910:017-60910:017. 

9203030060 Forwards Rev 10 to Safeguards Contingency Plan.Rev withheld (ref 
10CFR73.21). 

KRIEGER.R.W. Southern California Edison Co. 92/02/13. Document Control Branch 
(Document Control Desk). 1 p. 60782:300-60782:300. 

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS.S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program,including oper¬ 
ational safety,radiological protection.security,surveillance,maint & LER rept review. 
JOHNSON.P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203020058 Rev 13 to EPIP SO123-VIII-0.9, “Action EPIP Index.” W/920224 Itr. 
PLAPPERT.R.D. Southern California Edison Co. 92/02/24. 5pp. 60758:327- 
60758:331. 

9203090318 Forwards “City of Dana Point Multihazard Emergency Plan," including 
Annex A & forwards Std Operating Procedures. 

* Southern California Edison Co. 92/02/26. NRC - No Detailed Affiliation Given. 2pp. 
60863:127-60863:329. 

-9203090323 “City of Dana Point Multihazard Emergency Plan,” including Annex A. 

* Dana Point, CA. 92/01/31. 75pp. 60863:129-60863:225. 

-9203090325 “Std Operating Procedure for Director of Emergency Svcs." 

* Dana Point, CA. 92/01/31. 10pp. 60863:226-60863:235. 

-9203090330 “Std Operating Procedure for Emergency Svcs Coordinator." 

* Dana Point, CA. 92/01/31. 14pp. 60863:236-60863:248. 

-9203090333 “Std Operating Procedure for City Attorney." 

* Dana Point, CA. 92/01/31. 8pp. 60863:249-60863:257. 

-9203090335 “Std Operating Procedure for Planning Section Chief." 

* Dana Point, CA. 92/01/31. 12pp. 60863:258-60863:269. 

—9203090337 “Std Operating Procedure for Operations Section Chief.” 

* Dana Point, CA. 92/01/31. 26pp. 60863:270-60863:295. 

—9203090339 “Std Operating Procedure for Info Officer." 

* Dana Point, CA. 92/01/31.34pp. 60863:296-60863:329. 

9203110405 Forwards Rev 10 to Security Force Training & Qualification, per 
10CFR50.54(p).Rev withheld. 

KRIEGER.R.W. Southern California Edison Co. 92/03/04. Document Control Branch 
(Document Control Desk). Ip. 60897:291-60897:291. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE.J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203170343 Forwards Rev 35 to physical security plan.Rev withheld (ref 10CFR73.21). 
KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Branch 
(Document Control Desk). Ip. 61090:240-61090:240. 

9203300066 Revised EPIPs,including rev 3 to EPIP S0123-VHI-0.201, “Surveillance Re¬ 
quirements Emergency Response Facilities & Equipment” & rev 3,technical change 
number 3-1 to EPIP SO123-VIII-0.202, “Assignment of...." W/920323 Itr. 
PLAPPERT.R.D. Southern California Edison Co. 92/03/23. 25pp. 61164:293- 
61164:317. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan," ad¬ 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA 
for Units 2 & 3.W/o encl. 

ORNELAS,R. Southern California Edison Co. 92/03/26. Document Control Branch 
(Document Control Desk). 2pp. 61165:016-61165:017. 
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1. Financial information 

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude pages from repts pertaining to nuclear expenses & investments. 

RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN,J.B. Region 5 (Post 
820201). 116pp. 61107:001-61107:116. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030349 Advises that 920128 response to generic ltr 91-11 re resolution of generic 
issues 48, “LCO for Class IE Vital Instrument Buses” & 49, “Interlocks & LCO for 
Class IE Tie Breakers" acceptable. 

BRADFUTE.J.O. Project Directorate V. 92/02/25. BAY.H.B. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60772:201-60772:203. 

9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 24 to “ODCM." 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). 1 p. 60863:330-60864:267. 

-9203090331 Rev 24 to “ODCM." 

* Southern California Edison Co. 91/08/31. 200pp. 60864:088-60864:267. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion enct. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. WUNDERLY.B. Babcock & Wilcox Co. 9pp. 60963:088-60963:101. 

9203180248 Forwards SER accepting proposed testing schedule & alternate method for 
verifying valve operability as proposed by VRR 3 & 13. 

QUAY.T.R. Project Directorate V. 92/03/11. RAY.H.B. Southern California Edison Co. 
COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60964:108-60964:116. 

-9203180256 Safety evaluation supporting proposed testing schedule & alternate 
method for verifying valve operability as proposed by VRR 3 & 13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 6pp. 
60964:111-60964:116. 

9203160248 Provides response to SER re station blackout analysis.NRC recommenda¬ 
tions encompass listed areas. 

ORNELAS.R. Southern California Edison Co. 92/03/12. Document Control Branch 
(Document Control Desk). 8pp. 60949:339-60949:346. 

9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear 
Generating Station,Units 2 & 3 & Rev 25 to “ODCM." 

RAINSBERRY.J.L Southern California Edison Co. 92/03/13. Document Control 
Branch (Document Control Desk). Ip. 61184:203-61185:042. 

-9203240102 Rev 25 to “ODCM." 

* Southern California Edison Co. 92/02/28.150pp. 61184:216-61185:042. 

9203270270 Forwards completed section 3.9 for each version of new std tech 
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance 
w/comment resolution process. 

GRIMES,C.l. Technical Specifications Branch. 92/03/16. BUSH.L. Westinghouse 
Electric Corp. WOODS,B. Combustion Engineering, Inc. WUNDERLY.B. Babcock & 
Wilcox Co. 200pp. 61108:254-61109:083. 

9203250099 Advises of completion of internal audit of plant TSs for FY92.Audit results 
reveal 20 discrepancies in three vol plant TS copy,which consist of TS pages not up¬ 
dated to current amends. 

CARSON,L.C. Region 5 (Post 820201). 92/03/18. SCARANO.R.A. Region 5 (Post 
820201). 2pp. 61070:279-61070:280. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan,” ad¬ 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA 
for Units 2 & 3.W/o end. 

ORNELAS.R. Southern California Edison Co. 92/03/26. Document Control Branch 
(Document Control Desk). 2pp. 61165:016-61165:017. 

9203310140 Informs that mishandling at NRC delayed mailing of amends 101 & 90 to 
920324.Licensee authorized to delay implementation date of two amends to no later 
than 920418. 

KALMAN,G. Project Directorate V. 92/03/26. RAY.H.B. Southern California Edison 
Co. COTTON,G. San Diego Gas & Electric Co. Ip. 61194:072-61194:072. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operationaf Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871 .*182-60871:185. 

9203060024 Forwards insp repts 50-206/91 -39,50-361 /91 -39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39,50-361 /91 -39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program.including oper¬ 
ational safety,radiological protection,security.surveillance.maint & LER rept review. 
JOHNSON.P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203060011 Forwards insp repts 50-206/92-05,50-361 /92-05 & 50-362/92-05 on 
920127-31. No violations noted.Potential safety issue noted re incapability of alarm do¬ 
simeters in high noise areas. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RAY.H.B. Southern California Edison 
Co. 4pp. 60803:122-60803:133. 

-9203060015 Insp repts 50-206/92-05,50-361 /92-05 & 50-362/92-05 on 920127-31.No 
violations noted.Major areas inspected:licensee radiation protection program.including 
work during refueling & maint outage & ALARA planning. 

CHANEY,H.D., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 7pp. 60803:126- 
60803:133. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203230036 Forwards requalification exam repts 50-361 /OL-92-01 & 50-362/OL-92-01 
administered on 920127-30.Two SROs & six RQs met min requirements for license 
renewal.Areas of concern listed including crew communication practices. 
ZIMMERMAN,R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:058-60984:069. 

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam 
results:two SROs & six ROs examined.All operators successfully passed exams.No 
significant safety issues identified. 

MILLER,L.F. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203230071 Forwards special NRC operator licensing insp repts 50-361 /92-04 & 50- 
362/92-04 on 920122-23 & 0212.One violation identified & being considered for esca¬ 
lated enforcement action. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:125-60984:138. 

—9203230076 Special NRC operator licensing insp repts 50-361 /92-04 & 50-362/92-04 
on 920122-23 & 0212.One apparent violation identified & being considered for esca¬ 
lated enforcement action.Major areas inspected-.drug test of reactor operator. 

MILLER,L.F. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361 /92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE,J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203250152 Forwards revised ISI Relief Request B-7 for 18 RCS welds & new Relief 
Request B-8 from ASME Code Articles IWB-2400 & IWC-2400, “Insp Schedule” for 
1231 Class 1 & 2 welds for approval. 

MORGAN.H.E. Southern California Edison Co. 92/03/20. Document Control Branch 
(Document Control Desk). 16pp. 61099:085-61099:100. 


R. Periodic operating reports & related correspondence 

9203050154 “Annual Personnel Monitoring Rept for 1991." W/920228 ltr. 
KRIEGER.R.W. Southern California Edison Co. 91/12/31. 4pp. 60826:314-60826:317. 

9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 24 to “ODCM.” 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). 1 p. 60863:330-60864:267. 

-9203090322 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Southern California Edison Co. 91/12/31. 114pp. 60863:331-60864:087. 
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9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear 
Generating Station.Units 2 & 3 & Rev 25 to “ODCM.” 

RAINSBERRY.J.L. Southern California Edison Co. 92/03/13. Document Control 
Branch (Document Control Desk). Ip. 61184:203-61185:042. 

—9203240098 Monthly operating repts for Feb 1992 for San Onofre Nuclear Generating 
Station.Units 2 & 3. 

FARR.M.M. Southern California Edison Co. 92/02/29. 12pp. 61184:204-61184:215. 
-9203240102 Rev 25 to “ODCM.” 

* Southern California Edison Co. 92/02/28. 150pp. 61184:216-61185:042. 

9203240256 Forwards revised “San Onofre Nuclear Generating Units 1,2 & 3 Personnel 
Monitoring Rept,1990.” Rev corrects discrepancies between computer generated 
summary & recorded data noted during generation of 1991 rept 
KRIEGER.R.W. Southern California Edison Co. 92/03/16. Document Control Branch 
(Document Control Desk). 4pp. 61100:001-61100:004. 

—9203240260 “San Onofre Nuclear Generating Station.Units 1,2 & 3 Revised Annual 
Personnel Monitoring Rept-1990.” 

* Southern California Edison Co. 90/12/31. 3pp. 61100:002-61100:004. 


S. Reportable occurrences, LERs & related correspondence 


9203040201 LER 91-018-01 :on 911015,seismic qualification discrepancies on safety-re¬ 
lated instrumentation.Caused by inadequate vendor installation info.Missing guide re¬ 
placed on affected plant instrumentation.W/920225 Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/02/25. 11pp. 60838:008- 
60838:017. 


9203030141 LER 92-001-00:on 920127,discovered potential for steam line break impact 
on auxiliary feedwater tunnels & valve room equipment.Caused by faulty design 
calculation.Steam line to pump bldg isolated & steam barriers installed.W/920226 Itr. 
KRIEGER.R.W. Southern California Edison Co. 92/02/26. 10pp. 60392:038- 
60392:048. 


9203240144 Informs that design basis calculations & licensing document changes will 
be finalized by 920630 to ensure incorporation of matl in next scheduled rev to updat¬ 
ed FSAR on 930215,per commitment included in LER 90-015,Rev 1. 

KRIEGER.R.W. Southern California Edison Co. 92/03/06. MARTIN,J.B. Region 5 
(Post 820201). 1 p. 6116ft :004-61161:004. 

9203190064 LER 92-002-00:on 920209,CR isolation sys actuation,automatic start of 
EDG 3G002 occurred due to de-energization of ESFs actuation sys power 
supply.ESFAS dc power supply breaker reclosed.W/920310 Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/10. 8pp. 61085:089-61085:096. 

9203170094 LER 92-003-00:on 920211 .control room isolation actuation & automatic 
start of emergency diesel generator 3G002 occurred.Caused by deenergization of 
ESF actuation sys power supply.Event was reviewed w/personnel.W/920311 Itr. 
KRIEGER.R.W. Southern California Edison Co. 92/03/11. 8pp. 60997:185-60997:192. 

9203230103 PNO-V-92-007:on 920313,licensee initiated shutdown per TS 3.0.3 & de¬ 
clared unusual event due to indeterminate status of minimum flow recirculation isola¬ 
tion valves in safety injection & containment spray sys. 

CALDWELL,C., JOHNSON,P. Region 5 (Post 820201). 92/03/13. 2pp. 60984:284- 
60984:285. 


9203230276 LER 89-010-02:on 890520,concluded that main steam safety valve (MSSV) 
flow capacity less than nameplate rating.MSSVs ring settings changed to be consist¬ 
ent w/new recommended generic settings.W/920317 Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/17. 6pp. 61120:199-61120:204. 

9203250141 LER 92-008-00:on 920218,primary water stress corrosion cracking of pres- 
surizer instrument nozzles.noted.Caused by rust & boric acid crystals.Nozzle replaced 
& interim repair will be impiemented.W/920319 Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/19. 2pp. 61224:166-61224:167. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9203230036 Forwards requalification exam repts 50-361/OL-92-01 & 50-362/OL-92-01 
administered on 920127-30.Two SROs & six ROs met min requirements for license 
renewal.Areas of concern listed including crew communication practices. 
ZIMMERMAN.R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:058-60984:069. 

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam 
results:two SROs & six ROs examined.AII operators successfully passed exams.No 
significant safety issues identified. 

MILLER,LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069. 

9203230071 Forwards special NRC operator licensing insp repts 50-361/92-04 & 50- 
362/92-04 on 920122-23 & O212.0ne violation identified & being considered for esca¬ 
lated enforcement action. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:125-60984:138. 

-9203230076 Special NRC operator licensing insp repts 50-361 /92-04 & 50-362/92-04 
on 920122-23 & 0212.One apparent violation identified & being considered for esca¬ 
lated enforcement action.Maior areas inspected:drug test of reactor operator. 
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F. Security, medical, emergency & fire protection plans 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan,per request. 
UPSHAW,W. International Programs (870413-911116). 88/08/17. Brazil. Ip. 

61213:303-61213:303. 

9111060025 Concludes that exercise scenario & objectives appear adequate & meet 
NRC requirements & emergency plan goals. 

REESE,J.H. Region 5 (Post 820201). 91/09/24. RAY.H.B. Southern California Edison 
Co. Ip. 60910:017-60910:017. 

9203030060 Forwards Rev 10 to Safeguards Contingency Plan.Rev withheld (ref 
10CFR73.21). 

KRIEGER.R.W. Southern California Edison Co. 92/02/13. Document Control Branch 
(Document Control Desk). Ip. 60782:300-60782:300. 

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program,including oper¬ 
ational safety,radiological protection.security.surveillance,maint & LER rept review. 
JOHNSON,P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203020058 Rev 13 to EPIP SO123-VIII-0.9, “Action EPIP Index.” W/920224 Itr. 
PLAPPERT.R.D. Southern California Edison Co. 92/02/24. 5pp. 60758:327- 
60758:331. 

9203050089 Forwards Addendas 10-1A.10-1B & 10-1C to Physical Security 
Ran.Addendas withheld (ref 10CFR73.21). 

KRIEGER.R.W. Southern California Edison Co. 92/02/26. Document Control Branch 
(Document Control Desk). Ip. 60852:091-60852:091. 

9203090318 Forwards “City of Dana Point Multihazard Emergency Plan,” including 
Annex A & forwards Std Operating Procedures. 

* Southern California Edison Co. 92/02/26. NRC - No Detailed Affiliation Given. 2pp. 
60863:127-60863:329. 

-9203090323 “City of Dana Point Multihazard Emergency Plan,” including Annex A. 

* Dana Point, CA. 92/01/31. 75pp. 60863:129-60863:225. 

-9203090325 “Std Operating Procedure for Director of Emergency Svcs." 

* Dana Point, CA. 92/01/31. 10pp. 60863:226-60863:235. 

-9203090330 “Std Operating Procedure for Emergency Svcs Coordinator.” 

* Dana Point, CA. 92/01/31. 14pp. 60863:236-60863:248. 

-9203090333 “Std Operating Procedure for City Attorney.” 

* Dana Point, CA. 92/01/31. 8pp. 60863:249-60863:257. 

-9203090335 “Std Operating Procedure for Planning Section Chief.” 

* Dana Point, CA. 92/01/31. 12pp. 60863:258-60863:269. 

—9203090337 “Std Operating Procedure for Operations Section Chief.” 

* Dana Point, CA. 92/01/31. 26pp. 60863:270-60863:295. 

-9203090339 “Std Operating Procedure for Info Officer.” 

* Dana Point, CA. 92/01/31. 34pp. 60863:296-60863:329. 

9203110405 Forwards Rev 10 to Security Force Training & Qualification, per 
10CFR50.54(p).Rev withheld. 

KRIEGER.R.W. Southern California Edison Co. 92/03/04. Document Control Branch 
(Document Control Desk). Ip. 60897:291-60897:291. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE,J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203170343 Forwards Rev 35 to physical security plan.Rev withheld (ref 10CFR73.21) 
KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Branch 
(Document Control Desk). Ip. 61090:240-61090:240. 

9203240321 Forwards Addendum 10-1C to physical security plan for Unit 3.Addendurr 
withheld (ref 10CFR73.21). 

KRIEGER.R.W. Southern California Edison Co. 92/03/11. Document Control Brancf 
(Document Control Desk). Ip. 61107:352-61107:352. 

9203300066 Revised EPIPs,including rev 3 to EPIP S0123-VIH-0.201. “Surveillance Re 
quirements Emergency Response Facilities & Equipment” & rev 3,technical change 
number 3-1 to EPIP S0123-VIII-0.202, “Assignment of....” W/920323 Itr. 
PLAPPERT.R.D. Southern California Edison Co. 92/03/23. 25pp. 61164:293 
61164:317. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan," ad 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DB/ 
for Units 2 & 3.W/0 end. 

ORNELAS.R. Southern California Edison Co. 92/03/26. Document Conr I rancl 
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I. Financial Information 

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude pages from repts pertaining to nuclear expenses & investments. 

RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN,J.B. Region 5 (Post 
820201). 116pp. 61107:001-61107:116. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARfLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030349 Advises that 920128 response to generic ltr 91-11 re resolution of generic 
issues 48, “LCO for Class IE Vital Instrument Buses” & 49, “Interlocks & LCO for 
Class IE Tie Breakers" acceptable. 

BRADFUTE.J.O. Project Directorate V. 92/02/25. BAY.H.B. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60772:201-60772:203. 

9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 24 to “ODCM.” 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). Ip. 60863:330-60864:267. 

-9203090331 Rev 24 to “ODCM.” 

* Southern California Edison Co. 91/08/31. 200pp. 60864:088-60864:267. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.l. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. 9pp. 60963:088-60963:101. 

9203180248 Forwards SER accepting proposed testing schedule & alternate method for 
verifying valve operability as proposed by VRR 3 & 13. 

QUAY.T.R. Project Directorate V. 92/03/11. RAY.H.B. Southern California Edison Co. 
COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60964:108-60964:116. 

-9203180256 Safety evaluation supporting proposed testing schedule & alternate 
method for verifying valve operability as proposed by VRR 3 & 13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 6pp. 
60964:111-60964:116. 

9203160248 Provides response to SER re station blackout analysis.NRC recommenda¬ 
tions encompass listed areas. 

ORNELAS,R. Southern California Edison Co. 92/03/12. Document Control Branch 
(Document Control Desk). 8pp. 60949:339-60949:346. 

9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear 
Generating Station,Units 2 & 3 & Rev 25 to “ODCM.” 

RAINSBERRY.J.L. Southern California Edison Co. 92/03/13. Document Control 
Branch (Document Control Desk), ip. 61184:203-61185:042. 

-9203240102 Rev 25 to “ODCM.” 

* Southern California Edison Co. 92/02/28. 150pp. 61184:216-61185:042. 

9203270270 Forwards completed section 3.9 for each version of new std tech 
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance 
w/comment resolution process. 

GRIMES,C.l. Technical Specifications Branch. 92/03/16. BUSH.L. Westinghouse 
Electric Corp. WOODS,B. Combustion Engineering, Inc. WUNDERLY.B. Babcock & 
Wilcox Co. 200pp. 61108:254-61109:083. 

9203250099 Advises of completion of internal audit of plant TSs for FY92.Audit results 
reveal 20 discrepancies in three vol plant TS copy,which consist of TS pages not up¬ 
dated to current amends. 

CARSON.L.C. Region 5 (Post 820201). 92/03/18. SCARANO.R.A. Region 5 (Post 
820201). 2pp. 61070:279-61070:280. 

9203300095 Forwards Rev 6 to “San Onofre Design Basis & Reconstitution Plan,” ad¬ 
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA 
for Units 2 & 3.W/o end. 

ORNELAS,R. Southern California Edison Co. 92/03/26. Document Control Branch 
(Document Control Desk). 2pp. 61165:016-61165:017. 

9203310140 Informs that mishandling at NRC delayed mailing of amends 101 & 90 to 
920324.Licensee authorized to delay implementation date of two amends to no later 
than 920418. 

KALMAN,G. Project Directorate V. 92/03/26. RAY.H.B. Southern California Edison 
Co. COTTON,G. San Diego Gas & Electric Co. Ip. 61194:072-61194:072. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
ci ear Powor PlHnt Sit©s ** 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on 
911210-920127.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California 
Edison Co. 2pp. 60803:172-60803:181. 

-9203060031 Insp repts 50-206/91-39.50-361 /91 -39 & 50-362/91-39 on 911210- 
920127.No violations noted.Major areas inspected: operations program,including oper¬ 
ational safety, radiological protection,security,surveillance,maint & LER rept review. 
JOHNSON.P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181. 

9203060011 Forwards insp repts 50-206/92-05,50-361/92-05 & 50-362/92-05 on 
920127-31.No violations noted.Potential safety issue noted re incapability of alarm do¬ 
simeters in high noise areas. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RAY.H.B. Southern California Edison 
Co. 4pp. 60803:122-60803:133. 

-9203060015 Insp repts 50-206/92-05,50-361/92-05 & 50-362/92-05 on 920127-31.No 
violations noted.Major areas inspected:licensee radiation protection program,including 
work during refueling & maint outage & ALARA planning. 

CHANEY,H.D., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 7pp. 60803:126- 
60803:133. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203230036 Forwards requalification exam repts 50-361 /OL-92-01 & 50-362/OL-92-01 
administered on 920127-30.Two SROs & six ROs met min requirements for license 
renewal.Areas of concern listed including crew communication practices. 

ZIMMERMAN,R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:058-60984:069. 

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam 
results:two SROs & six ROs examined.All operators successfully passed exams.No 
significant safety issues identified. 

MILLER.LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203230071 Forwards special NRC operator licensing insp repts 50-361/92-04 & 50- 
362/92-04 on 920122-23 & 0212.One violation identified & being considered for esca¬ 
lated enforcement action. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:125-60984:138. 

—9203230076 Special NRC operator licensing insp repts 50-361/92-04 & 50-362/92-04 
on 920122-23 & 0212.One apparent violation identified & being considered for esca¬ 
lated enforcement action.Major areas inspected:drug test of reactor operator. 
MILLER.LF. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203130278 Provides results of ISI of SG tubes.Total of 4308 tubes in two SGs inspect¬ 
ed full length & two tubes were removed from svc.Complete results of recently com¬ 
pleted ISI will be submitted to NRC by 930220. 

KRIEGER.R.E. Southern California Edison Co. 92/03/06. Document Control Branch 
(Document Control Desk). 3pp. 60933:104-60933:106. 

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/ 
92-07 on 920224-28.No violations or deviations noted. Repts withheld (10CFR73.21). 
REESE.J.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison 
Co. 3pp. 60946:090-60946:092. 

9203250152 Forwards revised ISI Relief Request B-7 for 18 RCS welds & new Relief 
Request B-8 from ASME Code Articles IWB-2400 & IWC-2400, “Insp Schedule” for 
1231 Class 1 & 2 welds for approval. 

MORGAN,H.E. Southern California Edison Co. 92/03/20. Document Control Branch 
(Document Control Desk). 16pp. 61099:085-61099:100. 


Ft. Periodic operating reports & related correspondence 


9203050154 “Annual Personnel Monitoring Rept for 1991.” W/920228 ltr. 
KRIEGER.R.W. Southern California Edison Co. 91/12/31. 4pp. 60826:314-60826:317. 
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9203090420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991” & Rev 24 to “ODCM.” 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). Ip. 60863:330-60864:267. 

->9203090322 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Southern California Edison Co. 91/12/31.114pp. 60863:331-60864:087. 

9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear 
Generating Station,Units 2 & 3 & Rev 25 to “ODCM." 

RAINSBERRY.J.L. Southern California Edison Co. 92/03/13. Document Control 
Branch (Document Control Desk). Ip. 61184:203-61185:042. 

-9203240098 Monthly operating repts for Feb 1992 for San Onofre Nuclear Generating 
Station,Units 2 & 3. 

FARR.M.M. Southern California Edison Co. 92/02/29.12pp. 61184:204-61184:215. 

9203240256 Forwards revised “San Onofre Nuclear Generating Units 1,2 & 3 Personnel 
Monitoring Rept, 1990.” Rev corrects discrepancies between computer generated 
summary & recorded data noted during generation of 1991 rept. 

KRIEGER.R.W. Southern California Edison Co. 92/03/16. Document Control Branch 
(Document Control Desk). 4pp. 61100:001-61100:004. 

-9203240260 “San Onofre Nuclear Generating Station,Units 1,2 & 3 Revised Annual 
Personnel Monitoring Rept-1990.” 

* Southern California Edison Co. 90/12/31. 3pp. 61100:002-61100:004. 


S. Reportable occurrences, LERs & related correspondence 

9203090357 NPDES noncompliance notificatiomon 911218,during discharge of full flow 
condensate polishing demineralizer sump,total suspended solids exceeded instantane¬ 
ous value of NPDES permit.Extensive cleanup of sump conducted. 

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control 
Branch (Document Control Desk). 4pp. 60868:207-60868:210. 

9203240144 Informs that design basis calculations & licensing document changes will 
be finalized by 920630 to ensure incorporation of matl in next scheduled rev to updat¬ 
ed FSAR on 930215,per commitment included in LER 90-015,Rev 1. 

KRIEGER.R.W. Southern California Edison Co. 92/03/06. MARTIN.J.B. Region 5 
(Post 820201). ip. 61161:004-61161:004. 

9203250204 LER 92-002-00:on 920219,determined that source range neutron flux moni¬ 
tor was not providing audible indication.per TS 3.9.2.Caused by audible count rate 
booster amplifer being in off position.Subj amplifer re-energized.W/920320 Itr. 
KRIEGER.R.W. Souther* California Edison Co. 92/03/20. 7pp. 61120:323-61120:329. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfq by Fasco lndustries.lnitia!ly reported by util on 911010.Vendor advised to re¬ 
place aJl affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 

9203310222 LER 92-001-00:on 920225,containment purge isolation sys 

actuated.Caused by personnel error.Signs installed near monitors reminding personnel 
of responsibility for control room notification.W/920326 Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/03/26. 6pp. 61225:170-61225:175. 


V. Operator Examinations 

9203230036 Forwards requalification exam repts 50-361/OL-92-01 & 50-362/OL-92-01 
administered on 920127-30.Two SROs & six ROs met min requirements for license 
renewal.Areas of concern listed including crew communication practices. 
ZIMMERMAN,R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:058-60984:069. 

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam 
results:two SROs & six ROs examined.AII operators successfully passed exams.No 
significant safety issues identified. 

MILLER.LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069. 

9203230071 Forwards special NRC operator licensing insp repts 50-361/92-04 & 50- 
362/92-04 on 920122-23 & O212.0ne violation identified & being considered for esca¬ 
lated enforcement action. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California 
Edison Co. 4pp. 60984:125-60984:138. 

-9203230076 Special NRC operator licensing insp repts 50-361/92-04 & 50-362/92-04 
on 920122-23 & 02l2.0ne apparent violation identified & being considered for esca¬ 
lated enforcement action.Major areas inspected:drug test of reactor operator. 
MILLER.LF. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138. 
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F. Security, medical, emergency & fire protection plane 

9203030430 Forwards Emergency Response Data Sys (ERDS) communications descrip¬ 
tion & survey questionnaire & ERDS data point library per 911025 Itr & NUREG- 
1394,Rev 1, “ERDS Implementation,” respectively. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). 200pp. 60812:195-60812:342. 

9203120259 Acks receipt of 920213 Rev 21 to physical security plan. Rev consistent w/ 
10CFR50.54(p) & acceptable for inclusion in plan. 

COLLINS,D.M. Office of Nuclear Material Safety & Safeguards. 92/03/04. 
HAIRSTON.W.G. Southern Nuclear Operating Co. 3pp. 60925:311-60925:313. 

9203110166 Rev 83 to FNP-O-EIP-8, “On-Call Schedule.” W/920306 Itr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/03/06. 11pp. 60897:095- 
60897:105. 

9203200143 Revised EPIPs,including Rev 84 to FNP-O-EIP-8, “Emergency Communica¬ 
tions,” Rev 5 to FNP-0-EIP-9.3, ,T Personal Computer- Automated Dose Assessment 
Method” & Rev 21 to FNP-0-EIP-15, “Emergency Drills.” W/920312 Itr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/03/12. 181pp. 61095:001- 
61095:182. 


9203160287 Forwards Rev 2 to Safeguards Security Contingency Plan.Rev withheld (ref 
10CFR50.54(p)(2)). 

WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). Ip. 60969:247-60969:247. 

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement¬ 
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)). 
WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). Ip. 60969:254-60969:254. 

9203160298 Forwards Rev 6 to Guard Training & Qualification Plan.Rev withheld (ref 
10CFR50.54(p)(2)). 

WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). Ip. 60969:253-60969:253. 

9203260186 Rev 84 to EPIP FNP-O-EIP-8, “Plant Notification Roster,” reflecting first 
quarter update of roster by alphabetical & dept code listing.W/920321 Itr. 
HUDSPETH.J.B. Southern Nuclear Operating Co. 92/03/21. 200pp. 61129:007- 
61129:222. 

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viola¬ 
tions noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 3pp. 61126:169-61126:173. 

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28 
(reflOCFR73.21).No violations noted.Major areas inspected:physical security program 
including mgt support, security program plan & audit & testing & maint. 

THOMPSON,D. Region 2 (Post 820201). 92/03/19. 2pp. 61126:172-61126:173. 


G. Adjudicatory correspondence 

9203050240 Informs of NRC understanding that util will be submitting exhibits list identi¬ 
fying premarked util exhibits that duplicate NRC exhibits already admitted into evi¬ 
dence. W/Certificate of Svc & NRC exhibit list. 

HOLLER,E. Office of the General Counsel (Post 860701). #192 12644. 92/03/02. 
BOLLWERK.G.P., MORRIS.P.A., CARPENTER,J.H. Atomic Safety & Licensing Board 
Panel. 12pp. 60803:059-60803:070. 

9203110027 Forwards util list of duplicated premarked exhibits. W/Certificate of Svc. 
MILLER,J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch, 
Bingham, Baker, Hawthorne, Williams & Ward). #192 12667. 92/03/02. 

BOLLWERK.G.P., CARPENTER.J.H., MORRIS.P.A. Atomic Safety & Licensing Board 
Panel. 12pp. 60849:274-60849:285. 

9203110048 Forwards listed info,including util vertical timeline as requested by 

Carpenter,revised version of util list of duplicated pre-marked exhibits filed 920302 & 
description of four revs made to list.W/Certificate of Svc. 

MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch, 
Bingham, Baker, Hawthorne, Williams & Ward). #192 12678. 92/03/05. 

BOLLWERK.G.P., MORRIS.P.A., CARPENTER.J.H. Atomic Safety & Licensing Board 
Panel. 21pp. 60850:073-60850:097. 

-9203110055 Rept of util on level of silicone oil in gems level transmitters & grease 
used in fan motors on 851130.* Util has reasonable assurance that as of 851130,pre¬ 
mium RB grease being used in motors at issue in enforcement action. 

MILLER.J.H. Alabama Power Co. MILLER.J.H. Balch & Bingham (formerly Balch, 
Bingham, Baker, Hawthorne, Williams & Ward). 92/03/05. 3pp. 60850:095-60850:097. 

9203120305 Advises of mistakes involving list of exhibits transmitted to Ofc of Secretary 
for util civil penalty hearing on 920211-14 & 18-21,per 920228 Itr to C Cater.Records 
show tha util exhibit 10 marked for identification on 920211. 

DQNOVAN.S.K. Atomic Safety & Licensing Board Panel. #192 12684. 92/03/05. 
JOHNSON,S. Ann Riley & Associates. 2pp. 60886:001-60886:002. 

9203110020 Forwards listing of NRC proposed corrections to transcripts for 920211-14 
& 18-21 hearing sesssions.per ASLB 920224 order (memorializing scheduling 
directives).W/Certificate of Svc. 

HOLLER,E. Office of the General Counsel (Post 860701). #192 12668. 92/03/06. 
BOLLWERK.G.P., MORRIS.P.A., CARPENTER.J.H. Atomic Safety & Licensing Board 
Panel. 7pp. 60849:264-60849:270. 


H. General correspondence 


9203190113 Comment in total agreement w/NUMARC comments on 10CFR51 re “En¬ 
viron Review for Renewal of OLs." 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/13. CHILK.S.J. Office of the 
Secretary of the Commission. 1 p. 60959:330-60959:330. 


J. Insurance & Indemnity information 


9203300364 Submits verification of property insurance coverage as of 920401,per 
10CFR50.54 w(3). 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/25. Document Control Branch 
(Document Control Desk). Ip. 61199:001-61199:001. 


P. Operating license stage documents & correspondence 


9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re 
alternate plugging criteria. Nonproprietary WCAP-12872,Rev 2 & proprietary WCAP- 
12871,Rev 2, “JM Farley ...Plugging Criteria...” encl.WCAP-12871 ,Rev 2 withheld. 
HAIRSTON.W.G. Alabama Power Co. 91/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61072:001-61073:092. 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032. 
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9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203230084 Notice of consideration of issuance of amend to license NPF-8 & proposed 
NSHC determination & opportunity for hearing re mod to TS to allow implementation 
of interim plugging criteria for tube support elevations. 

HOFFMAN,S.T. Project Directorate 11-1. 92/02/26. 12pp. 61063:351-61063:362. 

9203040134 Application for amends to Licenses NPF-2 & NPF-8,changing TSs to 
modify thimble location required for determining quadrant power tilt ratio when one 
excore power range channel inoperable. 

WOODARD,J.D. southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). 2pp. 60802:203-60802:217. 

-9203040136 Proposed Tech Specs modifying thimble locations required for determin¬ 
ing quadrant power tilt ratio when one excore power range channel inoperable. 

* southern Nuclear Operating Co. 92/02/28. 13pp. 60802:205-60802:217. 

9203040141 Forwards nonproprietary Rev 2 to WCAP-12614 & proprietary Rev 2 to 
WCAP-12613, “RTD Bypass Elimination Licensing Rept,” Table 2.1-1.Rept withheld. 
WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60851:030-60851:033. 

-9203040151 Advises that Table 2.1-1 of Rev 2 to WCAP-12613, “RTD Bypass Elimina¬ 
tion Licensing Rept for JM Farley Nuclear Plant,Units 1 & 2,” can be released to 
public.ldentifies proprietary info of subj rept. 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/02/22. SIEMIEN.M.P. Office of the 
General Counsel (Post 860701). Ip. 60851:031-60851:031. 

-9203040155 Nonproprietary Rev 2 to “RTD Bypass Elimination for Licensing Rept for 
JM Farley Nuclear Plant,Units 1 & 2,” Table 2.1-1 (Replacement Page 15). 

* Westinghouse Electric Corp. WCAP-12614 R02. 92/02/28. 2pp. 60851:032- 
60851:033. 

9203120308 Grants approval to use ASME code case N-498, “Alternative Rules for 10 
yr Hydrostatic Pressure Testing for Class 1 & 2 Sys,Section XI.Div 1." 

ADENSAM.E.G. Project Directorate 11-1. 92/03/04. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 3pp. 60895:070-60895:072. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203250145 Forwards amend 92 & 85 to licenses NPF-2 & NPF-8 respectively & safety 
evaluation.Amends change TS to allow use of Vantage-5 fuel assemblies in both units 
& removal of RTD bypass manifold sys in unit 2. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/11. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 4pp. 61086:071-61086:161. 

-9203250158 Amends 92 & 85 to licenses NPF-2 & NPF-8,changing TS to allow use of 
Vantage-5 fuel assemblies in both units & removal of RTD bypass manifold sys in unit 
2 . 

ADENSAM.E.G. Project Directorate 11-1. 92/03/11. 64pp. 61086:075-61086:137. 

-9203250176 Safety evaluation supporting amends 92 & 85 to licenses NPF-2 & NPF-8. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 24pp. 
61086:138-61086:161. 

9203200249 Trip rept of 911119-22 visit to plant re bolting audit to gain info as part of 
closeout of generic safety issue 29, “Bolting Degradation or Failure in Nuclear Power 
Plants." Rept contains recommendations for consideration. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/13. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 6pp. 60991:110-60991:115. 

9203240389 Advises that WCAP-13221, “Steam Generator Tube Alternate Plugging Cri¬ 
teria Presentation Matls,” will be withheld from public disclosure,per 920214 request. 
HOFFMAN,S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 3pp. 61068:217-61068:219. 

9203250290 Advises that WCAP-13138, “Steam Generator Tube/Tube Support Plate 
Elevation Alternate Plugging Criterion Summary,” will be withheld from public 
disclosure,per 920109 request. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 2pp. 61086:064-61086:065. 

9203300110 Responds to 910822 ltr containing appeal from imposition of compliance 
backfit re staff work schedules at facilities. Bacfcfit need not be implemented until 
NRC completes generic review per Generic Ltr 82-12. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
25. HAIRSTON,W.G. Saxton Nuclear Experimental Corp. 3pp. 61165:021-61165:023. 

9203310214 Provides NRC requests & util positions re interim plugging criteria,per 
920323 telcon.Revised TS pages to correct editorial errors in pages 3/4 4-17 & B3/4 
4-3a submitted by util 920220 ltr end. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/27. Document Control Branch 
(Document Control Desk). 3pp. 61205:110-61205:115. 

-9203310216 Proposed Tech Spec Pages 3/4 4-17 & B3/4 4-3a in support of interim 
plugging criteria. 

* Southern Nuclear Operating Co. 92/03/27. 3pp. 61205:113-61205:115. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030073 Forwards insp repts 50-348/92-02 & 50-364/92-02 on 920101-31.No viola¬ 
tions or deviations noted. 

VERRELU.D.M. Region 2 (Post 820201). 92/02/10. HAIRSTON,W.G. Southern Nucle¬ 
ar Operating Co. 3pp. 60753:263-60753:274. 


-9203030079 Insp repts 50-348/92-02 & 50-364/92-02 on 920101-31.No violations 
noted.Major areas inspected:operational safety verification,monthly surveillance & 
maint observation & LERs. 

MAXWELL,G.F., MORGAN,M.J., WRIGHT.R.W. Region 2 (Post 820201). 92/02/10. 
9pp. 60753:266-60753:274. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203120274 Responds to violations noted in Insp Repts 50-348/92-01 & 50-364/92-01 
on 920106-10.Corrective actions:boxes noted as concern individually tagged listing ra¬ 
diation levels & contents. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/06. Document Control Branch 
(Document Control Desk). 3pp. 60925:293-60925:295. 

9203190293 Forwards safety evaluation re second 10 yr interval inservice insp relief 
requests.NRC concludes alternative exams acceptable or relief may be granted from 
code requirements impractical to perform. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 3pp. 60982:331-60982:342. 

-9203190301 Safety evaluation approving relief re second 10 yr interval inservice insp 
requests for plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/13. 9pp. 
60982:335-60982:342. 

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viola¬ 
tions noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 3pp. 61126:169-61126:173. 

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28 
(ref10CFR73.21),No violations noted.Major areas inspected:physical security program 
including mgt support, security program plan & audit & testing & maint. 

THOMPSON,D., TILLMAN,A., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/19. 2pp. 
61126:172-61126:173. 


R. Periodic operating reports & related correspondence 


9203230283 “JM Farley Nuclear Plant 10CFR50.59 Annual Rept." W/920320 ltr. 
WOODARD,J.D. Southern Nuclear Operating Co. 91/12/31. 150pp. 61104:026- 
61104:145. 


9203170309 Forwards monthly operating rept for Feb 1992 for JM Farley Nuclear Plant 
Unit 2 & corrected monthly operating rept for Jan 1992. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/13. Document Control Branch 
(Document Control Desk). Ip. 60983:198-60983:203. 

-9203170311 Monthly operating rept for Feb 1992 for JM Farley Unit 2. 

MOREY,D.N. Southern Nuclear Operating Co. 92/02/29. 3pp. 60983:199-60983:201. 

-9203170315 Corrected monthly operating rept for Jan 1992 for JM Farley Nuclear 
Plant. 

MOREY,D.N. Southern Nuclear Operating Co. 92/01/31. 2pp. 60983:202-60983:203. 

9203250022 Forwards annual diesel generator reliability data rept for 1991. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/03/20. Document Control Branch 
(Document Control Desk). 7pp. 61099:202-61099:208. 


S. Reportable occurrences, LERs & related correspondence 
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9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 


T. Hearing transcripts on non-antitrust matters 

9203060087 Corrected pages to 920212 transcript re Farley. 

DONOVAN,S.K. Commissioners (Post 750119). 92/02/12. 5pp. 60867:018-60867:022. 

9202240224 Transcript of 920213 hearing in Bethesda,MD.Pp 444-575. 

* Atomic Safety & Licensing Board Panel. #192 12655. 92/02/13. 155pp. 60744:050- 


9202240226 Transcript of 920218 hearing in Bethesda,MD.Pp 658-783. 

* Atomic Safety & Licensing Board Panel. #192 12657. 92/02/18. 150pp. 60743:181- 
60743:330. 

9203040321 Corrected Pages 787 & 788 containing list of exhibits from transcript of 
920219 hearing in Bethesda.MD. 

* Atomic Safety & Licensing Board Panel. 92/02/19. 2pp. 60840:247-60840:249. 

9203040323 Corrected Pages 967.968.968A, 1197,1198,1199 & 1200 from transcript of 
920220 hearing in Bethesda.MD containing list of exhibits & testimony of Hancock. 

* Atomic Safety & Licensing Board Panel. 92/02/20. 7pp. 60840:252-60840:259. 

9203170105 Forwards rebuttal testimony of NRC,Board & util.Floppy disks end per 
920224 order.W/Certificate of Svc.Related correspondence. 

HOLLER,E. Office of the General Counsel (Post 860701). #192 12690. 92/03/13. 
BOLLWERK.G.P., MORRIS,P.A., CARPENTER,J.H. Atomic Safety & Licensing Board 
Panel. 353pp. 60927:034-60929:085. 

-9203170237 Rebuttal testimony of JG Luehman & PC Shemanski on behalf of NRC 
Staff concerning enforcement.* Related correspondence. 

LUEHMAN,J.G. Ofc of Enforcement (Post 870413). SHEMANSKI,P.C. License Renew¬ 
al Project Directorate (Post 901216). 92/03/13. 32pp. 60927:038-60927:069. 

-9203170246 Rebuttal testimony of JG Luehman.N Merriweather.CJ Paulk & H Walker 
on behalf of NRC Staff concerning V-type tape splices.* Related correspondence. 
LUEHMAN,J.G. Ofc of Enforcement (Post 870413). MERRIWEATHER.N. Region 2 
(Post 820201). PAULK,C.J. Region 4 (Post 820201). 92/03/13. 23pp. 60927:070- 
60927:092. 

—9203170260 Rebuttal testimony of JG Luehman,CJ Paulk & H Walker on behalf of 
NRC Staff concerning 5-to-1 tape splices.* Related correspondence. 

LUEHMAN.J.G. Ofc of Enforcement (Post 870413). PAULK.C.J. Region 4 (Post 
820201). WALKER,H. Plant Systems Branch. 92/03/13. 9pp. 60927:093-60927:101. 

—9203170265 Rebuttal testimony of RC Wilson on behalf of NRC Staff concerning 
Chico A/Raychem Seals.* Related correspondence. 

WILSON,R.C. Vendor Inspection Branch. 92/03/13. 21pp. 60927:102-60927:122. 

—9203170291 Rebuttal testimony of MJ Jacobus & JG Luehman on behalf of NRC Staff 
concerning terminal blocks.* Related correspondence. 

LUEHMAN.J.G. Ofc of Enforcement (Post 870413). JACOBUS,M.J. Sandia National 
Laboratories. 92/03/13. 53pp. 60927:123-60927:175. 

—9203170296 Rebuttal testimony of W Levis on behalf of NRC Staff concerning Limitor- 
que operators.* Related correspondence. 

LEVIS,W. Centerior Energy. 92/03/13. 6pp. 60927:176-60927:181. 

—9203170299 Rebuttal testimony of W Levis on behalf of NRC Staff concerning gems 
level transmitters.* Related correspondence. 

LEVIS,W. Centerior Energy. 92/03/13. 6pp. 60927:182-60927:187. 

—9203170302 Rebuttal testimony of CJ Paulk & JG Luehman on behalf of NRC Staff 
concerning premium RB grease in fan motors & room coolers.* W/two oversize ends. 
PAULK,C.J. Region 4 (Post 820201). LUEHMAN.J.G. Ofc of Enforcement (Post 
870413). 92/03/13. 280pp. 60927:188-60929:085. 


V. Operator Examinations 

9203050193 Notification of contract execution,task order 137,to “Technical Assistance 
to Support Licensing Activities" to “Reactor Operator Licensing Initial Exams,Farley 
Nuclear Power Plant." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:348-60806:352. 

—9203050195 Ltr contract NRC-03-89-031 .task order 137,to “Technical Assistance to 
Support Licensing Activities" to “Reactor Operator Licensing Initial Exams,Farley Nu- 
dear Pow©r Plcint ’* 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:349-60806:352. 
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F. Security, medical, emergency & fire protection plans 

9203030072 Forwards rept of changes to Physical Security Plan,per 1 0CFR73.56.Rept 
withheld. 

BECKHAM,J.T. Georgia Power Co. 92/02/24. Document Control Branch (Document 
Control Desk). 2pp. 60782:301-60782:302. 

9203030158 Temporary rev 6 to 73EP-EIP-001-OS, "Emergency Classification & Initial 
Actions.” Change to be permanent when rev 7 issued. 

BECKHAM,J.T. Georgia Power Co. 92/02/26. 4pp. 60802:016-60802:019. 

9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire 
Hazards Analysis Rept. 

BECKHAM,J.t. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60950:106-60951:088. 


-9203110051 Rev 7B to El Hatch Nuclear Plant,Units 1 & 2 Fire Hazards Analysis Rept. 
* Georgia Power Co. 92/02/29. 36pp. 60951:053-60951:088. 

9203160067 Markup & typed version of emergency plan,Page H-3,clarifying description 
of HVAC sys for emergency operation facility.W/ 920306 ltr. 

BECKHAM,J.T. Georgia Power Co. 92/03/06. 5pp. 60968:331 -60968:335. 

9203190112 Rev 3 to Emergency Implementing Procedure 73EP-EIP-004-OS, “Duties of 
Emergency Director.” W/920311 ltr. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. 9pp. 60990:297-60990:305. 

9203200176 Rev 12 to “EM Hatch Nuclear Plant Units 1 & 2 Emergency Plan." W/ 
920311 ltr. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. 245pp. 61094:001-61094:283. 

9203230020 Forwards data point library & plant attribute library,per Rev 1 to NUREG- 
1394 as part of emergency response data sys. 

BECKHAM,J.T. Georgia Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 65pp. 61104:192-61104:266. 

9203240160 Forwards changes to security training & qualification plan. Changes reflect 
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June 
1991).Changes withheld. 

HAIRSTON,W.G. Georgia Power Co. 92/03/18. Document Control Branch (Document 
Control Desk). 2pp. 61107:353-61107:354. 

9203260151 Advises that emergency response data sys implementation plan provides 
basis for acceptable implementation at plant. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/23. BECKHAM,J.T. Georgia Power Co. 
2pp. 61093:170-61093:171. 


J. Insurance & indemnity Information 


9203310241 Provides site property damage insurance coverage for plant. Level of cov¬ 
erage maintained in excess of that required by 10CFR5O.54. 

HAIRSTON,W.G. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 61216:341-61216:343. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9203110043 Forwards Rev 10B to El Hatch Nuclear Plant FSAR & Rev 7B to plant Fire 
Hazards Analysis Rept. 

BECKHAM,J.T. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60950:106-60951:088. 

-9203110046 Rev 10B to El Hatch Nuclear Plant,Units 1 & 2 FSAR. 

* Georgia Power Co. 92/02/29. 800pp. 60950:108-60951:052. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91 /06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203100116 Forwards Rev 3 to Rept SIR-91-077, “IGSCC Flaw Evaluations & Welds 
Overlay Activities During El Hatch Unit 1 Fall 1991 Outage,” in response to NRC 
920212 request. 

BECKHAM,J.T. Georgia Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 60909:145-60909:231. 

9203090374 Forwards response to NRC 901218 request for addl info re 900110 appli¬ 
cation for amends to Licenses DPR-57 & NPF-5, changing TS to revise testing re¬ 
quirements on emergency diesel generators. 

BECKHAM,J.T. Georgia Power Co. 92/03/05. Document Control Branch (Document 
Control Desk). 4pp. 60897:292-60897:306. 

-9203090381 Proposed TS 3.9-1 & 3.9-4a re emergency diesel generators. 

* Georgia Power Co. 92/03/05.11pp. 60897:296-60897:306. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012. 

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing 
as part of 10-yr insp interval,per NRC 911210 safety evaluation of util inservice test 
program. 

BECKHAM,J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 5pp. 61094:347-61094:351. 

9203190413 Advises that response to Generic Ltr 89-10,Suppl 3, “Consideration of Re¬ 
sults of NRC Sponsored Tests of MOV," acceptable. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/13. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 60982:350-60982:353. 
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9203200187 Advises that util 910603 response to NRC questions re weld overlay re¬ 
pairs adequately addresses concern stated in SER. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/18. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 60997:328-60997:330. 

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends eliminate discrepancies between plant TSs & reg guide 
1.108 & conforms to requirements in generic Itr 84-15. 

JABBOUR.K.N. Project Directorate 11-3. 92/03/20. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 61168:110-61168:155. 

-9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5,respectively, eliminating 
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in 
generic Itr 84-15. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/20. 26pp. 61168:114-61168:139. 

-9203300072 Safety evaluation supporting amends 178 & 119 to licenses DPR-57 & 
NPF-5,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 16pp. 
61168:140-61168:155. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001 -60392:011. 

9203020252 Forwards followup response to NRC 920127 Itr re violations noted in Insp 
Repts 50-321/91-27 & 50-366/91 -27.Corrective actions.discussions held w/GE (pump 
motor supplier) re coupling failures & GE will develop new cooling coil. 

BECKHAM,J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). 5pp. 60783:217-60783:221. 

9203100219 Forwards insp repts 50-321 /92-02 & 50-366/92-02 on 920119-02^.Viola¬ 
tions noted but not cited. 

HERDT.A.R. Region 2 (Post 820201). 92/02/26. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60845:077-60845:105. 

—9203100224 Insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215. Violations 
noted but not cited.Major areas inspected:onsite operations,including review of control 
room drawings & several improper procedure changes & surveillance testing. 
WERT.L.D., MUSSER.R.A., SKINNER,P.H. Region 2 (Post 820201). 92/02/26. 26pp. 
60845:080-60845:105. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing 
as part of 10-yr insp interval,per NRC 911210 safety evaluation of util inservice test 
program. 

BECKHAM,J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 5pp. 61094:347-61094:351. 

9203190345 Requests extension of schedule given in 911203 response to Insp Repts 
50-366/91-23 re rev to Unit 2 FSAR to reflect actual operation of main CR environ 
control sys.FSAR will be revised by end of Jul 1992. 

BECKHAM,J.T. Georgia Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 61062:129-61062:130. 


R. Periodic operating reports & related correspondence 

9203040271 “El Hatch Nuclear Plant - Units 1 & 2 Annual Operating Rept, 1991.” W/ 
920228 Itr. 

BECKHAM,J.T. Georgia Power Co. 91/12/31. 125pp. 60824:001-60824:195. 

9203310300 “Annual Environmental Surveillance Rept - 1991." W/920325 Itr. 
HAIRSTON.W.G. Georgia Power Co. 91/12/31. 75pp. 61205:298-61206:037. 

9203060091 Forwards fitness for duty program performance data for Jul-Dec 1991. 
BECKHAM,J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document 
Control Desk). 4pp. 60867:023-60867:026. 


9203030265 Forwards “Semiannual Radioactive Effluent Release Rept Jul- Dec 1991" 
& “Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta Temp 60- 
10m for Jan-Dec 1991." 

BECKHAM,J.T. Georgia Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60821:180-60821:288. 

-9203030271 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” 

* Georgia Power Co. 91/12/31. 58pp. 60821:182-60821:244. 

—9203030277 “Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta 
Temp 60-1 Om for Jan-Dec 1991.” 

* Georgia Power Co. 91/12/31. 45pp. 60821:245-60821:288. 

9203160286 Monthly operating repts for Feb 1992 for El Hatch Units 1 & 2.W/920311 
Itr. 

BEARD,R.M., BECKHAM,J.T. Georgia Power Co. 92/02/29. 12pp. 60998:333- 
60998:344. 


S. Reportable occurrences, LERs & related correspondence 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco I ndustries. I nitialty reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 
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F. Security, medical, emergency & fire protection plans 

9203090365 Public version of rev 13 to EPIP 1903.011, “Emergency Response/Notifica¬ 
tion.” W/920304 release memo. 

* Entergy Operations, Inc. 92/02/07. 73pp. 60853:044-60853:117. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.W. Project Directorate IV-1. 92/02/26. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 60873:119-60873:133. 

—9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS.J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

—9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-60873:133. 

9203050049 Forwards rev 23,Arkansas Nuclear 1 Industrial Security Plan & other 
changes representing rev 22 approved in NRC 911218 Itr per 1QCFR5Q.4.Changes 
withheld per 10CFR73.21. 

FISICARO.J.J. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60852:092-60852:093. 

9203050211 Rev 3 to EPIP 1903.053, “Logistical Support.” W/920228 Itr. 

* Entergy Operations, Inc. 92/02/28. 9pp. 60826:323-60826:331. 

9203050215 Rev 6 to EPIP 1903.054, “Requests for Addl Personnel." 

* Entergy Operations, Inc. 92/02/28. 9pp. 60852:229-60852:237. 

9203060035 Rev 3 to EPIP 1903.067, “Emergency Response Facility." 

* Entergy Operations, Inc. 92/02/28. 61pp. 60866:274-60866:333. 

9203060107 Forwards Emergency Response Data Sys Data Point Library, 910930 Itr. 
FISICARO.J.J. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 100pp. 60827:150-60827:260. 

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire 
protection requirements by adding subj requirements to respective safety analysis 
repts. 

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60989:348-60989:356. 

—9203180386 Proposed Tech Specs re fire protection requirements. 

* Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356. 

9203250162 Rev 6 to Emergency Plan Procedure 1903.065, “Emergency Response Fa¬ 
cility - Technical Support Ctr (TSC).” 

* Entergy Operations, Inc. 92/03/18. 46pp. 61106:197-61106:242. 

9203250167 Rev 2 to EPIP 1903.071, "US Army Corps of Engineers." 

* Entergy Operations, Inc. 92/03/18. 3pp. 61106:118-61106:121. 

9203250168 Rev 9 to EPIP 1904.08, “Use of WSI Weather Info Svc.” 

* Entergy Operations, Inc. 92/03/18. 21pp. 61104:310-61104:329. 

9203250171 Rev 8 to EPIP 1903.040, “Duties of Dose Assessment Team.” 

* Entergy Operations, Inc. 92/03/18. 13pp. 61104:267-61104:279. 

9203300362 Rev 4 to Procedure 1903.021, “Arkla Natural Gas Line Rupture.” 

* Entergy Operations, Inc. 92/03/18. 5pp. 61197:341-61197:345. 

9203310088 Rev 4 to EPIP 1903.071, “Pope County Sheriffs Dept.” 

* Entergy Operations, Inc. 92/03/18. 5pp. 61205:064-61205:068. 

9203260257 Informs that Emergency Response Data Sys implementation plan submit¬ 
ted in 911025 Itr acceptable. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/23. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 2pp. 61165:101-61165:102. 
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P. Operating license stag® documents & correspondence 

9106270324 Suppi 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppi 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioninp in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030369 Accepts response to NRC generic ltr 91-11 concerning resolution of gener¬ 
ic issues 48 & 49. 

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 92/02/25. CARNS.N.S. En¬ 
tergy Operations. Inc. 5pp. 60772:255-60772:259. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.W.. PETERSON.S.R. Project Directorate IV-1. 92/02/26. CARNS.N.S. En¬ 
tergy Operations. Inc. 3pp. 60873:119-60873:133. 

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS,J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-60873:133. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR5O.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire 
protection requirements by adding subj requirements to respective safety analysis 
repts. 

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60989:348-60989:356. 

-9203180386 Proposed Tech Specs re fire protection requirements. 

* Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356. 

9203190241 Suppls 910717 response to Generic Ltr 88-20, “Individual Plant Exams for 
Severe Accident Vulnerabilities." Requests extension of submittal date for Unit 1 until 
930430. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60998:312-60998:313. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Row From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. or New York, Inc. 11pp. 60392:001-60392:011. 

9203020070 Forwards insp repts 50-313/92-04 & 50-368/92-04 on 920127-31.No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. CARNS.N.S. Entergy Operations, Inc. 
4pp. 60731:070-60731.086. 

—9203020072 Insp repts 50-313/92-04 & 50-368/92-04 on 920127-31.No violations 
noted.Major areas inspected:radiation protection & water chemistry programs w/em- 
phasis on how programs affect reasonably achievable A LARA program. 

MURRAY,B. Region 4 (Post 820201). 92/02/20. 13pp. 60731:074-60731:086. 

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively & 
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp 
for diesel fire pump battery. 

ALEXION.T.WL Project Directorate IV-1. 92/02/26. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 60873:119-60873:133. 


-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re¬ 
quirement for visual cell plate insp for diesel fire pump battery. 

LARKINS.J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130. 

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 & 
NPF-6,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp. 
60873:131-(>0873:133. 

9203060023 Ack receipt of 920109 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-313/91-30 & 50-368/91-30. 

BEACH.A.B. Region 4 (Post 820201). 92/02/27. CARNS.N.S. Entergy Operations, Inc. 
4pp. 60803:160-60803:171. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203300016 Forwards insp repts 50-313/92-05 & 50-368/92-05 on 920126-Q229 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 92/03/23. CARNS.N.S. Entergy Operations, Inc. 
4pp. 61110:080-61110:111. 

-9203300022 Insp repts 50-313/92-05 & 50-368/92-05 on 920126-0229. Violations 
noted.Major areas inspected.monthly maint observation.bimonthly surveillance 
observation.operational safety verification & cold weather preparations. 
SATORIUS.M.A. Region 4 (Post 820201). 92/03/20. 27pp. 61110:085-61110:111. 


R. Periodic operating reports & related correspondence 


9203040117 “1991 Occupational Exposure Data Rept.” W/920228 ltr. 

FISICARO.J.J. Entergy Operations, Inc. 91/12/31. 5pp. 60802:218-60802:222. 

9203060041 “Semiannual Radiological Effluent Release Rept for Third & Fourth Quar¬ 
ters of 1991." W/920228 ltr. 

FISICARO.J.J. Entergy Operations, Inc. 91/12/31. 34pp. 60881:040-60881:074. 

9203030359 Provides valid tests & valid failures for each DG for 1991. Thirty one valid 
tests performed on each DG during reporting period.One valid failure occurred for 
each DG during 1991. 

FISICARO.J.J. Entergy Operations, Inc. 92/02/21. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60802:100-60802:101. 

9203050292 Forwards Arkansas Nuclear One fitness for duty six-month rept for Jul-Dec 
1991. 

FISICARO.J.J. Entergy Operations, Inc. 92/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60852:221-60852:225. 

9203050294 Forwards annual rept for activity of primary coolant 1991, per TS 6.9.1.5.e. 
FISICARO.J.J. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 41pp. 60852:128-60852:168. 

9203200350 Forwards monthly operating rept for Feb 1992 for ANO.Unit 2 & revised 
monthly operating rept for Jan 1992 for Unit 2. 

FISICARO.J.J. Entergy Operations, Inc. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61108:198-61108:205. 

-9203200352 Monthly operating rept for Feb 1992 for ANO.Unit 2. 

WHITT,M.S. Entergy Operations. Inc. 92/02/29. 5pp. 61108:200-61108:204. 

-9203200354 Revised monthly operating rept for Jan 1992 for ANO.Unit 2. 

* Entergy Operations, Inc. 92/01/31. Ip. 61108:205-61108:205. 


S. Reportable occurrences, LERs & related correspondence 

9203160122 PNO-IV-92-018:on 920309,Unit 2 shut down to repair SG tube leak.During 
repair,increase in SG tube leakage exceeds minimum detection.Licensee attempted to 
locate leakage tube & currently evaluating increased shutdown risk. 

JOHNSON,W.D. Region 4 (Post 820201). 92/03/10. 2pp. 60911:134-60911:135. 

9203250161 LER 92-001-00:on 920227,discovered that previous surveillance testing of 
ex-core instrumentation logarithmic power level high trips not performed.Caused by in¬ 
adequate procedures.Procedures revised.W/920320 ltr. 

SCOTT,T.F., FISICARO.J.J. Entergy Operations, Inc. 92/03/20. 6pp. 61120:316- 
61120:322. 

9203300212 PNO-IV-92-018A:on 920309,plant shut down to locate & repair SG tube 
leak in A SG longer than 48 h. Licensee plans to request TS change to permit use of 
sleeves to repair identified defects. 

BEACH,A.B., MARTIN,R.D. Region 4 (Post 820201). 92/03/24. 2pp. 61111:153- 
61111:154. 


V. Operator Examinations 

9203060096 Informs of 920324 meeting to discuss redevelopment of requalification 
exams.Meeting provides opportunity for more efficient interacting among Region IV & 
facility licensee personnel. 

BEACH.A.B. Region 1 (Post 820201). 92/02/21. CARNS.N.S. Entergy Operations, Inc. 
3pp. 60804:077-60804:079. 
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9203110044 Announces Region IV scheduling of 920324 meeting w/all licensees to dis¬ 
cuss rectification exams. 

COLLINS,S.J. Region 4 (Post 820201). 92/02/28. CARNS.N.S. Entergy Operations, 
Inc. 3pp. 60849:088-60849:090. 

9203260006 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam consisting of 100 questions on 920610.Sample reg¬ 
istration Itr end. 

GALLO.R.M. Operator Licensing Branch. 92/03/19. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 61083:009-61083:012. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203230072 Forwards FEMA rept for offsite portion of facilities exercise of 910619- 
20.No deficiencies identified during exercise.However.l 3 areas requiring corrective ac¬ 
tions identified.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/02/18. MCMEEKIN.T.C. Duke Power Co. 
4pp. 60984:139-60984:142. 

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No viola¬ 
tions or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60843:184-60843:198. 

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No violations 
noted.Major areas inspected:plant fire protection/prevention implementation program. 
MILLER,W.H., BEUSLE.G.A. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187- 
60843:198. 

9203260183 Forwards public version of revised EPIPs,including RP/Q/A/5700/07 & 
RP/0/A/5700/10.W/920323 release memo. 

MCMEEKIN.T.C. Duke Power Co. 92/02/20. Document Control Branch (Document 
Control Desk). 4pp. 61114:139-61114:169. 

-9203260188 Public version of revised EPIPs,including RP/0/A/5700/07 & RP/0/A/ 
5700/10. 

MICHAEL,R.P. Duke Power Co. 92/02/20. 26pp. 61114:141-61114:169. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.” W/ 920306 Itr. 

HARRIS,R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 

9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations,” including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 Itr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203300363 Rev 37 to emergency plan Figure K-1 & App 6,Pages Q-6.1 through Q- 
6.4.W/920319 Itr. 

MCMEEKIN.T.C. Duke Power Co. 92/03/19. 30pp. 61209:213-61209:240. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 
MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover Itr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 Itr concerning changes 
to plant topical rept, “QA Program.” 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys 
postulated event.Existing TS adequately ensure availability of essential svc water sys. 
TUCKER,H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 8pp. 60788:115-60788:122. 

9203090183 Requests approval of proposed alternatives to requirements of 
10CFR50.55a codes & stds to perform taper welding of plugs in Unit 2 steam genera¬ 
tor C.Comparison of 1980 & 1989 code editions discussed on end. 

MCMEEKIN.T.C. Duke Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 6pp. 60862:204-60862:209. 

9203090188 Forwards Rev 32 to Oconee “ODCM," Rev 33 to McGuire “ODCM,” Rev 
34 to Catawba “ODCM” & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

-9203090199 Rev 33 to McGuire Nuclear Station “ODCM.” 

MCCONNELL.T.L. Duke Power Co. 92/01/01. 53pp. 60896:002-60896:054. 

-9203090210 Rev 35 to “ODCM” generic section. 


9203100064 Provides util summary & work status in 920213 telcon with NRC staff on 
unit 1 restart after steam generator tube leak outage & eddy current test results on 
unit 2.Proposed agenda for 920507 meeting & updated Unit 1 action plan end. 
MCMEEKIN.T.C. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 4pp. 60885:351-60885:354. 

9203130255 Forwards response to NRC 910925 request for addl info re 901023 appli¬ 
cation to revise TS 3/4.7.5 to increase allowable temp of standby nuclear svc water 
pond.Util 10CFR50.59 evaluation of requested changes also end. 

MCMEEKIN.T.C. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 14pp. 60933:061-60933:074. 

9203060170 Forwards safety evaluation granting use of automatic welding for steam 
generator plugs,in response to 920227 Itr request. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/04. MCMEEKIN.T.C. Duke Power Co. 
4pp. 60839:036-60839:041. 

—9203060178 Safety evaluation granting use of automatic welding for steam generator 
plugs. 

* Project Directorate 11-3. 92/03/04. 2pp. 60839:040-60839:041. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR5Q.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120318 Requests FR publication of notice of issuance of amends to licenses NPF- 
9 & NPF-17.Amends revise TS re cycle 8 reload w/B&W fuel. 

REED,T.A. Project Directorate 11-3. 92/03/06. NRC - No Detailed Affiliation Given. 
3pp. 60911:338-60911:340. 

9203190259 Forwards amends 130 & 112 to licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends support unit 2 cycle 8 reload w/B&W fuel & make unit 2 TS 
identical to previously reviewed & approved unit 1 TS. 

REED.T.A Project Directorate 11-3. 92/03/06. MCMEEKIN.T.C. Duke Power Co. 4pp. 
60971:292-60972:017. 

-9203190279 Amends 130 & 112 to licenses NPF-9 & NPF-17,respectively, supporting 
unit 2 cycle 8 reload with B&W fuel & making unit 2 TS identical to previously re¬ 
viewed & approved unit 1 TS. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/06. 80pp. 60971:296-60972:014. 

-9203190282 Safety evaluation supporting amends 130 & 112 to licenses NPF-9 & 
NPF-17. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp. 
60972:015-60972:017. 

9203200347 Notification of contract execution,awarding task order 15,to “NOE Support 
at McGuire Nuclear Power Plant.” Contractor: TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14742. 92/03/09. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES,M. NRC - No Detailed Affiliation Given. Ip. 60999:350- 
60999:352. 

-9203200353 Ltr contract NRC-03-90-028,awarding Task Order 15: “NDE Support at 
McGuire Nuclear Power Plant.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-14742. 92/02/25. 
PAYNE,D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr., 
Inc.). 2pp. 60999:351-60999:352. 

9203250232 Revised Selected Licensee Commitment Manual,reflecting revs to Table 
16.8-la,Page 36 of 39 & Table 16.81b,Pages 10,36 & 37 of 39,in ref to containment 
penetration conductor overcurrent protective devices. 

BURBA,L. Duke Power Co. 92/03/10. 15pp. 61107:130-61107:144. 

9203230163 Forwards Rev 1 to “McGuire Nuclear Station Unit 1 .Cycle 8 Startup Rept," 
for criticality,zero power physics testing & power escalation testing,per Tech Spec 
6.9.1.1. 

MCMEEKIN.T.C. Duke Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). Ip. 61077:141-61077:175. 

—9203230168 Rev 1 to “McGuire Nuclear Station Unit 1 Cycle 8 Startup Rept.” 

* Duke Power Co. 92/03/11. 34pp. 61077:142-61077:175. 

9203270093 Notification of contract execution,Task Order 2, “Individual Plant Exam 
Submittal Reviews (for Internal Events Only) - Back-End Containment,McGuire,” 
awarded to Scientech.lnc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN L-1933- 
2. 92/03/20. MINNERS.W. Division of Safety Issue Resolution (Post 880717). 
FLACK,J. NRC - No Detailed Affiliation Given. Ip. 61109:329-61109:331. 

-9203270096 Ltr contract,NRC-04-91 -068,defining Task Order 2, “Individual Plant Exam 
Reviews,Internal Events:Back End Only:McGuire," awarded to Scientech.lnc. 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-1993-2. 92/03/ 
10. MATTSON,R.J. SCIENTECH, Inc. 12pp. 61109:330-61109:331. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 
cleer Power Pl&ot Sites ’* 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
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9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No viola¬ 
tions or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60843:184-60843:198. 

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31 .No violations 
noted.Major areas inspected:plant fire protection/prevention implementation program. 
MILLER,W.H., BELISLE.G.A. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187- 
60843:198. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.'* 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100171 Confirms dates of 920406-10 for NRC insp at plant in response to Generic 
Ltr 89-10. 

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60844:329-60844:331. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100169 Responds to NRC 911218 ltr re violations noted in insp rept 50-369/91-13 
& 50-370/91-13.Corrective actions:meeting held by Station Mgt personnel to ensure 
that positive control existed for VE doors. 

MCMEEKIN.T.C. Duke Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 4pp. 60897:356-60897:359. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 
ROSSI f C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180120 Forwards insp repts 50-369/92-04 & 50-370/92-04 on 920119- 0222.No 
violations or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/03/03. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60936:118-60936:126. 

“9203180122 Insp repts 50-369/92-04 & 50-370/92-04 on 920119-0222.No violations 
or deviations noted.Major areas inspected:plant operations,safety 
verification,surveillance testing,maint activities & followup on LERs & previous insp 
findings. 

VAN DOORN.P.K., COOPER,T.A., BELISLE.G.A. Region 2 (Post 820201). 92/03/02. 
6pp. 60936:121-60936:126. 

9203180133 Forwards insp repts 50-369/92-03 & 50-370/92-03 on 920127- 31 .No vio¬ 
lations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/05. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60936:149-60936:158. 

-9203180138 Insp repts 50-369/92-03 & 50-370/92-03 on 920127-31.No violations or 
deviations noted.Major areas inspected:snubher surveillance,inservice 

insp,instrumentation maint procedures & design changes & mod. 

LENAHAN.J.J., BLAKE.J.J. Region 2 (Post 820201). 92/03/04. 7pp. 60936:152- 
60936:158. 

9203120111 Forwards Rev 0 to “ISI Rept - Unit 1,McGuire 1991 Refueling Outage 7." 
Rept submitted in accordance w/ASME Code Section XI. 

TUCKER.H.B. Duke Power Co. 92/03/06. Document Control Branch (Document Con¬ 
trol Desk). Ip. 60930:118-60930:319. 

-9203120118 Rev 0 to “ISI Rept - Unit 1,McGuire 1991 Refueling Outage 7." 

HOGGE.A.J., UNDERWOOD,G.J., BARBOUR,J. Duke Power Co. 92/02/26. 250pp. 
60930:119-60930:319. 

9203180275 Notification of 920507 meeting w/util in Rockville,MD to discuss results of 
SG insps,pulled tube exams.crack growth rate prediction & future insp plans for plant 
SGs.Meeting agenda end. 

REED.T.A. Project Directorate 11-3. 92/03/12. MATTHEWS,D.B. Project Directorate II- 
3. 5pp. 60962:017-60962:021. 

9203250076 Responds to NRC 910320 ltr re violations noted in insp rept 50-369/91-01 
& 50-370/91-01 .Corrective actions:program to inspect all safety & non-safety related 
electrical cabinets containing fuses. 

MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 2pp. 61099:331-61099:332. 

9203310188 Responds to NRC 911030 ltr re violations noted in insp repts 50-369/91-21 
& 50 - 370/91 -21.Corrective actions:addl guidance will be provided to operators on how 
to handle situations that go beyond level of detail in procedure. 

MCMEEKIN.T.C. Duke Power Co. 92/03/19. Document Control Branch (Document 
Control Desk). 2pp. 61207:119-61207:120. 


R. Periodic operating reports & related correspondence 

9203020164 "McGuire Nuclear Station Semiannual , Radioactive Effluent Release 
Rept.Jul-Dec 1991." W/920226 ltr. 

MCMEEKIN.T.C. Duke Power Co. 91/12/31. 61pp. 60791:134-60791:195. 


9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER.H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 

9203260003 Forwards corrected “Personnel Exposure Rept for 1991,” correcting error 
in computer codes re distribution of dose by five TS-designated job functions. 
MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 2pp. 61128:045-61128:053. 

“9203260007 Revised “Personnel Exposure Rept for 1991," consisting of tabulation of 
number of station.util & other personnel receiving exposure of more than 100 mrem/ 

yr- 

* Duke Power Co. 91/12/31. 7pp. 61128:047-61128:053. 

9203160267 Forwards monthly operating repts for Feb 1992 for McGuire Nuclear 
Station,Units 1 & 2 & Jan 1992 info re personnel exposure & liquid & gaseous release 
for Dec. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60968:193-60968:205. 

“9203160276 Monthly operating repts for Feb 1992 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS,R.A., SIMMONS,N.C. Duke Power Co. 92/02/29. 10pp. 60968:195- 
60968:204. 

“9203160279 Revised monthly operating repts for Jan 1992 for McGuire Nuclear 
Station,incorporating personnel & liquid & gaseous release info for Dec. 

* Duke Power Co. 92/01/31. Ip. 60968:205-60968:205. 


S. Reportable occurrences, LERs & related correspondence 

9203030267 LER 92-001-00:on 920116,orderly shutdown commenced as result of pri- 
mary-to-secondary leakage.Caused by steam generator tube 47-46 leaking 30 drops 
per minute at secondary side.Data review conducted.W/920227 ltr. 

PEDERSEN,T.L., MCMEEKIN.T.C. Duke Power Co. 92/02/27. 2pp. 60838:024- 
60838:025. 

9203090091 LER 92-002-00:on 920117,error detected in results from computer program 
used to perform power distribution surveillance calculations.Caused by design defi¬ 
ciency. Program corrected.W/920302 ltr. 

PEDERSEN,T.L., MCMEEKIN.T.C. Duke Power Co. 92/03/02. 10pp. 60871:242- 
60871:251. 

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notificatiomon 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 

9203250156 LER 92-003-00:on 920219,discovered that valve 1WL-13QB (upper head in¬ 
jection check valve test line isolation) inoperable.On 920212,work request lacked 
proper rev number. Caused by mgt deficiency.Valve retested.W/920320 ltr. 
PEDERSEN,T.L., MCMEEKIN.T.C. Duke Power Co. 92/03/20. 11pp. 61120:305- 
61120:315. 


V. Operator Examinations 


9203240380 Forwards rept of unsatisfactory performance test result,per 10CFR26,App 
A for fitness-for-duty program. 

TUCKER.H.B. Duke Power Co. 92/03/17. Document Control Branch (Document Con¬ 
trol Desk). 4pp. 61093:351-61093:354. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203230072 Forwards FEMA rept for offsite portion of facilities exercise of 910619- 
20.No deficiencies identified during exercise.However,13 areas requiring corrective ac¬ 
tions identified.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/02/18. MCMEEKIN.T.C. Duke Power Co. 
4pp. 60984:139-60984:142. 

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No viola¬ 
tions or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60843:184-60843:198. 

“9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31 .No violations 
noted.Major areas inspected:plant fire protection/prevention implementation program. 
MILLER,W.H. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187-60843:198. 

9203260183 Forwards public version of revised EPIPs,including RP/0/A/5700/07 & 
RP/0/A/5700/10.W/920323 release memo. 

MCMEEKIN.T.C. Duke Power Co. 92/02/20. Document Control Branch (Document 
Control Desk). 4pp. 61114:139-61114:169. 

“9203260188 Public version of revised EPIPs,including RP/0/A/570Q/07 & RP/0/A/ 
5700/10. 

MICHAEL,R.P. Duke Power Co. 92/02/20. 26pp. 61114:141-61114:169. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station." W/ 920306 ltr. 

HARRIS,R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 
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9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations,” including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 Itr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203300363 Rev 37 to emergency plan Figure K-1 & App 6,Pages Q-6.1 through Q- 
6.4.W/920319 Itr. 

MCMEEKIN.T.C. Duke Power Co. 92/03/19. 30pp. 61209:213-61209:240. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 
MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ur 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 1QCFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARtLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover Itr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 Itr concerning changes 
to plant topical rept, “QA Program.” 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203030415 Forwards Rev 000 to MCEI-Q40Q-20, “McGuire Unit 2,Cycle 8 Core Operat¬ 
ing Limits Rept.” 

CANADY,K.S. Duke Power Co. 92/02/21. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 60811:252-60812:194. 

~9203030418 Rev 000 to MCEI-0400-20, “McGuire Unit 2,Cycle 8 Core Operating 
Limits Rept." 

BENNETT,J.D. Duke Power Co. MCEI-0400-20 R000. 92/02/29. 303pp. 60811:254- 
60812:194. 

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys 
postulated eventExisting TS adequately ensure availability of essential svc water sys. 
TUCKER,H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 8pp. 60788:115-60788:122. 

9203090183 Requests approval of proposed alternatives to requirements of 
10CFR50.55a codes & stds to perform taper welding of plugs in Unit 2 steam genera¬ 
tor C.Comparison of 1980 & 1989 code editions discussed on end. 

MCMEEKIN.T.C. Duke Power Co. 92/02/27. Document Control Branch (Document 
Control Desk). 6pp. 60862:204-60862:209. 

9203090188 Forwards Rev 32 to Oconee “ODCM," Rev 33 to McGuire “ODCM," Rev 
34 to Catawba “ODCM” & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

-9203090199 Rev 33 to McGuire Nuclear Station “ODCM.” 

MCCONNELL,T.L. Duke Power Co. 92/01/01. 53pp. 60896:002-60896:054. 

-9203090210 Rev 35 to “ODCM” generic section. 

MCCONNELL,T.L. Duke Power Co. 92/03/01. 13pp. 60896:112-60896:124. 

9203100064 Provides util summary & work status in 920213 telcon with NRC staff on 
unit 1 restart after steam generator tube leak outage & eddy current test results on 
unit 2.Proposed agenda for 920507 meeting & updated Unit 1 action plan end. 
MCMEEKIN.T.C. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 4pp. 60885:351-60885:354. 

9203130255 Forwards response to NRC 910925 request for addl info re 901023 appli¬ 
cation to revise TS 3Z4.7.5 to increase allowable temp of standby nuclear svc water 
pond.Util 10CFR50.59 evaluation of requested changes also end. 

MCMEEKIN.T.C. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 14pp. 60933:061-60933:074. 

9203060170 Forwards safety evaluation granting use of automatic welding for steam 
generator plugs,in response to 920227 Itr request. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/04. MCMEEKIN.T.C. Duke Power Co. 
4pp. 60839:036-60839:041. 

-9203060178 Safety evaluation granting use of automatic welding for steam generator 
plugs. 

* Project Directorate 11-3. 92/03/04. 2pp. 60839:040-60839:041. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120318 Requests FR publication of notice of issuance of amends to licenses NPF- 
9 & NPF-l7.Amends revise TS re cycle 8 reload w/B&W fuel. 

REED,T.A. Project Directorate 11-3. 92/03/06. NRC - No Detailed Affiliation Given. 
3r»n finoi 1 1 


9203190259 Forwards amends 130 & 112 to licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends support unit 2 cycle 8 reload w/B&W fuel & make unit 2 TS 
identical to previously reviewed & approved unit 1 TS. 

REED.T.A Project Directorate 11-3. 92/03/06. MCMEEKIN.T.C. Duke Power Co. 4pp. 
60971:292-60972:017. 

-9203190279 Amends 130 & 112 to licenses NPF-9 & NPF-17,respectively, supporting 
unit 2 cycle 8 reload with B&W fuel & making unit 2 TS identical to previously re¬ 
viewed & approved unit 1 TS. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/06. 80pp. 60971:296-60972:014. 

-9203190282 Safety evaluation supporting amends 130 & 112 to licenses NPF-9 & 
NPF-17. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp. 
60972:015-60972:017. 

9203200347 Notification of contract execution,awarding task order 15,to “NDE Support 
at McGuire Nuclear Power Plant.” Contractor: TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14742. 92/03/09. SCHWINK.W.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). MODES,M. NRC - No Detailed Affiliation Given. Ip. 60999:350- 
60999:352. 

-9203200353 Ltr contract NRC-03-90-028,awarding Task Order 15: “NDE Support at 
McGuire Nuclear Power Plant." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-14742. 92/02/25. 
PAYNE,D. Thompson Engineering Testing, Inc. (formerly Vester J. Thompson, Jr., 
Inc.). 2pp. 60999:351-60999:352. 

9203170363 Submits info for Unit 2 EOC-7 refueling outage,per TS 4.4.5.S a & c.lnfo 
identifying F* tubes,tubes locations & size of degradation provided in attachments. 
MCMEEKIN.T.C. Duke Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 14pp. 60974:338-60974:351. 

9203250232 Revised Selected Licensee Commitment Manual,reflecting revs to Table 
16.8-1a,Page 36 of 39 & Table 16.81b,Pages 10,36 & 37 of 39,in ref to containment 
penetration conductor overcurrent protective devices. 

BURBA,L. Duke Power Co. 92/03/10. 15pp. 61107:130-61107:144. 

9203270093 Notification of contract execution,Task Order 2, “Individual Plant Exam 
Submittal Reviews (for Internal Events Only) - Back-End Containment,McGuire,” 
awarded to Scientech.lnc. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN L-1933- 
2. 92/03/20. MINNERS.W. Division of Safety Issue Resolution (Post 880717). 
FLACK,J. NRC - No Detailed Affiliation Given. Ip. 61109:329-61109:331. 

-9203270096 Ltr contract,NRC-04-91 -068,defining Task Order 2, “Individual Plant Exam 
Reviews,Internal Events:Back End Only:McGuire,” awarded to Scientech.lnc. 
MATTIA,M.J. Contract Administration Branch 2 (Post 900603). FIN L-1993-2. 92/03/ 
10. MATTSON,R.J. SCIENTECH, Inc. 12pp. 61109:330-61109:331. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
dear Power Plsnt 3116$ u 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100036 Forwards insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No viola¬ 
tions or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60843:184-60843:198. 

-9203100040 Insp repts 50-369/92-01 & 50-370/92-01 on 920127-31.No violations 
noted.Major areas inspected:plant fire protection/prevention implementation program. 
MILLER,W.H., BELISLE.G.A. Region 2 (Post 820201). 92/02/13. 12pp. 60843:187- 
60843:198. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100171 Confirms dates of 920406-10 for NRC insp at plant in response to Generic 
Ltr 89-10. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60844:329-60844:331. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Co soda ison Co. o New Yor .In . dd. 0997: 3 -60997: 2. 
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92 ? 3 e?9» 1M Responds to NRC 911218 Itr re violations noted in insp rept 50-369/91-13 
& 50-370/91-13.Corrective actions:meeting held by Station Mat personnel to ensure 
that positive control existed for VE doors. 

MCMEEKIN.T.C. Duke Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 4pp. 60897:356-60897:359. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180120 Forwards insp repts 50-369/92-04 & 50-370/92-04 on 920119- 0222.No 
violations or deviations noted. 

HERDT.A.R. Region 2 (Post 820201). 92/03/03. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60936:118-60936:126. 

-9203180122 Insp repts 50-369/92-04 & 50-370/92-04 on 920119-0222.No violations 
or deviations noted.Major areas inspected:plant operations,safety 
verification.surveillance testing,maint activities & followup on LERs & previous insp 
findings. 

VAN DOORN.P.K., COOPER.T.A., BELISLE.G.A. Region 2 (Post 820201). 92/03/02. 
6pp. 60936:121-60936:126. 

9203180133 Forwards insp repts 50-369/92-03 & 50-370/92-03 on 920127- 31.No vio¬ 
lations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/03/05. MCMEEKIN.T.C. Duke Power Co. 
3pp. 60936:149-60936:158. 

-9203180138 Insp repts 50-369/92-03 & 50-370/92-03 on 920127-31.No violations or 
deviations noted.Major areas inspected:snubber surveillance.inservice 
insp,instrumentation maint procedures & design changes & mod. 

LENAHAN.JJ., BLAKE,J.J. Region 2 (Post 820201). 92/03/04. 7pp. 60936:152- 
60936:158. 

9203180275 Notification of 920507 meeting w/util in Rockville,MD to discuss results of 
SG insps,pulled tube exams.crack growth rate prediction & future insp plans for plant 
SGs.Meeting agenda end. 

REED.T.A. Project Directorate 11-3. 92/03/12. MATTHEWS,D.B. Project Directorate II- 
3. 5pp. 60962:017-60962:021. 

9203250076 Responds to NRC 910320 Itr re violations noted in insp rept 50-369/91-01 
& 50-370/91-01 .Corrective actions:program to inspect all safety & non-safety related 
electrical cabinets containing fuses. 

MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 2pp. 61099:331-61099:332. 

9203310188 Responds to NRC 911030 Itr re violations noted in insp repts 50-369/91-21 
& 50-370/91-21 .Corrective actions:addl guidance will be provided to operators on how 
to handle situations that go beyond level of detail in procedure. 

MCMEEKIN.T.C. Duke Power Co. 92/03/19. Document Control Branch (Document 
Control Desk). 2pp. 61207:119-61207:120. 


R. Periodic operating reports & related correspondence 

9203020164 “McGuire Nuclear Station Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991." W/920226 Itr. 

MCMEEKIN.T.C. Duke Power Co. 91/12/31.61pp. 60791:134-60791:195. 

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 

9203260003 Forwards corrected “Personnel Exposure Rept for 1991,” correcting error 
in computer codes re distribution of dose by five TS-designated job functions. 
MCMEEKIN.T.C. Duke Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). 2pp. 61128:045-61128:053. 

-9203260007 Revised “Personnel Exposure Rept for 1991,” consisting of tabulation of 
number of station,util & other personnel receiving exposure of more than 100 mrem/ 
yr. 

* Duke Power Co. 91/12/31. 7pp. 61128:047-61128:053. 

9203160267 Forwards monthly operating repts for Feb 1992 for McGuire Nuclear 
Station,Units 1 & 2 & Jan 1992 info re personnel exposure & liquid & gaseous release 
for Dec. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60968:193-60968:205. 

-9203160276 Monthly operating repts for Feb 1992 for McGuire Nuclear Station Units 1 

& 2 . 

WILLIAMS.R.A., SIMMONS,N.C. Duke Power Co. 92/02/29. 10pp. 60968:195- 
60968:204. 

-9203160279 Revised monthly operating repts for Jan 1992 for McGuire Nuclear 
Station,incorporating personnel & liquid & gaseous release info for Dec. 

* Duke Power Co. 92/01/31. Ip. 60968:205-60968:205. 


S. Reportable occurrences, LERs & related correspondence 

9203100178 LER 92-01 -00:on 920205,Unit 2 Train A experienced inadvertent engi¬ 
neered safety features actuation resulting from deficient procedure. IAE personnel visu¬ 
ally inspected 50 relay targets. W/920306 Itr. 

PEDERSEN,T.L., MCMEEKIN.T.C. Duke Power Co. 92/03/06. 7pp. 60948:214- 
60948:220. 

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 


V. Operator Examinations 

9203240380 Forwards rept of unsatisfactory performance test result,per 10CFR26,App 
A for fitness-for-duty program. 

TUCKER.H.B. Duke Power Co. 92/03/17. Document Control Branch (Document Con¬ 
trol Desk). 4pp. 61093:351-61093:354. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203110045 Forwards rev 41 to Security Plan. Rev withheld (ref 10CFR73.21). 
KOVACH.T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:286-60897:286. 

9203030120 Forwards initial SALP insp repts 50-373/92-01 & 50-374/92-01 for period 
901001-911231.Overall performance considered good.Weaknesses noted re proce¬ 
dural adherence & accuracy & equipment problems. 

DAVIS.A.B. Region 3 (Post 820201). 92/02/25. REED.C. Commonwealth Edison Co. 
2pp. 60754:001-60754:017. 

-9203030128 SALP repts 50-373/92-01 & 50-374/92-01 for period 901001- 
911231.Overall performance good.Weaknesses noted w/ procedural adherence & ac¬ 
curacy & equipment problems. 

* Region 3 (Post 820201). 91/12/31. 15pp. 60754:003-60754:017. 

9203130134 Forwards Insp Repts 50-373/92-07 & 50-374/92-07 on 920224- 28.No vio¬ 
lations identified. 

GREGER.L.R. Region 3 (Post 820201). 92/03/05. REED.C. Commonwealth Edison 
Co. 2pp. 60918:153-60918:158. 

-9203130139 Insp Repts 50-373/92-07 & 50-374/92-07 on 920224-28.No violations 
noted.Major areas inspected:physicial security areas,including mgt support,protected & 
vital area barriers, access control-personnel,packages & vehicles. 

KNICELEY.J.R., BELANGER,J.L. Region 3 (Post 820201). 92/03/05. 5pp. 60918:155- 
60918:158. 

9203130299 Rev 8 to EPIP LZP-1330-26, "Sampling of Containment Air at High Radi¬ 
ation Sampling Sys." 

* Commonwealth Edison Co. 92/03/06.17pp. 60933:039-60933:055. 

9203240297 Ack receipt of 920220 Itr transmitting Rev 41 to security plan.Changes con¬ 
sistent w/provisions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/03/12. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 61093:344-61093:345. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030071 Informs that review of concerns re personnel activities complete.NRC con¬ 
cludes that no regulatory basis exists for further action. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60753:261-60753:262. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods,” NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate 111-2. 92/02/27. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

-9203040254 SER accepting TR NFSR-0085, “Benchmark of BWR Nuclear Design 
Methods,” & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. 

9203060079 Ack receipt of 920103 10CFR5Q.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER.H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130162 Informs that document entitled, "Supplemental Response to Station Black¬ 
out Rule," to be withheld from public disclosure (ref 10CFR2.790),per 910923 request. 
KOVACH.T.J. Project Directorate 111-2. 92/02/28. SIEGEL,B.L. Commonwealth Edison 
Co. 4pp. 60911:350-60911:353. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 
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9203170216 Informs that design of plant conforms w/station blackout rule.reg guide 
1.155 & NUMARC 87-OO.contingent upon satisfactory resolution of recommendations 
in SE.SE documenting results of review end. 

SIEGEL,B.L Project Directorate 111-2. 92/03/06. KOVACH.T.J. Commonwealth Edison 
Co. 3pp. 60964:039-60964:078. 

-9203170229 Safety evaluation re station blackout (SBC) rule.10CFR50.63. Licensee 
responses & proposed method of dealing w/SBO in conformance w/SBO rule contin¬ 
gent upon receipt of confirmation that recommendations will be implemented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 9pp. 
60964:042-60964:050. 

-9201020363 Final “Technical Evaluation Rept,LaSalle County Station, Units 1 & 2,Sta¬ 
tion Blackout Evaluation.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/1268. 91/12/20. 28pp. 60964:051-60964:078. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance.” 

CHR2ANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203030120 Forwards initial SALP insp repts 50-373/92-01 & 50-374/92-01 for period 
901001-911231.Overall performance considered good.Weaknesses noted re proce¬ 
dural adherence & accuracy & equipment problems. 

DAVIS.A.B. Region 3 (Post 820201). 92/02/25. REED.C. Commonwealth Edison Co. 
2pp. 60754:001-60754:017. 

-9203030128 SALP repts 50-373/92-01 & 50-374/92-01 for period 901001- 

911231.Overall performance good.Weaknesses noted w/ procedural adherence & ac¬ 
curacy & equipment problems. 

* Region 3 (Post 820201). 91/12/31. 15pp. 60754:003-60754:017. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090050 Forwards insp rept 50-373/92-03 & 50-374/92-03 on 920115-0220.No vio¬ 
lations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60832:226-60832:238. 

-9203090057 Insp repts 50-373/92-03 & 50-374/92-03 on 920115-0220.No violations 
noted.Major areas inspected:LER followup,regional requests,operational safety 
verification,monthly maint observation,monthly surveillance observation. 

BURGESS,B.L. Region 3 (Post 820201). 92/02/28. 10pp. 60832:228-60832:238. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203090151 Confirms plans for 920317 meeting w/util at Mazon Emergency Operations 
facility to present initial SALP 10 rept for facility. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth 
Edison Co. 2pp. 60833:104-60833:105. 

9203100007 Forwards insp repts 50-373/92-05 & 50-374/91-26 on 911216 & 920130- 
31,0204-05 & 28.No violations noted. 

RING.M.A. Region 3 (Post 820201). 92/03/04. REED.C. Commonwealth Edison Co. 
2pp. 60843:017-60843:026. 


-9203100014 Insp repts 50-373/92-05 & 50-374/91-26 on 911216 & 920130-31,0204- 
05 & 28.No violations or deviations noted. Major areas inspected.inservice insp 
activities,including review of programs,procedures & work actvities. 

WARD.K.D., DUNLOP,A.J., JACOBSON.J.M. Region 3 (Post 820201). 92/03/04. 8pp. 
60843:019-60843:026. 

9203130134 Forwards Insp Repts 50-373/92-07 & 50-374/92-07 on 920224- 28.No vio¬ 
lations identified. 

GREGER.L.R. Region 3 (Post 820201). 92/03/05. REED.C. Commonwealth Edison 
Co. 2pp. 60918:153-60918:158. 

-9203130139 Insp Repts 50-373/92-07 & 50-374/92-07 on 920224-28.No violations 
noted.Major areas inspected:physicial security areas,including mgt support,protected & 
vital area barriers, access control-personnel.packages & vehicles. 

KNICELEY.J.R., BELANGER,J.L. Region 3 (Post 820201). 92/03/05. 5pp. 60918:155- 
60918:158. 

9203120203 Forwards routine safety insp repts 50-373/92-06 & 50-374/92-06.Violations 
noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/06. REED.C. Commonwealth Edison 
Co. 2pp. 60929:316-60929:326. 

-9203120213 Insp repts 50-373/92-06 & 50-374/92-06 on 920213-14 & 0218-21.Viola¬ 
tion noted but not cited.Major areas inspected: radiation protection program including 
training & qualifications & external & internal exposure control. 

LOUDEN,P.L., PAUL.R.A., SNELL.W. Region 3 (Post 820201). 92/03/06. 9pp. 
60929:318-60929:326. 

9203200001 Ack receipt of 920207 ltr in response to 911224 notice of violation associ¬ 
ated w/plant emergency DG air start check valves. 

CLAYTON,B. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth Edison Co. 
2pp. 60970:027-60970:028. 

9203240208 Responds to NRC 920225 ltr transmitting initial SALP Rept 10 covering 
Oct-Dec 1991 .Check valve insp procedure enhanced to aid in identification of failures 
of similar check valves. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61099:356-61099:357. 

9203300059 Forwards SALP repts 50-373/92-01 & 50-374/92-01 on 920317. No 
changes necessary for SALP rept & 920225 rept considered final rept. 

DAVIS.A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
5pp. 61110:282-61110:289. 


R. Periodic operating reports & related correspondence 


9203020175 “Annual Report Covering LaSalle County Nuclear Power Station for 1991.” 
W/920224 ltr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. 74pp. 60792:001-60792:074. 

9203020260 “Effluent & Waste Disposal Semi-Annual Report,Jul-Dec 1991.” W/920226 
ltr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 26pp. 60783:281-60783:306. 

9203060025 “Semiannual Radioactive Effluent Rept for Jul-Dec 1991.” W/ 920226 ltr. 
DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,B. Region 2 (Post 
820201). 26pp. 60833:276-60833:301. 

9203090412 “1991 Occupational Radiation Exposures for LaSalle Nuclear Power Sta¬ 
tion.” W/920127 ltr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:049-60868:050. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS.A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160252 Monthly operating repts for Feb 1992 for LaSalle County Nuclear Power 
Station,Units 1 & 2.W/920310 ltr. 

CIALKOWSKI.M.J., DIEDERICH.G.J. Commonwealth Edison Co. 92/02/29. 24pp. 
60949:315-60949:338. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203090414 LER 9l-015-Q2:on 911107,determined that certain ESF bus undervoltage 
relay contacts were not functionally tested. On 911108,determined that allowance of 
24 h period to perform surveillance was inappropriate.W/920303 ltr. 

VINYARD.H.T., DIEDERICH.G.J. Commonwealth Edison Co. 92/03/06. 5pp. 
60871:333-60871:337. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.1mproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203110045 Forwards rev 41 to Security Plan.Rev withheld (ref 10CFR73.21). 
KOVACH.T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:286-60897:286. 

9203030120 Forwards initial SALP insp repts 50-373/92-01 & 50-374/92-01 for period 
901001-911231.Overall performance considered good.Weaknesses noted re proce¬ 
dural adherence & accuracy & equipment problems. 

DAVIS.A.B. Region 3 (Post 820201). 92/02/25. REED.C. Commonwealth Edison Co. 
2pp. 60754:001-60754:017. 

-9203030128 SALP repts 50-373/92-01 & 50-374/92-01 for period 901001- 
911231.Overall performance good.Weaknesses noted w/ procedural adherence & ac¬ 
curacy & equipment problems. 

* Region 3 (Post 820201). 91/12/31.15pp. 60754:003-60754:017. 

9203130134 Forwards Insp Repts 50-373/92-07 & 50-374/92-07 on 920224- 28.No vio¬ 
lations identified. 

QREGER.L.R. Region 3 (Post 820201). 92/03/05. REED.C. Commonwealth Edison 
Co. 2pp. 60918:153-60918:158. 

-9203130139 Insp Repts 50-373/92-07 & 50-374/92-07 on 920224-28.No violations 
noted.Major areas inspected.physicial security areas,including mgt support,protected & 
vital area barriers, access control-personnel,packages & vehicles. 

KNICELEY.J.R. Region 3 (Post 820201). 92/03/05. 5pp. 60918:155-60918:158. 

9203130299 Rev 8 to EPIP LZP-1330-26, “Sampling of Containment Air at High Radi¬ 
ation Sampling Sys.’’ 

* Commonwealth Edison Co. 92/03/06. 17pp. 60933:039-60933:055. 

9203240297 Ack receipt of 920220 Itr transmitting Rev 41 to security plan.Changes con¬ 
sistent w/provisions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3 (Post 820201). 92/03/12. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 61093:344-61093:345. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203040288 Provides proposed temporary battery supply arrangement required to sup¬ 
port replacement of Div 2,125-Volt dc batteries.Requests approval by 911231 in order 
to support installation of batteries during refueling outage. 

PIET.P.L. Commonwealth Edison Co. 91/08/30. Document Control Branch (Document 
Control Desk). 9pp. 60813:187-60813:195. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030071 Informs that review of concerns re personnel activities complete.NRC con¬ 
cludes that no regulatory basis exists for further action. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60753:261-60753:262. 

9203040252 Forwards safety evaluation accepting licensee TR titled, “Comm Ed TR - 
Benchmark of BWR Nuclear Design Methods," NFSR-0085,for ref for future reload 
cycles for listed plants. 

SIEGEL,B.L. Project Directorate 111-2. 92/02/27. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 60799:159-60799:166. 

-9203040254 SER accepting TR NFSR-0085, “Benchmark of BWR Nuclear Design 
Methods," & two suppls for referencing future reload cycles. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 
60799:163-60799:166. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203130162 Informs that document entitled, “Supplemental Response to Station Black¬ 
out Rule," to be withheld from public disclosure (ref 1QCFR2.79Q),per 910923 request. 
KOVACH.T.J. Project Directorate 111-2. 92/02/28. SIEGEL,B.L Commonwealth Edison 
Co. 4pp. 60911:350-60911:353. 

9203130100 Notification of 920318 meeting in Rockville.MD to update status of Comm 
Ed prioritization program. 

SIEGEL.B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203170216 Informs that design of plant conforms w/station blackout rule.reg guide 
1.155 & NUMARC 87-OO.contingent upon satisfactory resolution of recommendations 
in SE.SE documenting results of review end. 

SIFGEL B L Proiect Dir corate 1-2. 92 03/ . KOV .J. Commonw at Ed son 


—9203170229 Safety evaluation re station blackout (SBO) rule,10CFR50.63. Licensee 
responses & proposed method of dealing w/SBO in conformance w/SBO rule contin¬ 
gent upon receipt of confirmation that recommendations will be implemented. 

? Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 9pp. 
60964:042-60964:050. 

-9201020363 Final “Technical Evaluation Rept,LaSalle County Station, Units 1 & 2,Sta¬ 
tion Blackout Evaluation." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/1268. 91/12/20. 28pp. 60964:051-60964:078. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage] 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoinl 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nucleai 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, “Safety-Related MOV Testing & Surveillance.” 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203230314 Forwards “Core Operating Limits Rept for LaSalle County Station,Uni 
2,Reload 4 (Cycle 5),” for upcoming cycle, consistent w/Generic Ltr 88-16. 

PIET.P.L Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear Re 
actor Regulation, Director (Post 870411). 2pp. 61071:263-61071:283. 

-9203230315 “Core Operating Limits Rept for LaSalle County Station,Unit 2,Reload * 
cle 5)." 

ommonvvealth Edison Co. 92/03/31. 18pp. 61071:265-61071:283. 

9203270191 Forwards SE granting relief for reactor vessel head closure studs. 
BARRETT,R.J. Project Directorate IV-2. 92/03/20. KOVACH.T.J. Commonwealtl 
Edison Co. 3pp. 61109:310-61109:315. 

-9203270196 Safety evaluation granting relief for reactor vessel head closure studs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 3pp 
61109:313-61109:315. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation fo 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclea 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/16 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Errc 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/1 f 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2* 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refuelin 
Cavity Draindown.” 

ROSsl,C.E. Division of Operational Events Assessment (Post 870411). 92/02/2f 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203030120 Forwards initial SALP insp repts 50-373/92-01 & 50-374/92-01 for perio 
901001-911231 .Overall performance considered good.Weaknesses noted re proc« 
dural adherence & accuracy & equipment problems. 

DAVIS.A.B. Region 3 (Post 820201). 92/02/25. REED.C. Commonwealth Edison C< 
2pp. 60754:001-60754:017. 

-9203030128 SALP repts 50-373/92-01 & 50-374/92-01 for period 90100' 
911231 .Overall performance good.Weaknesses noted w/ procedural adherence & a< 
curacy & equipment problems. 

* Region 3 (Post 820201). 91/12/31. 15pp. 60754:003-60754:017. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Ni 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/21 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202249025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capab 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/2 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090050 Forwards insp rept 50-373/92-03 & 50-374/92-03 on 920115-0220.No vii 
lations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison C 
2pp. 60832:226-60832:238. 

-9203090057 Insp repts 50-373/92-03 & 50-374/92-03 on 920115-0220.No violatior 
noted.Major areas inspected: LER followup,regional requests,operational safe 
verification,monthly maint observation,monthly surveillance observation. 

BURGESS,B.L. Region 3 (Post 820201). 92/02/28. 10pp. 60832:228-60832:238. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rota 
Relays.” 
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9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203090151 Confirms plans for 920317 meeting w/util at Mazon Emergency Operations 
facility to present initial SALP 10 rept for facility. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/03. REED.C. Commonwealth 
Edison Co. 2pp. 60833:104-60833:105. 

9203100007 Forwards insp repts 50-373/92-05 & 50-374/91-26 on 911216 & 920130- 
31,0204-05 & 28.No violations noted. 

RING.M.A. Region 3 (Post 820201). 92/03/04. REED.C. Commonwealth Edison Co. 
2pp. 60843:017-60843:026. 

-9203100014 Insp repts 50-373/92-05 & 50-374/91-26 on 911216 & 920130-31,0204- 
OS & 28.No violations or deviations noted. Major areas inspected:inservice insp 
activities,including review of programs,procedures & work actvities. 

WARD.K.D., DUNLOP,A.J., JACOBSON,J.M. Region 3 (Post 820201). 92/03/04. 8pp. 
60843:019-60843:026. 

9203130134 Forwards Insp Repts 50-373/92-07 & 50-374/92-07 on 920224- 28.No vio¬ 
lations identified. 

GREGER.L.R. Region 3 (Post 820201). 92/03/05. REED.C. Commonwealth Edison 
Co. 2pp. 60918:153-60918:158. 

-9203130139 Insp Repts 50-373/92-07 & 50-374/92-07 on 920224-28.No violations 
noted.Major areas inspected:physicial security areas,including mgt support,protected & 
vital area barriers, access control-personnel,packages & vehicles. 

KNICELEY.J.R., BELANGER,J.L. Region 3 (Post 820201). 92/03/05. 5pp. 60918:155- 
60918:158. 

9203120203 Forwards routine safety insp repts 50-373/92-06 & 50-374/92-06.Violations 
noted but not cited. 

GREGER.L.R. Region 3 (Post 820201). 92/03/06. REED.C. Commonwealth Edison 
Co. 2pp. 60929:316-60929:326. 

-9203120213 Insp repts 50-373/92-06 & 50-374/92-06 on 920213-14 & 0218-21 .Viola¬ 
tion noted but not cited.Major areas inspected: radiation protection program including 
training & qualifications & external & internal exposure control. 

LOUDEN,P.L., PAUL.R.A., SNELL,W. Region 3 (Post 820201). 92/03/06. 9pp. 
60929:318-60929:326. 

9203200001 Ack receipt of 920207 Itr in response to 911224 notice of violation associ¬ 
ated w/plant emergency DG air start check valves. 

CLAYTON.B. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth Edison Co. 
2pp. 60970:027-60970:028. 

9203240208 Responds to NRC 920225 Itr transmitting initial SALP Rept 10 covering 
Oct-Dec 1991.Check valve insp procedure enhanced to aid in identification of failures 
of similar check valves. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61099:356-61099:357. 

9203300059 Forwards SALP repts 50-373/92-01 & 50-374/92-01 on 920317. No 
changes necessary for SALP rept & 920225 rept considered final rept. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co. 
5pp. 61110:282-61110:289. 


R. Periodic operating reports & related correspondence 

9203020175 “Annual Report Covering LaSalle County Nuclear Power Station for 1991.” 
W/920224 Itr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. 74pp. 60792:001-60792:074. 

9203020260 “Effluent & Waste Disposal Semi-Annual Report,Jul-Dec 1991.” W/920226 
Itr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 26pp. 60783:281-60783:306. 

9203060025 “Semiannual Radioactive Effluent Rept for Jul-Dec 1991." W/ 920226 Itr. 
DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,B. Region 2 (Post 
820201). 26pp. 60833:276-60833:301. 

9203090412 “1991 Occupational Radiation Exposures for LaSalle Nuclear Power Sta¬ 
tion." W/920127 Itr. 

DIEDERICH.G.J. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:049-60868:050. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203160252 Monthly operating repts for Feb 1992 for LaSalle County Nuclear Power 
Station,Units 1 & 2.W/920310 Itr. 

CIALKOWSKI.M.J., DIEDERICH.G.J. Commonwealth Edison Co. 92/02/29. 24pp. 
60949:315-60949:338. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203230382 LER 85-035-01 :on 850723,Safety Relief Valve (SRV) 2B21-F013E was in- 
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V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203060357 Ack receipt of 911217 Itr transmitting Rev 6 to safeguards contingency 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 60858:142-60858:145. 

9203230141 Revised EPIPs,including Rev 13,Change 1 to EP-002-060,Rev 14 to EP- 
003-040,Rev 2 to EP-004-Q10,Rev 1 to EP-004-015 & Rev 2 to EP-004-020.W/ 
920317 Itr. 

BURSKI.R.F. Entergy Operations, Inc. 92/03/17. 100pp. 61202:102-61202:264. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040218 Responds to NRC SER on SBO.Util concurs w/SER & recommendations 
w/listed clarifications. 

BURSKI.R.F. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 60812:352-60812:361. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120191 Informs that 910508 TS Change Request NPF-38-114 to reduce current TS 
vol in DG fuel oil storage tanks from 38,760 gallons to 34,000 being changed to 
38,000 gallons.Summaiy of 910801 telcon w/NRC re supporting calculatons end. 
BURSKI.R.F. Entergy Operations, Inc. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60898:337-60898:340. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203040099 Forwards insp rept 50-382/91-31 on 911217-920201 & notice of violation. 
BEACH,A.B. Region 4 (Post 820201). 92/02/27. BARKHURST.R.P. Entergy Corp. 
4pp. 60767:178-60767:202. 
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-9203040114 Insp rept 50-382/91-31 on 911217-920201 .Violations noted. Major areas 
inspectedrfollowup.onsite response to events, monthly maint observation,bimonthly 
surveillance observation & operations! safety verification. 

SATORIUS.MA Region 4 (Post 820201). 92/02/21. 20pp. 60767:183-60767:202. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170327 Responds to NRC Itr re violations noted in Insp Rept 50-382/92-01 .Correc¬ 
tive actionsrcontrol room drawings were audited to verify proper placement of tempo¬ 
rary alteration tags. 

BURSKI.R.F. Entergy Operations, Inc. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 60974:331-60974:336. 

9203250066 Ack receipt of 920311 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-382/92-01.Review finds reply responsive to concerns raised in 
notice of violation dtd 920210. 

BEACH.A.B. Region 4 (Post 820201). 92/03/18. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 4pp. 61070:247-61070:256. 

9203250004 Forwards insp rept 50-382/92-06 on 920210-14 & notice of violation. NRC 
concerned about apparent violation indicating inadequate attention being given to im¬ 
plementation of program requirements for boric acid corrosion prevention. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 4pp. 61070:011-61070:020. 

—9203250005 Notice of violation from insp on 920210-14.Violation noted: during per¬ 
formance of boric acid leak monitoring walkdown in period 910316-910505,three 
valves (SI-332A & SI-401A & B) observed to exhibit boric acid crystal buildup. 

* Region 4 (Post 820201). 92/03/19. Ip. 61070:015-61070:015. 

—9203250008 Insp rept 50-382/92-06 on 920210-14.Violations noted.Major areas 
inspected:!icensee boric acid corrosion prevention program procedures & implementa¬ 
tion & previously identified insp findings. 

BARNES,I. Region 4 (Post 820201). 92/03/19. 5pp. 61070:016-61070:020. 

9203300019 Responds to violations noted in insp Rept 50-382/92-04. Corrective 
actions:defmitions in Procedure UNT-007-004 re controlled maint & uncontrolled maint 
will be revised to include guidance for surveillance testing. 

BURSKI.R.F. Entergy Operations, Inc. 92/03/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61164:290-61164:292. 

9203300028 Forwards exam rept 50-382/OL-92-01 administered during wk of 
920217.AII 10 applicants passed all parts of exam & have been issued appropriate 
license. 

BEACH.A.B. Region 4 (Post 820201). 92/03/25. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 61110:126-61110:214. 

-9203300032 Exam rept 50-382/OL-92-01 during wk of 920217.Exam results: all 10 ap¬ 
plicants passed all portions of exam & have been issued appropriate license. 

PELLET,J.L. Region 4 (Post 820201). 92/03/23. 86pp. 61110:129-61110:214. 


R. Periodic operating reports & related correspondence 

9203030340 “Summary of Personnel Monitoring Ending 911231." W/920227 Itr. 
BURSKI.R.F. Entergy Operations, Inc. 91/12/31. 3pp. 60801:301-60801:303. 

9203040281 “Semiannual Radioactive Effluent Release Rept,Jul-Dec 1991, for Water¬ 
ford 3 Steam Electric Station." W/920228 Itr. 

BURSKI.R.F. Entergy Operations. Inc. 91/12/31. 400pp. 60847:120-60848:223. 

9203030337 Forwards fitness for duty performance data rept for six month period from 
Jul-Dec 1991. 

BURSKI.R.F. Entergy Operations, Inc. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 60800:312-60800:316. 

9203170253 Monthly operating rept for Feb 1992 for Waterford 3.W/920313 Itr. 
CENTOLANZI.P., BURSKI.R.F. Entergy Operations, Inc. 92/02/29. 7pp. 60983:186- 
60983:192. 


S. Reportable occurrences, LERs & related correspondence 

9203120204 LER 92-001-01 :on 920122,discovered that COLSS CPC Aztilt limit was set 
higher than CPC Aztilt allowance due to inconsistency in Aztilt values.OP-004- 
006,Section 6.2,CPC sys being revised.W/920306 Itr. 

BRIAN,W.R., PACKER,D.F. Entergy Operations, Inc. 92/03/06. 9pp. 60949:047- 
60949:055. 

9203300071 PNO-IV-92-019:on 920325,licensee commenced reactor shutdown due to 
unidentified RCS leakage of approx 13 gpm.Licensee will determine leak repair 
method following specific identification of leak. 

JOHNSON,W.D. Region 4 (Post 820201). 92/03/25. 2pp. 61110:312-61110:313. 


V. Operator Examinations 

9203060006 Notifies of 920324 Region 4 Operator Licensing Section meeting w/all 
Region 4 facility licensees to discuss requalification exams. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 60803:099-60803:101. 

9203110053 Announces Region IV scheduling of 920324 meeting w/all licensees to dis¬ 
cuss requalification exams. 

COLLINS,SJ. Region 4 (Post 820201). 92/02/28. BARKHURST.R.P. Entergy Oper¬ 
ations, Inc. 3pp. 60849:091-60849:093. 


9203260005 Informs that NRC plans to administer generic fundamental exam section 
written operator licensing exam consisting of 100 questions on 920610.Sample reg 
tration Itr encl. 

GALLO,R.M. Operator Licensing Branch. 92/03/19. BARKHURST.R.P. Entergy Op 
ations, Inc. 4pp. 61083:005-61083:008. 

9203300028 Forwards exam rept 50-382/OL-92-01 administered during wk 
920217.AII 10 applicants passed all parts of exam & have been issued appropru 
license. 

BEACH,A.B. Region 4 (Post 820201). 92/03/25. BARKHURST.R.P. Entergy Op 
ations, Inc. 3pp. 61110:126-61110:214. 

-9203300032 Exam rept 50-382/OL-92-01 during wk of 920217.Exam results: all 10 i 
plicants passed all portions of exam & have been issued appropriate license. 
PELLET,J.L Region 4 (Post 820201). 92/03/23. 86pp. 61110:129-61110:214. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9203030063 Forwards Change EE to Physical Security Plan.Change withheld ( 
10CFR73.21). 

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MARTIN,T.T. Region 1 (Pi 
820201). Ip. 60782:303-60782:303. 

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Pov 
& Ught Co. 3pp. 60790:025-60790:051. 

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violatic 
noted.Major areas inspected:operations, radiological controls,maint,emerger 
preparedness,security & engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 9203i 
05.No violations noted.NRC found that physical security program directed toward p 
tection of public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Pov 
& Ught Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violatic 
noted.Major areas inspected:previously identified fitness-for-duty items,security p 
gram plans & protected & vital area access control of personnel. 

SMITH,G.C., ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 92/03/12. 6 
61053:322-61053:327. 

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No vie 
tions noted.Annual exercise demonstrated ability to take appropriate action to prot 
public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Powe 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No violate 
noted.Major areas inspected:emergency preparedness including annual,partial par 
pation exercise,program changes & emergency facilities. 

ECKERT,L, MCCABE,E. Region 1 (Post 820201). 92/03/12. 11pp. 61053:3 
61053:359. 

9203260324 Requests addl info re emergency operating procedures for plant. 
RALIEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Powe 
Light Co. 4pp. 61092:357-61092:360. 

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation p 
in util 911220 Itr acceptable.Formal sys testing as described in Steps 9 & 10 of ER 
Transmission Reception Plan.App A to NUREG-1394 (Rev 1) required. 

MILLER,C.L. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Powe 
Light Co. 4pp. 61166:070-61166:073. 


H. General correspondence 

9203110150 Forwards info re organizational changes in nuclear dept as result of 0 | 
ational effectiveness review.Changes will be reflected in annual update 
FSAR.Changes cover nuclear maint,nuclear security & nuclear plant sves. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER,C.L. Project Dii 
torate 1-2. 22pp. 60897:123-60897:145. 

9203160246 Comment on proposed rule 10CFR50 & 52 re training & qualification of 
clear power plant.Expresses concerns of potential for inconsistent & inappropriate 
plication by individual NRC inspectors & examiners. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/09. CHILK.S.J. Office of 
Secretary of the Commission. 5pp. 60911:329-60911:333. 


J. Insurance & indemnity information 


9203090394 Forwards Endorsement 64 to NELIA Policy NF-262,Endorsement 47 
MAELU Policy MF-107,Endorsement 8 to NELIA Policy NW-157,Endorsement £ 
MAELU Policy MW-77 & Endorsement 15 to NELIA Certificate N-84. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/06. SALTZMAN.J. Office 
State Programs (Post 911117). 18pp. 60882:321-60882:338. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating license 
CPs for nuclear reactor facilities re individual plant exam of external events (IPE 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consoli 
ed Edison Co. of New York, Inc. 32pp. 60997:001 -60997:032. 
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9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090230 Forwards response to NRC 910730 request for addl info re Proposed 
Amend 137 to License NPF-14 & Proposed Amend 91 to License NPF-22 re elimina¬ 
tion of temp leak detection isolation function in RHR room. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/03. MILLER.C.L. Project Direc¬ 
torate 1-2. 61pp. 60868:055-60868:156. 

-9203090246 Rev 0 to Calculation M-SLD-003,“Steam Leak Detection Calc-RHR Pump 
Rooms.” 

* Pennsylvania Power & Light Co. M-SLD-003 R00. 89/09/27. 42pp. 60868:116- 
60868:156. 

9203110003 Advises that util proposes to withdraw 911104 Proposed Amends 149 & 
103 to Licenses NPF-14 & NPF-22,respectively, based on 920128 & 0228 discussions 
w/NRC.Amends changed TS re operational effectiveness review. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L. Project Direc¬ 
torate 1-2. 2pp. 60897:283-60897:284. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203190040 Forwards Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22,re¬ 
spectively changing TS to delete requirements to test fuses utilized as primary con¬ 
tainment penentration conductor overcurrent protective devices. 

BYRAM,R.G. Pennsylvania Power & Light Co. 92/03/12. MILLER.C.L. Project Direc¬ 
torate 1-2. 7pp. 60990:282-60990:296. 

-9203190041 Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22, changing 
TS to delete requirement to test fuses utilized as primary containment penetration 
conductor overcurrent protective devices. 

BYRAM,R.G. Pennsylvania Power & Light Co. 92/03/12. 2pp. 60990:289-60990:290. 

-9203190042 Proposed TS Section 3/4.8.4.1 re primary containment penetration con¬ 
ductor overcurrent protective devices. 

* Pennsylvania Power & Light Co. 92/03/12. 6pp. 60990:291-60990:296. 

9203180039 Describes revised disposal plans for cooling tower & spray pond 
sludges.Sludge removed during outages will be taken to approved MD landfill. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/03/13. TOMAYKO.W. Pennsylvania, 
Commonwealth of. 8pp. 60977:138-60977:145. 

9203230281 Forwards revised response to NRC station blackout safety evaluation dtd 
920114,revising diesel generator target reliability to 0.975,based on NRC 
position.Resolution of cabinet temp concern will be submitted by 920501. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/13. MILLER.C.L. Project Direc¬ 
torate 1-2. 25pp. 61119:041-61119:204. 

-9203230299 ‘‘COTTAP-2,Rev 1 Theory & Input Description Manual.” 

CHAIKO.M.A., MURPHY,M.J. Pennsylvania Power & Light Co. 90/11/05. 139pp. 
61119:066-61119:204. 

9203230169 Forwards response to NRC 920309 telcon question re conductance meth¬ 
odology contained in PL-NF-89-005, “Qualification of Transient Analysis Methods for 
BWR Design & Analysis." 

KEISER.HA/V. Pennsylvania Power & Light Co. 92/03/16. MILLER.C.L. Project Direc¬ 
torate 1-2. 4pp. 61082:355-61082:358. 

9203260327 Requets addl info on proposed changes to plant tech spec requirements re 
RWCU/HPCI/RCIC temp setpoints for leak detection. 

RALIEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61092:349-61092:353. 

9203270242 Forwards safety evaluation & technical evaluation rept approving revised 
methodology contained in Topical Rept PL-NF-89-005, “Qualification of Transient 
Analysis Methods for BWR Designs & Analysis,Susquehanna Steam Electric....” 
RALEIGH,J.J. Project Directorate 1-2. 92/03/24. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 61164:168-61164:190. 

-9203270246 Safety evaluation approving methodology contained in Topical Rept PL- 
NF-89-005, “Qualification of Transient Analysis Methods for BWR Design & 
Analysis,Susquehanna Steam Electric Station,Units 1 & 2.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/24. 5pp. 
61164:171-61164:175. 

-9203270248 “Technical Evaluation Rept of PL-NF-89-005, ’Qualification of Transient 
Analysis Methods for BWR Design & Analysis.’” Revised methodology acceptable. 

* Brookhaven National Laboratory. 89/12/31. NRC - No Detailed Affiliation Given. 
15pp. 61164:176-61164:190. 

9203310175 Notification of 920409 meeting w/util in Rockville,MD to discuss individual 
plant evaluation methodology & approach in effort to facilitate NRC review process of 
util 911213 submittal. 

RALEIGH,J.J. Project Directorate 1-2. 92/03/26. MILLER.C.L. Project Directorate 1-2. 
4pp. 61194:120-61194:123. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
closer Power Plsint Sites '* 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60790:025-60790:051. 

—9203050013 Notice of violation from insp on 920101-0210.Violation noted:anomalous 
instrumentation indication not sufficiently investigated to determine cause. 

* Region 1 (Post 820201). 92/02/28. 2pp. 60790:028-60790:029. 

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations 
noted.Major areas inspected:operations, radiological controls,maint,emergency 
preparedness,security & engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110361 Forwards SE granting relief requests 1RR-22 & 2RR-19 until end of current 
inservice insp cycles for each unit. 

MILLER.C.L. Project Directorate 1-2. 92/03/03. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 60885:248-60885:254. 

—9203110366 Safety evaluation granting util ISI program relief request concerning 
sample expansion requirements of ASME section XI for CRD housing bolting. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp. 
60885:252-60885:254. 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on 
920214. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weakness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T., CONTCrJ. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229- 
60959:299. 

9203190211 Ack receipt of 911212 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-387/90-81 & 50-388/90-81. 

HODGES,M.W. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60960:236-60960:256. 

-9203190219 Responds to NRC 910222 ltr re violations noted in insp repts 50-387/90- 
81 & 50-388/90-81 .Corrective actions:temporary lighting removed,engineering evalua¬ 
tions concluded & dedication criteria document issued. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/22. Document Control Branch 
(Document Control Desk). 18pp. 60960:239-60960:256. 

9203240080 Forwards safety insp repts 50-387/92-08 & 50-388/92-08 on 920302- 
06.No violations noted.NRC noted that effective effluent control program well main¬ 
tained. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 61053:297-61053:304. 

-9203240085 Safety insp repts 50-387/92-08 & 50-388/92-08 on 920302-06. No viola¬ 
tions noted.Major areas inspected:radioactive liquid & gaseous effluent control pro¬ 
grams including mgt controls, audits,air cleaning sys & calibration of monitoring sys. 
PELUSO.L., JANG.J.C., BORES,R.J. Region 1 (Post 820201). 92/03/11. 5pp. 
61053:300-61053:304. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302- 
05.No violations noted.NRC found that physical security program directed toward pro¬ 
tection of public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations 
noted. Major areas inspected:previously identified fitness-for-duty items,security pro- 

§ ram plans & protected & vital area access control of personnel. 

MITH.G.C., ALBERT,R.J., KEIMlG.R.R. Region 1 (Post 820201). 92/03/12. 6pp. 
61053:322-61053:327. 
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9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to protect 
public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No violations 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT,L., MCCABE,E. Region 1 (Post 820201). 92/03/12. 11pp. 61053:349- 
61053:359. 


R. Periodic operating reports & related correspondence 

9203060103 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” W/ 
920302 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/12/31. MARTIN,T.T. Region 1 (Post 
820201). 91pp. 60827:261-60827:358. 

9203160151 “1991 EPA Hazardous Waste Rept,” for Susquehanna Steam Electric 
Station.W/920228 Itr. 

BELLES.T.D. Pennsylvania Power & Light Co. 91/12/31. 20pp. 60968:246-60968:265. 

9203020269 Forwards semiannual fitness-for-duty performance rept for Jul-Dec 1991. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MILLER.C.L Project Direc¬ 
torate 1-2. 4pp. 60783:307-60783:310. 

9203190160 Monthly operating repts for Feb 1992 for Susquehanna Steam Electric 
Station.W/920316 Itr. 

YOUNG,K.A., KEISER.H.W. Pennsylvania Power & Light Co. 92/02/29. 10pp. 
60977:174-60977:183. 

9203260239 “NPDES Permit Monitoring Rept for Susquenhanna Steam Electric Station 
for Feb 1991.” W/920317 Itr. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/02/29. WILKES,J.J. Pennsylvania, 
Commonwealth of. 12pp. 61164:156-61164:167. 


S. Reportable occurrences, LERs & related correspondence 

9203090168 NPDES noncompliance notification:on 920204,leak occurred in emergency 
spray pond makeup & deicing line.resulting in discharge of 15-25 gallons of river water 
per minute to storm drains.Sample results listed on end. 

FI ELDS, J.S. Pennsylvania Power & Light Co. 92/02/28. LEHMAN,S. Pennsylvania, 
Commonwealth of. 2pp. 60884:175-60884:176. 

9203090018 Special repton 920131,diesel generator E jacket water leak discovered at 
expansion joint.Caused by thermal & vibrational fatigue failure in expansion seal due 
to mechanical scratching.Seal replaced & procedure revised. 

STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/02. MARTIN.T.T. Region 1 
(Post 820201). 3pp. 60862:103-60862:105. 

9203160251 LER 92-002-00:on 920211,one inch diameter hole found in east wall of 
cable chase,within fire zone.Cause not determined but probably existed since 
construction.Opening to be sealed & TS revised to prohibit drilling against TS.W/ 
920310 Itr. 

RYDER,T.S., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/10. 4pp. 
60997:144-60997:147. 

9203250256 LER 92-001 -00:on 920223,ESF actuations occurred due to EPA breaker 
trip.Cause not determined as of yet.RPS bus was placed on alternate power supply & 
ail isolations reset within 30 minutes.W/920320 Itr. 

METER,J.J., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/20. 5pp. 
61224:172-61224:176. 

9203260230 LER 92-004-00:on 920220,operator unable to open drywell nitrogen make¬ 
up outboard isolation valve.Caused by failure of relay circuit board in SGTS exhaust 
radiation monitoring circuit.Circurt board replaced.W/920323 Itr. 

WEHRY.R.R., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/23. 4pp. 
61224:337-61224:340. 


V. Operator Examinations 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on 
920214. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weakness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T., CONTE,RJ. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229- 
60959:299. 

9203300123 Confirms arrangement for license exams & requalification retake exams 
scheduled for wk of 920706. 

CONTE,R.J. Region 1 (Post 820201). 92/03/17. KEISER.H.W. Pennsylvania Power & 
Light Co. 14pp. 61111:100-61111:113. 
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F. Security, medical, emergency & fire protection plana 

9203030063 Forwards Change EE to Physical Security Plan.Change withheld (ref 
10CFR73.21). 

KEISER.H.W. Pennsylvania Power & Ught Co. 92/02/26. MARTIN,T.T. Region 1 (Post 
820201). Ip. 60782:303-60782:303. 

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60790:025-60790:051. 


-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations 
noted.Major areas inspected:operations, radiological controls, maint,emergency 
preparedness,security & engineering/technical support. 

WHITE.J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302- 
05.No violations noted.NRC found that physical security program directed toward pro¬ 
tection of public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Ught Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations 
noted.Major areas inspected:previously identified fitness-for-duty items.security pro¬ 
gram plans & protected & vital area access control of personnel. 

SMITH,G.C. Region 1 (Post 820201). 92/03/12. 6pp. 61053:322-61053:327. 

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to prated 
public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No violation* 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT,L Region 1 (Post 820201). 92/03/12. 11pp. 61053:349-61053:359. 

9203260324 Requests addl info re emergency operating procedures for plant. 
RALIEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Ught Co. 4pp. 61092:357-61092:360. 

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation plar 
in util 911220 Itr acceptable.Formal sys testing as described in Steps 9 & 10 of ERDS 
Transmission Reception Plan.App A to NUREG-1394 (Rev 1) required. 

MILLER.C.L Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61166:070-61166:073. 


H. General correspondence 

9203110150 Forwards info re organizational changes in nuclear dept as result of oper 
ational effectiveness review.Changes will be reflected in annual update t( 
FSAR.Changes cover nuclear maint,nuclear security & nuclear plant svcs. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L. Project Direc 
torate 1-2. 22pp. 60897:123-60897:145. 

9203160246 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu 
clear power plantExpresses concerns of potential for inconsistent & inappropriate ap 
plication by individual NRC inspectors & examiners. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/09. CHILK.S.J. Office of th< 
Secretary of the Commission. 5pp. 60911:329-60911:333. 


J. insurance & indemnity information 


9203090394 Forwards Endorsement 64 to NELIA Policy NF-262,Endorsement 47 ti 
MAELU Policy MF-107,Endorsement 8 to NELIA Policy NW-157,Endorsement 8 t 
MAELU Policy MW-77 & Endorsement 15 to NELIA Certificate N-84. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/06. SALTZMAN.J. Office c 
State Programs (Post 911117). 18pp. 60882:321-60882:338. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses i 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidai 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear powc 
plants & holders of CPs for nuclear power plants re consideration of valve mispos 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolida 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090230 Forwards response to NRC 910730 request for addl info re Propose 
Amend 137 to License NPF-14 & Proposed Amend 91 to License NPF-22 re elimim 
tion of temp leak detection isolation function in RHR room. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/03. MILLER.C.L. Project Direc 
torate 1-2. 61pp. 60868:055-60868:156. 

-9203090246 Rev 0 to Calculation M-SLD-003,“Steam Leak Detection Calc-RHR Pum 
Rooms.” 

* Pennsylvania Power & Light Co. M-SLD-003 R00. 89/09/27. 42pp. 60868:111 
60868:156. 

9203110003 Advises that util proposes to withdraw 911104 Proposed Amends 149 
103 to Licenses NPF-14 & NPF-22,respectively, based on 920128 & 0228 discussior 
w/NRC.Amends changed TS re operational effectiveness review. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER.C.L. Project Dire 
torate 1-2. 2pp. 60897:283-60897:284. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution < 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natur 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidc 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const pc 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Pow 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidc 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 
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9203190040 Forwards Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22,re¬ 
spectively changing TS to delete requirements to test fuses utilized as primary con¬ 
tainment penentration conductor overcurrent protective devices. 

BYRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. MILLER.C.L. Project Direc¬ 
torate 1-2. 7pp. 60990:282-60990:296. 

—9203190041 Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22, changing 
TS to delete requirement to test fuses utilized as primary containment penetration 
conductor overcurrent protective devices. 

BYRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. 2pp. 60990:289-60990:290. 

-9203190042 Proposed TS Section 3/4.8.4.1 re primary containment penetration con¬ 
ductor overcurrent protective devices. 

* Pennsylvania Power & Light Co. 92/03/12. 6pp. 60990:291-60990:296. 

9203180039 Describes revised disposal plans for cooling tower & spray pond 
sludges.Sludge removed during outages will be taken to approved MD landfill. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/03/13. TOMAYKO.W. Pennsylvania, 
Commonwealth of. 8pp. 60977:138-60977:145. 

9203230281 Forwards revised response to NRC station blackout safety evaluation dtd 
920114,revising diesel generator target reliability to 0.975,based on NRC 
position.Resolution of cabinet temp concern will be submitted by 920501. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/13. MILLER.C.L. Project Direc¬ 
torate 1-2. 25pp. 61119:041-61119:204. 

—9203230299 “COTTAP-2,Rev 1 Theory & Input Description Manual.” 

CHAIKO.M.A., MURPHY,M.J. Pennsylvania Power & Light Co. 90/11/05. 139pp. 
61119:066-61119:204. 

9203230169 Forwards response to NRC 920309 telcon question re conductance meth¬ 
odology contained in PL-NF-89-005, “Qualification of Transient Analysis Methods for 
BWR Design & Analysis.” 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/16. MILLER.C.L. Project Direc¬ 
torate 1-2. 4pp. 61082:355-61082:358. 

9203260327 Requets addl info on proposed changes to plant tech spec requirements re 
RWCU/HPCI/RCIC temp setpoints for leak detection. 

RALIEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61092:349-61092:353. 

9203270242 Forwards safety evaluation & technical evaluation rept approving revised 
methodology contained in Topical Rept PL-NF-89-005, “Qualification of Transient 
Analysis Methods for BWR Designs & Analysis,Susquehanna Steam Electric....” 
RALEIGH,JJ. Project Directorate 1-2. 92/03/24. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 61164:168-61164:190. 

—9203270246 Safety evaluation approving methodology contained in Topical Rept PL- 
NF-89-005, “Qualification of Transient Analysis Methods for BWR Design & 
Analysis,Susquehanna Steam Electric Station,Units 1 & 2.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/24. 5pp. 
61164:171-61164:175. 

-9203270248 “Technical Evaluation Rept of PL-NF-89-005, ’Qualification of Transient 
Analysis Methods for BWR Design & Analysis.”’ Revised methodology acceptable. 

* Brookhaven National Laboratory. 89/12/31. NRC - No Detailed Affiliation Given. 
15pp. 61164:176-61164:190. 

9203310175 Notification of 920409 meeting w/util in Rockville,MD to discuss individual 
plant evaluation methodology & approach in effort to facilitate NRC review process of 
util 911213 submittal. 

RALEIGH.J.J. Project Directorate 1-2. 92/03/26. MILLER.C.L. Project Directorate 1-2. 
4pp. 61194:120-61194:123. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050011 Forwards insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60790:025-60790:051. 

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations 
noted.Major areas inspected:operations, radiological controls,maint,emergency 
preparedness,security & engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110361 Forwards SE granting relief requests 1RR-22 & 2RR-19 until end of current 
inservice insp cycles for each unit. 

MILLER.C.L. Project Directorate 1-2. 92/03/03. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 60885:248-60885:254. 

-9203110366 Safety evaluation granting util ISI program relief request concerning 
sample expansion requirements of ASME section XI for CRD housing bolting. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp. 
60885:252-60885:254. 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on 
920214. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weakness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T., CONTCRJ. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229- 
60959:299. 

9203190211 Ack receipt of 911212 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-387/90-81 & 50-388/90-81. 

HODGES,M.W. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60960:236-60960:256. 

-9203190219 Responds to NRC 910222 ltr re violations noted in insp repts 50-387/90- 
81 & 50-388/90-81 .Corrective actions:temporary lighting removed,engineering evalua¬ 
tions concluded & dedication criteria document issued. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/22. Document Control Branch 
(Document Control Desk). 18pp. 60960:239-60960:256. 

9203240080 Forwards safety insp repts 50-387/92-08 & 50-388/92-08 on 920302- 
06.No violations noted.NRC noted that effective effluent control program well main¬ 
tained. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 61053:297-61053:304. 

-9203240085 Safety insp repts 50-387/92-08 & 50-388/92-08 on 920302-06. No viola¬ 
tions noted.Major areas inspected:radioactive liquid & gaseous effluent control pro¬ 
grams including mgt controls, audits,air cleaning sys & calibration of monitoring sys. 
PELUSO.L., JANG.J.C., BORES,R.J. Region 1 (Post 820201). 92/03/11. 5pp. 
61053:300-61053:304. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302- 
05.No violations noted.NRC found that physical security program directed toward pro¬ 
tection of public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations 
noted.Major areas inspected:previously identified fitness-for-duty items,security pro¬ 
gram plans & protected & vital area access control of personnel. 

SMITH.G.C., ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 92/03/12. 6pp. 
61053:322-61053:327. 

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to protect 
public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No violations 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT,L., MCCABE.E. Region 1 (Post 820201). 92/03/12. 11pp. 61053:349- 
61053:359. 


R. Periodic operating reports & related correspondence 

9203060103 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/ 
920302 ltr. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/12/31. MARTIN,T.T. Region 1 (Post 
820201). 91pp. 60827:261-60827:358. 

9203060231 “Semiannual Performance Data Rept for Jul-Dec 1991.” W/ 920228 ltr. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 12pp. 
60858:061-60858:073. 

9203160151 “1991 EPA Hazardous Waste Rept,” for Susquehanna Steam Electric 
Station.W/920228 ltr. 

BELLES,T.D. Pennsylvania Power & Light Co. 91/12/31. 20pp. 60968:246-60968:265. 

9203020269 Forwards semiannual fitness-for-duty performance rept for Jul-Dec 1991. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MILLER.C.L. Project Direc¬ 
torate 1-2. 4pp. 60783:307-60783:310. 

9203190160 Monthly operating repts for Feb 1992 for Susquehanna Steam Electric 
Station.W/920316 ltr. 

YOUNG,K.A., KEISER.H.W. Pennsylvania Power & Light Co. 92/02/29. 10pp. 
60977:174-60977:183. 

9203260239 “NPDES Permit Monitoring Rept for Susquenhanna Steam Electric Station 
for Feb 1991.” W/920317 ltr. 

FI ELDS, J.S. Pennsylvania Power & Light Co. 92/02/29. WILKES,J.J. Pennsylvania, 
Commonwealth of. 12pp. 61164:156-61164:167. 
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9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21 .No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to protect 
public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No violations 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT,L„ MCCABE,E. Region 1 (Post 820201). 92/03/12. 11pp. 61053:349- 
61053:359. 


R. Periodic operating reports & related correspondence 

9203060103 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/ 
920302 Itr. 

KEfSER.H.W. Pennsylvania Power & Light Co. 91/12/31. MARTIN,T.T. Region 1 (Post 
820201). 91pp. 60827:261-60827:358. 

9203160151 "1991 EPA Hazardous Waste Rept," for Susquehanna Steam Electric 
Station.W/920228 Itr. 

BELLES,T.D. Pennsylvania Power & Light Co. 91/12/31. 20pp. 60968:246-60968:265. 

9203020269 Forwards semiannual fitness-for-duty performance rept for Jul-Dec 1991. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/02/26. MILLER,C.L. Project Direc¬ 
torate 1-2. 4pp. 60783:307-60783:310. 

9203190160 Monthly operating repts for Feb 1992 for Susquehanna Steam Efectric 
Station.W/920316 Itr. 

YOUNG.K.A., KEISER.H.W. Pennsylvania Power & Light Co. 92/02/29. 10pp. 
60977:174-60977:183. 

9203260239 “NPDES Permit Monitoring Rept for Susquenhanna Steam Electric Station 
for Feb 1991." W/920317 Itr. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/02/29. WILKES,J.J. Pennsylvania, 
Commonwealth of. 12pp. 61164:156-61164:167. 


S. Reportable occurrences, LERs & related correspondence 

9203090168 NPDES noncompliance notification:on 920204,leak occurred in emergency 
spray pond makeup & deicing line,resulting in discharge of 15-25 gallons of river water 
per minute to storm drains.Sample results listed on end. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/02/28. LEHMAN,S. Pennsylvania. 
Commonwealth of. 2pp. 60684:175-60884:176. 

9203090018 Special rept:on 920131 .diesel generator E jacket water leak discovered at 
expansion joint.Caused by thermal & vibrational fatigue failure in expansion seal due 
to mechanical scratching.Seal replaced & procedure revised. 

STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/02. MARTIN,T.T. Region 1 
(Post 820201). 3pp. 60862:103-60862:105. 

9203160251 LER 92-002-00:on 920211,one inch diameter hole found in east wall of 
cable chase,within fire zone.Cause not determined but probably existed since 
construction.Opening to be sealed & TS revised to prohibit drilling against TS.W/ 
920310 Itr. 

RYDER,T.S., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/10. 4pp. 
60997:144-60997:147. 

9203250256 LER 92-001-00:on 920223,ESF actuations occurred due to EPA breaker 
trip.Cause not determined as of yet.RPS bus was placed on alternate power supply & 
all isolations reset within 30 minutes.W/920320 Itr. 

METER,J.J., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/20. 5pp. 
61224:172-61224:176. 

9203260230 LER 92-004-00:on 920220,operator unable to open drywell nitrogen make¬ 
up outboard isolation valve.Caused by failure of relay circuit board in SGTS exhaust 
radiation monitoring circuit.Circuit board replaced.W/920323 Itr. 

WEHRY.R.R., STANLEY,H.G. Pennsylvania Power & Light Co. 92/03/23. 4pp. 
61224:337-61224:340. 


V. Operator Examinations 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on 
920214. 

BETTENHAUSEN.L Region 1 (Pest 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weakness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T., CONTE,R.J. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229- 
60959:299. 

9203300123 Confirms arrangement for license exams & requalification retake exams 
scheduled for wk of 920706. 

CONTE,R.J. Region 1 (Post 820201). 92/03/17. KEISER.H.W. Pennsylvania Power & 
Light Co. 14pp. 61111:100-61111:113. 
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F. Security, medical, emergency & fire protection plana 

9203030063 Forwards Change EE to Physical Security Plan.Change withheld (ref 
10CFR73.21). 

KEISER.H.W'. Pennsylvania Power & Light Co. 92/02/26. MARTIN,T.T. Region 1 (Post 
820201). Ip. 60782:303-60762:303. 

9203050011 Forwerds insp repts 50-387/92-02 & 50-388/92-02 on 920101- 0210 & 
notice of violation, 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60790:025-60790:051. 


-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations 
noted.Major areas inspected:operations, radiological controls,maint,emergency 
preparedness,security & engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302- 
OS. No violations noted. NRC found that physical security program directed toward pro¬ 
tection of public health & safety. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations 
noted.Major areas inspected:previously identified fitness-for-duty items,security pro¬ 
gram plans & protected & vital area access control of personnel. 

SMITH.G.C. Region 1 (Post 820201). 92/03/12. 6pp. 61053:322-61053:327. 

9203240100 Forwards insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to protect 
public health & safety. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-388/92-04 on 920218-21.No violations 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT.L. Region 1 (Post 620201). 92/03/12. 11pp. 61053:349-61053:359. 

9203260324 Requests addl info re emergency operating procedures for plant. 
RALtEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61092:357-61092:360. 

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911220 Itr acceptable.Formal sys testing as described in Steps 9 & 10 of ERDS 
Transmission Reception Plan.App A to NUREG-1394 (Rev 1) required. 

MILLER,C.L. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61166:070-61166:073. 


H. General correspondence 

9203110150 Forwards info re organizational changes in nuclear dept as result of oper¬ 
ational effectiveness review.Changes will be reflected in annual update to 
FSAR.Changes cover nuclear maint,nuclear security & nuclear plant sves. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER,C.L. Project Direc¬ 
torate 1-2. 22pp. 60897:123-60897:145. 

9203160246 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu¬ 
clear power plant.Expresses concerns of potential for inconsistent & inappropriate ap¬ 
plication by individual NRC inspectors & examiners. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/09. CHILK.S.J. Office of the 
Secretary of the Commission. 5pp. 60911:329-60911:333. 


J. Insurance & Indemnity Information 

9203090394 Forwards Endorsement 64 to NELIA Policy NF-262,Endorsement 47 to 
MAELU Policy MF-107,Endorsement 8 to NELIA Policy NW-157,Endorsement 8 to 
MAELU Policy MW-77 & Endorsement 15 to NELIA Certificate N-84. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/06. SALTZMAN.J. Office of 
State Programs (Post 911117). 18pp. 60882:321-60862:338. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/26. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve mlspost- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090230 Forwards response to NRC 910730 request for addl info re Proposed 
Amend 137 to License NPF-14 & Proposed Amend 91 to License NPF-22 re elimina¬ 
tion of temp leak detection isolation function in RHR room. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/03. MILLER,C.L. Project Direc¬ 
torate 1-2. 61pp. 60868:055-60868:156. 

-9203090246 Rev 0 to Calculation M-SLD-003,"Steam Leak Detection Calc-RHR Pump 
Rooms." 

* Pennsylvania Power & Light Co. M-SLD-003 R00. 89/09/27. 42pp. 60868:116- 
60868:156. 

9203110003 Advises that util proposes to withdraw 911104 Proposed Amends 149 & 
103 to Licenses NPF-14 & NPF-22,respectively, based on 920128 & 0228 discussions 
w/NRC.Amends changed TS re operational effectiveness review. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/04. MILLER,C.L. Project Direc¬ 
torate 1-2. 2pp. 60897:283-60897:284. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Ino. 12pp. 61085:001-61085:012. 
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9203190040 Forwards Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22,re¬ 
spectively changing TS to delete requirements to test fuses utilized as primary con¬ 
tainment penentration conductor overcurrent protective devices. 

8YRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. MILLER,C.L. Project Direc¬ 
torate 1-2. 7pp. 60990:282-60990:296. 

-9203190041 Proposed Amends 151 & 104 to Licenses NPF-14 & NPF-22, changing 
TS to delete requirement to test fuses utilized as primary containment penetration 
conductor overcurrent protective devices. 

8YRAM.R.G. Pennsylvania Power & Light Co. 92/03/12. 2pp. 60990:289-60990:290. 

—9203190042 Proposed TS Section 3/4.8.4.1 re primary containment penetration con¬ 
ductor overcurrent protective devices. 

* Pennsylvania Power & Light Co. 92/03/12. 6pp. 60990:291-60990:296. 

9203180039 Describes revised disposal plans for cooling tower & spray pond 
sludges.Sludge removed during outages will be taken to approved MD landfill. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/03/13. TOMAYKO.W. Pennsylvania, 
Commonwealth of. 8pp. 60977:138-60977:145. 

9203230281 Forwards revised response to NRC station blackout safety evaluation dtd 
920114,revising diesel generator target reliability to 0.975,based on NRC 
position.Resolution of cabinet temp concern will be submitted by 920501. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/13. MILLER,C.L. Project Direc¬ 
torate 1-2. 25pp. 61119:041-61119:204. 

—9203230299 "COTTAP-2,Rev 1 Theory & Input Description Manual." 

CHAIKO.M.A., MURPHY,M.J. Pennsylvania Power & Light Co. 90/11/05. 139pp. 
61119:066-61119:204. 

9203230169 Forwards response to NRC 920309 telcon question re conductance meth¬ 
odology contained in PL-NF-69-005, "Qualification of Transient Analysis Methods for 
8WR Design & Analysis." 

KEISER.H.W. Pennsylvania Power & Light Co. 92/03/16. MILLER,C.L. Project Direc¬ 
torate 1-2. 4pp. 61082:355-61082:358. 

9203260327 Requets addl info on proposed changes to plant tech spec requirements re 
RWCU/HPCI/RCIC temp setpoints for leak detection. 

RALIEGH.J.J. Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61092:349-61092:353. 

9203270242 Forwards safety evaluation & technical evaluation rept approving revised 
methodology contained in Topical Rept PL-NF-89-005, “Qualification of Transient 
Analysis Methods for BWR Designs & Analysis,Susquehanna Steam Electric...." 
RALEIGH,J.J. Project Directorate 1-2. 92/03/24. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 61164:168-61164:190. 

-9203270246 Safety evaluation approving methodology contained in Topical Rept PL- 
NF-89-005, "Qualification of Transient Analysis Methods for BWR Design & 
Analysis,Susquehanna Steam Electric Station,Units 1 & 2." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/24. 5pp. 
61164:171-61164:175. 

-9203270248 "Technical Evaluation Rept of PL-NF-89-005, ‘Qualification of Transient 
Analysis Methods for BWR Design & Analysis."' Revised methodology acceptable. 

* Srookhaven National Laboratory. 89/12/31. NRC - No Detailed Affiliation Given. 
15pp. 61164:176-61164:190. 

9203310175 Notification of 920409 meeting w/util in Rockville,MD to discuss individual 
plant evaluation methodology & approach in effort to facilitate NRC review process of 
util 911213 submittal. 

RALEIGH,J.J. Project Directorate 1-2. 92/03/26. MILLER,C.L. Project Directorate 1-2. 
4pp. 61194:120-61194:123. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. or New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60638:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Dralndown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050011 Forwards insp repts 50-387/92-02 & 50-368/92-02 on 920101- 0210 & 
notice of violation. 

BLOUGH.A.R. Region 1 (Post 820201). 92/02/28. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60790:025-60790:051. 

-9203050014 Insp repts 50-387/92-02 & 50-388/92-02 on 920102-0210. Violations 
noted.Major areas inspected:operations, radiological controls,maint,emergency 
preparedness,security & engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/02/27. 22pp. 60790:030-60790:051. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110361 Forwards SE granting relief requests 1RR-22 & 2RR-19 until end of current 
insen/ice insp cycles for each unit. 

MILLER.C.L. Project Directorate 1-2. 92/03/03. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 60885:248-60665:254. 

—9203110366 Safety evaluation granting util ISI program relief request concerning 
sample expansion requirements of ASME section XI for CRD housing bolting. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp. 
60885:252-60885:254. 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-388/92-01 on 
920214. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weskness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T„ CONTE.R.J. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229- 
60959:299. 

9203190211 Ack receipt of 911212 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-367/90-61 & 50-368/90-81. 

HODGES,M.W. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 60960:236-60960:256. 

—9203190219 Responds to NRC 910222 ltr re violations noted in insp repts 50-387/90- 
81 & 50-388/90-81.Corrective actions:temporary lighting removed,engineering evalua¬ 
tions concluded & dedication criteria document issued. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/02/22. Document Control Branch 
(Document Control Desk). 18pp. 60960:239-60960:256. 

9203240080 Forwards safety insp repts 50-367/92-08 & 50-388/92-08 on 920302- 
06.No violations noted.NRC noted that effective effluent control program well main¬ 
tained. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 61053:297-61053:304. 

-9203240085 Safety insp repts 50-387/92-08 & 50-388/92-08 on 920302-06. No viola¬ 
tions noted.Major areas inspected:radioactive liquid & gaseous effluent control pro¬ 
grams including mgt controls, audits,air cleaning sys & calibration of monitoring sys. 
PELUSO.L., JANG.J.C., BORES,R.J. Region 1 (Post 620201). 92/03/11. 5pp. 
61053:300-61053:304. 

9203240090 Forwards safeguards insp repts 50-387/92-09 & 50-388/92-09 on 920302- 
OS. No violations noted.NRC found that physical security program directed toward pro¬ 
tection of public health & safety. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. KEISER.H.W. Pennsylvania Power 
& Light Co. 4pp. 61053:318-61053:327. 

-9203240094 Insp repts 50-387/92-09 & 50-388/92-09 on 920302-05.No violations 
noted.Major areas inspected:previously identified fitness-for-duty items,security pro¬ 
gram plans & protected & vital area access control of personnel. 

SMITH,G.C., ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 92/03/12. 6pp. 
61053:322-61053:327. 

9203240100 Forwards insp repts 50-367/92-04 & 50-388/92-04 on 920218-21.No viola¬ 
tions noted.Annual exercise demonstrated ability to take appropriate action to protect 
public health & safety. 

JOYNER.J.H. Region 1 (Post 820201). 92/03/13. KEISER.H. Pennsylvania Power & 
Light Co. 4pp. 61053:345-61053:359. 

-9203240107 Insp repts 50-387/92-04 & 50-386/92-04 on 920218-21.No violations 
noted.Major areas inspected:emergency preparedness including annual,partial partici¬ 
pation exercise,program changes & emergency facilities. 

ECKERT,L., MCCABE,E. Region 1 (Post 820201). 92/03/12. 11pp. 61053:349- 
61053:359. 


R. Periodic operating reports & related correspondence 

9203060103 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/ 
920302 ltr. 

KEISER.H.W. Pennsylvania Power & Light Co. 91/12/31. MARTIN,T.T. Region 1 (Post 
820201). 91pp. 60827:261-60827:356. 

9203060231 "Semiannual Performance Data Rept for Jul-Dec 1991.” W/ 920228 ltr. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 91/12/31. 12pp. 
60858:061-60658:073. 

9203160151 “1991 EPA Hazardous Waste Rept," for Susquehanna Steam Electric 
Station.W/920228 ltr. 

8ELLES.T.D. Pennsylvania Power & Ught Co. 91/12/31. 20pp. 60968:246-60968:265. 

9203020269 Forwards semiannual fitness-for-duty performance rept for Jul-Dec 1991. 
KEISER.H.W. Pennsylvania Power & Ught Co. 92/02/26. MILLER.C.L. Project Direc¬ 
torate 1-2. 4pp. 60783:307-60783:310. 

9203190160 Monthly operating repts for Feb 1992 for Susquehanna Steam Electric 
Station.W/920316 ltr. 

YOUNG,K.A., KEISER.H.W. Pennsylvania Power & Light Co. 92/02/29. 10pp. 
60977:174-60977:163. 

9203260239 "NPDES Permit Monitoring Rept for Susquenhanna Steam Electric Station 
for Feb 1991.” W/920317ltr. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/02/29. WILKES,J.J. Pennsylvania, 
Commonwealth of. 12pp. 61164:156-61164:167. 
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S. Reportable occurrences, LERs A related correspondence 

9203170278 Corrected Page 1 to LER 91-014-00,adding title in Block 4 re MSIV closure 
response time exceeded TS limit.W/920227 Itr. 

METER.J.J, STANELV.H.G. Pennsylvania Power A Light Co. 92/01/10. 2pp. 
61085:013-61085:014. 

9203090188 NPDES noncompliance notification:on 920204,leak occurred in emergency 
spray pond makeup & deicing line.resulting in discharge of 15-25 gallons of river water 
per minute to storm drains.Sample results listed on end. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/02/28. LEHMAN,S. Pennsylvania, 
Commonwealth of. 2pp. 60884:175-60884:176. 


V. Operator Examinations 

9203190076 Forwards mgt meeting insp repts 50-387/92-10 & 50-386/92-01 on 
920214. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/11. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 60959:226-60959:299. 

-9203190099 Mgt meeting repts 50-387/92-10 & 50-388/92-10 on 920214. Major areas 
discussed:licensees action in response to weakness identified during licensed opera¬ 
tor requalification program evaluation. 

WALKER,T. Region 1 (Post 820201). 92/03/11. 72pp. 60959:229-60959:299. 

9203300123 Confirms arrangement for license exams & requalification retake exams 
scheduled for wk of 920706. 

CONTE,R.J. Region 1 (Post 820201). 92/03/17. KEISER.H.W. Pennsylvania Power & 
Light Co. 14pp. 61111:100-61111:113. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medlcaf, emergency & fire protectfon plans 

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 & 
notice of violation.NRC concerned about violation since formal control of TS re equip¬ 
ment fundamental to ensuring operator knowledge of plant status. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60843:275-60843:295. 

-9203100083 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation 
noted.Major areas inspected-.plant operations review,maint observations,surveillance 
observations,review of nonroutine events & fire protection review. 

ELROD,S.A. Region 2 (Post 820201). 92/02/25. 17pp. 60843:279-60843:295. 

9203100144 Rev 15 to HP-202, "Environmental Monitoring during Emergencies." W/ 
920304 Itr. 

SAGER,D.A. Florida Power & Light Co. 92/03/04. 26pp. 60900:093-60900:118. 

9203160232 Forwards Rev 32 to physical security plan.Rev withheld (ref 10CFR73.21 & 
2.790(a)(3)). 

SAGER,D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60946:088-60946:088. 

9203200264 Accepts 911023 emergency response data sys implementation plan for fa¬ 
cility. 

NORRIS,J.A. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/18. GOLDBERG,J.H. Florida Power & Light Co. 3pp. 60997:338-60997:340. 

9203240324 Accepts 911021 emergency response data sys implementation plan for fa¬ 
cility. 

RAGHAVAN.L. Project Directorate 11-2. 92/03/18. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 61085:273-61085:275. 


J. Insurance & Indemnity Information 

9203240369 Lists nuclear property insurance programs,per requirements under 
10CFR50.54(w)(3). 

BOHLKE.W.H. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61093:348-61093:349. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203300156 Amend 7 to St Lucie Unit 2 updated FSAR.W/920324 Itr. 

SAGER,D.A. Florida Power & Light Co. 92/04/30. 826pp. 61189:267-61190:324. 


-9203020256 Proposed TS Pages B 2-8,2-5,3/4 3-2 & 3/4 3-4 re loss of load 
(turbine),trip bypass & reactor protection sys instrumentation trip setpoint limits. 

* Florida Power & Light Co. 92/02/25. 25pp. 60783:046-60783:070. 

9203020264 Forwards revised inservice testing program relief requests re testing of 
HPSI pump & installation of flow element in LPSI & auxiliary feedwater sys,per NRC 
911205 Itr denying util relief requests re flow measurements of pumps. 

SAGER,D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 9pp. 60783:272-60783:280. 

9203060319 Summary of 920303 meeting w/util in Rockville,MD re current licensing 
issues. 

NORRIS.J.A. Project Directorate 11-2. 92/03/03. Project Directorate 11-2. 2pp. 
60616:036-60816:037. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203250010 Discusses NPDES Permit mod issued by EPA on 920228. 

SAGER,D.A. Florida Power & Light Co. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 16pp. 61099:209-61099:224. 

9203260245 Notification of 920417 meeting w/utii In Rockville,MD to status of active 
licensing actions. 

NORRIS.J.A. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project Directorate II- 
2. 3pp. 61165:078-61165:080. 

9203260280 Notification of 920401 meeting w/util in Rockville,MD to discuss general 
licensing issues. 

RAGHAVAN.L. Project Directorate 11-2. 92/03/25. BERKOW.H.N. Project Directorate 
11-2. 3pp. 61165:081-61165:083. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60836:224-60836:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60836:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100066 Forwards insp repts 50-335/91-27 & 50-389/91-27 on 911223- 920127 & 
notice of violation.NRC concerned about violation since formal control of TS re equip¬ 
ment fundamental to ensuring operator knowledge of plant status. 

SINKULE.M.V. Region 2 (Post 820201). 92/02/25. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60843:275-60843:295. 

-9203100083 Insp repts 50-335/91-27 & 50-389/91-27 on 911223-920127. Violation 
noted.Major areas lnspected:plant operations review,maint observations,surveillance 
observations,review of nonroutine events & fire protection review. 

ELROD,S.A., SCOTT,M.A., LANDIS,K.D. Region 2 (Post 820201). 92/02/25. 17pp. 
60843:279-60843:295. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030053 Discusses 920206 meeting w/util in Atlanta,GA re self- assessment pres¬ 
entation for facility. 

REYES,L.A. Region 2 (Post 820201). 92/02/12. GOLDBERG,J.H. Florida Power & 
Light Co. 65PP. 60753:177-60753:241. 

9203020255 Application for amends to Licenses DPR-67 & NPF-16,changing TS Pages 
B 2-8,2-5 3/4 3-2 & 3/4 3-4 re relaxation of reactor trip by turbine trip setpoint. 
HARRIS,K.N. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60783:043-60783:070. 


9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 69-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180021 Forwards insp repts 50-335/92-02 & 50-389/92-02 on 920127-31.No viola¬ 
tions noted. 

CLINE.W.E. Region 2 (Post 820201). 92/03/04. GOLDBERG,J.H. Florida Power & 
Light Co. 3pp. 60935:015-60935:032. 
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-9203160023 Insp repts 50-335/92-02 & 50-389/92-02 on 920127-31.No violations 
noted.Major areas inspected:chemistry dept & radwaste group,audits,plant water 
chemistry.post-accident sampling sys & effluent processing & monitoring. 

CARRION,R.P., DECKER,T.R. Region 2 (Post 820201). 92/03/03. 13pp. 60935:018- 
60935:032. 

9203180267 Requests approval to incorporate Code Case N-498 re alternative rules for 
10 yr hydrostatic pressure testing for Class 1 & 2 sys for use in 10 yr IS I 
programs.Use of sys reduces need for special sys alignments. 

SAGER.D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60992:269-60992:270. 

9203200205 Responds to 920214 Itr informing of schedular change of commitment to 
perform test of MOVs per Generic Ltr 89-10 & test all valves in generic Itr program 
where practicable,per insp rept 91-18. 

NORRIS,J.A. Project Directorate 11-2. 92/03/16. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 60997:336-60997:337. 

9203270046 Discusses insp of Henry Pratt Co facilities in Aurora,IL & Dixon.IL on 
920203-07.Company QA manual & implementing procedures do not contain adequate 
requirements & interfaces. 

NORRIS.J.A. Project Directorate 11-2. 92/03/23. GOLDBERG.J.H. Florida Power & 
Light Co. 2pp. 61109:237-61109:252. 


R. Periodic operating reports & related correspondence 

9203090465 “Semiannual Radioactive Effluent Release Rept for Jul through Dec 1991." 
W/920228 ltr. 

SAGER,D.A. Florida Power & Light Co. 91/12/31. 35pp. 60683:174-60683:209. 

9203200231 “Radiation Exposure Monitoring & Access Control Sys - REMACS Statisti¬ 
cal Whole Body Exposure Rept" for CY91.W/920309 Itr. 

SAGER.D.A. Florida Power & Light Co. 91/12/31. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61073:199-61073:200. 

9203030210 Forwards “1991 Annual Operating Rept St Lucie Units 1 & 2" & “1991 St 
Lucie Unit 1 Steam Generator Inservice Insp Rept,” per TSs 6.9.1.4 & 4.4.5.5,respec¬ 
tively. 

SAGER.D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60800:140-60800:294. 

-9203030215 “St Lucie Annual 10CFR50.59 Rept" for 1991. 

* Florida Power & Light Co. 91/12/31. 35pp. 60800:143-60800:177. 

9203020118 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991. 
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 10pp. 60755:344-60755:353. 

9203160288 Monthly operating repts for Feb 1992 for St Lucie Units 1 & 2.W/920309 
Itr. 

BREEN,J.J., SAGER.D.A. Florida Power & Light Co. 92/02/29. 9pp. 60969:300- 
60969:308. 


S. Reportable occurrences, LERs & related correspondence 

9203300017 Forwards plans for exam of component cooling water HX 2B welds,per 
end LER 90-005-00.Utll plans to conduct non-NDE of full circumference of HX shell/ 
tube welds during 1992 outage to better characterize condition of welds. 

SAGER.D.A, Florida Power & Light Co. 92/03/23. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61199:344-61199:348. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/construction stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposl- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203100012 Confirms 920219 telcon between J Garrity & K Barr re 920219 meeting at 
site.Meeting for util to brief NRC on const progress at facility since restart of const 
activities on 911122.Proposed meeting agenda end. 

REYES.L.A. Region 2 (Post 820201). 92/02/14. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 3pp. 60843:114-60843:116. 

9203180075 Confirms 920211 telcon between G Pannell of util & K Barr of staff re 
920310 meeting in Atlanta,GA re TVA briefing of NRC on plant assurance of qualilty & 
assurance of completion & results of QA records review to date.Proposed agenda 

REYES,L.A. Region 2 (Post 820201). 92/02/21. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 4pp. 60935:357-60935:360. 

9203040337 Requests authorization to use alternative to construction & installation re¬ 
quirements of ASME Boiler & Pressure Vessel Code.Enclosures identify proposed al¬ 
ternative & 2 licensee commitments made In rept. 

GARRITY,J.H. Tennessee Valley Authority. 92/02/25. Document Control Branch 
(Document Control Desk). 7pp. 60822:352-60822:358. 

9203040104 Forwards nonproprietary Rev 1 to WCAP-12375 & proprietary Rev 1 to 
WCAP-12374, "EAGLE-21 Microprocessor-Based Process Protection Sys.” Rept pro¬ 
vided to assist in review of design change from Foxboro Process Control Sys.Rept 
withheld. 

GARRITY,J.H. Tennessee Valley Authority. 92/02/26. Document Control Branch 
(Document Control Desk). 2pp. 60876:169-60876:275. 


-9203040108 Requests that Rev 1 to WCAP-12374, “EAGLE-21 Microprocessor-Based 
Process Protection Sys," be withheld from public disclosure per 10CFR2.790(b)(4). 
DIPIAZZA,R.P. Westinghouse Electric Corp. 92/01/13. MURLEY.T. Document Control 
Branch (Document Control Desk). 13pp. 60876:171-60876:183. 

-9203040111 Nonproprietary Rev 1 to "EAGLE-21 Microprocessor-Based Process Pro¬ 
tection Sys.” 

MORRIS,P.J., ERIN.L.E. Westinghouse Electric Corp. WCAP-12375 R01. 91/12/31. 
100pp. 60876:184-60876:275. 

9203090451 Suppls 910722 Itr reporting several recent changes to ECCS evaluation 
model used to calculate effects of LOCA.Util will perform small break LOCA reanalysis 
to incorporate revised auxiliary feedwater flow to steam generators. 

GARRITY,J.H. Tennessee Valley Authority. 92/02/26. Document Control Branch 
(Document Control Desk). 3pp. 60883:171-60883:173. 

9203180124 Confirms 920226 telcon w/R Purcell & K Barr re revised date for meeting 
to be held in Atlanta,GA on 920309 to discuss plant program for assurance of com¬ 
pletion & assurance of quality.Proposed agenda end. 

REYES.L.A. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 4pp. 60936:127-60936:130. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per l0CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130207 Notification of 920324 meeting w/util to discuss plant const status,licensing 
status & high priority NRC/TVA issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 60909:351-60909:353. 

9203130215 Notification of 920324 meeting w/util in Spring City.TN to discuss 
status,needed actions & priorities of various licensing Issues,including but not limited 
to outstanding & confirmatory issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 60909:346-60909:348. 

9203170047 Advises that 910722 changes to plant ECCS evaluation model satisfy 
10CFR50.46 requirement rept changes. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/11. Tennessee Valley Authority. 3pp. 60963:066-60963:068. 

9203200044 Summary of 920225 meeting w/util re environ qualification program. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/13. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
4pp. 60991:157-60991:160. 

9203240391 Advises that amends 54-63 to plant FSAR section 2.5 & util response to 
request for addl info,generally acceptable, except for listed open item. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/19. Tennessee Valley Authority. 3pp. 61068:223-61068:226. 


F. Security, medical, emergency & fire protection plans 

9203110314 Ack 920205 fire protection rept superseding previous util fire protection 
commitments,submittals & present program described in FSAR. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/05. KINGSLEY,O.D. Tennessee Valley Authority. 3pp. 60875:327-60875:329. 

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 
s^^ERDS) implementation plan provides basis for acceptable implementation of 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 
61194:132. 


H. General correspondence 


9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk), ip. 60640:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 



164 DOCKETED ITEMS 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9203180075 Confirms 920211 telcon between G Pannell of util & K Barr of staff re 
920310 meeting in Atlanta,GA re TVA briefing of NRC on plant assurance of qualilty & 
assurance of completion & results of QA records review to date.Proposed agenda 
end. 

REYES,L.A. Region 2 (Post 820201). 92/02/21. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 4pp. 60935:357-60935:360. 

9203040337 Requests authorization to use alternative to construction & installation re¬ 
quirements of ASME Boiler & Pressure Vessel Code.Enclosures identify proposed al¬ 
ternative & 2 licensee commitments made in rept. 

GARRITY.J.H. Tennessee Valley Authority. 92/02/25. Document Control Branch 
(Document Control Desk). 7pp. 60622:352-60822:358. 

9203090451 Suppls 910722 Itr reporting several recent changes to ECCS evaluation 
model used to calculate effects of LOCA.Util will perform small break LOCA reanalysis 
to incorporate revised auxiliary feedwater flow to steam generators. 

GARRITY.J.H. Tennessee Valley Authority. 92/02/26. Document Control Branch 
(Document Control Desk). 3pp. 60883:171-60883:173. 

9203180124 Confirms 920226 telcon w/R Purcell & K Barr re revised date for meeting 
to be held in Atlanta.GA on 920309 to discuss plant program for assurance of com¬ 
pletion & assurance of quality.Proposed agenda end. 

REYES,L.A. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 4pp. 60936:127-60936:130. 


9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203170314 Responds to NRC 920210 Itr re violations noted in Insp Repts 50-390/91- 
32.Corrective actions:11 weld radiographs that failed to meet density requirements 
were re-radiographed & reviewed by util & NRC. 

GARRITY.J.H. Tennessee Valley Authority. 92/03/09. Document Control Branch 
(Document Control Desk). 6pp. 60981:235-60981:240. 


9203190043 Responds to NRC 920210 Itr re violations noted in insp repts 50-390/91-33 
& 50-391/91-33.Corrective actions-.housekeeping deficiencies corrected,monitoring sys 
introduced & insp of plant completed.per Site Std Practice (SSP) SSP-12.07. 
GARRITY.J.H. Tennessee Valley Authority. 92/03/10. Document Control Branch 
(Document Control Desk). 6pp. 60990:014-60990:019. 


R. Periodic operating reports & related correspondence 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/26. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 


S. Reportable occurrences, LERs & related correspondence 


9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130207 Notification of 920324 meeting w/util to discuss plant const status,licensing 
status & high priority NRC/TVA issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 60909:351-60909:353. 

9203130215 Notification of 920324 meeting w/util in Spring City.TN to discuss 
status,needed actions & priorities of various licensing issues,including but not limited 
to outstanding & confirmatory issues. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/10. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 60909:346-60909:348. 

9203170047 Advises that 910722 changes to plant ECCS evaluation model satisfy 
10CFR50.46 requirement rept changes. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/11. Tennessee Valley Authority. 3pp. 60963:066-60963:068. 


9203230137 Submits determination for reportability of SCAR WBP 890616 SCA 
(RO).Memo supercedes previous reportability determination.Deficiencies reported. 
PACE.P.L. Tennessee Valley Authority. 92/02/24. NRC - No Detailed Affiliation Given. 
8pp. 60984:326-60984:333. 


9203200044 Summary of 920225 meeting w/util re environ qualification program. 
TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/13. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
4pp. 60991:157-60991:160. 


9203230255 Revised final deficiency rept 50-390/89-09 & 50-391/92-03 re failure 
caused by excessive keyway depth.lnitially reported on 891023-Defective motor pinion 
gear & keys for actuators have been replaced. Initial final rept submitted 891121. 
GARRITY.J.H. Tennessee Valley Authority. 92/03/16. Document Control Branch 
(Document Control Desk). 5pp. 61057:001-61057:005. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors. Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203100012 Confirms 920219 telcon between J Ganrity & K Barr re 920219 meeting at 
site.Meeting for util to brief NRC on const progress at facility since restart of const 
activities on 911122.Proposed meeting agenda end. 

REYES,L.A. Region 2 (Post 820201). 92/02/14. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 3pp. 60843:114-60643:116. 


9203240391 Advises that amends 54-63 to plant FSAR section 2.5 & util response lo 
request for addl info,generally acceptable, except for listed open Item. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/19. Tennessee Valley Authority. 3pp. 61068:223-61068:226. 


F. Security, medical, emergency & fire protection plana 

9203110314 Ack 920205 fire protection rept superseding previous util fire protection 
commitments,submittals & present program described in FSAR. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/03/05. KINGSLEY,O.D. Tennessee Valley Authority. 3pp. 60875:327-60875:329. 

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data 
sys (ERDS) implementation plan provides basis for acceptable implementation of 
ERDS at plant. 

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128- 
61194:132. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power 
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 



DOCKETED ITEMS 165 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60638:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 69-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046. 

9203190043 Responds to NRC 920210 ltr re violations noted in insp repts 50-390/91-33 
& 50-391 /91-33.Corrective actions:housekeeping deficiencies corrected,monitoring sys 
introduced & insp of plant completed,per Site Std Practice (SSP) SSP-12.07. 
GARRITY.J.H. Tennessee Valley Authority. 92/03/10. Document Control Branch 
(Document Control Desk). 6pp. 60990:014-60990:019. 


R. Periodic operating reports & related correspondence 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

8URZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 


S. Reportable occurrences, LERs & related correspondence 

9203230137 Submits determination for reportability of SCAR WBP 890616 SCA 
(RO).Memo supercedes previous reportability determination.Deficiencies reported. 
PACE.P.L. Tennessee Valley Authority. 92/02/24. NRC - No Detailed Affiliation Given. 
8pp. 60984:326-60984:333. 

9203230255 Revised final deficiency rept 50-390/89-09 & 50-391/92-03 re failure 
caused by excessive keyway depth.lnitially reported on 89l023.Defective motor pinion 
gear & keys for actuators have been replaced. Initial final rept submitted 891121. 
GARRITY.J.H. Tennessee Valley Authority. 92/03/16. Document Control Branch 
(Document Control Desk). 5pp. 61057:001-61057:005. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010-Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203100047 Forwards insp rept 50-395/92-01 on 920127-31.No violations noted. 
CLINE.W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 2pp. 60843:213-60843:226. 

-9203100052 Insp rept 50-395/92-01 on 920127-31.No violations noted. Major areas 
inspected:assessment of operational readiness status of emergency preparedness 
program,training, independent audits & key program changes. 

GOODEN,A., RANKIN,W.H. Region 2 (Post 620201). 92/02/20. 12pp. 60843:215- 
60843:226. 

9203100067 Forwards FEMA rept for offsite portion of plant exercise of 910717 forward¬ 
ed to NRC on 911120.No deficiencies identified during exercise.W/o enci. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 60643:296-60843:298. 

9203030297 EPiPs including,Rev 10 to Emergency Plan Procedure EPP-013 & Rev 15 
to EPP-016.W/920226 ltr. 

NETTLES,K.W. South Carolina Electric & Gas Co. 92/02/26. 40pp. 60822:019- 
60822:059. 

9203260260 Advises that 911025 emergency response data sys implementation plan for 
plant,acceptable. 

WUNDER.G.F. Project Directorate 11-2. 92/03/23. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 3pp. 61093:073-61093:074. 


H. General correspondence 

9203230253 Lists personnel changes for key personnel at facility. Requests that distri¬ 
bution list for NRC bulletins,info notices & generic Itrs be changed as indicated on 
end. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/16. Document Control Branch 
(Document Control Desk). 4pp. 61077:277-61077:280. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203190144 Amend 92-03 to updated FSAR for VC Summer Nuclear Station. W/ 
920309 ltr. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/09. 8pp. 60990:001- 
60990:008. 


P. Operating license atage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 86-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203110137 Forwards response to recommendations contained in SER & technical 
evaluation rept re station blackout analysis. Control room temp monitored & recorded 
once per shift. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/04. WUNDER.G.F. Document 
Control Branch (Document Control Desk). 6pp. 60897:146-60897:151. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Assooiate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130157 Forwards "Application for Approval to Incinerate Oil Contaminated W/Very 
Low Levels of Licensed Radioactive Matl.” 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/09. Document Control Branch 
(Document Control Desk). 2pp. 60946:094-60946:126. 

-9203130174 “Application for Approval to Incinerate Oil Contaminated W/ Very Low 
Levels of Licensed Radioactive Matl." 

* South Carolina Electric & Gas Co. 92/02/29. 31pp. 60946:096-60946:126. 

9203270270 Forwards completed section 3.9 for each version of new std tech 
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance 
w/comment resolution process. 

GRIMES,C.l. Technical Specifications Branch. 92/03/16. BUSH.L. Westinghouse 
Electric Corp. 200pp. 61106:254-61109:083. 

9203310301 Summary of 920227 meeting w/utll in Rockville,MD re licensee proposed 
response to staff safety evaluation of licensee inservice testing program. 
WUNDER.G.F. Project Directorate 11-1. 92/03/24. Project Directorate 11-1. 30pp. 
61195:233-61195:262. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100047 Forwards insp rept 50-395/92-01 on 920127-31.No violations noted. 
CLINE.W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 2pp. 60843:213-60843:226. 

-9203100052 Insp rept 50-395/92-01 on 920127-31 .No violations noted. Major areas 
inspected:assessment of operational readiness status of emergency preparedness 
program.training, Independent audits & key program changes. 

GOODEN,A., RANKIN,W.H. Region 2 (Post 820201). 92/02/20. 12pp. 60843:215- 
60843:226. 

9203100107 Forwards insp rept 50-395/91-24 on 911218-920131.Violations noted but 
not cited. 

VERRELLI.D.M. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina 
Electric & Gas Co. 2pp. 60844:092-60844:111. 

-9203100114 Insp rept 50-395/91-24 on 9l1218-92013l.Violations noted but not 
cited.Major areas inspected:monthly surveiltance observations,monthly maint 
observations,operational safety verification,ESF sys walkdown & onsite followup of 
events. 

HAAG.R.C., KELLER,L.A., CANTRELL,F.S. Region 2 (Post 820201). 92/02/14. 18pp. 
60844:094-60844:111. 



166 DOCKETED ITEMS 


9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 670729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100120 Confirms 920302-06,920316-20 & 920330-0403 dates for electrical distribu¬ 
tion sys functional insp per 920128 Shymlock-Girard telcon.Presentation requested to 
address listed issues. 

JULIAN.C.A. Region 2 (Post 820201). 92/02/21. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 5pp. 60844:146-60644:150. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-018, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100230 Forwards corrected transmittal ltr dtd 920220 for insp rept 50-395/91-24. 
VERRELLI.D.M. Region 2 (Post 820201). 92/02/26. SKOLDS.J.L South Carolina 
Electric & Gas Co. 4pp. 60845:120-60845:123. 

9203230027 Ack receipt of 920205 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-395/91-23. 

REYES.L.A. Region 2 (Post 820201). 92/02/27. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 2pp. 60984:043-60984:044. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203120094 Notification of contract execution.Task order 59: “Electrical Distribution Sys 
Functional Insp - VC Summer.” 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2, 
92/03/02. SCHWlNK.W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
60888:129-60888:131. 

-9203120107 Ltr contract NRC-03-90-031 .awarding task order 59, “Electrical Distribu¬ 
tion Sys Functional Insp - VC Summer." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 92/02/ 
26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60888:130-60888:131. 

9203120364 Notification of contract execution,task order 58,to “Electrical Distribution 
Sys Functional Insp - Calvert Cliffs." ContractonAECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2. 
92/03/02. SCHWlNK.W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
60894:217-60894:219. 


-9203120375 Ltr contract NRC-03-90-031 .task order 56,definitizes task order proce¬ 
dures for subi contract,to “Electrical Distribution Sys Functional Insp - Calvert Cliffs.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-2. 92/02/ 
26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60894:218-60894:219. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203180158 Forwards insp rept 50-395/92-02 on 920127-31.Concerns noted re pro¬ 
gram developed in response to generic ltr 89-10. Program does not' require all of test¬ 
ing recommended in generic ltr. 

GfBSON,A.F. Region 2 (Post 820201). 92/03/05. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 60936:227-60936:252. 

-9203180161 Insp rept 50-395/92-02 on 920127-31 .Concerns noted in some areas & 
strengths also noted.Major areas inspected:program developed In response to generic 
ltr 89-10, “Safety-Related Motor-Operated Valve Testing & Surveillance." 

SMITH,C„ KELLER,L, JAPE,F. Region 2 (Post 820201). 92/03/03. 23pp. 60936:230- 
60936:252. 


9203190125 Requests NRC approval to utilize ASME Code Case N-498 re alternative 
rule for 10-yr hydrostatic pressure testing for Class 1 & 2 sys in inservice insp 
program,since code case not currently listed in Reg Guide 1.147. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/11. WUNDER.G.F. Document 
Control Branch (Document Control Desk). Ip. 60993:358-60993:358. 


R. Periodic operating reports & related correspondence 


9203060372 “Semi-Annual Effluent & Waste Disposal Rept for Jul-Dec 1991." W/ 
920228 ltr. 

HUNT.S.R. South Carolina Electric & Gas Co. 91/12/31. 175pp. 60858:156- 
60859:069. 


9203090257 Monthly operating rept for Feb 1992 for VC Summer Nuclear Station.W/ 
920305 ltr. 

HALTIWANGER.J., SKOLDS.J.L. South Carolina Electric & Gas Co. 92/02/29. 7pp. 
60882:258-60882:264. 


S. Reportable occurrences, LERs & related correspondence 

9202210412 Provides addl info on loss of DHR at PWRs w/partially drained 
RCSs.Calculations indicate that loss of DHR during mid-loop operation two days after 
reactor trip could result in incipient fuel damage in about 1 h. 

ROSENTHAL.J.E. Office for Analysis & Evaluation of Operational Data, Director. 
IIT05-215-90. 87/06/29. HODGES,M.W. Reactor Systems Branch (870411-890826). 
11pp. 61035:032-61035:060. 

9203030404 LER 92-002-00:on 920128,discovered that sample return line from radiation 
monitor temporarily opened & containment Phase A isolation valve would not 
close.Caused by personnel error.Valve repaired & returned to svc.W/920228 ltr. 
HIGGINS,W.R., SKOLDS.J.L. South Carolina Electric & Gas Co. 92/02/28. 4pp. 
60801:306-60801:309. 


V. Operator Examinations 

9203100037 Forwards info necessary for preparation of 920504-08 preparation visit & 
exams scheduled for 920518-22.Requests RO & SRO license applications be submit¬ 
ted 30 days before exams. 

PEEBLES,T.A. Region 2 (Post 620201). 92/02/21. SKOLDS.J.L. South Carolina Elec¬ 
tric & Gas Co. 11pp. 60843:199-60643:209. 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


R. Periodic operating reports & related correspondence 


9203310256 “Univ of Virginia Reactor Facility Annual Rept,1991." W/ 920326 ltr. 
FARRAR,J.P. Virginia, Univ. of, Charlottesville, VA. 91/12/31. MENDONCA.M. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 48pp. 
61207:071-61207:118. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9110170250 Informs that review of 1991 exercise objectives for proposed final scenario 
package for util 1991 emergency preparedness exercise conducted wk of 
911118,appear appropriate to meet emergency plan goals & requirements. 

REESE,J.H. Region 5 (Post 820201). 91/10/07. SORENSEN.G.C. Washington Public 
Power Supply System. 2pp. 60948:040-60948:041. 

9203030027 Forwards SALP board rept 50-397/91-43 for 900901 through 911231,Over¬ 
all performance acceptable & directed towards safe facility operation. 

MARTIN,J.B. Region 5 (Post 820201). 92/02/11. MAZUR,D.W. Washington Public 
Power Supply System. 3pp. 60753:062-60753:109. 

-9203030035 SALP board rept 50-397/91-43 on 900901 through 911231. Overall per¬ 
formance acceptable & directed towards safe facility operation. 

' Region 5 (Post 820201). 92/02/11. 25pp. 60753:085-60753:109. 

9203050025 Ack receipt of 920131 ltr re 911216 insp rept 50-397/91-41, clarifying that 
fire brigade personnel tests are not required unless physician deems necessary. 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 60790:113-60790:116. 

9203050252 Responds further to 10CFR50,Appendix E,section Vl.4.a. on requirement to 
submit Emergency Response Data Sys plan by 911028.Util will use plant prime com¬ 
puter w/new software to assure compliance & 60 min response per 
10CFR50.72(a)(4). 

SORENSEN.G.C. Washington Public Power Supply System. 92/02/26. Document 
Control Branch (Document Control Desk). 2pp. 60823:328-60823:329. 

9203060021 Advises that all elements of Reg Guide 5.66 implemented to satisfy re¬ 
quirements of 10CFR73.56 re personnel access authorization for nuclear power 
plants. 

SORENSEN.G.C. Washington Public Power Supply System. 92/02/27. Documenl 
Control Branch (Document Control Desk). Ip. 60840:321-60840:321. 

9203110272 EPIPs including.Rev 7 to EPIP 13.12.3,Rev 8 to EPIP 13.12.11 & Rev 8 to 
EPIP 13.12.15. 

SCHNELL.J.L. Washington Public Power Supply System. 92/03/04. 40pp. 60923:314- 
60923:353. 

9203310260 Provides update of offsite radiological emergency preparedness exercise 
deficiencies Identified by FEMA & open Areas Requiring Corrective Actions (ARCA) 
identified by FEMA. 

SORENSEN.G.C. Washington Public Power Supply System. 92/03/12. REESE,J.H. 
Region 5 (Post 820201). 16pp. 61224:116-61224:131. 

9203200164 Informs that rev 11 to safeguards contingency plan consistent w/ 

10CFR50.54(p) & acceptable. 

REESE,J.H. Region 5 (Post 820201). 92/03/13. SORENSEN.G.C. Washington Public 
Power Supply System. 2pp. 61111 .-324-61111:325, 

9203250060 Ack reciept of 911121 response re insp rept 50-397/91-27 concerning 
emergency operating procedure development.From review of document,NRC deter¬ 
mined that supply sys addressed pre-restart commitments on operator training. 
KIRSCH.D.F. Region 5 (Post 820201). 92/03/17. SORENSEN.G.C. Washington Public 
Power Supply System. 92pp. 61070:154-61070:245. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manaqe. Id. 61122:018- 
61122:077. 
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-9203300198 Trip rept of 911119 visit to Perry Nuclear Power plant to obtain addl info 
on use of Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/12/18. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 12pp. 61122:019- 
61122:030. 

—9203300222 Trip rept of 911219 visit to Callaway plant to obtain addl info re use of 
Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 92/01/07. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 61122:031- 
61122:039. 


9203270297 Forwards Amend 99 to License NPF-21 & safety evaluation. Amend in¬ 
creases surveillance intervals for channel functional tests of isolation actuation instru¬ 
mentation from monthly to quarterly. 

ENG.P.L. Project Directorate V. 92/03/02. SORENSEN,G.C. Washington Public Power 
Supply System. 3pp. 61164:208-61164:222. 

-9203270298 Amend 99 to License NPF-21 .increasing surveillance intervals for channel 
functional tests isolation actuation instrumentation from monthly to quarterly. 
QUAY.T.R. Project Directorate V. 92/03/02. 10pp. 61184:211-61164:217. 

-9203270299 Safety evaluation supporting Amend 99 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 5pp. 
61164:218-61164:222. 


-9203300237 Trip rept of 911106-07 visit to Washington Nuclear Project, Unit 2 to 
obtain info on use of Thermo-Lag fire barriers. Summary of technical issues end. 
PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/12/11. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 12pp. 61122:040- 
61122:051. 

—9203300243 Trip rept of 911007-08 visit to River Bend Station to obtain facts re use of 
Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/10/31. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 15pp. 61122:052-61122:066. 

-9203300245 Trip rept of 911104-05 visit to Comanche Peak,Unit 1 to obtain facts on 
use of Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/12/24. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 11pp. 61122:067- 
61122:077. 


I. Financial Information 


9203110371 Forwards response to request for addl info re Topical Rept WPPSS FTS- 
129, "BWR Transient Analysis Model," per 910813 telcon. 

SORENSEN,G.C. Washington Public Power Supply System. 92/03/05. Document 
Control Branch (Document Control Desk). 86pp. 60898:001 -60898:086. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130319 Forwards response to NRC recommendations contained in SER of station 
blackout analysis. 

SORENSEN,G.C. Washington Public Power Supply System. 92/03/06. Document 
Control Branch (Document Control Desk). 28pp. 60931:029-60931:056. 


9203240271 Forwards "Annual Rept for WPPS 2" for FY86.87.86 & 89,per 920302 
telcon. 

SORENSEN.G.C. Washington Public Power Supply System. 92/03/04. RiCHARDS.S. 
Region 5 (Post 820201). Ip. 61100:026-61100:078. 


-9203240275 “Annual Rept for WPPS 2 for FY86." 

GIRE.S.B. Washington Public Power Supply System. 86/06/30. 12pp. 61100:027- 
61100:038. 


-9203240337 "Annual Rept for WPPS 2 for FY87." 

GIRE.S.B. Washington Public Power Supply System. 87/06/30. 11pp. 61100:039- 
61100:049. 

-9203240342 “Annual Rept for WPPS 2 for FY88." 

GIRE.S.B. Washington Public Power Supply System. 88/06/30. 11pp. 61100:050- 
61100:061. 

-9203240349 "Annual Rept for WPPS 2 for FY89." 

GIRE.S.B. Washington Public Power Supply System. 89/06/30. 17pp. 61100:062- 
61100:078. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203050245 Provides clarification of duties of third staff reactor operator during normal 
& emergency plant operations. 

SORENSEN.G.C. Washington Public Power Supply System. 92/02/10. MARTIN,J.8. 
Region 5 (Post 820201). 2pp. 60823:326-60823:327. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTlOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050239 Submits licensee recommendation that crew A participate in NRC adminis¬ 
tered readiness for operation evaluation on 920227. 

OXSEN.A.L. Washington Public Power Supply System. 92/02/20. MARTIN.J.B. 
Region 5 (Post 820201). Ip. 60826:358-60826:356. 

9203050131 Application for amend to license NPF-21 for use of cycle 8 reload core.unit 
2 w/changes to TS 2.1.2, B 2.0 & 6.9.3.2. Proposed changes do not involve signifi¬ 
cant hazard or increase in accident probability/consequences. 

SORENSEN.G.C. Washington Public Power Supply System. 92/02/25. Document 
Control Branch (Document Control Desk). 5pp. 60826:292-60826:313. 

-9203050138 Proposed TS changes to 2.1.2, "Safety LimitsiThermal Power, High Pres¬ 
sure & High Flow," B 2.0, "Safety Limits & Limiting Safety Sys Settings” & 6.9.3.2, 
"Core Operating Limits Rept." 

* Washington Public Power Supply System. 92/02/25. 17pp. 60826:297-60826:313. 

9203040294 Provides summary of audit w/GPU,WPSS & process control div of Westing- 
house re certification of facilities. 

DROMERICK.A.W. Project Directorate 1-4. 92/02/26. Project Directorate i-4. 44pp. 
60806:214-60806:257. 


9203240127 Requests relief from Tech Specs 4.6.6.1.b.3, "Containment Atmosphere 
Control" & provides appropriate acceptance criterion. 

BAKER,J.W. Washington Public Power Supply System. 92/03/13. MARTIN.J.B. 
Region 5 (Post 820201). 3pp. 61161:001-61161:003. 

9203260318 Forwards amend 100 to license NPF-21 & safety evaluation. Amend re¬ 
vises tech spec to more accurately define acceptance criteria for capacity of blowers 
in main steam isolation valve leakage control sys. 

ENG.P.L. Project Directorate V. 92/03/13. SORENSEN,G.S. Washington Public Power 
Supply System. 4pp. 61093:001-61093:019. 

-9203260321 Amend 100 to license NPF-21,revising tech spec to more accurately 
define acceptance criteria for capacity of blowers in main steam isolation valve leak¬ 
age control sys. 

QUAY.T.R. Project Directorate V. 92/03/13. 12pp. 61093:005-61093:016. 

-9203260322 Safety evaluation supporting amend 100 to license NPF-21, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/13. 3pp. 
61093:017-61093:019. 

9203240136 Provides responses to 910903 ltr requesting addl info re EPRI NP-2511- 
CCM.VIPRE-01, “Thermal-Hydraulic Analysis Code Reactor Cores" & forwards Rev 4 
to FATE-84-100, “VIPRE Code Maint Procedures Manual." 

YUNG.Y.Y. Washington Public Power Supply System. 92/03/16. JONES,R.C. Reactor 
Systems Branch. 32pp. 61161:129-61161:189. 

-9203240140 Rev 4 to FATE-84-100, "ViPRE Code Maint Procedures Manual." 
STEWART,C.W., LAUHALA.V., SRIKANTIAH.G.S. Battelle Memorial Institute, Pacific 
Northwest Laboratory. 87/11/17. 30pp. 61161:161-61161:189. 

9203240024 Notification of 920327 mgt meeting w/util in Walnut Creek,CA to discuss 
supply sys actions to address plant operations issues. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/17. Region 5 (Post 820201). 3pp. 
61052:355-61052:357. 

9203250128 Informs that internal audit of DRSS copy of WNP-2 TS completed for 
FY92.0bjective of TS audit/comparison was to establish whether DRSS copy of 
WNP-2 TS was current & consistent w/Region V control copy. 

CARSON,L.C. Region 5 (Post 620201). 92/03/18. SCARANO.R.A. Region 5 (Post 
820201). Ip. 61070:313-61070:313. 

9203250293 Application for amend to License NPF-21 .revising TS 4.6.6.1.b.3 re primary 
containment atmosphere control. 

SORENSEN.G.C. Washington Public Power Supply System. 92/03/18. Document 
Control Branch (Document Control Desk). 5pp. 61106:329-61106:337. 

-9203250294 Proposed Tech Spec 4.6.6.1.b.3 re primary containment atmosphere con¬ 
trol. 

* Washington Public Power Supply System. 92/03/18. 4pp. 61106:334-61106:337. 

9203250321 Documents granting of temporary waiver of compliance from surveillance 
requirements of TS 4.6.6.1.b.3,per 920313 ltr. Waiver allows plant to utilize different 
criteria for determining operability of hydrogen recombiner sys. 

VIRGIUO.M.J. Assistant Director for Region IV/V Reactors (Post 901216). 92/03/19. 
SORENSEN.G.C. Washington Public Power Supply System. 6pp. 61092:336- 
61092:341. 

9203270087 Supports 920123 request for approval for implementation of alternative 
rules of ASMt Section XI Code Case N-498 for Class 1 & 2 sys in lieu of 10-yr hydro¬ 
static pressure tests. 

GAGLIARDO.J.E. Project Directorate V. 92/03/23. SORENSEN.G.C. Washington 
Public Power Supply System. 4pp. 61163:102-61163:105. 


9203120326 Advises that util 911205 response to generic itr 91-11 re resolution of ge¬ 
neric issues 48, "LCOs for Class IE Vital Instrument Buses" & 49, “Interlocks & 
LCOs for Class 1E Tie Breakers" acceptable. 

ENG.P.L. Project Directorate V. 92/03/02. SORENSEN.G.C. Washington Public Power 
Supply System. 3pp. 60907:291-60907:293. 


9203300223 Informs that based on info provided by licensee on 901212 & 910312,NRC 
has not identified any immediate concerns re capability of MOVs within scope of 
Suppl 3 to Generic Ltr 89-10. 

DEAN.W.M. Project Directorate V. 92/03/23. SORENSEN.G.C. Washington Pubiic 
Power Supply System. 6pp. 61197:356-61197:361. 



168 DOCKETED ITEMS 


Q. Inspection reports, IE Bulletins & correspondence 

9203030049 Discusses insp rept 50-397/91-44 on 911104-1208 & forwards notice of 
violation & proposed imposition of civil penalty. Violations involve inoperability of both 
trains of CAC sys & improper assembly of seismic supports. 

MARTIN,J.B. Region 5 (Post 620201). 92/02/06. MAZUR,D.W. Washington Public 
Power Supply System. 5pp. 60753:168-60753:176. 

>-9203030050 Notice of violation & proposed imposition of civil penalty. Noncompliance 
noted:hydrogen recombiner sys inoperable & activities affecting quality of prescribed 
vendor drawing not accomplished per directions. 

* Region 5 (Post 820201). 92/02/06. 4pp. 60753:173-60753:176. 

9203030027 Forwards SALP board rept 50-397/91-43 for 900901 through 911231-Over- 
all performance acceptable & directed towards safe facility operation. 

MARTIN,J.B. Region 5 (Post 820201). 92/02/11. MAZUR,D.W. Washington Public 
Power Supply System. 3pp. 60753:082-60753:109. 

-9203030035 SALP board rept 50-397/91-43 on 900901 through 911231. Overall per¬ 
formance acceptable & directed towards safe facility operation. 

* Region 5 (Post 820201). 92/02/11. 25pp. 60753:065-60753:109. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60636:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203030131 Ack receipt of 911206 Itr in response to NRC 911125 Itr requesting addl 
info to suppl 910916 response to violations noted in insp rept 50-397/9l-16.Response 
provides addl info requested & clarifies initial response. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/02/20. SORENSEN,G.C. Washington 
Public Power Supply System. 4pp. 60753:355-60753:363. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203050025 Ack receipt of 920131 Itr re 911216 insp rept 50-397/91-41, clarifying that 
fire brigade personnel tests are not required unless physician deems necessary. 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 60790:113-60790:116. 

9203060007 Forwards insp rept 50-397/91-46 on 911209-920123 & notice of violation. 
RICHARDS,S.A. Region 5 (Post 620201), 92/02/21. SORENSEN,G.C. Washington 
Public Power Supply System. 2pp. 60803:102-60803:121. 

-9203060008 Notice of violation from insp on 911209-920123.Violation noted:plant pro¬ 
cedures manual 7.4.6.1.4.3 did not require that 30 scfm be established for perform¬ 
ance of TS surveillance 4.6.I.4.C.2. 

* Region 5 (Post 820201). 92/02/21. 2pp. 60803:104-60803:106. 

-9203060010 Insp rept 50-397/91-46 on 911209-920123.Violations noted. Major areas 
inspected.-operational safety verification, surveillance program,maint program, LERs & 
quality verification functions. 

JOHNSON,P.H. Region 5 (Post 820201). 92/02/21. 15pp. 60803:107-60803:121. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203040237 Responds to NRC Bulletin 90-002, “Loss of Thermal Margin Caused by 
Channel Box Bow" & effect on Cycle 8 operation. 

SORENSEN,G.C. Washington Public Power Supply System. 92/02/25. Document 
Control Branch (Document Control Desk). 11pp. 60813:012-60813:022. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203050005 Ack receipt of 920130 Itr in response to Insp Rept 50-397/91-40 dtd 
920103. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/26. BAKER,J.W. Washington Public 
Power Supply System. 2pp. 60790:018-60790:021. 

-9203050007 Forwards resuits of plant analysis of EDR-TK-4A split sample collected in 
conjunction w/ref NRC insp rept 50-397/91-40. 

BAKER,J.W. Washington Public Power Supply System. 92/01/30. BOCANEGRA.R. 
Region 5 (Post 820201). 2pp. 60790:020-60790:021. 

9203050019 Ack receipt of 911115 & 920207 Itrs informing NRC of steps taken to cor¬ 
rect violations noted in insp rept 50-397/91-31 dtd 911016. 

YUHAS.G.P. Region 5 (Post 820201). 92/02/26. GRUMME.L.L. Washington Public 
Power Supply System. 2pp. 60790:070-60790:081. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203230116 Forwards SALP mgt meeting rept 50-397/92-07 conducted on 920220. 
ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/03. MAZUR,D.W. Washington 
Public Power Supply System. 5pp. 60984:295-60964:304. 

-9203230127 Mgt Meeting rept 50-397/92-07 on 920220.Major topics 

discussed:contents of initial SALP rept 50-397/91-43. 

JOHNSON,P.H. Region 5 (Post 820201). 92/02/28. 5pp. 60984:300-60984:304. 

9203120112 Responds to NRC 920206 Itr re violations & proposed imposition of civil 
penalty noted in Insp Rept 50-397/91-44 on 911104-1208.Corrective actions:Plant Sys 
Operating Procedures PPM 2.3.3A/B revised. 

GRUMME.L.L. Washington Public Power Supply System. 92/03/06. Document Control 
Branch (Document Control Desk). 12pp. 60925:319-60925:330. 

9203180320 Responds to NRC 920103 Itr re violations noted in insp rept 50-397/91-42 
on 911104 to 1206.Corrective actions:personnel being trained in preparation & review 
of 10CFR50.59 Reviews & Safety Evaluations. 

GRUMME.L.L. Washington Public Power Supply System. 92/03/13. Document Control 
Branch (Document Control Desk). 5pp. 60989:340-60989:344. 

9203250060 Ack reciept of 911121 response re insp rept 50-397/91-27 concerning 
emergency operating procedure development.From review of document,NRC deter¬ 
mined that supply sys addressed pre-restart commitments on operator training. 
KIRSCH.D.F. Region 5 (Post 820201). 92/03/17. SORENSEN,G.C. Washington Public 
Power Supply System. 92pp. 61070:154-61070:245. 

9203260145 Suppls 920213 response to violations noted in Insp Rept 50-397/91- 
44.Corrective actions:pipe supports restored to configuration on drawings & missing 
pipe support nuts replaced & loose items tightened. 

GRUMME.L.L. Washington Public Power Supply System. 92/03/18. Document Control 
Branch (Document Control Desk). Ip. 61128:001-61128:001. 

9203260225 Responds to NRC 920221 Itr re violations noted in insp rept 50-397/91- 
46.Corrective actions.Quality Action Team has been authorized to recommend poten¬ 
tial improvements in TS surveillance program,as documented in LER 91-013-02. 
GRUMME.L.L. Washington Public Power Supply System. 92/03/19. Document Control 
Branch (Document Control Desk). 4pp. 61165:104-61165:107. 

9203310177 Responds to SALP rept covering period 900901-911231.Plans to Improve 
performance for plant operations & safety assessment/quality verification provided. 
MAZUR,D.W. Washington Public Power Supply System. 92/03/20. MARTIN.J.B. 
Region 5 (Post 620201). 9pp. 61205:274-61205:262. 


R. Periodic operating reports & related correspondence 

9203030234 "Annual Personnel Monitoring Rept for 1991." W/920224 Itr. 

BAKER,J.W. Washington Public Power Supply System. 91/12/31. BECKJORD.E.S. 
Office of Nuclear Regulatory Research (Post 860720). 3pp. 60819:151-60819:153. 

9203060112 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." W/ 
920228 Itr. 

SORENSEN,G.C. Washington Public Power Supply System. 91/12/31. 200pp. 
60881:320-60882:207. 

9203060280 "Washington Nuclear Power Plant Unit 2 Annual Operating Rept." W/ 
920228 Itr. 

BAKER,J.W. Washington Public Power Supply System. 91/12/31. 69pp. 60860:001- 
60860:070. 

9203040066 Forwards fitness for duty program performance data for Jul- Dec 1991. 
SORENSEN,G.C. Washington Public Power Supply System. 92/02/28. Documenl 
Control Branch (Document Control Desk). 11pp. 60813:080-60813:090. 

9203240384 Monthly operating rept for Feb 1992 for WPPS-2.W/920306 Itr. 
HUTCHISON,L.B., BAKER,J.W. Washington Public Power Supply System. 92/02/29. 
4pp. 61094:329-61094:332. 


S. Reportable occurrences, LERs & related correspondence 

9203030088 LER 92-003-00:on 920123,circulating fan CAC FN-1B failed to start during 
performance of surveillance testCaused by tripped overloads.Thermal overloads reset 
& surveillance test performed.W/920220 Itr. 

FIES.C.L., BAKER,J.W. Washington Public Power Supply System. 92/02/21. 6pp. 
60392:032-60392:037. 

9203050106 PNO-V-92-005:on 920225,unusual event declared when upon entering TS 
3.0.3 both post-LOCA hydrogen recombiners declared inoperable.Cause of flooding 
under investigation. Licensee issued press release & notified Region V. 

JOHNSON,P„ PROULX.D. Region 5 (Post 820201). 92/02/26. 2pp. 60790:265- 
60790:266. 

9203200076 Discusses licensee 911114 Itr on potential deficiency re cracked insulators 
observed in ASL power ctr dry type transformers at plant.NRC expects Westinghouse 
to evaluate deviations or inform purchaser to cause evaluation. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/02/26. CASP.C. Westinghouse Elec¬ 
tric Corp. 2pp. 60970:148-60970:149. 

9203060223 LER 92-004-00:on 920227,noted scram discharge vol level switches not 
tested post scram as required.Caused by testing not being performed.Corrective ac¬ 
tions were not required. W/920227 Itr. 

SWANK,D.A., BAKER,J.W. Washington Public Power Supply System, 92/02/27. 5pp, 
60871:205-60871:209. 

9203250357 LER 92-005-00:on 920219,thermal overloads prevented motors from per¬ 
forming safety functions.Caused by misapplication of design inputs.Motors 
replaced.W/920316 Itr. 

FULLER,R.E., BAKER,J.W. Washington Public Power Supply System. 92/03/18. 6pp. 
61121:014-61121:019. 

9203250350 LER 92-006-00:on 920220,reactor bldg to suppression chamber vacuum 
breaker setpoints were incorrectly set.Caused by analysis deficiency.Setpoint docu¬ 
mentation changed & procedures deviated & setpoints reset.W/920319 Itr. 

SWANK,D.A., BAKER,J.W. Washington Public Power Supply System. 92/03/19. 5op. 
61121:009-61121:013. H 
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9203250329 LER 92-025-01 :on 910911,Train A of containment atmosphere control sys 
rendered inoperable.Caused by less than adequate procedures for reassembly of 
blower.Lockwires have been installed on drain plugs.W/920318 Itr. 

FIES.C.L., BAKER,J.W. Washington Public Power Supply System. 92/03/20. 6pp. 
61120:357-61120:362. 


V. Operator Examinations 

9203250060 Ack reciept of 911121 response re insp rept 50-397/91-27 concerning 
emergency operating procedure development.From review of document,NRC deter¬ 
mined that supply sys addressed pre-restart commitments on operator training. 
KIRSCH.D.F. Region 5 (Post 820201). 92/03/17. SORENSEN,G.C. Washington Public 
Power Supply System. 92pp. 61070:154-61070:245. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203100135 Forwards insp rept 50-400/92-02 on 920118-0214.Violations noted. 
VERRELLI.D.M. Region 2 (Post 820201). 92/02/24. EURV.L.W. Carolina Power & 
Light Co. 2pp. 60844:175-60844:189. 

-9203100145 Insp rept 50-400/92-02 on 920118-0214.Noncited violations noted.Major 
areas inspected:plant operations,radiological controls,security,fire 

protection,surveillance & maint, design mods,cold weather preparations & event repts. 
TEDROW.J., SHANNON.M., CHRISTENSEN,H. Region 2 (Post 820201). 92/02/24. 12 
pp. 60844:177-60844:189. 

9203230129 Change 4 to Rev 2 to Plant Emergency Procedure PEP-100, "Emergency 
Action Levels Users Guide.” W/920316 Itr. 

RICHEY,R.B. Carolina Power & Light Co. 92/02/26. 6pp. 61062:211-61062:216. 

9203260109 Forwards insp rept 50-400/92-03 on 920223-28.No violations or deviations 
noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. EURY.L.W. Carolina Power & Light 
Co. 2pp. 61083:190-61083:192. 

-9203260112 Partially withheld Insp rept 50-400/92-03 on 920223-27 (ref 
10CFR73.21).No violations noted.Major areas inspected: physical security 
program,including mgt support,security program plans & detection & assessment aids. 
STANSBERRY,W„ MCGUIRE,D.R. Region 2 (Post 820201). 92/03/17. Ip. 61083:192- 
61083:192. 

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves 
testing w/ Halliburton NUS Environ Corp. 

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light 
Co. 5pp. 61164:191-61164:195. 


H. General correspondence 

9203160208 Requests that RA Watson be considered executive point of contact for 
NRC correspondence w/util. 

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60969:317-60969:318. 

9203250366 Notifies that DC McCarthy recently named manager & replaces SD 
Floyd,effective 920404. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61163:166-61163:166. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040153 Responds to NRC request for supplemental info re license amend to TS 
4.2.3.5 initially submitted 911216. 

VAUGHN,G.E. Carolina Power & Light Co. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60798:141-60798:142. 

9203040163 Application for amend to License NPF-63,revising TSs to modify auxiliary 
feedwater sys surveillance & Bases Sections 4.7.1.2.1 & B 3/4.7.1.2,respectively,to 
add full flow surveillance test capability for motor & turbine subj pumps. 

VAUGHN,G.E. Carolina Power & Light Co. 92/02/27. Document Control Branch (Doc¬ 
ument Control Desk). 10pp. 60813:091-60813:110. 

-9203040165 Proposed Tech Specs re auxiliary feedwater sys surveillance. 

* Carolina Power & Light Co. 92/02/27. 10pp. 60813:101-60813:110. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessei (PWR) Thermai Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station).re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61065:012. 


9203120291 Application for amend to License NPF-63,revising TS to increase limits for 
boron concentration in RWST & safety injection accumulators & spray additive tank & 
boric acid tank levels. 

VAUGHN.G.E. Carolina Power & Light Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). 20pp. 60925:212-60925:255. 

-9203120300 Proposed Tech Specs re increase in boron concentration in RWST & 
safety injection accumulators & spray additive tank & boric acid tank levels. 

* Carolina Power & Light Co. 92/03/10. 24pp. 60925:232-60925:255. 

9203180040 Notification of 920326 meeting w/util in Rockville,MD to discuss info re 
change of fuel vendor for plant. 

MOZAFARI.B. Project Directorate 11-1. 92/03/12. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 60962:042-60962:044. 

9203200157 Notification of 920326 meeting w/utii in Rockville,MD to discuss status of 
licensing actions for Harris Plant 

MOZAFARI.B. Project Directorate 11-1. 92/03/12. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 60997:311-60997:313. 

9203250371 Provides supplemental response to NRC station blackout safety evaluation 
re extremely severe weather grouping. 

VAUGHN.G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 61163:130-61163:134. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030160 Forwards exam rept 50-400/92-30 administered during wk of 920127. 
PEBBLES,T.A. Region 2 (Post 820201). 92/02/13. EURY.L.W. Carolina Power & Light 
Co. 2pp. 60754:094-60754:195. 

-9203030165 Exam rept 50-400/92-30 on 920127.Exam results:eight senior reactor op¬ 
erators administered & passed both written & operating exams.Weakness noted on 
written exam performance. 

ERNSTES.M.E., CASTO.C.A. Region 2 (Post 820201). 92/02/12. 100pp. 60754:096- 
60754:195. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100084 Confirms 920406-10 dates for NRC insp of program developed per generic 
Itr 89-10, “Safety Related Motor-Operated Valve Testing & Surveillance.” Listed info 
should be provided to assist in preparation of insp. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/20. EURY.L.W. Carolina Power & Light 
Co. 3pp. 60843:337-60843:339. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203100135 Forwards insp rept 50-400/92-02 on 920118-0214.Violations noted. 
VERRELLI.D.M. Region 2 (Post 820201). 92/02/24. EURY.L.W. Carolina Power & 
Light Co. 2pp. 60844:175-60844:189. 

-9203100145 Insp rept 50-400/92-02 on 920118-0214.Noncited violations noted.Major 
areas inspected:plant operations,radiological controls,security,fire 

protection,surveillance & maint, design mods,cold weather preparations & event repts. 
TEDROW.J., SHANNON.M., CHRISTENSEN,H. Region 2 (Post 820201). 92/02/24. 12 
pp. 60844:177-60844:189. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203090086 Responds to NRC 921111 Itr re violations noted in Insp rept 50-400/91- 
13.Corrective actions:TS conpliance achieved. Action to submit change to clarify TS 
planned, 

RlCHEY,R.B. Carolina Power & Light Co. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60884:001-60884:001. 

9202260208 NRC Info Notice 92-020, “Inadequate Locai Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203260109 Forwards insp rept 50-400/92-03 on 920223-28.No violations or deviations 

COLLINS,D.M. Region 2 (Post 820201). 92/03/18. EURY.L.W. Carolina Power & Light 
Co. 2pp. 61083:190-61083:192. 
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-9203260112 Partially withheld insp rept 50-400/92-03 on 920223-27 (ref 
10CFR73.21).No violations noted.Major areas inspected: physical security 
program,including mat supporbsecurity program plans & detection & assessment aids. 
STANSBERRY,W„ MCGUIRE,D.R. Region 2 (Post 820201). 92/03/17. Ip. 61083:192- 


R. Periodic operating reports & related correspondence 

9203020047 Forwards rept,summarizing changes to plant &/or procedures, as described 
in FSAR for 1991,per 10CFR50.59.Tests or experiments were conducted during inter¬ 
val which are not described in FSAR & require reporting in rept. 

RICHEY,R.B. Carolina Power & Light Co. 92/02/25. Document Control Branch (Docu¬ 
ment Control Desk). 56pp. 60791:292-60791:347. 

9203040040 Forwards fitness for duty performance data for Jul-Dec 1991. 

FLOYD,S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 12pp. 60802:282-60802:293. 

9203190153 Monthly operating rept for Feb 1992 for Harris Unit 1.W/ 920316 Hr. 
CRENSHAW,A., RICHEY,R.B. Carolina Power & Light Co. 92/02/29. 6pp. 60977:163- 
60977:166. 


S. Reportable occurrences, LERs & related correspondence 

9203180030 PNO-11-92-013:on 920306,licensee discovered packing leak on C resistance 
temp detector bypass loop isolation valve.Piant shutdown for repairs. 

GLASMAN.M. Region 2 (Post 820201). 92/03/06. 2pp. 60935:078-60935:079. 

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner.initially reported on 920115.Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203230009 Initial Part 21 rept re defect in Anchor Darling supplied main feedwater pre¬ 
heater bypass isolation valves.On 920112, all non-Q components replaced w/suitable 
components & tested satisfactorily.Next rept will be submitted by 920214. 

* Carolina Power & Light Co. 92/03/23. 4pp. 61062:183-61062:186. 


V. Operator Exeminetlone 

9203030160 Forwards exam rept 50-400/92-30 administered during wk of 920127. 
PEBBLES,T.A. Region 2 (Post 820201). 92/02/13. EURY.LW. Carolina Power & Light 
Co. 2pp. 60754:094-60754:195. 

-9203030165 Exam rept 50-400/92-30 on 920127.Exam results:eight senior reactor op¬ 
erators administered & passed both written & operating exams.Weakness noted on 
written exam performance. 

ERNSTES.M.t., CASTO.C.A. Region 2 (Post 820201). 92/02/12. 100pp. 60754:096- 
60754:195. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern¬ 
ing plant. 

FRALEY,F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03. 
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094- 
61214:095. 


Q. inepectlon reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60836:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/16. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60946:139. 

9202190371 NRC info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011. 

9202240025 NRC info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203040256 “Radioactive Effluent Rept & Radiological Environ Monitoring Rept for 
LACBWR,Jan-Dec 1991.” W/920225 ltr. 

BERG.W.L. Dairyland Power Cooperative. 91/12/31. 66pp. 60840:044-60640:110. 


W. Decommissioning Stage Documents & Correspondence 

9106270324 Suppl 4 to Generic Ltr 68-20 to all licensees holding operating licenses & 
CPs lor nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 69-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Appllcatlon/conatructlon stage documents A correspondence 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203190114 Forwards info re stub tubes,per request at ACRS 93rd meeting. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 
STRATTON,W.R. Atomic Energy Commission (Pre 750119). 2pp. 61214:158- 
61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 


F. Security, medical, emergency & fire protection plans 

9203260206 Advises that util emergency response data sys (ERDS) implementation 
plan provides basis for acceptable implementation of ERDS at plant.No further site 
visits by NRC contraclor anticipated. 

BRINKMAN,D.S. Project Directorate 1-1. 92/03/19. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 61115:087-61115:090. 

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on 
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola¬ 
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams. 
HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA,B.R. Niagara Mohawk Power 
Corp. 5pp. 61166:007-61166:069. 

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio¬ 
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected:plant 
operations,safety assessment/quality verification,maint & security. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/03/17. 56pp. 61166:012-81166:069. 


P. Operating license atage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203050233 Responds to 910114 Itr appealing DH Grimsley 910920 response to FOIA 
request for documents re design & const of facility. Appeal partially granted & partially 
denied.Documents listed in App A end & being made available in PDR. 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 91/08/02. PERSON,J.C. Newman & Holtzinger. 4pp. 60815:110- 
60815:181. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposl- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 
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9203020321 Advises that 910718 response to Generic Ltr 91-11, “Resolution of Generic 
issue 48 'LCOs for Class IE Vital Instrument Buses,'" acceptable. 

CAPRA,R.A. Project Directorate 1-1. 92/02/24. SYLVIA,B.R. Niagare Mohawk Power 
Corp. 4pp. 60737:355-60737:358. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203040227 Forwards amend 36 to license NPF-69 & safety evaluetion. Amend revises 
TS SR 4.5.1.e.2(b) to incorporate revised automatic depressurization sys test pres- 

LAURA.R.A. Project Directorate 1-1. 92/02/27. SYLVIA,B.R. Niagara Mohawk Power 
Corp. 3pp. 60793:175-60793:185. 

-9203040230 Amend 36 to license NPF-69,revising TS SR 4.5.1.e.2(b) to incorporate 
revised automatic depressurization sys test pressure. 

CAPRA,R.A. Project Directorate 1-1. 92/02/27. 4pp. 60793:178-60793:181. 

-9203040233 Safety evaluation supporting amend 36 to license NPF-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 3pp. 
60793:182-60793:185. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200314 Forwards SE for PWRs which determine appropriateness for relaxing envi¬ 
ron qualification requirements for accumulator pressure & level instrumentation,per reg 
guide 1.97. 

HANSEN,A.G. Project Directorate 111-3. 92/03/10. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 2pp. 60997:341-60997:346. 

-9203200333 Safety evaluation re PWRs accumulator pressure & level 
Instrumentation.Post-accident monitoring of accumulator vol & pressure does not per¬ 
form safety function.Category 3 qualification of instrumentation acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 4pp. 
60997:343-60997:346. 

9203190313 Discusses consideration of results of NRC sponsored test of motor operat¬ 
ed vaives.Lists areas which should be addressed in program responsive to generic ltr 
89-10, “Consideration of Results of NRC Sponsored Test of MOVs.” 

CAPRA,R.A. Project Directorate 1-1. 92/03/12. SYLVIA,B.R. Niagara Mohawk Power 
Corp. 6pp. 60972:335-60972:339. 

9203230131 Forwards response to 920207 rept on effectiveness of licensee activities re 
performance of safety-related check valves at facility.Followup response will be pro¬ 
vided by 930430. 

TERRY,C.D. Niagara Mohawk Power Corp. 92/03/13. Document Control Branch 
(Document Control Desk). 9pp. 61062:228-61062:236. 


Q. Inspection reports, IE Bulletins A correspondence 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, inc. 4pp. 60997:043-60997:046. 

9203090418 Requests rev to NRC flaw evaluation of indication detected in reactor pres¬ 
sure vessel HPCS nozzle safe-end-to-safe-end extension weld as part of ultrasonic 
insp during second refueling outage. 

TERRY,C.D. Niagara Mohawk Power Corp. 92/03/03. Document Control Branch 
(Document Control Desk). 7pp. 60868:157-60868:163. 

9203160021 Ack receipt of 920205 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-220/91-23 & 50-410/91-23. 

COWGILL.C.J. Region 1 (Post 820201). 92/03/05. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 2pp. 60908:023-60908:038. 

9203190321 Provides response to NRC violations noted in Insp Repts 50-220/92-05 & 
50-410/92-05.Corrective actions: accountability meeting held w/personnel directly in¬ 
volved to provide insight into reasons for event. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/03/12. Document Control Branch 
(Document Control Desk). 7pp. 61062:145-61062:151. 

9203230136 Forwards response to NRC 920214 ltr forwarding notice of violation from 
Insp Rept 50-220/91-24 & Enforcement Action 92-010.Corrective actions:e!l fuel 
movement suspended, area roped off & surveys taken. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/03/16. Document Control Branch 
(Document Control Desk). 8pp. 61062:256-61062:263. 

9203270051 Forwards insp repts 50-220/92-03 & 50-410/92-03 for technical support & 
engineering on 920127-0207.Units found satisfactory but backlog of mods needs at¬ 
tention. 

DURR.J.P. Region 1 (Post 820201). 92/03/16. SYLVIA,B.R. Niagara Mohawk Power 
Corp. 2pp. 61163:073-61163:097. 

-9203270066 Insp repts 50-220/92-03 & 50-410/92-03 on 920127-0207.No violations 
noted.Major areas inspected:design,design changes & mods w/instailation & 
testing,onsite/corporate engineering interface/communication,QA.mgt & resolution of 

MATHEW,R.K., LOHMEIER.A., ANDERSON.C.J, Region 1 (Post 820201). 92/03/09. 
23pp. 61163:075-61163:097. 

9203270245 Forwards resident safety insp repts 50-220/92-02 & 50-410/92-02 on 
920126-0229.Apparent violation noted.Unit 1 staff poor performance led to unit isola¬ 
tion from 920221 heat sink.Concern regards 2 generator trips/reactor scrams. 
HEHL.C.W. Region 1 (Post 820201). 92/03/20. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 5pp. 81166:007-61166:069. 

-9203270253 Insp repts 50-220/92-02 & 50-410/92-02 on 920126-0229. Apparent vio¬ 
lation noted re unit 1 heat sink isolation & partial RPS bypass.Areas inspected:plant 
operations,safety assessment/quality verification,maint & security. 

NICHOLSON,L.E. Region 1 (Post 620201). 92/03/17. 56pp. 61166:012-61166:069. 


9203050233 Responds to 910114 ltr appealing DH Grimsley 910920 response to FOIA 
request for documents re design & const of facility. Appeal partially granted & partially 
denied.Documents listed in App A end & being made available in PDR. 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 91/08/02. PERSON,J.C. Newman & Holtzinger. 4pp. 60815:110- 
60815:181. 

-9203060122 Partially deleted memo forwarding proposed enforcement action involving 
Imposition of civil penalty for violation noted in NOV & proposed Imposition of civil 
penalty issued on 830426. 

HOLODY.D.J. Region 1 (Post 820201). 83/08/04. AXELRAD.J. Ofc of Inspection & 
Enforcement. Director (820201-870413). 10pp. 60615:114-60815:123. 

-9203060129 Partially deleted memo forwarding proposed enforcement action for viola¬ 
tions at facility involving degradation of containment integrity & failure to adequately 
test closure time for Isolation velve on condensate return line of 1C. 

HOLODY.D.J. Region 1 (Post 820201). 83/12/14. AXELRAD.J. Ofc of Inspection & 
Enforcement, Director (820201-870413). 8pp. 60815:124-60815:181. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Eventa Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60836:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Eventa Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60671:185. 

9202190037 NRC info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:164. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001 -60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Ediaon Co. of New York, Inc. 11pp. 60948:140-60948:150. 


R. Periodic operating reports & related correspondence 

9203030113 “Personnel Monitoring Rept for Nine Mile Point Nuclear Station Units 1 & 
2,1991.” W/920224 itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 2pp. 60805:086-60805:087. 

9203040196 “Annuaf Occupational Exposure Rept,1991." W/920224 Itr. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 91/12/31. 3pp. 60813:056-60813:056. 

9203040285 “Semiannual Radioactive Effluent Release Rept Jul-Dec 1991." W/920228 
Itr. 

TERRY,C.D. Niagara Mohawk Power Corp. 91/12/31. 29pp. 60851:001-60651:029. 

9203240348 Monthly operating rept for Feb 1992 for Nine Mile Point Unit 2.W/920316 
Itr. 

SAUNDERSON.R., MCCORMICK,M.J. Niagara Mohawk Power Corp. 92/02/29. 5pp. 
61084:348-61064:352. 


S. Reportable occurrences, LERe & related correspondence 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20,A20C,A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

—9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

9203030094 NPDES noncompliance notificatiomduring Jul-Dec 1991, several nonsafety- 
related multi-parameter strip chart recorder failures failed to receive continuous input 
from plant process computer for Unit 2. 

DAHLBERG.K.A., MCCORMICK,M.J. Niagara Mohawk Power Corp. 92/02/19. Docu¬ 
ment Control Branch (Document Control Desk). 15pp. 60794:345-60794:359, 

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit 
2,in ref to NEDO-31558, “Position on NRC Reg Guide 1.97,Rev 3,Requirements for 
Post-Accident Neutron Monitoring Sya,” Mar 1988,per issuance of Generic Ltr 82-33. 
BINZ.R.D. BWR Owners Group. 92/03/03. THADAN1.A.C. Division of Systems Tech¬ 
nology (Poat 890827). 5pp. 60968:229-60968:233. 

9203180041 Special rept:on 920220,Reactor Bldg Ventilation Gaseous Effluent Monitor¬ 
ing instrumentation was declared inoperable. Caused by software problem.Eiectronic 
measrements were taken to develop strategy to prevent recurrence of problem. 
FIRLIT.J.F. Niagara Mohawk Power Corp. 92/03/09. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60992:271-60992:273. 
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9203240123 Requests info on licensee planned or completed corrective actions re 
910613 incident at facility & NUREG-1455. "Transformer Failure & Common-Mode 
Loss of Instrument Power at Nine Mile Point,Unit 2.” 

HODGES.M.W. Region 1 (Post 820201). 92/03/16. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 61054:240-61054:243. 

9203260320 PNO-l-92-014:on 920323,loss of all offsite power & loss of CR annunci¬ 
ation was experienced.AII refueling activities have been stopped.One 4.16 kV safety 
bus automatically energized from EDG. 

NICHOLSON,L. Region 1 (Post 820201). 92/03/23. 3pp. 61165:028-61165:030. 

9203260299 PNO-l-92-015:on 920323,loss of offsite power & concurrent loss of control 
room annunciation experienced.Augmented Insp Team being dispatched to investigate 
event. 

NICHOLSON,L Region 1 (Post 820201). 92/03/24. Ip. 61165:031-61165:031. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industnes.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203160302 Notification of contract execution,task order 142 to “Technical Assistance 
to Support Licensing Activities." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 60963:015-60963:019. 

—9203170172 Ltr contract NRC-03-69-031,definitizing task order 142, "Reactor Operator 
Licensing Exam,Nine Mile Point Nuclear Power Plant,” under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/ 
02. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60963:016-60963:019. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Light 
Co. 2pp. 60767:166-60767:177. 

-9203040091 Insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major areas 
inspected:plant operations,radiological protection,surveillance & maint,emergency pre¬ 
paredness, security & safety assessment/quality verification. 

RULAND.W. Region 1 (Post 620201). 92/02/21. 10pp. 60767:166-60767:177. 

9203040138 Forwards Rev 14 to Issue 4 of physical security plan, changing personnel 
access requirements by implementing all elements of Reg Guide 5.66 & changing title 
for director of security.End withheld (ref 10CFR2.790(d) & 73.21). 

SIEBER.J.W. Duquesne Light Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60802:304-60802:305. 

9203170258 Forwards emergency response data sys info,including Data Point Library. 
BROSI.R.K. Duquesne Light Co. 92/03/06. Document Control Branch (Document 
Control Desk). 100pp. 60975:001-60975:170. 


J. Insurance & indemnity information 

9203170099 Lists info concerning property damage insurance coverage for Beaver 
Valley Power Station. 

SIEBER.J.D. Duquesne Light Co. 92/03/06. Document Control Branch (Document 
Control Desk). 2pp. 60972:358-60972:359. 


P. Operating license etage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030291 Forwards Rev 3 to ERS-MPD-91-022, “Offsite Dose Consequences of 
Locked Rotor Accident at Unit 2 w/18% Failed Fuel," in support of License Change 
Request 57. 

SIEBER.J.D. Duquesne Light Co. 92/02/25. Document Control Branch (Document 
Control Desk). Ip. 60857:264-60858:034. 

-9203030298 "Offsite Dose Consequences of Locked Rota Accident at Unit 2 w/18% 
Failed Fuel” analysis. 

* Duquesne Light Co. ERS-MPD-91-022 R03. 91/09/04. 50pp. 60857:265-60857:314. 

-9203030303 "Control Room x/Q Values for Beaver Valley Power Station.” 

* Halliburton Co. EPC-91-1025. 91/12/31. 80pp. 60857:315-60858:034. 

9203090092 identifies open item determined to exist in inservice test program & provide 
schedule date for resolution,in ref to Generic Ltr 89-04. 

SIEBER.J.D. Duquesne Light Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60852:241-60852:242. 

9203050139 Forwards amend 42 to license NPF-73 & safety evaluation. Amend revises 
table 2.2-1 fdr tech spec 2.2.1, "Reactor Trip Sys Instrumentation Setpoints.” 

DE AGAZIO.A.W. Project Directorate i-4. 92/03/02. SIEBER.J.D. Duquesne Light Co. 
2pp. 60811:198-60811:207. 


-9203050142 Amend 42 to license NPF-73,revising table 2.2-1 for tech spec 2.2.1, "Re¬ 
actor Trip Sys Instrumentation Setpoints.” 

STOLZ.J.F. Project Directorate 1-4. 92/03/02. 4pp. 60811:200-60811:204. 

-9203050145 Safety evaluation supporting amend 42 to license NPF-73. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60811:205-60811:207. 

9203050210 Advises that util 910812 proposed pressure-temp limits for isolated loop as 
shown in proposed figure B 3/4 4-3, acceptable.Revised Tech Spec bases pages 
end. 

DE AGAZIO.A.W. Project Directorate 1-4. 92/03/02. SIEBER.J.D. Duquesne Light Co. 
13pp. 60806:100-60808:112. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution oi 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120405 Forwards amends 163 & 43 to licenses DPR-66 &. NPF-73 & SE. Amends 
modifies LCO & action statement for TS 3.6.2.3 to address operability requirements 
for chemical addition sys on subsystem level. 

DE AGAZIO.A.W. Project Directorate 1-4. 92/03/06. SIEBER.J.D. Duquesne Light Co. 
3pp. 60895:047-60895:066. 

-9203120406 Amends 163 & 43 to licenses DPR-66 & NPF-73,respectively, modifying 
LCO & action statement for TS 3.6.2.3. 

STOLZ.J.F. Project Directorate 1-4. 92/03/06. 11pp. 60895:050-60895:062. 

-9203120407 Safety evaluation supporting amends 163 & 43 to licenses DPR-66 & 
NPF-73,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 4pp. 
60895:063-60895:066. 

9203240301 Forwards “PRA Individual Plan Exam" summary rept,in response to Gener¬ 
ic Ltr 68-20, "Individual Plant Exam for Severe Accident Vulnerabilities." Rept 
organized,per NUREG-1335, “Individual Plant Exam Submittal Guidance." 

SIEBER.J.D. Duquesne Light Co. 92/03/17. Document Control Branch (Document 
Control Desk). 2pp. 61180:292-61183:120. 

-9203240307 Rev 0 to “PRA Individual Plant Exam" summary rept. 

* Duquesne Light Co. 92/03/17. 800pp. 61180:294-61183:120. 

9203270078 Advises that evaluation of 901001 application for amend to License NPF- 
73 reducing frequency of surveillance testing of moisture separator-reheater stop & 
intercept valves on hold,pending response to request for addl info. 

DE AGAZIO.A.W. Project Directorate 1-4. 92/03/23. SIEBER.J.D. Duquesne Light Co. 
2pp. 61163:100-61163:101. 

9203310179 Forwards amends 164 & 44 to licenses DPR-66 & NPF-73, 
respectively.Amends revise app A TSs re emergency core cooling sys accumulators. 
DE AGAZIO.A.W. Project Directorate 1-4. 92/03/25. SIEBER.J.D. Duquesne Light Co. 
2pp. 61200:238-61200:251. 

-9203310184 Amends 164 & 44 to licenses DPR-66 & NPF-73,respectively, revising 
app A TSs re emergency core cooling sys accumulators. 

STOLZ.J.F. Project Directorate 1-4. 92/03/25. 8pp. 61200:240-61200:248. 

-9203310187 Safety evaluation supporting amends 164 & 44 to licenses DPR-66 & 
NPF-73,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 3pp. 
61200:249-61200:251. 


Q. Inspection reports, IE Bulietlna & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18, 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60836:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. 
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Light 
Co. 2pp. 60767:166-60767:177. 

-9203040091 Insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major areas 
inspected:plant operations,radiological protection,surveillance & maint,emergency pre¬ 
paredness, security & safety assessment/quality verification. 

RULAND.W. Region 1 (Post 820201). 92/02/21. 10pp. 60767:168-60767:177. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24, 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 
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9202190371 NRC info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203090054 "Beaver Valley Joint Frequency Distribution Tables for Batch 
Releases.Deita T (150 Ft-35 Ft) & 35-Ft Wind & Delta T (500 Ft - 35 Ft) & 500-Ft 
Wind.Third Quarter 1991.” 

SIEBER.J.D. Duquesne Light Co. 91/09/30. 62pp. 60920:261-60920:307. 

9203040272 “NPDES Discharge Monitoring Repts for Jan 1992 for Beaver Valley Power 
Station." W/920219 ltr. 

NOONAN,T.P. Duquesne Light Co. 92/01/31. 60pp. 60840:145-60840:208. 

9203240351 Forwards “Semiannual Radioactive Effluent Release Rept for 6-Month 
Period,Jul-Dec 1991." Abnormal liquid release occurred at Unit 1 on 910726 when 
200 gallons of water discharged from demineralizer blowdown tank to Ohio River. 
SIEBER.J.D. Duquesne Light Co. 92/02/20. Document Control Branch (Document 
Control Desk). 2pp. 61082:295-61082:327. 


9203130020 Forwards insp repts 50-413/92-04 & 50-414/92-04 on 920202- 06.Violation 
noted indicates failure to comply w/commitments made in physical security plan. 
COLLINS,D.M. Region 2 (Post 820201). 92/03/06. TUCKMAN.M.S. Duke Power Co. 


-9203130030 Partially withheld insp repts 50-413/92-04 & 50-414/92-04 on 920202-06 
(ref 10CFR73.21).Violation noted.Major areas inspected:physical security program for 
reactors,mat support,security program plans & personnel & vehicles. 

STANSBERRY,W.W., MCGUIRE,D.R. Region 2 (Post 820201). 92/03/06. Ip. 
60886:088-60686:088. 

9203310152 Forwards public version of revised EPIPs HP/0/B/1009/18, HP/0/B/ 
1000/06,HP/0/B/1009/04,RP/0/A/5000/04.RP/0/A/5000/05 & RP/0/B/5000/14. 
TUCKMAN.M.S. Duke Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 4pp. 81195:001-61195:159. 

-9203310168 Public version of revised EPIPs HP/0/B/1009/18, HP/0/B/1000/06,HP/ 
0/B/1009/04,RP/0/A/5000/04,RP/0/A/5000/05 & RP/0/B/5000/14. 

* Duke Power Co. 92/03/10. 150pp. 61195:003-61195:159. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 
MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


H. General correspondence 

9203130249 Lists address for Catawaba Nuclear Site for NRC mailing list. 
TUCKMAN.M.S. Duke Power Co. 92/03/04. Document Control Branch (Document 
Control Desk). 3pp. 60933:057-60933:059. 


P. Operating license stage documents & correspondence 


-9203240371 "Semiannual Radioactive Effluent Release Rept for 6 Month Period:Jul- 
Dec 1991." 

* Duquesne Light Co. 91/12/31. 31pp. 61082:297-61082:327. 

9203090300 Monthly operating repts for Feb 1992 for Beaver Valley Power Station.W/ 
920309 ltr. 

JONES,D.T.. SIEBER.J.D. Duquesne Light Co. 92/02/29. 9pp. 60863:118-60863:126. 

9203090441 Forwards fitness-for-duty program rept for period Jul-Dec 1991,per 
10CFR26.71(d). 

SIEBER.J.D. Duquesne Light Co. 92/03/03. Document Control Branch (Document 
Control Desk). 4pp. 60868:251-60866:254. 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (1PEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 


S. Reportable occurrences, LERs & related correspondence 

9203200098 LER 92-001-00:on 920215,failure to log axial difference noted.Caused by 
deficient procedure that did not reflect correspondence between Licensing & Oper¬ 
ations Depts. Operations personnel initiated logging AFD.W/920316 ltr. 

NOONAN,T.P. Duquesne Light Co. 92/03/16. 6pp. 61085:221-61085:225. 

9203300199 Part 21 rept re potential failure of Eimwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initfally reported by util on 911010.Vendor advised to re¬ 
place ali affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203240347 Notifies that T Cotter,License SOP-10656,has completed on-shift individual 
license re-activation program to restore SOP for Unit 2 to active status. 

SIEBER.J.D. Duquesne Light Co. 92/03/17. Document Control Branch (Document 
Control Desk). Ip. 61096:312-61096:312. 
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F. Security, medical, emergency & fire protection plane 

9203100071 Forwards Itrs from FEMA stating that deficiencies identified in 900607 exer¬ 
cise of offsite radiological emergency response plans for plant corrected. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. TUCKMAN.M.S. Duke Power Co. 3pp. 
60843:299-60843:313. 

-9202050336 Informs that two deficiencies identified in York County.SC, during 
900607,joint exercise of offsite radiological emergency response plans site specific to 
facilities, corrected. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/11/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 12pp. 
60843:302-60843:313. 

9203100106 Advises that Rev 91-2 to emergency plan consistent w/ provisions of 
10CFR50.54(p) & acceptable. 

CLINE,W.E. Region 2 (Post 820201). 92/02/24. TUCKMAN.M.S. Duke Power Co. 3pp. 
60844:089-60844:091. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.’' W/ 920306 ltr. 

HARRIS,R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 

9203130096 Rev 42 to "Crisis Mgt Plan for Nuclear Stations,” Including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 ltr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203120172 Revised EPIPs,including Rev 8 to EDA-2, “Offsite Dose Projections for Ca¬ 
tawba Nuclear Station" & Rev 7 to EDA-8, “Environ Monitoring for Emergency Condi¬ 
tions for Catawba Nuclear Station.” W/920306 ltr. 

TUCKER,H.B. Duke Power Co. 92/03/06. 89pp. 60925:090-60925:178. 


9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover ltr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 ltr concerning changes 
to plant topical rept, "QA Program." 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys 
postulated event.Existing TS adequately ensure availability of essential svc water sys. 
TUCKER,H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 8pp. 60788:115-60788:122. 

9203050112 Forwards addl response on NRC safety evaluation of station blackout eval¬ 
uation for Catawba units 1 & 2 w/licensee comment on each 

recommendation.Advises of 920229 response date for safety evaluation per 
10CFR50.63(cj(4). 

TUCKMAN.M.S. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 4pp. 60823:343-60823:346. 

9203090188 Forwards Rev 32 to Oconee “ODCM," Rev 33 to McGuire “ODCM," Rev 
34 to Catawba "ODCM" & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 

—9203090207 Rev 34 to Catawba Nuclear Station "ODCM.” 

MCCOLLUM,W.R. Duke Power Co. 92/01/01. 57pp. 60896:055-60896:111. 

-9203090210 Rev 35 to "ODCM" generic section. 

MCCONNELL,T.L. Duke Power Co. 92/03/01. 13pp. 60896:112-60896:124. 

9203100248 Requests FR publication of notice of issuance of amends 94 & 88 to li¬ 
censes NPF-35 & NPF-52,respectively.Amends revise max allowable combined flow- 
rales for both reactor makeup water pumps for MODES 3-5. 

MARTIN,R.E. Project Directorate 11-3. 92/03/03. NRC - No Detailed Affiliation Given. 
Ip. 60865:198-60865:198. 

9203130079 Forwards amends 94 & 88 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise max allowable flowrates for reactor makeup water 
pumps for MODES 3-5 w/one or both trains of Boron Dilution Mitigation Sys inoper¬ 
able. 

MARTIN,R.E. Project Directorate 11-3. 92/03/03. TUCKMAN.M.S. Duke Power Co. 
4pp. 60932:226-60932:241. 

—9203130084 Amends 94 & 88 to licenses NPF-35 & NPF-52,revising max allowable 
combined flowrates for both reactor makeup water pumps for MODES 3-5 w/one or 
both trains of Boron Dilution Mitigation Sys inoperable. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/03. 9pp. 60932:230-60932:238. 

-9203130085 Safety evaluation supporting amends 94 & 88 to licenses NPF-35 & NPF- 
52. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp. 
60932:239-60932:241. 
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9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanaiyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.' 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120265 Forwards correction to amends 90 & 64 to licenses NPF-35 & NPF- 
52,respectively .Correction changes TS pages 3/4 6-14 due to administrative oversight. 
MARTIN,R.E. Project Directorate 11-3. 92/03/09. TUCKMAN.M.S. Duke Power Co. 
5pp. 60895:194-60895:198. 


-9203120270 Correction to Amends 90 & 84 to licenses NPF-35 & NPF-52, 
respectiveiy.TS pages 3/4 6-14 changed due to administrative oversight 

* Project Directorate 11-3. 92/03/09. Ip. 60895:198-60895:198. 

9203240235 Forwards revs to Selected Licensee Commitments Manual, consisting of 
Chapter 16.0 of FSAR.Manual will be updated monthly,as needed. 

TUCKMAN.M.S. Duke Power Co. 92/03/09. Document Control Branch (Document 
Control Desk). 13pp. 61096:343-61096:355. 

9203240326 Application for amends to licenses NPF-35 & NPF-52,revising TS 4.17.13.2 
re surveillance requirements for standby shutdown facility diesel generator nickel-cad¬ 
mium batteries. 

TUCKMAN.M.S. Duke Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 4pp. 61093:327-61093:338. 

—9203240343 Proposed TS 4.7.13.2 re Standby shutdown facility nickel cadmium battery 
surveillance. 

* Duke Power Co. 92/03/11. 8pp. 61093:331-61093:338. 


Q. Inspection reports, IE Bulletins A correspondence 


9203100187 Ack receipt of 920131 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-413/91-21 & 50-414/91-21. 

HERDT.A.R. Region 2 (Post 820201). 92/02/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 60845:012-60845:014. 

9203230197 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $15,000.Violation involving configuration control identified. 

EBNETER.S.D. Region 2 (Post 820201). 92/02/14. TUCKMAN.M.S. Duke Power Co. 
7pp. 60985:066-60985:075. 

-9203230200 Notice of violation & proposed imposition of civil penalty in amount of 
$15,000.Noncompliance noted:procedures not adequately implemented as evidenced 
by listed examples. 

* Region 2 (Post 820201). 92/02/14. 3pp. 60985:073-60985:075. 

9202110001 NRC info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100098 Confirms 920427-0501 dates for NRC insp of program developed per ge¬ 
neric itr 89-10, "Safety-Related Motor-Operated Valve Testing & Surveillance.’ 1 Listed 
info requested to assist in preparation for insp. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. TUCKMAN.M. Duke Power Co. 3pp. 
60844:063-60844:065. 


9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Dralndown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9202190371 NRC Into Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, inc. 11pp. 60392:001-60392:011. 


9202240025 NRC info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, inc. 6pp. 60997:037-60997:042. 


9202260208 NRC info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203130020 Forwards insp repts 50-413/92-04 & 50-414/92-04 on 920202- 06.Violation 
noted indicates failure to comply w/commitments made in physical security plan. 
COLLINS,D.M. Region 2 (Post 820201). 92/03/06. TUCKMAN.M.S. Duke Power Co. 
4pp. 60886:084-60886:088. 


-9203130030 Partially withheld insp repts 50-413/92-04 A 50-414/92-04 on 920202-06 
(ref 10CFR73.21).Vioiation noted.Major areas inspected:physical security program for 
reactors,mgt support,security program plans & personnel & vehicles. 

STANSBERRY,W.W., MCGUIRE,D.R. Region 2 (Post 620201). 92/03/06. Ip 
60886:088-60886:088. 

9203160005 Forwards civil penalty in amount of $15,000 proposed in NRC 920214 
order re violations covering failure to follow procedures. 

TUCKER,H.B. Duke Power Co. 92/03/12. Ofc of Enforcement (Post 870413). Id. 


9203250223 Responds to NRC 920214 Itr re notice of violation & proposed imposition 
of civil penalty noted in Insp Repts 50-413/91-27 & 50-414/91-27.Corrective 
actions:Breaker 1EKPG 22 closed & proper use of tagout sys for components empha¬ 
sized. 

TUCKMAN.M.S. Duke Power Co. 92/03/16. Ofc of Enforcement (Post 870413). 57pp. 
61106:122-61106:196. 

9203200179 Requests that util respond re whether results of plant pressurizer transients 
adequately accounted for in util 890310,0510,901219,0430,911231 & 920130 re¬ 
sponses to NRC bulletin 88-011. 

MARTIN,R.E. Pro|ect Directorate 11-3. 92/03/17. TUCKMAN.M.S. Duke Power Co. 
3pp. 60997:325-60997:327. 


R. Periodic operating reports & related correspondence 

9203090015 “Catawba Semiannual Radioactive Effluent Release Rept for period from 
July to Dec 1991.” W/920228 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 63pp. 60852:276-60852:338. 

9203090039 “1991 Annual Statistical Rept of Recorded Personnel Whole Body Expo¬ 
sures.” W/920228 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 6pp. 60862:148-60862:153. 

9203230155 Corrected “Tabulation of Number of Personnel & Person-Rem by Work & 
Job Function for 1991.” W/923012 Itr.Corrects personnel exposure rept submitted 
920228 due to error in computer codes. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 6pp. 61077:176-61077:181. 

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347. 

9203160255 Forwards monthly operating repts for Feb 1992 for Catawba Nuclear 
Station,Units 1 & 2 & Jan 1992 info re personnel exposure & liquid A gaseous release 
for Dec. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60969:262-60969:274. 

-9203160258 Monthly operating repts for Feb 1992 for Catawba Nuclear Station,Units 1 

& 2. 

WILLIAMS,R.A., SIMMONS,N.C. Duke Power Co. 92/02/29. 10pp. 60969:264- 
60969:273. 

-9203160261 Revised monthly operating repts for Jan 1992 for Catawba Nuclear 
Station,incorporating personnel exposure & liquid & gaseous release info for Dec. 

* Duke Power Co. 92/01/31. Ip. 60969:274-60969:274. 


S. Reportable occurrences, LERs & related correspondence 

9203090349 LER 91-013-01:on 910620,reactor trip due to reactor coolant pump 
trip.Caused by equipment failure.Operations personnel entered emergency procedures 
to respond to trip.W/920228 Itr. 

FUTRELL.R.C., MCCOLLUM,W.R. Duke Power Co. 92/02/27. 7pp. 60948:188- 
60948:194. 

9203260192 NPDES noncompliance notificatiomon 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control aigae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61126:029-61128:030. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

9203100071 Forwards Itrs from FEMA stating that deficiencies identified in 900607 exer¬ 
cise of offsite radiological emergency response plans for plant corrected. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. TUCKMAN.M.S. Duke Power Co. 3pp. 
60843:299-60843:313. 

-9202050336 Informs that two deficiencies identified in York County,SC, during 
900607.joint exercise of offsite radiological emergency response plans site specific to 
facilities, corrected. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/11/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 12pp. 
60843:302-60843:313. 

9203100106 Advises that Rev 91-2 to emergency plan consistent w/ provisions of 
10CFR50.54(p) A acceptable. 

CLINE,W.E. Region 2 (Post 820201). 92/02/24. TUCKMAN.M.S. Duke Power Co. 3pp. 
60844:089-60844:091. 

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, “Off-Site Dose 
Projections for Oconee Nuclear Station.” W/ 920306 Itr. 

HARRIS,R.E. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283. 
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9203130096 Rev 42 to “Crisis Mgt Plan for Nuclear Stations," including 3 illustrated 
booklets on how to react in emergency for distribution to residents near 
Oconee,McGuire & Catawba Nuclear Stations.W/920306 Itr. 

TUCKER,H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094. 

9203120172 Revised EPIPs,including Rev 8 to EDA-2, “Offsite Dose Projections for Ca¬ 
tawba Nuclear Station" & Rev 7 to EDA-8, “Environ Monitoring for Emergency Condi¬ 
tions for Catawba Nuclear Station." W/920306 Itr. 

TUCKER,H.B. Duke Power Co. 92/03/06. 89pp. 60925:090-60925:178. 

9203130020 Forwards insp repts 50-413/92-04 & 50-414/92-04 on 920202- 06.Violation 
noted indicates failure to comply w/commitments made in physical security plan. 
COLLINS,D.M. Region 2 (Post 820201). 92/03/06. TUCKMAN.M.S. Duke Power Co. 
4pp. 60886:084-60886:088. 

-9203130030 Partially withheld Insp repts 50-413/92-04 & 50-414/92-04 on 920202-06 
(ref 10CFR73.21).Violation noted.Major areas inspected:physical security program for 
reactors,mgt support,security program plans & personnel & vehicles. 

STANSBERRY,W.W. Region 2 (Post 820201). 92/03/06. Ip. 60886:088-60886:088. 

9203310152 Forwards public version of revised EPIPs HP/0/B/1009/18, HP/0/B/ 
1000/06.HP/0/B/1009/04,RP/0/A/5000/04.RP/0/A/5000/05 & RP/0/B/5000/14. 
TUCKMAN.M.S. Duke Power Co. 92/03/10. Document Control Branch (Document 
Control Desk). 4pp. 61195:001-61195:159. 

-9203310168 Public version of revised EPIPs HP/0/B/1009/18, HP/0/B/1000/06.HP/ 
0/B/1009/04,RP/0/A/5000/04,RP/0/A/5000/05 & RP/0/B/5000/14. 

* Duke Power Co. 92/03/10. 150pp. 61195:003-61195:159. 

9203310119 Informs that review of emergency response data sys implementation plan 
submitted 911024 provides basis for acceptable implementation at facility. 
MATTHEWS,D.B. Project Directorate 11-3. 92/03/24. TUCKER,H.B. Duke Power Co. 
4pp. 61194:124-61194:127. 


H. General correspondence 

9203130249 Lists address for Catawaba Nuclear Site for NRC mailing list. 
TUCKMAN.M.S. Duke Power Co. 92/03/04. Document Control Branch (Document 
Control Desk). 3pp. 60933:057-60933:059. 


-9203130085 Safety evaluation supporting amends 94 & 88 to licenses NPF-35 & NPF- 
52. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/03. 3pp. 
60932:239-60932:241. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203120265 Forwards correction to amends 90 & 84 to licenses NPF-35 & NPF- 
52,respectively.Correction changes TS pages 3/4 6-14 due to administrative oversight. 
MARTIN,R.E. Project Directorate 11-3. 92/03/09. TUCKMAN.M.S. Duke Power Co. 
5pp. 60895:194-60895:198. 

-9203120270 Correction to Amends 90 & 84 to licenses NPF-35 & NPF-52, 
respectively.TS pages 3/4 6-14 changed due to administrative oversight. 

* Project Directorate 11-3. 92/03/09. Ip. 60895:198-60895:198. 

9203240235 Forwards revs to Selected Licensee Commitments Manual, consisting of 
Chapter 16.0 of FSAR.Manual will be updated monthly,as needed. 

TUCKMAN.M.S. Duke Power Co. 92/03/09. Document Control Branch (Document 
Control Desk). 13pp. 61096:343-61096:355. 

9203240326 Application for amends to licenses NPF-35 & NPF-52,revising TS 4.17.13.2 
re surveillance requirements for standby shutdown facility diesel generator nickel-cad¬ 
mium batteries. 

TUCKMAN.M.S. Duke Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 4pp. 61093:327-61093:338. 

-9203240343 Proposed TS 4.7.13.2 re standby shutdown facility nickel cadmium battery 
surveillance. 

* Duke Power Co. 92/03/11. 8pp. 61093:331-61093:338. 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning In BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover Itr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203030037 Forwards request for addl info re licensee 911127 Itr concerning changes 
to plant topical rept, "QA Program." 

JULIAN,C.A. Region 2 (Post 820201). 92/02/19. TUCKER,H.B. Duke Power Co. 10pp. 
60753:117-60753:126. 

9203020311 Forwards response to Generic Ltr 91-13 re loss of essential svc water sys 
postulated event.Existing TS adequately ensure availability of essential svc water sys. 
TUCKER,H.B. Duke Power Co. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 8pp. 60768:115-60788:122. 

9203050112 Forwards addl response on NRC safety evaluation of station blackout eval¬ 
uation for Catawba units 1 & 2 w/licensee comment on each 

recommendatlon.Advises of 920229 response date for safety evaluation per 
10CFR50.63(c](4). 

TUCKMAN.M.S. Duke Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 4pp. 60823:343-60823:346. 

9203090188 Forwards Rev 32 to Oconee "ODCM," Rev 33 to McGuire “ODCM," Rev 
34 to Catawba "ODCM" & Rev 35 to generic section of ODCM for plants. 

TUCKER,H.B. Duke Power Co. 92/02/28. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60895:295-60896:124. 


9203100187 Ack receipt of 920131 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-413/91-21 & 50-414/91-21. 

HERDT.A.R. Region 2 (Post 820201). 92/02/13. TUCKMAN.M.S. Duke Power Co. 
3pp. 60845:012-60845:014. 

9203230197 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $15,000.Violation involving configuration control identified. 

EBNETER.S.D. Region 2 (Post 820201). 92/02/14. TUCKMAN.M.S. Duke Power Co. 
7pp. 60985:066-60965:075. 

-9203230200 Notice of violation & proposed imposition of civil penalty in amount of 
$15,000.Noncomp!iance noted:procedures not adequately implemented as evidenced 
by listed examples. 

* Region 2 (Post 820201). 92/02/14. 3pp. 60965:073-60985:075. 

9202110001 NRC Info Notice 92-013, "inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:165. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203100096 Confirms 920427-0501 dates for NRC Insp of program developed per ge¬ 
neric itr 89-10, "Safety-Related Motor-Operated Valve Testing & Surveillance.’ Listed 
info requested to assist In preparation for insp. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/21. TUCKMAN.M. Duke Power Co. 3pp. 
60844:063-60844:065. 

9202190038 NRC info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C,E, Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


-9203090207 Rev 34 to Catawba Nuclear Station “ODCM." 

MCCOLLUM,W.R. Duke Power Co. 92/01/01. 57pp. 60896:055-60896:111. 

-9203090210 Rev 35 to “ODCM” generic section. 

MCCONNELL,T.L. Duke Power Co. 92/03/01. 13pp. 60896:112-60896:124. 

9203100248 Requests FR publication of notice of issuance of amends 94 & 88 to li- 
oenses NPF-35 & NPF-52,respectively.Amends revise max allowable combined flow- 
rates for both reactor makeup water pumps for MODES 3-5. 

MARTIN,R.E. Project Directorate li-3. 92/03/03. NRC - No Detailed Affiliation Given. 
Ip. 60865:196-60865:198. 

9203130079 Forwards amends 94 & 88 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise max allowable flowrates for reactor makeup water 
pumps for MODES 3-5 w/one or both trains of Boron Dilution Mitigation Sys inoper¬ 
able. 

MARTIN,R.E. Project Directorate li-3. 92/03/03. TUCKMAN.M.S. Duke Power Co. 
4pp. 60932:226-60932:241. 

-9203130084 Amends 94 & 88 to licenses NPF-35 & NPF-52,revising max allowable 
combined flowrates for both reactor makeup water pumps for MODES 3-5 w/one or 
both trains of Boron Dilution Mitigation Sys inoperable. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/03. 9pp. 60932:230-60932:236. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


9202240025 NRC info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 
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9203130020 Forwards insp repts 50-413/92-04 & 50-414/92-04 on 920202- 06.Violation 
ure ‘9. compiy w/commitments made in physical security plan. 
COLLINS.D.M. Region 2 (Post 820201). 92/03/06. TUCKMAN.M.S. Duke Power Co. 
4pp. 60886:084-60886:088. 


9203180082 Revised Emergency Plan Procedures,including Temporary Change Notice 
(TCN) TCN 3 to Rev 9 to Directive 10-S-01-7.TCN 1 to Rev 6 to Directive 10-S-01-24 
& TC 1 to Rev 0 to Directive 10-S-01-33.W/920306 Itr. 

COTTLE,W.T. Entergy Operations, Inc. 92/03/06. 28pp. 60977:087-60977:114. 


-9203130030 Partially withheld insp repts 50-413/92-04 & 50-414/92-04 on 920202-06 
(ref 10CFR73.21).Violation noted.Major areas inspected:physical security program for 
reactors,mat support,security program plans & personnel & vehicles. 

STANSBERRY ,W.W„ MCGUIRE,D.R. Region 2 (Post 820201). 92/03/06 Id 


9203160005 Forwards civil penalty in amount of $15,000 proposed in NRC 920214 
order re violations covering failure to follow procedures. 

TUCKER,H.B. Duke Power Co. 92/03/12. Ofc of Enforcement (Post 870413). Id. 
60968:284-60968:284. 

9203250223 Responds to NRC 920214 Itr re notice of violation & proposed imposition 
of civil penalty noted In Insp Repts 50-413/91-27 & 50-414/91 -27.Corrective 
actlons.'Breaker 1EKPG 22 closed & proper use of tagout sys for components empha¬ 
sized. 

TUCKMAN.M.S. Duke Power Co. 92/03/16. Ofc of Enforcement (Post 870413). 57pp. 
61106:122-61106:196. 

9203200179 Requests that util respond re whether results of plant pressurizer transients 
adequately accounted for in util 890310,0510,901219,0430.911231 & 920130 re¬ 
sponses to NRC bulletin 68-011. 

MARTIN,R.E. Project Directorate 11-3. 92/03/17. TUCKMAN.M.S. Duke Power Co. 
3pp. 60997:325-60997:327. 


92031801 13 Forwards FEMA repts of offsite States of MS & LA portions of plant exer¬ 
cise conducted on 910828-29.Areas requiring corrective action relate to field monitor¬ 
ing team radios, alert & notification of public in Claiborne county.W/o end. 
CLINE.W.E. Region 2 (Post 820201). 92/03/06. COTTLE,W.T. Entergy Operations, 
Inc. 4pp. 60936:073-60936:076. 

9203180226 Informs that 1992 NRC graded emergency preparedness exercise sched¬ 
uled for 921021.Participation expected from states of MS & LA & states local agene- 
cies. 

COTTLE.W.T. Entergy Operations, Inc. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60976:224-60976:225. 


J. insurance & indemnity Information 


9203170301 Submits summary of coverage in effect at facility. 

COTTLE,W.T. Entergy Operations, Inc. 92/03/11. Document Control Branch (Docu¬ 
ment Control Desk). 11pp. 60970:340-60970:350. 


P. Operating license stage documents & correspondence 


9203250340 Forwards “Rev 0 to Inservice Insp Rept Catawba Unit 2 1991 Refueling 
Outage 4." 

TUCKER,H.B. Duke Power Co. 92/03/18. Document Control Branch (Document Con¬ 
trol Desk). Ip. 61162:225-61163:069. 

-9203250346 “Rev 0 to Inservice Inspection Rept Catawba Unit 2 1991 Refueling 
Outage 4." 

HOGGE.A.J., CHERRY,J.E., BARBOUR,J. Duke Power Co. 92/02/26. 150pp. 
61162:226-61163:069. 


R. Periodic operating reports 8i related correspondence 

9203090015 "Catawba Semiannual Radioactive Effluent Release Rept for period from 
July to Dec 1991." W/920228 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 63pp. 60852:276-60852:338. 

9203090039 "1991 Annual Statistical Rept of Recorded Personnel Whole Body Expo¬ 
sures." W/920228 Itr. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 6pp. 60862:148-60862:153. 

9203230155 Corrected “Tabulation of Number of Personnel & Person-Rem by Work & 
Job Function for 1991." W/923012 Itr.Corrects personnel exposure rept submitted 
920228 due to error in computer codes. 

TUCKMAN.M.S. Duke Power Co. 91/12/31. 6pp. 61077:176-61077:181. 

9203020135 Forwards fitness-for-duty program performance data for Jul-Dec 1991. 
TUCKER,H.B. Duke Power Co. 92/02/25. Document Control Branch (Document Con¬ 
trol Desk). 13pp. 60766:335-60766:347, 

9203160255 Forwards monthly operating repts for Feb 1992 for Catawba Nuclear 
Station,Units 1 & 2 & Jan 1992 info re personnel exposure & liquid & gaseous release 
for Dec. 

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 2pp. 60969:262-60969:274. 


9106270324 Suppi 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppi 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050181 Forwards amend 91 to license NPF-29 & safety evaluation. Amend deletes 
TS requirement to perform daily surveillance verifying measured recirculation sys drive 
flow. 

O’CONNOR,P.W. Project Directorate IV-1. 92/02/25. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60811:186-60811:194. 

-9203050186 Amend 91 to license NPF-29,deleting TS requirement to perform daily 
surveillance verifying measured recirculation sys drive flow. 

LARKINS,J.T. Project Directorate IV-1. 92/02/25. 4pp. 60811:189-60811:192. 

-9203050189 Safety evaluation supporting amend 91 to license NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 2pp. 
60811:193-60811:194. 

9203090193 Forwards amend 90 to license NPF-29 & safety evaluation. Amend deletes 
dc battery load profiles from TS 4.8.2.1 ,d.2. 

O’CONNOR,P.W. Project Directorate IV-1. 92/02/25. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60839:214-60839:225. 

-9203090198 Amend 90 to license NPF-29,deleting dc battery load profile from TS 
4.8.2.1.d.2. 

LARKINS,J.T. Project Directorate IV-1. 92/02/25. 6pp. 60839:217-60839:222. 


-9203160258 Monthly operating repts for Feb 1992 for Catawba Nuclear Station,Units 1 

& 2. 

WILLIAMS,R.A., SIMMONS,N.C. Duke Power Co. 92/02/29. 10pp. 60969:264- 


-9203090204 Safety evaluation supporting amend 90 to license NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 3pp. 
60839:223-60839:225. 


-9203160261 Revised monthly operating repts for Jan 1992 for Catawba Nuclear 
Station,Incorporating personnel exposure & liquid & gaseous release info for Dec. 

* Duke Power Co. 92/01/31. Ip. 60969:274-60969:274. 


9203020238 Notification of 920304 meeting w/util in Rockville,MD to discuss use of 
shutdown risk considerations in planning for upcoming refueling outage at Grand Gulf. 
O’CONNOR.P.W. Project Directorate IV-1. 92/02/26. MURLEYJ., MIRAGUA.F.. 
RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 60755:223-60755:226. 


S. Reportable occurrences, LERs & related correspondence 


9203130228 Special rept:on 920127,Cathodic Protection Sys was declared 
Inoperable.Caused by a fault in voltage transformer.Purchase requisitions were written 
to order new transformer & silicon diode rectifier bridges. 

TUCKMAN.M.S. Duke Power Co. 92/03/04. Document Control Branch (Document 
Control Desk). 3pp. 60933:221-80933:223. 


9203260192 NPDES noncompliance notiflcation:on 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 


9203050114 Advises that util 91 1017 response to generic Itr 91-06 re resolution of ge¬ 
neric issue A-30, "Adequacy of Safety- Related DC Power Supplies," acceptable. 
O'CONNOR,W.T. Project Directorate IV-1. 92/03/02. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60608:154-60808:156. 

9203090205 Forwards correction to amend 89 to license NPF-29.Correction incorpo¬ 
rates corrected TS overleaf page B 3/4 6-2 to TS B 3/4 6-1. 

O’CONNOR.P.W. Project Directorate IV-1. 92/03/04. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60842:295-60842:298. 

-9203090211 Correction to amend 89 to license NPF-29,incorporating corrected over¬ 
leaf page B 3/4 6-2 to TS B 3/4 6-1. 

* Project Directorate IV-1. 92/03/04. Ip. 60842:298-60842:298. 


9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred In ash settling pond.Caused by rainfall w/ 
low pH vaiue.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203060211 Revised EPIPs,including Rev 18 to 10-S-01-1, “Activation of Emergency 
Plan Safety Related,’’ Rev 8 to 10-S-01-2, "Unusual Event Safety Related" & Rev 8 
to 10-S-01-3, “Alert Safety Related.” W/920228 Itr 
COTTLE.W.T. Entergy Corp. 92/02/28. 175pp. 60888:192-60888:358. 


ations, Inc. 4pp. 60875:169-60875:192. 


. 92/03/04. COTTLE.W.T. Entergy Oper- 


9203110430 Accepts response to Generic Ltr 91-11, "Resolution of Generic Issues 
48.LCO for Class IE Vital Instrument Buses & 49 Interlocks & LCO for Class IE Tie 
Breakers,Pursuant to 10CFR50.54(f).” 

O’CONNOR.P.W. Project Directorate IV-1. 92/03/04. COTTLE.W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60876:166-60876:168. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 
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9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 670411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130058 Forwards amend 92 to license NPF-29 & safety evaluation. Amend 
changes time limit from 2 h to 24 h for operability testing of remaining diesel genera¬ 
tors if diesel generator 13 inoperable. 

O’CONNOR,P.W. Project Directorate IV-1. 92/03/09. COTTLE,W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60912:132-60912:140. 

-9203130062 Amend 92 to license NPF-29,changing time limit from 2 h to 24 h for 
operability testing of remaining diesel generators if generator 13 inoperable. 

LARKINS,J.T. Project Directorate IV-1. 92/03/09. 4pp. 60912:135-60912:138. 

-9203130066 Safety evaluation supporting amend 92 to license NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 2pp. 
60912:139-60912:140. 

9203170127 Forwards amend 93 to license NPF-29 & safety evaluation. Amend deletes 
refs in TS to operation of reactor recirculation sys in non-loop manual mode of flow 
control. 

O’CONNOR,P.W. Project Directorate IV-1. 92/03/09. COTTLE,W. Entergy Operations, 
Inc. 3pp. 60963:069-60963:087. 

-9203170136 Amend 93 to license NPF-29, deleting refs to operation of reactor reciru- 
lation sys in non-loop manual mode of flow control. 

LARKINS,J.T. Project Directorate IV-1. 92/03/09. 14pp. 60963:072-60963:085. 

-9203170149 Safety evaluation supporting amend 93 to license NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 2pp. 
60963:086-60963:087. 

9203130153 Forwards corrected amend 91 to license NPF-29.Amend deletes TS re¬ 
quirement to perform daily surveillance verifying that measured recirculation sys drive 
flow to be less than or equal to established drive flow. 

O'CONNOR,P.W. Project Directorate IV-1. 92/03/10. COTTLE,W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60911:354-60911:357. 

-9203130156 Corrected Tech Spec pages 3/4 3-8 to Amend 91 to License NPF- 
29.Correction made to delete footnote h only from TS. 

* NRC - No Detailed Affiliation Given. 92/03/10. 2pp. 60911:357-60911:357. 

9203170201 Concludes that owners proposals for pressure isolation valves not techni¬ 
cally justified.Changes for affected stds & basis for conclusion end. 

GRIMES,C.I. Technical Specifications Branch. 92/03/10. BUSH.L. Westinghouse 
Electric Corp. WUNDERLY.B. Babcock & Wilcox Co. 9pp. 60963:088-60963:101. 

9203230251 Forwards response to open items noted in 920206 SER on util compliance 
w/station blackout rule.Operation of RCIC acceptable w/o RCIC gland seal 
compressor,based on GE Speo21A9526. 

COTTLE,W,T. Entergy Operations, Inc. 92/03/19. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 61077:271-61077:276. 

9203270225 Forwards Amend 94 to License NPF-29 & safety evaluation. Amend re¬ 
places License Condition 2.C(361,Attachment l.ltem (c)(4) which requires implementa¬ 
tion of requirements of Reg Guide 1.97 for flux monitoring prior to startup. 

O’CONNOR,P.W. Project Directorate IV-1. 92/03/23. COTTLE,W.T. Entergy Oper¬ 
ations, Inc. 3pp. 61202:304-61202:314. 

-9203270227 Amend 94 to License NPF-29,replacing License Condition 

2.C(36),Attachment l.ltem (c)(4) which requires implementation of requirements of 
Reg Guide 1.97 for flux monitoring prior to startup. 

LARKINS,J.T. Project Directorate IV-1. 92/03/23. 4pp. 61202:307-61202:310. 

-9203300269 Safety evaluation supporting Amend 94 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/23. 3pp. 
61202:312-61202:314. 


Q. Inspection reports, IE Bulletins ft correspondence 

9203030098 Forwards insp rept 50-416/92-04 on 920114-16 & notice of violation. 
GIBSON,A.F. Region 2 (Post 820201). 92/02/11. COTTLE,W.T. Entergy Operations, 
Inc. 5pp. 60753:327-60753:340. 

-9203030106 Notice of violation from insp on 920114-16.Violation noted: shutdown pro¬ 
cedures not implemented. 

* Region 2 (Post 820201). 92/02/11. 2pp. 60753:332-60753:333. 

-9203030112 Insp rept 50-416/92-04 on 920114-16.No violations noted. Major areas 
inspected:return to criticality addressed during shutdown performed on 911229-30. 
BURNETT,P.T., CRLENJAK.R.V. Region 2 (Post 820201). 92/02/10. 7pp. 60753:334- 
60753:340. 

9202260194 Discusses insp rept 50-416/92-01 on 920106-10.No violations or deviations 
noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/14. COTTLE,W.T. Entergy Operations, 
Inc. 4pp. 60756:060-60758:086. 

-9203030087 Insp rept 50-418/92-01 on 920106-10.No violations noted. Major areas 
inspected:program developed in response to Generic Ltr 89-10. 

TAYLOR,P., SMITH,C„ SPARKS,S. Region 2 (Post 820201). 92/02/11. 23pp. 
60758:064-60758:086. 


9202190038 NRC info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203100103 Forwards insp rept 50-416/92-02 on 920101-31 & notice of violation.NRC 
concerned about violation because failure to follow procedures & to perform adequate 
radiological survey appears to be result of inattention to detail. 

VERRELLI.D.M. Region 2 (Post 820201). 92/02/25. COTTLE,W.T. Entergy Oper¬ 
ations. Inc. 3pp. 60844:088-60844:083. 

-9203100121 Notice of violation from insp on 920101-31 .Violations noted: failure to 
follow procedures to secure standby svc water pump A & in recognizing & document¬ 
ing LCO for work being performed on breaker associated w/RHR suction valve. 

* Region 2 (Post 820201). 92/02/25. 2pp. 60844:071-60844:072. 

-9203100124 Insp rept 50-416/92-02 on 920101-31.Violations noted.Major areas 
inspected:operational safety verification.maint & surveillance observation,review of 
noncomformance repts.cold weather protection & action on previous insp findings. 
MATHIS,J.L., CANTRELL,F.S. Region 2 (Post 820201). 92/02/22. 11pp. 60844:073- 
60844:083. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100090 Forwards requalification retake exam rept 50-416/92-301 administered 
during wk of 920127.No requalification program evaluation made. 

PEEBLES,T.A. Region 2 (Post 820201). 92/02/26. COTTLE,W.T. Entergy Operations, 
Inc. 2pp. 60843:356-60843:360. 

—9203100094 Requalification retake exam rept 50-416/92-301 administered during wk 
of 920127.Exam results:both operators passed exam. 

HOLBROOK,B.L., LAWYER,L.L. Region 2 (Post 820201). 92/02/24. 3pp. 60843:358- 
60843:360. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203230006 Ack receipt of 920213 itr informing NRC of steps taken to correct violations 
noted in insp rept 50-416/91-23. 

VERRELLI.D.M. Region 2 (Post 820201). 92/03/04. COTTLE,W.T. Entergy Oper¬ 
ations, Inc. 3pp. 60984:005-60984:007. 

9203180095 Responds to NRC 920211 Itr re violation noted in Insp Rept 50-416/92- 
04.Corrective actionsdntegrated Operating Procedure changed to delete IRM range 
three constraint ft TS 3/4.3.6 being reviewed. 

COTTLE,W.T. Entergy Operations, inc. 92/03/12. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60977:075-60977:078. 

9203240007 Forwards Exam Rept 50-416/92-300 of exam administered during wk ol 
920127.W/two oversize drawings. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/18. COTTLEW.T. Entergy Operations, 
inc. 2pp. 61052:002-61052:344. 

-9203240009 Exam rept 50-416/92-300 on 920127-31.Exam resu!ts:one of four RO & 
three of five SRO applicants passed exams. 

HOLBROOK,B.L., LAWYER,L.L. Region 2 (Post 820201). 92/03/17. 300pp. 
61052:004-61052:289. 


R. Periodic operating reports ft related correspondence 

9203090080 "Annual Operating Rept for 1991." W/920228 Itr. 

COTTLEW.T. Entergy Operations, inc. 91/12/31. 12pp. 60852:261-60852:272. 

9203050099 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1991" & amended table for Jan-June 1991. 

COTTLE.W.T. Entergy Operations, Inc. 92/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60826:119-60826:204. 

-9203050101 "Semiannual Radioactive Effluent Release Rept for Grand Gulf Nuclear 
Station for Jul-Dec 1991." 

* Entergy Operations, Inc. 91/12/31. 26pp. 60826:122-60826:147. 


9202110001 NRC info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI.C.E. Division of Operationar Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


-9203050105 “Meteorological Data Jui-Sept 1991." 

* Entergy Operations, Inc, 91/09/30. 17pp. 60826:148-60826:164. 

-9203050111 "Meteorological Data Oct-Dec 1991.” 

* Entergy Operations, Inc. 91/12/31. 17pp. 60826:165-60826:181. 

-9203050124 “Meteorological Data Summary Jan-Dec 1991.” 

* Entergy Operations, Inc. 91/12/31. 20pp. 60826:182-60826:201. 


9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial ft Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


-9203050127 Amended Table 3 for “Solid Radwaste & Irradiated Fuel Shipments Jan- 
June 1991." 

* Entergy Operations, Inc. 91/06/30. 3pp. 60826:202-60826:204. 
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9203060256 Forwards "Annual Operating Rept,l991” & "Tabulated Annual Rept of Per¬ 
sonnel Exposure Greater than 100 mRem,yr,1991." 

COTTLE,W.T. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 

9203160249 Monthly operating rept for Feb 1992 for Grand Gulf Nuclear Station,Unit 
1.W/920311 Hr. 

DAUGHTERY.L.F., COTTLE,W.T. Entergy Operations, Inc. 92/02/29. 5pp. 60949:350- 
60949:354. 


S. Reportable occurrences, LERs A related correspondence 

9203020309 Special Rept 92-001 :on 920128,diesel generator 11 output breaker would 
not close during monthly functional surveillance,preventing generator from being 
loaded to grid. Power converter assembly for tachometer replaced. 

COTTLE,W.T. Entergy Operations, Inc. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60783:196-60783:198. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry,Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:316. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco lndustries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203100090 Forwards requalification retake exam rept 50-416/92-301 administered 
during wk of 920127.No requalification program evaluation made. 

PEEBLES,T.A. Region 2 (Post 820201). 92/02/26. COTTLE,W.T. Entergy Operations, 
Inc. 2pp. 60843:356-60843:360. 

-9203100094 Requalification retake exam rept 50-416/92-301 administered during wk 
of 920127.Exam results:both operators passed exam. 

HOLBROOK,B.L, LAWYER,L.L. Region 2 (Post 820201). 92/02/24. 3pp. 60843:358- 
60843:360. 

9203240007 Forwards Exam Rept 50-416/92-300 of exam administered during wk of 
920127.W/two oversize drawings. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/18. COTTLE,W.T. Entergy Operations, 
Inc. 2pp. 61052:002-61052:344. 

-9203240009 Exam rept 50-416/92-300 on 920127-31.Exam results:one of four RO & 
three of five SRO applicants passed exams. 

HOLBROOK.B.L., LAWYER,L.L. Region 2 (Post 820201). 92/03/17. 300pp. 
61052:004-61052:289. 

-9203240012 Forwards comments re NRC exam administered at plant,per NUREG- 
1021,Rev 6 (ES-201). 

COTTLE.W.T. Entergy Operations, Inc. 92/01/31. EBNETER.S.D. Region 2 (Post 
820201). 55pp. 61052:290-61052:344. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203110164 Partially withheld Itr responding to question re ability of contingency secu¬ 
rity force to responds to security events. Evaluation by resident inspectors & NRC se¬ 
curity specialists found that force meets NRC requirements. 

MCCABE,E.C. Region 1 (Post 820201). 88/05/10. Affiliation Not Assigned. 6pp. 
60920:093-60920:098. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310223 Provides followup to 890714 memo re installation of telephones in area of 
cable tunnels (Security Doors 303 & 304).Benefit of installing telephones minimal 
since C02 sys locked out prior to entry. 

WEEKLEY.P.L. Northeast Utilities. 90/04/04. RAYMOND.W- NRC - No Detailed Affili¬ 
ation Given. 2pp. 61253:279-61253:280. 

-9203310226 Provides responses to utils allegation RI-89-A-0105 re pre-staging securi¬ 
ty force members to support activities during emergency drills & complaints of security 
force members being overworked 8i understaffed. 

KEIMIG.R. Region 1 (Post 820201). 90/01/25. HAVERKAMP.D. Region 1 (Post 
820201). 3pp. 61253:288-61253:290. 

-9203310240 Partially withheld memo responding to 890620 allegation re wrongfull ter¬ 
mination from employment as security guard based on failure to take addl training re 
working in areas protected by C02 sys. 

MCCABE,E.C. Region 1 (Post 820201). 89/07/07. Affiliation Not Assigned. 6pp. 
61253:343-61253:348. 

-9203310247 Partially withheld Itr responding to 890717 allegation re guard stationed at 
north or south access point guard shacks during lightning storm faced w/high risk of 
serious personnel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. Ip. 
61253:358-61254:011. 


-9203310275 Partially withheld Itr forwarding info re alleged deficiencies in offsite emer¬ 
gency preparedness for city of New London.CT. 

LAZARUS,W.J. Region 1 (Post 820201). 90/08/15. DOLAN,J. Federal Emergency 
Management Agency. Ip. 61254:042-61254:042. 

-9203310293 Forwards info concerning alleged deficiencies in offsite emergency pre¬ 
paredness for city of New London.Connecticut in emergency planning zone for FEMA 
review. 

BELLAMY,R.R. Region 1 (Post 820201). 90/08/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. Ip. 61254:043-61254:044. 

-9203310298 Partially withheld Itr re 900517 conversation on emergency preparedness 
status of city of New London. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/06/28. Affiliation Not Assigned. 2pp. 
61254:045-61254:046. 

-9203310309 Partially withheld response to offsite emergency preparedness deficiency 
allegations for city of New London, CT in EPZ. 

MROCZKA.E.J. Northeast Nuclear Energy Co. 90/11/29. JOYNER,J.H. Region 1 
(Post 820201). 6pp. 61254:048-61254:053. 

9203040179 Advises that 911216 Rev 15 to physical security plan consistent w/provt- 
sions of 10CFR50.54(p) & acceptable for inclusion in plan. 

JOYNER,J.H. Region 1 (Post 820201). 92/02/20. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60814:123-60814:127. 

9203110104 Revised Corporate Organization for Nuclear Incidents (CONI) 
procedure,including Rev 19 to CONI 1.01,Rev 39 to CONI 1.02,Rev 25 to CONI 
1.03,Rev 5 to CONI 1.04,Rev 9 to CONI 1.06,Rev 18 to CONI 3.01 & Rev 14 to CONI 
8 . 01 . 

MALLOY,E. Northeast Utilities Service Co. 92/03/01. 200pp. 60896:087-60898:270. 

9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas.including control of plant configuration during design change process. 
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY91 .fire drills not conducted for all six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
0215. Violations noted.Major areas inspected:plant operations,radiological 
controls,maint.surveillance,outage activities,security.fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203310170 Forwards Rev 16 to physical security plan.Access authorization plan will be 
implemented on 920401 & will be effective on 920427.Rev withheld (ref 
10CFR73.21 (b)). 

OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/25. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61259:148-61259:148. 


H. General correspondence 

9202280006 Responds to 920115 Itr submitted on behalf of constituent, PM Blanch re 
safety concerns at Northeast Utils.NRC considers actions taken by utils to address 
important safety concerns & to ensure compliance w/regulations adequate. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/19, 
LIEBERMAN.J.I. Senate. 10pp. 60919:161-60919:172. 

-9202280008 Forwards matl provided by P Blanch re health & safety problems at 
Northeast Utllities.for consideration & appropriate response. 

LIEBERMAN.J.I. Senate. 92/01/15. THE CHAIRMAN Commissioners (Post 750119). 
9pp. 60919:164-60919:172. 

9203180107 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide 
8.7) re instructions for recording & reporting occupational radiation exposure data. 
OPEKA.J.F. Northeast Nuclear Energy Co. 92/03/13. Regulatory Publications Branch. 
2pp. 60936:069-60936:070. 


J. Insurance & indemnity information 

9203230216 Notifies of amount of property insurance coverage currently in force for 
plant. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/03/17. Document Control Branch (Document Control Desk). 2pp. 61077:130- 
61077:131. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee piants.Apps F & G documents enci & also available In 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060425 Forwards allegation panel decisions re hearsay allegation of NRC inspec¬ 
tor "on the take." Since afteger was not able to provide any specific info,author plans 
to take no further action. 

RUSSELL,W.T. Region 1 (Post 820201). 88/07/28. CONNELLY,S.R. Office of inspec- 
tor & Auditor (Pre 890417). 2pp. 60919:312-60919:313. 
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-9203060427 Documents results of licensee investigations re allegation of drug use at 
facility. 

RAYMOND,W.J. NRC - No Detailed Affiliation Given. 88/04/15. SHOPSHIRE.A. NRC 
- No Detailed Affiliation Given. 2pp. 60919:318-60919:319. 

-9203060428 Forwards memo describing licensee actions re allegation RI-88-A- 
0036.lssue of drug testing could not be resolved, due to insufficient basis “for cause" 
testing.Individual terminated for other reasons.Allegation closed. 

BETTENHAUSEN.L. Region 1 (Post 820201). 88/04/26. SHROPSHIRE,A. NRC - No 
Detailed Affiliation Given. 4pp. 60919:320-60919:323. 

-9203060429 Forwards info for use & consideration during 880413 meeting to review 
NRC actions on Rosemount 1153 & 1154 transmitters. 

RAYMOND,W.J. Region 1 (Post 820201). 88/04/12. GUILLEN,J. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 22pp. 60919:324-60919:358. 

-9203090371 Partially withheld Itr ack end 881019 info re drug use/ abuse at facilities. 
WHITE,C.W. Region 1 (Post 820201). 88/10/24. KLEIN,S. Federal Bureau of Investi¬ 
gation. 5pp. 60920:073-60920:077. 

-9203090456 Partially withheld ltr forwarding allegation package for section chiefs for 
use. 

WHITE,C.W. Office of Investigations (Pre 880201). 88/03/22. KANE.W.F. NRC - No 
Detailed Affiliation Given. 6pp. 60920:084-60920:089. 

-9203110145 Partially withheld Itr addressing NRC disposition of matters identified on 
680426 re problems w/field makeup of Litton- Veam connectors & obtaining data for 
turn over packages 

MCCABE,E.C. Region 1 (Post 820201). 88/05/31. Affiliation Not Assigned. 3pp. 
60920:090-60920:092. 

-9203110317 Partially withheld Itr informing NRC that pressure gauge calibr procedure 
revised.Acceptance criteria used will allow gauges to pass which have error of almost 
twice mfg spec. 

* Affiliation Not Assigned. 88/10/06. NABIGHORST,P. NRC - No Detailed Affiliation 
Given. Ip. 60920:107-60920:107. 

-9203110393 Partially withheld ltr confirming 890130 telcon re employment at facility 
between Sept 1983 & Nov 1985.Listed concerns include Westinghouse valves con¬ 
tainer) fasteners w/o matl test repts. 

MCCABE,E.C. Region 1 (Post 820201). 89/05/08. Affiliation Not Assigned. 2pp. 
60920:124-60920:125. 

-9203110404 Partially withheld Itr re status of allegation RI-89-A-0038 concerning rose- 
mount pressure transmitters.NRC can not order individual redress.DOL regulations call 
for submission of discrimination complaints within 30 days. 

MCCABE.E.C. Region 1 (Post 820201). 89/05/11. Affiliation Not Assigned. 13pp. 
60920:198-60920:210. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone ft Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of information ft Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310223 Provides followup to 890714 memo re Installation of telephones in area of 
cable tunnels (Security Doors 303 ft 304).Benefit of installing telephones minimal 
since 002 sys locked out prior to entry. 

WEEKLEY.P.L. Northeast Utilities. 90/04/04. RAYMOND.W. NRC - No Detailed Affili¬ 
ation Given. 2pp. 61253:279-61253:280. 

-9203310230 Advises of closeout of allegation RI-89-A-0120. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Region 1 (Post 820201). 3pp. 
61253:295-61253:297. 

-9203310240 Partially withheld memo responding to 890620 allegation re wrongful! ter¬ 
mination from employment as security guard based on failure to take addl training re 
working in areas protected by C02 sys. 

MCCABE,E.C. Region 1 (Post 820201). 89/07/07. Affiliation Not Assigned. 6pp. 
61253:343-61253:348. 

-9203310244 Partially withheld Itr re allegation RI-89-A-0080. Allegation found partially 
substantiated ft findings documented in end Insp rept 50-423/90-08 dtd 900703. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Affiliation Not Assigned. Ip. 
61253:349-61253:357. 

-9203310257 Partially withheld Itr re 891201 discussion w/NRC on discrimination by 
util. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/12/26. Affiliation Not Assigned. Ip. 
61254:029-61254:029. 

-9203310264 Partially withheld Itr re 891201 discussion concerning discrimination by 
utils. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/03. Affiliation Not Assigned. Ip. 
61254:030-61254:030. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants ft holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030308 Provides erosion/corrosion program update info as committed in 920103 
Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/24. 
MARTIN,T.T. Region 1 (Post 820201). 7pp. 60796:179-60796:185. 

9203040120 Application for amends to Licenses DPR-61 .DPR-21 .DPR-65 & NPF-49,in¬ 
corporating changes to Section 6 of Administrative Tech Specs. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/02/25. Document Control 
Branch (Document Control Desk). 4pp. 60823:003-60823:121. 

-9203040123 Proposed Tech Specs Section 6 “Administrative Controls." 

* Connecticut Yankee Atomic Power Co. 92/02/25. 200pp. 60823:007-60823:121. 


9203050152 Forwards environ assessment ft finding of no significant impact re 900328 
request for license amend,changing Tech Specs dealing w/emergency diesel genera¬ 
tor surveillance testing. 

ROONEY,V.L. Project Directorate 1-4. 92/03/03. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 60808:141- 
60808:145. 

—9203050158 Environ assessment ft finding of no significant impact re 900326 request 
for license amend,revising Tech Specs to improve overall diesel generator reliability & 
performance by conforming plant requirements to generic Itr 84-15. 

STOLZ.J.F. Project Directorate 1-4. 92/03/03. 3pp. 60808:143-60808:145. 

9203120328 Application for amend to License NPF-49,revising TSs to increase surveil¬ 
lance test intervals ft allowed outage times for reactor protection sys & engineered 
safety features actuation sys. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/03. 
Document Control Branch (Document Control Desk). 11pp. 60909:306-60909:337. 

-9203120333 Proposed Tech Specs increasing surveillance test intervals ft allowed 
outage times for RPS & ESFs actuation sys. 

* Northeast Nuclear Energy Co. 92/03/03. 21pp. 60909:317-60909:337. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 670411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61065:012. 

9203110394 Advises that 920131 response to generic Itr 91-11 meets reporting require¬ 
ments set forth in generic Itr. 

STOLZ.J.F. Project Directorate 1-4. 92/03/06. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. 3pp. 60876:162-60876:164. 

9203170155 Forwards amend 64 to license NPF-49,safety evaluation ft notices of par¬ 
tial withdrawal ft issuance.Amend revises tech spec section 3/4.8 for emergency 
diesel generator reliability & availability. 

ROONEY,V.L. Project Directorate 1-4. 92/03/09. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 3pp. 60964:001- 
60964:038. 

-9203170159 Amend 64 to license NPF-49,revising tech spec section 3/4.8 for emer¬ 
gency diesel generator reliability & availability. 

STOLZ.J.F. Project Directorate 1-4. 92/03/09. 27pp. 60964:004-60964:030. 

—9203170164 Safety evaluation supporting amend 64 to license NPF-49. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/03/09. 4pp. 
60964:031-60964:034. 

-9203170171 Notice of partial withdrawal of 900326 application for proposed amend to 
license NPF-49,modifying tech spec 3/4.8.1 to include provisions to eliminate 
fast,cold,repetitive starting of diesel generators. 

ROONEY,V.L. Project Directorate 1-4. 92/03/09. 2pp. 60964:035-60964:036. 

-9203170177 Notice of Issuance of amend 64 to license NPF-49,revising tech spec 3/ 
4.8.1 to include provisions to eliminate fast, cold,repetitive starting of diesel genera¬ 
tors. 

ROONEY,V.L. Project Directorate 1-4. 92/03/09. 2pp. 60964:037-60964:038. 

9203170179 Provides util views on Performance Enhancement Plan (PEP). Atlas Con¬ 
sulting Group will assist in identifying root causes,developing PEP & providing over¬ 
view of implementation of PEP.Status repts will be submitted. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/09. 
HEWL.C.W. Region 1 (Post 820201). 3pp. 60981:352-60981:354. 

9203240067 Notification of significant licensee mat meeting 92-38 w/util on 920327 to 
discuss integrated force findings & performance Improvement plan, 

KELLEY,E.M. Region 1 (Post 820201). 92/03/10. Region 1 (Post 820201). 2pp. 
61053:218-61053:219. 

9203250142 Forwards addl info on 920225 application for amends to License DPR- 
61,DPR-21 .DPR-65 ft NPF-49,revising TSs Section 6 re administrative controls,per 
recent telcon. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/18. Document Control 
Branch (Document Control Desk). 2pp. 61099:180-61099:195. 

-9203250144 Proposed Tech Specs Section 6 re administrative controls. 

* Connecticut Yankee Atomic Power Co. 92/03/18. 14pp. 61099:182-61099:195. 

9203300291 Lists recent results from self-initiated pilot program for shift optimization,per 
util 871223 Itr.Program developed to promote health awareness & altertness for rotat¬ 
ing shift workers. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/23. Document Control 
Branch (Document Control Desk). 4pp. 61198:357-61198:360. 

9203310213 Submits addl info on utii self-assessment & enhancement efforts conduct¬ 
ed to Electrical Distribution Sys (EDS) since 1990.Effort intented to assess that EDSs 
function as designed,per GDC,current NRC requirements ft industry stds. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/25. 
Document Control Branch (Document Control Desk). 5pp. 61207:030-61207:034. 


Q, Inspection reports, IE Bulletlne ft correspondence 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee piants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 ft 7). 
GRIMSLEY.D.H. Division of Freedom of Information ft Publications Services (Post 
890206). 91/08/21. GUILD,C. Winston ft Strawn. 12pp. 60919:299-60920:260. 
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-9203110409 Partially withheld Itr responding to listed issues discussed during 890422 
& 0511 meetings.lnsp rept 50-423/81-09 re concrete pouring for containment struc¬ 
ture end. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. 6pp. 
60920:211-60920:230. 


-9203160098 Enforcement conference repts 50-245/92-07,50-336/92-07 & 50-423/92- 
07 on 920225.Major areas discussed:safety significance of examples of inability by 
some operators & emergency directors to properly classify insp events. 

LUSHER,J„ MCCABE,E. Region 1 (Post 820201). 92/03/06. 48pp. 60908:284- 
60908:331. 


-9203110426 Partially withheld Itr re finding on allegation RI-89-A-0071 concerning work 
done on personnel air lock hatch that could have prevented personnel egress from 
containment structure. Relevant parts of insp rept 50/336/89-11 end. 
HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. Affiliation Not Assigned. Ip. 
60920:253-60920:260. 


9203310218 Partial response to FOlA request for documents re allegation concerning 
Northeast Utiis.Milistone & Connecticut Yankee nuclear power stations.Forwards App 
H & i records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H, Division of Freedom of information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310244 Partially withheld Itr re allegation RI-89-A-0080. Allegation found partially 
substantiated & findings documented in end insp rept 50-423/90-08 dtd 900703. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Affiliation Not Assigned. Ip. 
61253:349-61253:357. 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60982:181-60962:184. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, inc. 11pp. 60392:001-60392:011. 


9203020235 Discusses applicability of corrective actions taken at Haddam Neck to find¬ 
ings in Insp Rept 50-423/91-26 re equipment problems involving air compressors for 
emergency generator air receivers & dc grounds. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/02/27. Document Control Branch (Document Control Desk). 2pp. 60783:194- 
60783:195. 


9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203090035 Informs of decision to assess operational readiness of selected safety sys 
to function under operational & analyzed accident conditions,using NRC Insp Manual 
93801, “Safety Sys Functional Insp," dtd 90723,as guide for assessment program. 
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/28. 
Document Control Branch (Document Control Desk). 2pp. 60862:146-60882:147. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter 8 Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203100243 Notification of significant licensee meeting 92-33 w/util on 920326 at 
Region I to discuss SALP board (Cycle 10). 

KELLY,E.M. Region 1 (Post 820201). 92/03/02. Region 1 (Post 820201). 3pp. 
60845:141-60845:143. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203110127 Responds to NRC 920207 Itr re violations noted in Insp Repts 50-245/92- 
06,60-336/92-06 & 50-423/92-06 on 920113-17. Corrective actions:Procedures RAB 
1-1 & RAB 1-3 modified to clarify responsibilities for record transmittal. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/04. 
MARTIN,T.T. Region 1 (Post 820201). 4pp. 60897:254-60897:257. 

9203160031 Forwards insp rept 50-423/91-27 on 911209-13 & 920213 & notice of 
violation.lmprovements currently made to erosion/ corrosion program acceptable. 
DURR.J.P. Region 1 (Post 820201). 92/03/04. OPEKA.J.F. Northeast Nuclear Energy 
Co- 3pp. 60911:035-60911:051. 

-9203160036 Notice of violation from insp on 911209-13.\/ioiation noted: as of 
911213,!icensee did not update FSAR Table 9.2-1, “Svc Water Sys Flow Require¬ 
ments." 

* Region 1 (Post 620201). 92/03/04. Ip. 60911:038-60911:038. 

-9203180047 Insp rept 50-423/91-27 on 911209-13 & 920213.Violations noted.Major 
areas inspected:ASME code certification,design deficiency repts,preoperational sys 
testing & results of generic Itr 89-13 testing. 

TRAPP,J„ EAPEN.P.K. Region 1 (Post 820201). 92/02/20. 11pp. 60911:039- 
60911:051. 


9203170279 Forwards safety insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 
920105-920215 & notice of violation. Performance deficiencies noted in listed 
areas,including control of plant configuration during design change process. 
WENZINGER.E.C. Region 1 (Post 820201). 92/03/09. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 60924:343-60925:045. 

-9203170284 Notice of violation from insp on 920105-0215.Violation noted:during 
second & third quarters of CY91 .fire drills not conducted for all six fire brigade teams 
at facility. 

* Region 1 (Post 820201). 92/03/09. 3pp. 60924:348-60924:350. 

-9203170290 Insp repts 50-245/92-04,50-336/92-04 & 50-423/92-04 on 920105- 
0215. Violations noted.Major areas inspected:plant operations,radiological 
controls,maint,surveillance,outage activities,security,fire protection & periodic repts. 
KELLY,E.M. Region 1 (Post 820201). 92/03/02. 55pp. 60924:351-60925:045. 

9203200078 Forwards insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 
920106-17.No violations noted. 

DURR.J.P. Region 1 (Post 820201). 92/03/10. OPEKA.J.F. Northeast Nuclear Energy 
Co. 2pp. 60970:151-60970:162. 

-9203200082 Insp repts 50-245/92-01,50-336/92-01 & 50-423/92-01 on 920106-17.No 
violations noted.Major areas inspected: licensee engineering 

organization,staffing,communications, QA & training & mgt support. 

PAOLlNO.R.J., ANDERSON,C.J. Region 1 (Post 820201). 92/03/03. 10pp. 
60970:153-60970:162. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPEKA.J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:licensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E. Region 1 (Post 820201). 92/03/13. 4pp. 61056:230-61056:247. 

9203240261 Responds to NRC 920221 Itr forwarding notice of violation from Safety 
Insp Rept 50-423/91-26 on 911127-1220. Corrective actions:original fusible link re¬ 
placed w/link rated for 285 F. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/17. 
Document Control Branch (Document Control Desk). 8pp. 61252:336-61252:343. 


R. Periodic operating reports & related correspondence 

9203020250 “Millstone Nuclear Power Station Units 1,2 & 3 Semiannual Radioactive El- 
fluents Release Rept,Jul-Dec 1991." W/920226 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 91/12/31. 
87pp. 60788:001-60788:087. 

9203040012 Forwards fitness-for-duty program performance data for Jul- Dec 1991. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/02/24. Document Conlrol 
Branch (Document Control Desk). 20pp. 60802:174-60802:193. 

9203060262 Forwards "Haddam Neck & Millstone Station,Units 1,2 & 3 Annual Rept 
1991." Rept contains summary of challenges to rellef/safety valves,per commitment 
in 800610 Itr. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/02/27. Document Conlrol 
Branch (Document Control Desk). Ip. 60879:178-60880:254. 

-9203060266 “Haddam Neck Plant & Millstone Station,Units 1,2 & 3 Annual 
Rept,1991." 

* Connecticut Yankee Atomic Power Co. 91/12/31. 250pp. 60879:179-60880:254. 

9203240374 Monthly operating rept for Feb 1992 for Millstone Unit 3. W/920310 Itr. 
ELMS.A.L., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 
92/02/29. 5pp. 61094:333-61094:337. 


S. Reportable occurrences, LERs & related correapondence 

9203030059 LER 92-002-00:on 920124,identified seismic deficiencies In Foxboro SPEC 
200 safety-related instrument cabinets.Caused by insufficient vendor info.SPEC 200 
racks updated w/ installation of dummy modules.W/920224 Itr. 

80HN,G.T„ SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utili¬ 
ties. 92/02/24. 7pp. 60392:015-60392:021. 

9203040150 LER 92-001-00:on 920127,discovered that opening standby gas treatment 
circuit breaker would defeat isolation signal to 2 of 4 isolation dampers.Caused by in¬ 
adequate design.Operating procedure revised & design mod evaluated.W/920226 itr. 
COHEN,S., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities, 
92/02/26. 6pp. 60838:018-60838:023. 

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms 
that duplicate evaluation & reporting of events unnecessary. Util will not be conducting 
further evaluation of loss of control power noted during Millstone Unit 3 insp. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/03. Document Control 
Branch (Document Control Desk). 2pp. 60862:216-60862:217. 

9203170034 LER 92-003-00:on 920207,inadvertent end bldg integrity breach 
occurred.Caused by inadequate work planning.EncI bldg integrity restored & erosion/ 
corrosion exam procedure changed.W/920309 Itr. 

BARILE.J.G., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy 
Co. 92/03/09. 4pp. 60997:148-60997:151. 


9203160095 Forwards enforcement conference repts 50-245/92-07, 50-336/92-07 & 
50-423/92-07 on 920225. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/06. OPEKA.J.F. Northeast Nuclear 
■ Energy Co. 4pp. 60908:280-60908:331. 


9203200121 Provides NRC Staff w/understanding of 910823 & 24 events re avaiilbllity 
of on-site AC power supplies at Millstone Nuclear Power Station. 

DEBARBA.E.A. Northeast Nuclear Energy Co. DEBAR BA,E.A. Northeast Utilities. 92/ 
03/12. HEHL.C.W. Region 1 (Post 820201). 6pp. 61056:345-61056:350. 
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9203200128 Special rept:on 920204,loose parts monitoring sys was declared 
inoperable.Cause is unknown.Sys vendor has been contacted for assistance in resolv¬ 
ing these issues. 

SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 92/03/13. 
Document Control Branch (Document Control Desk). 2pp. 61062:327-61062:328. 


V. Operator Examinations 


9203050177 Notification of contract execution,task order 139,to “Technical Assistance 
to Support Licensing Activities" to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/ 
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 
60806:353-60806:357. 

-9203050184 Ltr contract NRC-03-89-031,task order 139,to "Technical Assistance to 
Support Licensing Activities" to "Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant.” 

SCOTT,M.L. Contract Administration Branch 1 (Posl 900603). FIN L-1289-2. 92/02/ 
20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:354-60806:357. 

9203090196 Advises that RG Stotts (Senior Operator License SOP-10332) no longer 
needs to maintain license,effective 910131. 

SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 92/03/02. 
Document Control Branch (Document Control Desk). Ip. 60884:209-60884:209. 

9203240206 Forwards insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/ 
92-05 on 920113-17.Noncited violation noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/03/13. OPERA, J.F. Northeast Nucle¬ 
ar Energy Co. 4pp. 61056:226-61056:247. 

-9203240212 Insp repts 50-213/92-03,50-245/92-05,50-336/92-05 & 50-423/92-05 on 
920113-17.Noncited violation noted.Major areas inspected:llcensed operator requalifi¬ 
cation training program,implementation & supporting records. 

BRIGGS,L.E. Region t (Post 820201). 92/03/13. 4pp. 61056:230-61056:247. 
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F. Security, medical, emergency & fire protection plans 


9203050023 Forwards initial SALP repts 50-424/91-25 & 50-425/91-25 for 901001- 
9l0928.0verall plant performance improved. 

EBNETER.S.D. Region 2 (Post 820201). 91/11/25. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 60790:082-60790:112. 

-9203050030 SALP repts 50-424/91-25 & 50-425/91-25 for 901001-910928. Overall 
plant performance improved. 

* Region 2 (Post 820201). 91/11/25. 28pp. 60790:085-60790:112. 

9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards 
categorization removed from plan for placement in PDR. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 3pp. 60814:097-60814:122. 

-9203040333 Rev 7 to security training & qualification plan. 

* Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122. 

9203060092 Forwards Rev 6 to Security Training & Qualification Plan.Rev withheld (ref 
10CFR73.21). 

* Southern Nuclear Operating Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 60867:027-60867:028. 

9203180240 Revised EPIPs,including Rev 8 to procedure 91307-C, "Contaminated 
Injury" & Rev 14 to procedure 91704-C, "Actions for Security during Radiological 
Emergency." W/920311 ltr. 

SHIPMAN,W.B. Georgia Power Co. 92/03/11. 34pp. 60992:003-60992:036. 

9203230211 Forwards scenario for 920519-20,annual emergency preparedness 
exercise.W/o end. 

MCCOY,C.K. Georgia Power Co. 92/03/17. RANKIN,W.H. Region 2 (Post 820201). 
2pp. 61077:126-61077:129. 

9203260311 Adviaes that implementation plan provides basis for acceptable implemen¬ 
tation of emergency response data sys at facility. 

HOOD.D.S. Project Directorate 11-3. 92/03/23. MCCOY.C.K. Georgia Power Co. 2pp. 
61115:109-61115:110. 

9203270263 EPIPs Including,Rev 12 to EPIP 91001-C & Rev 12 to EPIP 91702-C.W/ 
920323 ltr. 

SHIPMAN,W.B. Georgia Power Co. 92/03/23. 56pp. 61193:303-61193:360. 

9203310236 Rev 14 to emergency plan. 

* Georgia Power Co. 92/03/31. 12pp. 61216:344-61216:355. 


J. Insurance & Indemnity Information 

9203230327 Forwards summary rept of level & source of site property damage insur¬ 
ance coverage as of 920401. 

MCCOY.C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 2pp. 61071:291-81071:292. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203030223 Rev 2 to updated FSAR for Vogtte Electric Generating Plant. W/920228 ltr. 
MCCOY.C.K. Georgia Power Co. 92/02/28. 400pp. 60629:233-60832:040. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor fecilities re individual plant exam of external events (1PEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARtLOW.J.G. Associate Director for Projects (Post 670411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030361 Forwards SE re station blackout rule (SBO),10CFR50.63.NRC concurs w/ 
proposed 4 h SBO coping duration & concludes that SBO proposal for plant conforms 
to SBO rule,subj to satisfactory resolution of certain items.SAIC-91/6686 end. 
HOOD.D.S. Project Directorate 11-3. 92/02/20. HAIRSTON,W.G. Georgia Power Co. 
5pp. 60772:207-60772:254. 

—9203030365 SER accepting licensee responses & proposed method of dealing w/SBO 
contingent upon receipt of confirmation from licensee within 30 days that recommen¬ 
dations documented in SE will be implemented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 13pp. 
60772:212-60772:224. 

-9109030074 Final Rept SAIC-91/6686, "Technical Evaluation Electric Vogtle Electric 
Generating Plant Units 1 & 2 Station Blackout Evaluation." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91/6686. 91/08/22. NRC - No Detailed Affiliation Given. 30pp. 
60772:225-60772:254. 

9203040209 Discusses licensee appeal of LBP-91-21 & NRC response in Order CL1-92- 
03. 

CHILK.S.J. Office of the Secretary of Ihe Commission. 92/02/27. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 6pp. 60793:195-60793:200. 

9203040265 Advises that util 911219 response to generic ltr 91-11 re resolution of ge¬ 
neric issues 48, "LCOs for Class IE Vital Instrument Buses" & 49, "Interlocks & 
LCOs for Class 1E Tie Breakers” acceptable. 

HOOD.D.S. Project Directorate 11-3. 92/02/27. HAIRSTON.W.G. Georgia Power Co. 
4pp. 60799:310-60799:313. 

9203040073 Application for amends to Licenses NPF-68 & NPF-81 .changing TSs by re¬ 
vising definition of rated thermal power to 3565 MWt & changing value of statistical 
summation of errors in calculation for overlemperature delta trip function. 

MCCOY.C.K. Georgia Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 14pp. 60846:141-60847:119. 

-9203040077 Proposed TSs revising definition of rated thermal power from 3,411 MWt 
to 3,565 MWt. 

* Georgia Power Co. 92/02/28. 200pp. 60846:152-60847:119. 

9203090172 Forwards “Vogtle Nuclear Plant Unit I.Cycle 4 Startup Test Rept." Rept 
includes core loading map & summaries of listed test activities. 

MCCOY.C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). Ip. 60884:177-60884:195. 

—9203090174 “Vogtle Nuclear Plant Unit 1,Cycle 4 Startup Test Rept." 

* Georgia Power Co. 92/01/24. 18pp. 60884:178-60884:195. 

9203090224 Submits addl info re 911118 application for amends to Licenses NPF-68 & 
NPF-81 .changing TS 3.4.4 & 3.4.9.3 re relief valves & cold overpressure protection 
sys, respectively. 

MCCOY.C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60882:265-60882:288. 

—9203090244 Proposed changes to TS 3.4.4, “Relief Valves" & 3.4.9.3, "Cold Over¬ 
pressure Protection Sys." 

* Georgia Power Co. 92/03/02. 22pp. 60882:267-60882:288. 

9203190217 Application for amends to Licenses NPF-68 & NPF-81,changing TS in re¬ 
sponse to Generic Ltr 89-10 to relocate procedural details of radiological effluent TS 
to ODCM & process control program.Draft ODCM & process control program end. 
MCCOY.C.K. Georgia Power Co. 92/03/04. Document Control Branch (Document 
Control Desk). 16pp. 61090:266-61091:242. 

-9203190220 Proposed TS deleting Tables 3.3.9 re radioactive liquid effluent monitoring 
instrumentation & 4.3.5 re radioactive liquid effluent monitoring instrumentation surveil¬ 
lance requirements. 

* Georgia Power Co. 92/03/04. 83pp. 61090:281-61091:001. 

-9203190222 "Draft, "ODCM for Vogtle Electric Generating Plant." 

* Georgia Power Co. 91/12/31. 125pp. 61091:002-61091:221. 

-9203190228 Rev 3 to "Vogtle Electric Generating Plant Process Control Program." 

* Georgia Power Co. 92/03/04. 21pp. 61091:222-61091:242. 

9203030209 Generic Ltr 92-02 to ail holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermel Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203130273 Forward request for addl info re current status & results of previously iden¬ 
tified plans & commitments re diesel generator instrumentation.Response requested 
by 920312. 

HOOD.D.S. Project Directorate il-3. 92/03/09. HAIRSTON.W.G. Georgia Power Co. 
6pp. 60912:264-60912:269. 
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9203130043 Summary of 911114 meeting w/util re substitution of Forged Fittings.list of 
attendees end. 

RAGHAVAN,L. Project Directorate lt-3. 92/03/10. Project Directorate li-3. 28pp. 
60912:144-60912:171. 

9203260156 Forwards safety evaluation accepting proposed changes to tech spec 
bases 3/4.1.1.3 to revise method of determining end-of-cycle moderator temp coeffi¬ 
cient & surveillance requirement limits for primary coolant boron concentration. 
HOOD.D.S. Project Directorate 11-3. 92/03/10. HAIRSTON,W.G. Georgia Power Co. 
6pp. 61093:155-61093:169. 

—9203260166 Safety evaluation accepting proposed end-of-cyc!e moderator temp coeffi¬ 
cient tech spec bases change. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 9pp. 
61093:161-61093:169. 

9203190145 Forwards response to NRC 920309 request to provide specific info in order 
to facilitate NRC response to SECY-92-013 re use of calcon sensors. 

HAIRSTON.W.G. Georgia Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 4pp. 60977:169-60977:172. 

9203230074 Summary of 920206 meeting w/util re plans submitted for power uprate to 
stretch power level of 3,565 MWt rated thermal power.List of attendees end. 
RAGHAVAN.L. Project Directorate 11-3. 92/03/13. Project Directorate 11-3. 42pp. 
61085:231-61085:272. 

9203300088 Forwards amends 50 & 29 to licenses NPF-68 & NPF-81, respectively & 
safety evaluatlon.Amends allow deletion of RHR sys suction valve autoclosure inter¬ 
lock & rev of opening of pressure interlock setpoint 

HOOD.D.S. Project Directorate ii-3. 92/03/16. HAIRSTON.W.G. Georgia Power Co. 
3pp. 61196:001 -61196:018. 

-9203300098 Amends 50 & 29 to licenses NPF-68 & NPF-81 .respectively, allowing de¬ 
letion of RHR sys suction valve autoclosure interlock & rev of opening of pressure 
interlock setpoint 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/16. 9pp. 61196:004-61196:012. 

-9203300102 Safety evaluation supporting amends 50 & 29 to licenses NPF-68 & NPF- 
81,respectively. 

* Office of Nuclear Reador Regulation, Director (Post 870411). 92/03/16. 4pp. 
61196:013-61196:018. 

9203230302 Responds to NRC request for addl info re Calcon sensors. Confirms that 
last failure of diesel generator,attributed to Calcon sensors occurred on 900523,prior 
to last enhancement to calibr procedure. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). Ip. 61071:284-61071:284. 

9203240266 Provides Plant Attribute Library (PAL) 8 Data Point Library (DPL) as re¬ 
quested in Rev 1 to NUREG-1394. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 100pp. 61092:056-61092:185. 

9203310217 Forwards response to NRC 920220 Safety Evaluation & recommendations 
for plant station blackout coping analysis. Plans & schedule for implementing recom¬ 
mendations or justification why recommended action not required also end. 

MCCOY,C.K. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 9pp. 61206:038-61206:046. 

9203310227 Forwards addl documentation re use of forged fittings,per request con¬ 
tained in 920310 summary of 911114 meeting w/NRC. 

MCCOY.C.K. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 81216:058-61216:260. 

-9203310232 Change Notice CN (APP 2J-17-1 to Rev 2 to App 2 Engineering Field 
Procedures,Section 17, "Final Design Verification for Safety-Related Piping Sys" of 
Project Ref Manual. 

* Georgia Power Co. 87/12/08.12pp. 61216:060-61216:071. 

—9203310242 Rev 4 to "Vogtle Finalization Program FP-7” Final Design Verification for 
Safety-Related Piping Sys,incorporating configuration control methods established for 
Unit 2 As- Built Reconcilation Program. 

MARYAK.M.E., AYOOB.A.J. Westinghouse Electric Corp. 87/10/07. 11pp. 61216:072- 
61216:062. 

-9203310250 Rev 1 to “Finalization Program FP-7 - As Built Engineering Walkdown 
Guideline Phases 1 & 2." W/one oversize drawing. 

ABUA.E., HOLTZ,A., FRASER,D.R. Westinghouse Electric Corp. 86/10/03. 145pp. 
61216:083-61216:260. 


Q. Inspection reports, IE Bulletins & correspondence 

9203050023 Forwards initial SALP repts 50-424/91-25 & 50-425/91-25 for 901001- 
910928.Overall plant performance Improved. 

EBNETER.S.D. Region 2 (Post 820201). 91/11/25. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 60790:082-60790:112. 

-9203050030 SALP repts 50-424/91-25 & 50-425/91-25 for 901001-910928. Overall 
plant performance improved. 

* Region 2 (Post 820201). 91/11/25. 28pp. 60790:085-60790:112. 

9203180058 Forwards insp repts 50-424/91-33 & 50-425/91-33 on 911222- 
920125.Violations noted but not cited. 

HERDT.A.R. Region 2 (Post 820201). 92/02/07. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60935:127-60935:148. 

-9203180063 Insp repts 50-424/91-33 & 50-425/91-33 on 911222-920125. Nonclted 
violation noted.Major areas inspected:plant operations,surveillance,maint,ESF sys 
walkdown & review of LERs & followup. 

BONSER.B.R., STARKEY,R.D., BALMAIN,P.A. Region 2 (Post 820201). 92/02/06. 
19pp. 60935:130-60935:148. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203100049 Ack receipt of 920210 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-424/91-32 & 50-425/91-32. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60843:227-60843:229. 

9203180104 Ack receipt of 920213 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-424/91-30 & 50-425/91-30. 

REYES,L.A. Region 2 (Post 820201). 92/02/20. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60936:065-60936:067. 

9202190037 NRC info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203160282 Ack reciept of 920203 Itr re proposed civil penalty against GAP for chemi¬ 
cal additions made at facility.NRC consulted & approved issuance of 920120 NOV & 
proposed imposition of civil penalty. 

SELIN,I. Commissioners (Post 750119). 92/03/04. MCDONALD,R.P. Georgia Power 
Co. Ip. 60932:293-60932:325. 

-9203160289 Forwards response to Oct 1988 notice of violation & civil penalty.Util be¬ 
lieves enforcement action represents inappropriate regulatory action. 

MCDONALD,R.P. Georgia Power Co. 92/02/03. SELIN,I. Commissioners (Post 
750119). 2pp. 60932:294-60932:325. 

9203180062 Forwards MOV program insp repts 50-424/92-01 & 50-425/92-01 on 
920127-31.Violations noted but not clted.Written response requested for three con¬ 
cerns which represent potential deviations from generic Itr 89-10. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/04. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60935:278-60935:300. 

-9203180064 Insp repts 50-424/92-01 & 50-425/92-01 on 920127-31.No violations 
noted.Major areas inspected:program developed In response to NRC generic Itr 89-10, 
"Safety-Related Motor Operated Valve Testing & Surveillance." 

TAYLOR,P„ HUNT.M., SPARKS,S. Region 2 (Post 820201). 92/03/04. 15pp. 
60935:281-60935:300. 

9203230340 Advises of revised schedule for ISI of class 1 vessel nozzles (ASME Sec¬ 
tion XI Code, Category B-D) for unit 2 (unit 1 underway).Insp to be implemented during 
unit 2 outage since timing complies w/ASME Code & offers savings. 

MCCOY.C.K. Georgia Power Co. 92/03/17. Document Control Branch (Documenl 
Control Desk). 13pp. 61091:259-61091:270. 


R. Periodic operating reports & related correspondence 

9203020283 “Vogtle Electric Generating Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jul-Dec 1991." W/920225 Itr. 

MCCOY.C.K. Georgia Power Co. 91/12/31. 58pp. 60789:246-60789:304. 

9203170045 Monthly operating repts for Feb 1992 for Vogtle Electric Generating 
Plant,Units 1 & 2.W/920312 Itr. 

HOOPER,G.L., HAIRSTON.W.G. Georgia Power Co. 92/02/29. 13pp. 60983:307- 
60983:319. 


S. Reportable occurrences, LERs & related correspondence 

9004160137 Forwards list of lessons learned during 900320 site area emergency & rec¬ 
ommended responses re loss of offsite emergency diesel generator 
capability.Supporting documentation end. 

ZECH.G.G. Incident Response Branch. IIT05-156-90. 90/04/03. CHAFFEE,G.G. NRC 
- No Detailed Affiliation Given. 15pp. 61024:012-61024:028. 

-9202190440 Rev 11 to 10003-C, "Manning Shift." W/supporting info. 

* Georgia Power Co. IIT05-002-074-90. 89/05/04. 15pp. 61002:099-61002:162. 

—9202190529 Rev 2 to Generator & Engine Control Panel Functional Test Procedure 
27563-C, “Power & Signal Removal/Replacement Data Sheet." 

* Georgia Power Co. 11x05-002-052-90. 90/03/25. 75pp. 61008:026-61008:100. 
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-9202180577 Rev 0 to T-ENG-90-15, "Unit One Train A DCP 88-V1N0070 Sequencer 
Functional Test." Supporting documentation end. 

HINES,D.W. Georgia Power Co. IIT05-031-90. 90/03/28. 113pp. 61009:153- 
61009:265. 

-9202190622 Rev 12 to Procedure 24614-1, "Safety Features Sequencer Train B 
Analog Channel Operational Test & Channel Caiibr.” Supporting documentation end. 

* Georgia Power Co. IIT05-002-064-90. 89/02/27. 391pp. 61001:043-61002:073. 

-9202190624 Rev 0 to GE-HO-88002-00-001-C, “Continuing Training-RHR Mid-Loop 
Operation.” 

BATE.G.R. Georgia Power Co. 1IT05-020-90. 88/08/09. 8pp. 61007:217-61007:245. 

-9202200361 Rev 8 to Procedure 91704-C, “Actions for Security During Radiological 
Emergency." Supporting documentation end. 

* Georgia Power Co. IIT05-002-085-90. 89/11/30. 35pp. 61002:321-61003:036. 

-9202200450 Rev 2 to Procedure 70030-C, "Traffic & Parking Control." 

* Georgia Power Co. IIT05-002-115-90. 88/11/11. 3pp. 61003:156-61003:192. 

-9202210412 Provides addl info on loss of DHR at PWRs w/partially drained 
RCSs.Calculations indicate that loss of DHR during mid-loop operation two days after 
reactor trip could result in incipient fuel damage in about 1 h. 

ROSENTHAL,J.E. Office for Analysis & Evaluation of Operational Data, Director. 
IIT05-215-90. 87/06/29. HODGES,M.W. Reactor Systems Branch (870411-890826). 
11pp. 61035:032-61035:060. 

-9202210423 Discusses PRA results that appear to be of significant safety importance 
re current exam of need for short term licensing actions following loss of RHR event 
of 870410. Supporting documentation end. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Pre 860720). IIT05- 
225-90. 88/04/04. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 1,265pp. 61035:063-61038:247. 

-9202210452 Rev 5 to 00260-C, “Hazardous Substance & Waste Control.” 

KITCHENS,W. Georgia Power Co. IIT05-002-116-90. 89/10/24. 33pp. 61044:047- 
61044:079. 

-9202210459 "DHR Problems at US PWRs." Supporting documentation end. 
ORNSTEIN.H. Office for Analysis & Evaluation of Operational Data, Director. IIT05- 
189-90. 85/12/31. 392pp. 61030:041-61031:072. 

-9202210467 Transcript of 900419 incident investigation team interview of J Calvo in 
Bethesda.MD.Pp 1-58.Supporting documentation end. 

CALVO,J. NRC - No Detailed Affiliation Given. IIT05-288-90. 90/04/19. 1,321pp. 
81044:095-61047:335. 

-9202210477 Rev 8T to 93240-C, "Reactor Vessel Assembly/Disassembly Instruc¬ 
tions." Supporting documentation end. 

KITCHENS,W. Georgia Power Co. IIT05-2778-90. 90/03/08. 247pp. 61047:336- 
61048:222. 

-9202210488 Rev 5 to 93280-C, "Flux Thimble Withdrawal & Reinsertion For Refuel¬ 
ing." Supporting documentation end. 

KITCHENS,W. Georgia Power Co. IIT05-326-90. 90/02/20. 360pp. 61048:223- 
61049:222. 

-9202240354 Rev 4 to VEGP-17036-1, “Annuciator Response Procedures for ALB 36 
on EAB Panel.” Supporting documentation end. 

* Georgia Power Co. IIT05-277A-90. 89/12/06. 35pp. 61043:257-61044:046. 

-9202240358 Transcript of interview of R Odom.G Mccarley & M Sheibani. Pp 1- 
43.Supporting documentation also encl.W/four oversize drawings & two video cas¬ 
sette tapes. 

ODOM,R. NRC - No Detailed Affiliation Given. IIT05-261-90. 90/04/17. 87pp. 
61042:234-61042:322. 

-9202240415 Informs that transcripts of telcon w/operations ctr re VQgtie event on 
900320 prepared by CASET Assocs,an independent contractor.Supportmg documen¬ 
tation end. 

WEISS,E.W. Division of Operational Assessment (Post 870413). IIT05-350-90. 90/05/ 
31. SIEGEL,C. NRC - No Detailed Affiliation Given. 53pp. 61050:126-61051:245. 

9203180037 PNO-ll-92-015,informs of extensive local media coverage given to Dept of 
Labor proceeding re complaint filed by A Mosbaugh.Former employee claims dis¬ 
charge for raising nuclear safety concerns. 

SPARKS,S. Region 2 (Post 820201). 92/03/11. Ip. 60935:082-60935:082. 

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner. Initially reported on 920115-Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco industries.lnitiaily reported by util on 911010-Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 

9203310224 Special rept:on 920219,revealed that microchip failed on circuit card result¬ 
ing in channels in upper reactor vessel being declared moperable.lnstallation will be 
completed & inoperable channels will be restored to svc by 920415. 

MCCOY,C.K. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 61218:055-61218:056. 


V. Operator Examinations 

9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards 
categorization removed from plan for placement in PDR. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 3pp. 60814:097-60814:122. 

-9203040333 Rev 7 to security training & qualification plan. 

* Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122. 
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F. Security, medical, emergency & fire protection plans 

9203050023 Forwards initial SALP repts 50-424/91-25 & 50-425/91-25 for 901001- 
910928.Overall plant performance improved. 

EBNETER.S.D. Region 2 (Post 820201). 91/11/25. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 60790:062-60790:112. 

-9203050030 SALP repts 50-424/91-25 & 50-425/91-25 for 901001-910926. Overall 
plant performance improved. 

* Region 2 (Post 820201). 91/11/25. 28pp. 60790:085-60790:112. 

9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards 
categorization removed from plan for placement in PDR. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 3pp. 60814:097-60814:122. 

-9203040333 Rev 7 to security training & qualification ptan. 

* Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122. 

9203060092 Forwards Rev 6 to Security Training & Qualification Plan.Rev withheld (ref 
10CFR73.21). 

’ Southern Nuclear Operating Co. 92/03/03. Document Control Branch (Document 
Control Desk). 2pp. 60667:027-60867:028. 

9203180240 Revised EPIPs,including Rev 8 to procedure 91307-C, “Contaminated 
Injury" & Rev 14 to procedure 91704-C, “Actions for Security during Radiological 
Emergency." W/920311 Itr. 

SHIPMAN,W.B. Georgia Power Co. 92/03/11. 34pp. 60992:003-60992:036. 

9203230211 Forwards scenario for 920519-20,annual emergency preparedness 
exercise.W/o end. 

MCCOY,C.K. Georgia Power Co. 92/03/17. RANKIN,W.H. Region 2 (Post 820201). 
2pp. 61077:128-61077:129. 

9203260311 Advises that implementation plan provides basis for acceptable implemen¬ 
tation of emergency response data sys at facility. 

HOOD.D.S. Project Directorate 11-3. 92/03/23. MCCOY,C.K. Georgia Power Co. 2pp. 
61115:109-61115:110. 

9203270263 EPIPs including,Rev 12 to EPIP 91001-C & Rev 12 to EPIP 91702-C.W/ 
920323 itr. 

SHIPMAN,W.B. Georgia Power Co. 92/03/23. 56pp. 61193:303-61193:360. 

9203310236 Rev 14 to emergency plan. 

* Georgia Power Co. 92/03/31. 12pp. 61216:344-61216:355. 


J. Insurance & Indemnity Information 

9203230327 Forwards summary rept of level & source of site property damage insur¬ 
ance coverage as of 920401. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 2pp. 61071:291-61071:292. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203030223 Rev 2 to updated FSAR for Vogtle Electric Generating Plant. W/920226 itr. 
MCCOY,C.K. Georgia Power Co. 92/02/28. 400pp. 60829:233-60832:040. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to alt licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030361 Forwards SE re station blackout rule (S80).10CFR50.63.NRC concurs w/ 

^ sed 4 h SBO coping duration & concludes that SBO proposal for plant conforms 
0 rule.subj to satisfactory resolution of certain items.SAIC-91 /6686 end. 
HOOD.D.S. Project Directorate 11-3. 92/02/20. HAIRSTON,W.G. Georgia Power Co. 
5pp. 60772:207-60772:254. 

-*-9203030365 SER accepting licensee responses & proposed method of dealing w/SBO 
contingent upon receipt of confirmation from licensee within 30 days that recommen¬ 
dations documented in SE will be implemented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/20. 13pp. 
60772:212-60772:224. 

->9109030074 Final Rept SAIC-91/6686, “Technical Evaluation Electric Vogtle Electric 
Generating Plant Units 1 & 2 Station Blackout Evaluation." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-87-029. SAIC-91 /6686. 91/08/22. NRC - No Detailed Affiliation Given. 30pp. 
60772:225-60772:254. 

9203040209 Discusses licensee appeal of L8P-91-21 & NRC response in Order CLI-92- 
03. 

CHILK.S.J. Office of the Secretary of the Commission. 92/02/27. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 6pp. 60793:195-60793:200. 
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9203040265 Advises that util 911219 response to generic Itr 91-11 re resolution of ge¬ 
neric issues 48, “LCOs for Class IE Vital Instrument Buses" & 49, "Interlocks & 
LCOs for Class 1E Tie Breakers” acceptable. 

HOOD.D.S. Project Directorate 11-3. 92/02/27. HAiRSTON.W.G. Georgia Power Co. 
4pp. 60799:310-60799:313. 


9203040073 Application for amends to Licenses NPF-68 & NPF-81 .changing TSs by re¬ 
vising definition of rated thermal power to 3565 MWt & changing value of statistical 
summation of errors in calculation for overtemperature delta trip function. 

MCCOY,C.K. Georgia Power Co. 92/02/28. Document Control Branch (Document 
Control Desk). 14pp. 60846:141-60847:119. 

-9203040077 Proposed TSs revising definition of rated thermal power from 3,411 MWt 
to 3,565 MWt. 

* Georgia Power Co. 92/02/28. 200pp. 60B46:152-60847:119. 

9203090224 Submits addl info re 911118 application for amends to Licenses NPF-68 & 
NPF-81 .changing TS 3.4.4 & 3.4.9.3 re relief valves & cold overpressure protection 
sys, respectively. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60882:265-60882:288. 

-9203090244 Proposed changes to TS 3.4.4, “Relief Valves” & 3.4.9.3. “Cold Over¬ 
pressure Protection Sys." 

* Georgia Power Co. 92/03/02. 22pp. 60882:267-60882:288. 

9203190217 Application for amends to Licenses NPF-68 & NPF-81,changing TS in re¬ 
sponse to Generic Ltr 89-10 to relocate procedural details of radiological effluent TS 
to ODCM & process control program.Draft ODCM & process control program enci. 
MCCOY,C.K. Georgia Power Co. 92/03/04. Document Control Branch (Document 
Control Desk). 18pp. 61090:266-61091:242. 

-9203190220 Proposed TS deleting Tables 3.3.9 re radioactive liquid effluent monitoring 
instrumentation & 4.3.5 re radioactive liquid effluent monitoring instrumentation surveil¬ 
lance requirements. 

* Georgia Power Co. 92/03/04. 83pp. 61090:281-61091:001. 

-9203190222 "Draft, "ODCM for Vogtle Electric Generating Plant." 

* Georgia Power Co. 91/12/31. 125pp. 61091:002-61091:221. 

-9203190228 Rev 3 to "Vogtle Electric Generating Plant Process Control Program.” 

* Georgia Power Co. 92/03/04. 21pp. 61091:222-61091:242. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic Itr 92-01 to ail holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203130273 Forward request for addl info re current status & results of previously iden¬ 
tified plans & commitments re diesel generator instrumentation.Response requested 
by 920312. 

HOOD.D.S. Project Directorate 11-3. 92/03/09. HAIRSTON.W.G. Georgia Power Co. 
6pp. 60912:264-60912:269. 


9203130043 Summary of 911114 meeting w/util re substitution of Forged Fittings.List of 
attendees end. 

RAGHAVAN.L. Project Directorate 11-3. 92/03/10. Project Directorate 11-3. 28pp. 
60912:144-60912:171. 


9203260156 Forwards safety evaluation accepting proposed changes to tech spec 
bases 3/4.1.1.3 to revise method of determining end-of-cycle moderator temp coeffi¬ 
cient & surveillance requirement limits for primary coolant boron concentration. 
HOOD.D.S. Project Directorate 11-3. 92/03/10. HAIRSTON.W.G. Georgia Power Co. 
8pp. 61093:155-61093:169. 

-9203260166 Safety evaluation accepting proposed end-of-cycle moderator temp coeffi¬ 
cient tech spec bases change. 

* Office of Nuclear Reactor Regulation, Director (Post 670411). 92/03/10. 9pp. 
61093:161-81093:169. 

9203160295 Confirms 920304 conversation re detailed CR design review open items 
completed for Unit 1 during last outage. Remaining CR design review items for Unit 2 
will be completed by end of second refueling outage. 

HAIRSTON.W.G. Georgia Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). Ip. 60969:309-60969:309. 

9203190149 Confirms 920304 teicon w/D Hood re completion of DCRDR open items.AII 
remaining items will be completed prior to end of second refueling outage,which 
began on 920309.0nly remaining item is instrument striping. 

HAIRSTON.W.G. Georgia Power Co. 92/03/12. Document Control Branch (Document 
Control Desk). Ip. 60977:162-60977:162. 

9203190145 Forwards response to NRC 920309 request to provide specific info in order 
to facilitate NRC response to SECY-92-013 re use of calcon sensors. 

HAiRSTON.W.G. Georgia Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). 4pp. 60977:169-60977:172. 

9203230074 Summary of 920206 meeting w/util re plans submitted for power uprate to 
stretch power level of 3,565 MWt rated thermal power.List of attendees enci. 
RAGHAVAN.L. Project Directorate 11-3. 92/03/13. Project Directorate 11-3. 42pp. 
61085:231-61085:272. 

9203300088 Forwards amends 50 & 29 to licenses NPF-68 & NPF-81, respectively & 
safety evaluation.Amends allow deletion of RHR sys suction valve autoclosure inter¬ 
lock & rev of opening of pressure interlock setpoint. 

HOOD.D.S. Projecl Directorate li-3. 92/03/16. HAIRSTON.W.G. Georgia Power Co. 
3pp. 61196:001-61196:018. 


-9203300102 Safety evaluation supporting amends 50 & 29 to licenses NPF-68 & NPF- 
81,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/16. 4pp. 
61196:013-61196:018. 


9203230302 Responds to NRC request for addi info re Calcon sensors. Confirms that 
last failure of diesel generator.attributed to Calcon sensors occurred on 900523,prior 
to last enhancement to calibr procedure. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). Ip. 61071:284-61071:284. 

9203230322 Advises of possible delay in replacing Inconel 600 plugs w/ 690 mechani¬ 
cal plugs at next outage due to Westinghouse tooling configuration.Plugs to be re¬ 
placed by 1993 outage per WCAP-12244,Rev 3,Addendum 2. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Documenl 
Control Desk). Ip. 61077:347-61077:347. 

9203240266 Provides Plant Attribute Library (PAL) & Data Point Library (DPL) as re¬ 
quested in Rev 1 to NUREG-1394. 

MCCOY.C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 100pp. 61092:056-61092:185. 

9203310217 Forwards response to NRC 920220 Safety Evaluation & recommendations 
for plant station blackout coping analysis. Plans & schedule for implementing recom¬ 
mendations or justification why recommended action not required also end. 

MCCOY CK. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 9pp. 61206:038-61206:046. 

9203310227 Forwards addl documentation re use of forged fittings,per request con¬ 
tained in 920310 summary of 911114 meeting w/NRC. 

MCCOY.C.K. Georgia Power Co. 92/03/26. Document Control Branch (Document 
Control Desk). 2pp. 61216:058-61216:260. 

-9203310232 Change Notice CN (APP 2)-17-1 to Rev 2 to App 2 Engineering Field 
Procedures,Section 17, “Final Design Verification for Safety-Related Piping Sys” of 
Project Ref Manual. 

* Georgia Power Co. 87/12/08. 12pp. 61216:060-61216:071. 

-9203310242 Rev 4 to "Vogtle Finalization Program FP-7" Final Design Verification for 
Safety-Related Piping Sys.incorporating configuration control methods established lor 
Unit 2 As- Built Reconcilation Program. 

MARYAK.M.E., AYOOB.A.J. Westinghouse Electric Corp. 87/10/07. 11pp. 61216:072- 
61216:082. 


-9203310250 Rev 1 to "Finalization Program FP-7 - As Built Engineering Walkdown 
Guideline Phases 1 & 2." W/one oversize drawing. 

ABUA.E., HOLTZ,A., FRASER.D.R. Westinghouse Electric Corp. 86/10/03. 145pp. 
61216:083-61216:260. 


Q. Inspection reports, IE Bulletins & correspondence 


9203050023 Forwards initial SALP repts 50-424/91-25 & 50-425/91-25 for 901001- 
910928.Overa!l plant performance improved. 

EBNETER.S.D. Region 2 (Post 820201). 91/11/25. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 60790:082-60790:112. 

-9203050030 SALP repts 50-424/91-25 & 50-425/91-25 for 901001-910928. Overall 
plant performance improved. 

* Region 2 (Post 820201). 91/11/25. 28pp. 60790:085-60790:112. 

9203180058 Forwards insp repts 50-424/91-33 & 50-425/91-33 on 911222- 
920125.Violations noted but not cited. 

HERDT.A.R. Region 2 (Post 820201). 92/02/07. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60935:127-60935:148. 


-9203180063 Insp repts 50-424/91-33 & 50-425/91-33 on 911222-920125. Noncited 
violation noted.Major arees inspected-.plant operations,surveillance,maint.ESF sys 
walkdown & review of LERs 8 followup. 

BONSER.B.R., STARKEY,R.D., BALMAIN,P.A. Region 2 (Post 820201). 92/02/06. 
19pp. 60935:130-60935:148. 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppi 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


9203100049 Ack receipt of 920210 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-424/91-32 & 50-425/91-32. 

HERDT.A.R. Region 2 (Post 820201). 92/02/19. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60843:227-60843:229. 


9203180104 Ack receipt of 920213 Itr informing NRC of steps taken to correct vlolalions 
noted in insp repts 50-424/91-30 & 50-425/91-30. 

REYES,L.A. Region 2 (Post 820201). 92/02/20. HAIRSTON.W.G. Georgia Power Co. 
3pp. 60936:065-60936:067. 


9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60638:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


-9203300098 Amends 50 & 29 to licenses NPF-68 & NPF-81 .respectively, allowing de¬ 
letion of RHR sys suction valve autociosure interlock & rev of opening of pressure 
interlock setpoint. 

MATTHEWS,D.B. Project Directorate 11-3. 92/03/16. 9pp. 61196:004-61196:012. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 
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9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu- DOCKET STN-50-437 FLOATING NUCLEAR PLANT 

clear Power Plants in Response to Generic Ur 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 

Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. A. Appllcatlon/constructlon stage documents & correspondence 


9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203160282 Ack reciept of 920203 Itr re proposed civil penalty against GAP for chemi¬ 
cal additions made at facility.NRC consulted & approved issuance of 920120 NOV 8 
proposed imposition of civil penalty. 

SELIN,I. Commissioners (Post 750119). 92/03/04. MCDONALD,R.P. Georgia Power 
Co. Ip. 60932:293-60932:325. 


-9203160289 Forwards response to Oct 1988 notice of violation & civil penalty.Util be¬ 
lieves enforcement action represents inappropriate regulatory action. 

MCDONALD,R.P. Georgia Power Co. 92/02/03. SELIN,I. Commissioners (Post 
750119). 2pp. 60932:294-60932:325. 


9106270324 Suppl 4 to Generic Ur 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203180062 Forwards MOV program insp repts 50-424/92-01 & 50-425/92-01 on 
920127-31.Violations noted but not cited.Written response requested for three con¬ 
cerns which represent potential deviations from generic Itr 89-10. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/04. HAIRSTON,W.G. Georgia Power Co. 
3pp. 60935:276-60935:300. 

-9203180064 Insp repts 50-424/92-01 & 50-425/92-01 on 920127-31.No violations 
noted.Major areas inspected:program developed in response to NRC generic Itr 89-10, 
“Safety-Related Motor Operated Valve Testing & Surveillance." 

TAYLOR,P„ HUNT.M., SPARKS.S. Region 2 (Post 820201). 92/03/04. 15pp. 
60935:281-60935:300. 

9203230340 Advises of revised schedule for ISI of class 1 vessel nozzles (ASME Sec¬ 
tion XI Code, Category B-D) for unit 2 (unit 1 underway).!nsp to be implemented during 
unit 2 outage since timing complies w/ASME Code & offers savings. 

MCCOY,C.K. Georgia Power Co. 92/03/17. Document Control Branch (Document 
Control Desk). 13pp. 61091:259-61091:270. 


R. Periodic operating reports & related correspondence 


9203020283 "Vogtle Electric Generating Plant Units 1 & 2 Semiannual Radioactive Ef¬ 
fluent Release Rept,Jul-Dec 1991." W/920225 Itr. 

MCCOY,C.K. Georgia Power Co. 91/12/31. 58pp. 60789:246-60789:304. 

9203170045 Monthly operating repts for Feb 1992 for Vogtle Electric Generating 
Plant,Units 1 & 2.W/920312 Itr. 

HOOPER,G.L., HAIRSTON,W.G. Georgia Power Co. 92/02/29. 13pp. 60983:307- 
80983:319. 


S. Reportable occurrences, LERs & related correspondence 

9203090192 Special Rept 2-92-1 :on 920205,DG 28 declared inoperable due to negative 
reactive power.Cause undetermined.Engine being tested each wk while monitoring 
equipment connected to capture any info useful in investigation of cause. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60863:001-60863:002. 

9203180037 PNO-II-92-015,informs of extensive focal media coverage given to Dept of 
Labor proceeding re complaint filed by A Mosbaugh.Former employee claims dis¬ 
charge for raising nuclear safety concerns. 

SPARKS.S. Region 2 (Post 820201). 92/03/11. Ip. 60935:082-60935:082. 

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
llner.lnitially reported on 920115.Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industrles.initiaily reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
670413). 14pp. 61209:196-61209:211. 

9203310233 LER 92-002-00:on 920309,125 volt switchgear trouble alarms began to 
Intermittently annunuciate in CR.Caused by cognitive personnel error.Personnel 
counseled.Operator training will be enhanced.W/920327 Itr. 

SHEIBANI.M., MCCOY,C.K. Georgia Power Co. 92/03/27. 4pp. 61225:176-61225:179. 


V. Operator Examinations 


9203040330 Forwards Rev 7 to nuclear security training & qualification plan.Safeguards 
categorization removed from plan for placement in PDR. 

MCCOY,C.K. Georgia Power Co. 92/03/02. Document Control Branch (Document 
Control Desk). 3pp. 60814:097-60814:122. 

-9203040333 Rev 7 to security training & qualification plan. 

* Georgia Power Co. 92/02/29. 23pp. 60814:100-60814:122. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/constructlon stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re Individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associete Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050265 Notification of 920319 meeting w/utii in Rockville,MD to discuss licensee 
overview of status of plant. 

THADANI.M.C. Project Directorate il-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/02. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 60806:290-60806:292. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 



186 DOCKETED ITEMS 


9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per i0CFR50,app 8. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of Ols or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(Q. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-81085:012. 

9203120261 Notifies of 920317 meeting w/util in Rockviife.MD to discuss licensee task 
team results re problems predicting axial flux difference. 

WHARTON.L.R. Project Directorate 111-3. 92/03/06. HANNON,J.N. Project Directorate 
111-3. 3pp. 60895:199-60895:201. 

9203120302 Notification of 920316 meeting w/util in Rockville,MD to discuss technical 
approach to developing individual plant exam plan & proposed submittal. 

WHARTON,L.R. Project Directorate 111-3. 92/03/06. HANNON,J.N. Project Directorate 
ill-3. 2pp. 60895:073-60895:074. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030042 Forwards insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/14. NAUMAN,D.A. Tennessee Valley Au¬ 
thority. 4pp. 60753:132-60753:143. 

-9203030048 Insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No violations 
noted.Major areas inspected:maint program implementation & licensee actions on pre¬ 
viously identified items. 

KLEINSORGE.W.P., COLEY,J.U, BLAKE,J.J. Region 2 (Post 820201). 92/02/14. 8pp. 
60753:136-60753:143. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100167 Forwards insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 & 
920203-05.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60844:302-60844:328. 

-9203100173 Insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 & 920203-05.No 
violations or deviations noted.Major areas inspected:deferra! program,status of site ac¬ 
tivities, including preparation for possible const restart. 

LITTLE,W.S., BARR.K.P. Region 2 (Post 820201). 92/02/27. 24pp. 60844:305- 
80844:328. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 68-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203050265 Notification of 920319 meeting w/util in Rockville,MD to discuss licensee 
overview of status of plant. 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/03/02. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc¬ 
torate) (Post 900603). 3pp. 60806:290-60806:292. 

9203060078 Forwards planned changes in Employee Concerns Special Program Cor¬ 
rective Action Tracking Document closure process for expedited review,per 920107 
discussion. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). 9pp. 60867:001-60867:009. 

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual 
update,rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley 
Authority. 6pp. 60935:121-60935:126. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


H. General correspondence 

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power 
& that effective immediately,OD Kingsley will provide oversight of Nuclear Power ac¬ 
tivities & will act as senior nuclear officer. 

KINGSLEY,O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch 
(Document Control Desk). Ip. 60840:351-60840:351. 

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed 
to Senior Vice President,Nuclear Power at Chattanooga,TN office despite recent 
change in mgt. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch 
(Document Control Desk). 2pp. 60852:259-60852:260. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030042 Forwards insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No viola¬ 
tions or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/02/14. NAUMAN.D.A. Tennessee Valley Au¬ 
thority. 4pp. 60753:132-60753:143. 

-9203030048 Insp repts 50-438/92-01 & 50-439/92-01 on 920113-17.No violations 
noted.Major areas inspected:maint program implementation & licensee actions on pre¬ 
viously identified items. 

KLEINSORGE.W.P., COLEY,J.L., BLAKE,J.J. Region 2 (Post 820201). 92/02/14. 8pp. 
60753:136-60753:143. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 
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9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ur 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203100167 Forwards insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 & 
920203-05.No violations or deviations noted. 

WILSON,B.A. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley 
Authority. 3pp. 60844:302-60844:328. 

-9203100173 Insp repts 50-438/92-02 & 50-439/92-02 on 920113-17 & 920203-05.No 
violations or deviations noted.Major areas inspected:deferral program,status of site ac¬ 
tivities, including preparation for possible const restart. 

LITTLE,W.S., BARR.K.P. Region 2 (Post 820201). 92/02/27. 24pp. 60844:305- 
60844:328. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports & related correspondence 

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in¬ 
cluding trends & initiatives for util fitness-for-duty program. 

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch 
(Document Control Desk). 19pp. 60857:148-60857:171. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 

9203100033 Rev 0 to “Evaluation of Flaw tndication(s) in Perry FW Nozzle to Safe-End 
Welds Extrapolated beyond RFO-3." 

THORNTON,H.S. Cleveland Electric Illuminating Co. 92/02/14. 19pp. 


F. Security, medical, emergency & fire protection plans 

9203050090 Forwards Change 1 to Rev 16 of Security Plan.Change 1 withheld (ref 
10CFR73.21). 

LYSTER.M.D. Centerior Energy. 92/03/02. Document Control Branch (Document 
Control Desk). Ip. 60852:096-60852:096. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technica! rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 

-9203300198 Trip rept of 911119 visit to Perry Nuclear Power plant to obtain addl info 
on use of Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/12/18. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 12pp. 61122:019- 
61122:030. 

9203260306 Advises that implementation plan provides basis for acceptable implemen¬ 
tation of emergency response data sys (ERDS) at faciiity.Testing phase of ERDS im¬ 
plementation involves all licensees testing w/NRC contractor. 

HALL.J.R. Project Directorate ill-3. 92/03/20. LYSTER.M.D. Cleveland Electric Illumi¬ 
nating Co. 2pp. 61115:107-61115:108. 


9203110041 NRC Staff answer in opposition to applicant motion for summary disposi¬ 
tion & NRC Staff cross motion for summary disposition.* NRC requests that motion 
for disposition on bedrock legal issue be denied.W/Certificate of Svc. 

HOM.S.R. Office of the Generat Counsel (Post 860701). #192 12679. 92/03/09. 
Atomic Safety & Licensing Board Panel. 35pp. 60850:033-60850:072. 

9203110062 Brief of American Municipal Power-Ohio.Inc in opposition to applicants 
motion for summary disposition ft cross-motion for summary disposition.* Requests 
that ASLB reject applicants request & terminate proceeding.W/Certificate of Svc. 
STRAUSS,S.H. American Municipal Power-Ohio, Inc. STRAUSS,S.H. Spiegel & 
McDiarmid. #192 12673. 92/03/09. Atomic Safely & Licensing Board Panel. 44pp. 
60850:115-60850:158. 

9203110073 Alabama Electric Cooperative combined cross-motion for summary disposi¬ 
tion & response to applicants motion for summary disposition.* Applicants request for 
further hearing should be denied.W/Certificate of Svc. 

MACGUINEAS.D.B., BOSKEY.B., KLEIN,M. Alabama Electric Cooperative, Inc. #192 
12677. 92/03/09. Atomic Safety & Licensing Board Panel. 30pp. 60850:159- 
60850:188. 

9203120298 Response of DOJ to applicant motion for summary disposition.* Urges 
ASLB to resolve bedrock legal issue in negative ft concludes that Commission pos¬ 
sess legal authority to retain license conditions.W/Certificate of Svc. 
SCHECHTER.M.C., FONES.R.W., URBAN,J.R. Justice, Dept. of. #192 12682. 92/03/ 
09. Atomic Safety & Licensing Board Panel. 21pp. 60886:021-60888:041. 

9203200266 Applicants motion to amend summary disposition schedule.* Applicants re¬ 
quest that motion to amend summary disposition schedule be granted.W/Certificate of 

CHARNOFF.D.B. Ohio Edison Co. CHARNOFF.D.B. Shaw, Pittman, Potts & Trow¬ 
bridge. MURPHY,J.P. Cleveland Electric Illuminating Co. #192 12712. 92/03/18. 
Atomic Safety & Licensing Board Panel. 6pp. 60976:302-60976:307. 

9203200298 Order.* (scheduling oral argument on parties summary disposition 
filings).Board prefers to hear argument from one counsel for each util.W/Certificate of 
Svc.Served on 920319. 

MILLER,M.E. Atomic Safety & Licensing Board Panel. #192 12713. 92/03/19. Ohio 
Edison Co. 4pp. 60977:001-60977:004. 

9203260032 Order (ruling on applicants motion to amend summary disposition schedule 
& rescheduling oral argument on parties summary disposition filings).* Applicants 
motion granted in part.Certificate of Svc encl.Served on 920320. 

MILLER,M.E. Atomic Safety & Licensing Board Panel. #192 12717. 92/03/20. Ohio 
Edison Co. 5pp. 61084:258-61084:262. 

9203110028 Motion for summary disposition of intervenor.city of Cleveland,OH & 
answer in opposition to applicant motion for summary disposition.* City of 
Cleveland,OH & applicant motions should be denied.W/Certificate of Svc. 
GOLDBERG,R., STROTHER,C.D. Ohio, State of. GOLDBERG.R. Goldberg, Fieldman 
& Hjelmfelt. #192 12674. 92/03/31. Atomic Safety & Licensing Board Panel. 101pp. 
60849:286-60850:025. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203030433 Forwards SE & TER in response to generic ltr 88-01, “NRC Position on 
IGSCC in BWR Austenitic Stainless Steel Piping.” 

HALL.J.R. Project Directorate 111-3. 92/02/10. LYSTER.M.D. Cleveland Electric Illumi¬ 
nating Co. 3pp. 60761:336-60782:018. 

-9203030436 Safety evaluation accepting response to NRC generic ltr 88-01, "NRC Po¬ 
sition on IGSCC in BWR Austenitic Stainless Steel Piping.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/10. 4pp. 
60781:339-60781:342. 


G. Adjudicatory correspondence 

9203200241 Memorandum & order (ruling on intervention petition).* Advises that peti- 
lloners SL Hiatt & Ohio Citizens for Responsible Energy,Inc lack sufficient interest to 
intervene In proceeding.W/Certificate of Svc.Served on 920319. 

MOORE,T.S., COLE.R.F., KELBER.C.N. Atomic Safety & Licensing Board Panel. #192 
12715. 92/03/16. Ohio Citizens for Responsible Energy. HIATT,S.L. Affiliation Not As¬ 
signed. 28pp. 60977:005-60977:032. 


J. Insurance ft Indemnity Information 

9203100177 Forwards listing of nuclear property insurance coverage, detailing 
insurers,policy numbers & coverage limits. 

EDELMAN.M.R. Centerior Energy. 92/03/02. Document Control Branch (Document 
Control Desk). 2pp. 60898:341-60898:342. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 

9203110067 Rev 4 to updated FSAR for Perry Nuclear Ptant.W/920305 ltr. 
LYSTER.M.D. Centerior Energy. 92/03/05. 450pp. 60951:089-60953:166. 


M. Antitrust correspondence 


-8909150234 Final "Technical Evaluation Rept on Response From Cleveland Electric 
Illuminating Co to Generic Ltr 88-01 Pertaining to Perry Nuclear Power Plant." 

BATES,R.C. Viking Systems International. NRC-03-87-026. 89/08/31. NRC - No De¬ 
tailed Affiliation Given. 38pp. 60781:343-60782:018. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARfLOW.J.G. Associate Director tor Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090473 Requests exemption from requirements of 10CFR70.24, “Criticality Acci¬ 
dent Requirements.” Attachment 1 contains discussion of basis for reinstating exemp¬ 
tion. 

LYSTER.M.D. Centerior Energy. 92/02/28. Document Control Branch (Document 
Control Desk). 17pp. 60883:150-60883:170. 

9203100048 Application for amend to License NPF-58,revising TS 3.3.7.1, "Radiation 
Monitoring Instrumentation" to remove requirement for fuel pool criticality monitors 
from Tables 3.3.7.1-1 & 4.3.7.1-1. 

LYSTER.M.D. Centerior Energy. 92/02/28. Document Control Branch (Document 
Control Desk). 9pp. 60893:098-60893:112. 

-9203100054 Proposed Tech Spec 3.3.7.1, “Radiation Monitoring Instrumentation.” 

* Centerior Energy. 92/02/28. 6pp. 60893:107-60893:112. 


_Order CLI-92-06.* Ohio Edison Co motion for reconsideration of CLI-91- 

15,requesting that Commission vacate order & allow proceedings to continue the 
same as prior to suspension, denied.W/Certificate of Svc.Served on 920305. 
CHILK.S.J. Office of the Secretary of the Commission. #192 12660. 92/03/05. Ohio 
Edison Co. 11pp. 60832:054-60832:064. 


9203100021 Informs of util activities to expedite onsite engineering reviews during 
outage 3,especially insp of cracks in FW nozzles.Summary technical rept, "Evaluation 
of Flaw Indication(s) in Perry FW Nozzle to Safe-End...” enci. 

LYSTER.M.D. Centerior Energy. 92/03/04. Document Control Branch (Document 
Control Desk). 3pp. 60899:315-60899:336. 



188 DOCKETED ITEMS 


-9203100033 Rev 0 to "Evaluation of Flaw Indications in Perry FW Nozzle to Safe-End 
Welds Extrapolated beyond RFO-3." 

THORNTON,H.S. Cleveland Electric Illuminating Co. 92/02/14. 19pp. 60899:318- 
60899:336. 

9203030209 Generic Ur 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180261 Forwards amend 40 to license NPF-58 & safety evaluation. Amend revises 
TS section 5.3.2 control rod assemblies to allow use of control rod designs employing 
hafnium metal as neutron absorbing matl. 

HALL.J.R. Project Directorate 111-3. 92/03/11. LYSTER.M.D. Cleveland Electric Illumi¬ 
nating Co. 3pp. 60977:184-60977:193. 

-9203180268 Amend 40 to license NPF-58,revising TS Section 5.3.2 to allow use of 
control rod designs employing hafnium metal as neutron absorbing matf. 

HALL.J.R. Project Directorate 111-3. 92/03/11. 5pp. 60977:187-60977:191. 

-9203180273 Safety evaluation supporting amend 40 to license NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 2pp. 
60977:192-60977:193. 

9203240049 Application for amend to License NPF-58,changing TS 3.3.7.4-1 re remote 
shutdown sys controls to remove line item for controls to RCIC pump discharge to 
lube oil cooler valve. 

LYSTER.M.D. Centerior Energy. 92/03/16. Document Control Branch (Document 
Control Desk). 6pp. 61117:345-61117:351. 

-9203240053 Proposed TS 3.3.7.4-1 re remote shutdown sys controls. 

* Centerior Energy. 92/03/16. Ip. 61117:351-61117:351. 

9203250132 Application for amend to License NPF-58,revising TSs to incorporate mis¬ 
cellaneous technical & administrative changes. 

LYSTER.M.D. Centerior Energy. 92/03/19. Document Control Branch (Document 
Control Desk). 17pp. 61099:254-61099:288. 

-9203250135 Proposed Tech Specs re miscellaneous technical & administrative 
changes. 

* Centerior Energy. 92/03/19.18pp. 61099:271-61099:288. 

9203300168 Forwards amend 41 to license NPF-58 & safety evaluation. Amend speci¬ 
fies exceptions to TS 4.0.4 for IRMs & SRMs when performing plant shutdowns from 
operational condition 1. 

HALL.J.R. Project Directorate 111-3. 92/03/20. LYSTER.M.D. Cleveland Electric Illumi¬ 
nating Co. 2pp. 61167:319-61167:338. 

-9203300174 Amend 41 to license NPF-58,specifying exceptions to TS 4.0.4 for IRMs 
& SRMs when performing plant shutdowns from operational condition 1. 

HALL.J.R. Project Directorate 111-3. 92/03/20.13pp. 61167:321-61167:333. 

-9203300175 Safety evaluation supporting amend 41 to license NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp. 
61167:334-81167:338. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60836:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants In Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060042 Advises that no changes to initial SALP rept necessary & rept considered 
to be final,per 920221 meeting & 920207 comments.Final SALP 11 rept 50-440/91-01 
meeting summary & licensee 920207 response Itr end. 

DAVIS,A.B. Region 3 (Post 820201). 92/02/28. LYSTER.M.D. Centerior Service Co. 
LYSTER.M.D. Cleveland Electric Illuminating Co. 6pp. 60803:205-60803:212. 


9203060101 Responds to 920228 meeting w/augmented insp team on cause of ulti¬ 
mate heat sink on 920121.Caused by failure to comply w/ work control 
program.Corrective actionsrimproved training & mgt oversight on work control & li¬ 
cense adherence programs. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/02/28. Document Control Branch 
(Document Control Desk). 11pp. 60867:174-60867:184. 

9202250331 NRC info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203240008 Forwards safety insp rept 50-440/92-02 on 920113-0227 & notice of 
violation.Violations of concern because plant operators failed to use existing plant pro¬ 
cedures & as result,events w/potential for reactor scram occurred. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. LYSTER.M. Centerior Service 
Co. 3pp. 61053:001-61053:028. 

-9203240010 Notice of violation from insp on 920113-0227.Violations noted:on 
920115,operators failed to implement written inslruction resulting in valve lineup error 
which caused loss of instrument air to outboard main steam valves. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/13. 2pp. 61053:004-61053:005. 

-9203240013 Insp rept 50-440/92-02 on 920113-0227.Violations noted. Major areas 
inspected:LER followup,previously identified items,surveillance observations,maint ob¬ 
servations, operational safety verification & event followup. 

LANKSBURY.R.D. Region 3 (Post 820201). 92/03/12. 23pp. 61053:006-61053:028. 


R. Periodic operating reports & related correspondence 


9203040105 "Annual Rept Jan-Dec 1991 Perry Nuclear Power Plant." W/920228 Itr. 
LYSTER.M.D. Centerior Energy. 91/12/31. 9pp. 60802:194-60802:202. 

9203230230 “Annual Occupational Radiation Exposure Rept Personnel Whole Body Ex¬ 
posure for CY91." W/920318 Hr. 

LYSTER.M.D. Centerior Energy. 91/12/31. 2pp. 61077:205-61077:206. 

9203020275 Forwards “Eighteenth Quarterly Rept,Cleveland Electric Illuminating Seis¬ 
mic Monitoring Network,Apr-Sept 1991." 

LYSTER.M.D. Centerior Energy. 92/02/27. Document Control Branch (Document 
Control Desk). 8pp. 60817:141-60817:200. 

-9203020276 “Eighteenth Quarterly Rept,Cleveland Electric Illuminating Seismic Moni¬ 
toring Network,Apr-Sept 1991." 

' Weston Geophysical Corp. 91/09/30. 48pp. 60817:149-60817:200. 

9203050162 Forwards semiannual fitness for duty rept Jul-Dec 1991. 

LYSTER.M.D. Centerior Energy. 92/02/27. Document Control Branch (Document 
Control Desk). 5pp. 60826:318-60826:322. 

9203030331 Fowards Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991 & 
dose & curie corrections for 1988-1990. 

LYSTER.M.D. Centerior Energy. 92/02/28. Document Control Branch (Document 
Control Desk). Ip. 60797:144-60797:227. 

-9203030333 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." 

* Centerior Energy. 91/12/31. 91pp. 60797:145-60797:216. 

-9203030388 Dose & curie corrections for 1988-1990. 

* Centerior Energy. 90/12/31. 12pp. 60797:217-60797:227. 

9203160253 Monthly operating rept for Feb 1992 for Perry Nuclear Power Plant,Unit 
1.W/920313 Itr. 

HEGRAT.H.L., LYSTER.M.D. Centerior Energy. 92/02/29. 6pp. 80969:326-60969:331. 

9203170017 Forwards annual rept of 10CFR50.59 safety evaluations for 1991 summa¬ 
rizing total of 217 safety evaluations. 

LYSTER.M.D. Centerior Energy. 92/03/11. Document Control Branch (Document 
Control Desk). 150pp. 60976:001-60976:223. 


S. Reportable occurrences, LERs & related correspondence 


9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner.lniiially reported on 920115.Caused by liner/ block fit & localized mall 
microstructure.AI! drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203240247 PNO-lll-92-013:on 920315,earthquake occurred in northern Ohio & plant 
seismic instrumentation recorded earthquake estimated at 3.5 magnitude on Richter 
scale.No damage observed at plant.Licensee notified State of OH. 

LANKSBURY.R., KNOP.R. Region 3 (Post 820201). 92/03/16. 2pp. 61056:273- 
61056:274. 


9203250058 LER 91-024-01 :on 911204,loss of emergency svc water sys loop occurred 
due to inadvertent isolation of keepfill sys.Caused by personnel error.Valve 1P45- 
F720A required valve position changed to locked open.W/920320 Itr. 

HEGRAT.H.L., LYSTER.M.D. Centerior Energy. 92/03/20. 5pp. 61120:277-61120:281. 

9203280215 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-016A 
re fiberglass auxiliary circulating water line failure on 911222.AII significant issues ad¬ 
dressed. Detailed description of final mods requested. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/20. LYSTER.M. Centerior Energy. 2pp. 
61165:099-61165:100. 
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V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ttr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Appllcatlon/con8truction stage documents & correspondence 

9106270324 Suppl 4 to Generic Ur 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


F. Security, medical, emergency & fire protection plans 

9203300186 Forwards trip rept re 920303 request for add! technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 


H. General correspondence 

9203230124 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses & requests that Perry unit 2 be included within scope of pro¬ 
posed rulemaking. 

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 92/03/16. Docketing & Services 
Branch. 3pp. 60984:315-60984:317. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:165. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Dralndown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060042 Advises that no changes to initial SALP rept necessary & rept considered 
to be final,per 920221 meeting & 920207 comments.Final SALP 11 rept 50-440/91-01 
meeting summary & licensee 920207 response itr end. 

DAVIS,A.B. Region 3 (Post 820201). 92/02/28. LYSTER.M.D. Centerior Service Co. 
LYSTER.M.D. Cleveland Electric Illuminating Co. 6pp. 60803:205-60803:212. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9203090290 Forwards partially withheld safeguards tnsp Rept 50-443/92-04 on 920210- 
14.No violations noted.lnsp rept partially withheld (ref 10CFR2.790). 

JOYNER,J.H. Region 1 (Post 820201). 92/02/28. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 60852:243-60852:256. 

-9203090295 Partially withheld safeguards Insp Rept 50-443/92-04 on 920210-14.No 
violations noted.Major areas inspected: fitness-for-duty program & security program 
open items,mgt support & security program plans. 

ALBERT,R.J., KEiMIG.R.R. Region 1 (Post 820201). 92/02/27. 8pp. 60652:256- 
60852:256. 

9203240032 Forwards safety insp rept 50-443/92-03 on 920128-0302. Overall,insp 
found that facility operated safely.fncorrect TS surveillance value for RHRP flow war¬ 
rants mgt attention. 

LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 61053:098-61053:121. 

-9203240037 Safety insp rept 50-443/92-03 on 920128-0302.No violations noted.Major 
areas inspected:piant operations,radiological controls.maint/ 

surveillance,security,EP,engineering/ techncial support & safety asssessment/quaiity 
verification. 

LAZARUS,W.J. Region 1 (Post 820201). 92/03/17. 18pp. 61053:104-61053:121. 


G. Adjudicatory correspondence 

9203050051 Comments of State of New Hampshire re NHRERP sheltering & LBP-90- 
12.* Concurs w/ASLB request for further guidance from ASLBP re implementation of 
sheltering provisions which are part of NHRERP.W/svc list. 

HUNTINGTON,G.M. New Hampshire, State of. #192 12629. 90/05/28. 6pp. 
60791:111-60791:116. 


H. General correspondence 

9203130125 Responds to 920212 request for copy of NRC investigation of J Wampler 
allegations concerning plant.Rept contains info exempt under FOIA & privacy act.W/o 
encl. 

WILLIAMS,D.C. Office of the Inspector General (Post 690417). 92/02/12. 
RUDMAN.W.B. Senate. Ip. 60931:027-60931:028. 

9203190047 Lists organizational changes that will take place at plant. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/10. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 60990:345-60990:346. 


JL Insurance & Indemnity Information 

9203260236 Forwards listing of onsite nuclear property insurance coverage at facility as 
of 920401. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 61165:048-61165:051. 


M. Antitrust correspondence 

9203250130 Requests reevaluation of notice finding of no “significant changes’* in ac¬ 
tivities of licensee re antitrust issues. 

BARDIN,D.J. Arent, Fox, Kintner, Piotkin & Kahn. 92/03/20. MURLEY.T.E, Office of 
Nuclear Reactor Regulation, Director (Post 870411). 14pp. 61099:289-61099:312. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re Individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve mlsposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030409 Provides clarification on Herald 920216 story, "NRC Boss: Staffers Told 
Congress Truth on Seabrook." Commission has noted that no one at NRC has delib¬ 
erately misled,nor lied to Congress,Commission or anyone else in matter. 
FOUCHARD.J.J. Office of Public Affairs (Post 911117). 92/02/18. COHEN.S. Boston 
Herald, Boston, MA. 2pp. 60774:324-80774:325. 

9203020090 informs that operator response times observed during steam generator 
tube rupture (SGTR) simulations as documented in Section 5 of ref rept,support oper¬ 
ator response time assumed in plant-specific SGTR analysis. 

FEIGENBAUM.T.C. Public Sen/ice Co. of New Hampshire. 92/02/21. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 60783:199-60783:199. 

9203030162 Forwards supplemental info for 1991 third & fourth quarters “Effluent & 
Waste Disposal Semiannual Rept” & Revs 8,9 & 10 to “ODCM." 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/26. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 60795:001-60795:233. 

-9203030170 Rev 10 to “ODCM." 

LINVILLE.J.T., LELAND.W.B., MOODY,D.E. Public Sen/ice Co. of New Hampshire. 91/ 
12/18. 47pp. 60795:043-60795:089. 

-9203030171 Rev 9 to "ODCM." 

LINVILLE.J.T., LELAND.W.B., MOODY,D.E. Public Service Co. of New Hampshire. 91/ 
10/24. 10pp. 60795:090-60795:099. 
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-9203030172 Rev 8 to “ODCM." 

LINVILLE.J.T., LELAND.W.B.. MOODY,D.E. Public Service Co. of New Hampshire. 91/ 
07/08. 100pp. 60795:100-60795:233. 

9203040161 Summary of 920213 meeting w/util in Rockville,MD re replacement of mov¬ 
able incore detector sys w/fixed incore detector sys at Seabrook Station. 

EDISON,G. Project Directorate 1-3. 92/02/27. Project Directorate 1-3. 35pp. 
60793:103-60793:137. 


9203040274 Forwards staff evaluation of util 910301 independent plant exam,submitted 
in response to generic Itr 88-20.Notes that independent plant exam review not intend¬ 
ed to validate accuracy of exam nor bottom-line numbers so generated. 

EDISON.G.E. Project Directorate 1-3. 92/02/28. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 24pp. 80799:314-60799:337. 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-016, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolulion of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203240148 Responds to NRC safety evaluation & request for addl info concerning 
SBO.Info re hurricanes & high winds end. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/19. Document Con¬ 
trol Branch (Document Control Desk). 12pp. 61122:347-81122:358. 

9203300241 Forwards License Amend Request 92-01,proposing revs to TSs associated 
w/design change that will eliminate RTD Bypass sys.Westinghouse repts WCAP- 
13193,nonpropnetary & WCAP-13161,proprietary also end. WCAP-13181 withheld. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 61199:180-61199:295. 

-9203300244 License Amend Request 92-01 to License NPF-86,revising TSs to elimi¬ 
nate RTD Bypass Sys. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. 7pp. 61199:183- 


-9203300253 Proposed Tech Specs re Reactor Trip Sys Instrumentation Trip Setpoints 
in ref to RTD Bypass Sys. 

* Public Service Co. of New Hampshire. 92/03/20. 31pp. 61199:190-61199:220. 


-9203300254 Requests that proprietary rept WCAP-13181, "RTD Bypass Elimination Li¬ 
censing ReDt for Seabrook Nuclear Station" be withheld (ref 10CFR2.790). 
DIPIAZZA.R.P. Westinghouse Electric Corp. 92/01/17. MURLEY.T. Document Control 
Branch (Document Control Desk). 11pp. 61199:221-61199:231. 


-9203300257 Nonproprietary “RTD Bypass Elimination Licensing Rept for Seabrook 
Nuclear Station.” 

BRASS ART,G.A., BROWN,U.L Westinghouse Electric Corp. WCAP-13193. 92/01/31. 
64pp. 61199:232-61199:295. 


9203310283 Forwards License Amend Request 91-10 to License NPF-86, changing TSs 
re decoupling of loss of offsite power/safety injection test from 24 h DG surveillance 


FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 61217:101-61217:117. 


-9203310288 License Amend Request 91-10 to license NPF-86,changing TSs re decou¬ 
pling of loss of offsite power/safety injection test from 24 h DG surveillance run. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. 4pp. 61217:103- 
61217:106. 


-9203310294 Proposed Tech Specs re decoupling of loss of offsite power/ safety injec¬ 
tion test from 24 h DG surveillance run. 

* Public Service Co. of New Hampshire. 92/03/20. 11pp. 61217:107-61217:117. 

9203270257 Forwards License Amend Requesl 91-07 to License NPF-86, changing TS 
Surveillance Requirement 4.6.1.2.a re frequency of Type A integrated containment 
leak rale tests.Exemption from 10-yr inservice insp requirements also end. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/23. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 61164:223-61164:244. 

-9203270259 License Amend Request 91-07 to License NPF-66,changing TS to decou¬ 
ple third integrated leak rate test from 10-yr inservice insp. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/23. 3pp. 61164:227- 
61164:229. 


9203090290 Forwards partially withheld safeguards Insp Rept 50-443/92-04 on 920210- 
14.No violations noted.lnsp rept partially withheld (ref 10CFR2.790). 

JOYNER,J.H. Region 1 (Post 820201). 92/02/28. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 60852:243-60852:256. 

-9203090295 Partially withheld safeguards Insp Rept 50-443/92-04 on 920210-14.No 
violations noted.Major areas inspected: fitness-for-duty program & security program 
open items,mgt support & security program plans. 

ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 92/02/27. 8pp. 60852:256- 
60852:256. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203050225 Forwards addl info per NRC 920202 Itr & 50-443/91-81 insp rept on MOV 
insp program.Grouping criteria established to ensure each MOV categorized by appro¬ 
priate physical attributes. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/02. Document Con¬ 
trol Branch (Document Control Desk). 26pp. 60826:332-60826:357. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170202 Forwards insp rept 50-443/92-02 on 920127-31.Insp determined that mod 
process being effectively controlled by existing administrative procedures. 

DURR.J.P. Region 1 (Post 820201). 92/03/04. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 5pp. 60948:086-60948:099. 

-9203170207 Insp rept 50-443/92-02 on 920124-31.No violations noted. Major areas 
inspected:control of design changes & mods, engineering activilies associated w/sev- 
eral QA audits & review of recent engineering organizational changes. 

PRIVIDY.L.J., EAPEN.P.K. Region 1 (Post 820201). 92/03/04. 8pp. 60948:091- 
60948:099. 

9203170125 Forwards insp rept 50-443/92-07 on 920224-27.No safety concerns or vio- 
lations identified.However,violation noted by licensee staff described in rept.Also.some 
weak points noted in radiological occurrence reporting sys. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/09. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 60948:100-60948:115. 

-9203170126 Insp rept 50-443/92-07 on 920224-27.No violations noted. Major areas 
inspected:radiological controls program, including status of previously identified 
items,outage performance,self-assessment programs & tours of facility. 

WEST.G., SHERBINf.S., PASCIAK.W. Region 1 (Post 620201). 92/03/04. 10pp. 
60948:106-60946:115. 

9203240032 Forwards safety insp rept 50-443/92-03 on 920128-0302. Overall,insp 
found that facility operated safely.lncorrect TS surveillance value for RHRP flow war¬ 
rants mgt attention. 

LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 6pp. 61053:098-61053:121. 

-9203240037 Safety insp rept 50-443/92-03 on 920128-0302.No violations noted.Major 
areas !nspected:plant operations,radiological controls.mainf/ 

surveillance,security,EP,engineering/ techncial support & safety asssessment/quality 
verification. 

LAZARUS,W.J. Region 1 (Post 620201). 92/03/17.18pp. 61053:104-61053:121. 

9203270257 Forwards License Amend Request 91-07 to License NPF-86, changing TS 
Surveillance Requirement 4.6.l.2.a re frequency of Type A Integrated containment 
leek rate tests.Exemption from 10-yr inservice insp requirements also end. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/23. Document Con¬ 
trol Branch (Document Control Desk). 4pp. 61164:223-61164:244. 


-9203270260 Proposed TS Surveillance Requirement 4.6.1.2.a re frequency of Type A 
integrated containment leak rate tests. 

* Public Service Co. of New Hampshire. 92/03/23.15pp. 61164:230-61164:244. 


-9203270259 License Amend Request 91-07 to License NPF-66,changing TS to decou¬ 
ple third integrated leak rate test from 10-yr inservice insp. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/23. 3pp. 61164:227- 
61164:229. 


I 

I 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60638:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60836:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


-9203270260 Proposed TS Surveillance Requirement 4.6,1.2.a re frequency of Type A 
integrated containment leak rate tests. 

* Public Service Co. of New Hampshire. 92/03/23. 15pp. 61184:230-61164:244. 


R. Periodic operating reports & related correspondence 

9203030162 Forwards supplemental info for 1991 third & fourth quarters "Effluent & 
Waste Disposal Semiannual Rept” & Revs 8,9 & 10 to "ODCM." 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/26. Document Con¬ 
trol Branch (Document Control Desk). 3pp. 60795:001-60795:233. 

-9203030168 Supplemental info for 1991 third & fourth quarters "Effluent & Waste Dis¬ 
posal Semiannual Rept.” 

* Public Service Co. of New Hampshire. 91/12/31. 39pp. 60795:004-60795:042. 
-9203030170 Rev 10 to "ODCM." 

LINVILLE.J.T., LELAND.W.B., MOODY,D.E. Public Service Co. of New Hampshire. 91/ 
12/18. 47pp. 60795:043-60795:089. 
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-9203030171 Rev 9 to “ODCM." 

LINVILLE.J.T., LELAND.W.B., MOODY,D.E. Public Service Co. of New Hampshire. 91/ 
10/24. 10pp. 60795:090-60795:099. 

-9203030172 Rev 8 to “ODCM." 

LINVILLE.J.T., LELAND.W.B., MOODY,D.E. Public Service Co. of New Hampshire. 91/ 
07/08. 100pp. 60795:100-60795:233. 

9203230316 Monthly operating rept for Feb 1992 for Seabrook Station, Unit 1.W/ 
920312 Itr. 

NARDONE.P., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/29 
6pp. 61077:334-61077:339. 

9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring Network.No 
info received from Seabrook Citizens Radiological Monitoring Network since last cor¬ 
respondence. 

BORES,R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man¬ 
agement Agency. 11pp. 61053:176-61053:186. 

9203310263 Forwards “Secondary Chemistry Annual Rept for 1991." Rept summarizes 
& evaluates 1991 condensate,feedwater & steam generator water chemistry operating 
experience & repts total time secondary water chemistry parameters out of Spec. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. Document Con¬ 
trol Branch (Document Control Desk). 6pp. 61218:057-61216:061. 


S. Reportable occurrences, LERa & related correspondence 

9203030309 LER 92-001 -00:on 920129,auxiliary sample pump not operating as indicat¬ 
ed by lack of sample flow.Caused by equipment failure.Cooling fan connection was 
corrected & procedure change will be submitted.W/920228 Itr. 

LEGENDRE,A.L„ FEIGENBAUM.T.C. Yankee Atomic Electric Co. 92/02/28. 5pp. 
60801:116-60801:120. 

9203180258 LER 92-002-00:on 920212,determined existence of non-conservative value 
in TS 4.5.2h.3.Caused by administrative error.TS being developed to revise values for 
surveillance requirements.W/920313 Itr. 

PESCHEL.J.M., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/13. 
6pp. 60997:236-60997:241. 


V. Operator Examinations 

9203090116 Forwards exam forms A & B,answer key for A & B exams,exam summary & 
candidates individual answer sheets from 920205 generic fundamentals exam 
section.Results should be forwarded to applicants.W/o ends. 

BETTENHAUSEN.L. Region 1 (Post 620201). 92/03/03. HANLEY,R. Public Service 
Co. of New Hampshire. 2pp. 60833:066-60833:067. 

9203190315 Notification of listed individuals permanently reassigned from former posi¬ 
tions & licenses no longer required,per 10CFR50.74. 

DRAWBRIDGE,B.L. Public Service Co. of New Hampshire. 92/03/13. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 61060:324-61060:325. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appllcatlon/conatructlon stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030409 Provides clarification on Herald 920216 story, "NRC Boss: Staffers Told 
Congress Truth on Seabrook." Commission has noted that no one at NRC has delib¬ 
erately misled,nor lied to Congress,Commission or anyone else in matter. 
FOUCHARD.J.J. Office of Public Affairs (Post 911117). 92/02/18. COHEN,S. Boston 
Herald, Boston, MA, 2pp. 60774:324-60774:325. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating lioenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


G. Ad|udlcatory correspondence 

9203050051 Comments of State of New Hampshire re NHRERP sheltering & LBP-90- 
12.* Concurs w/ASLB request for further guidance from ASLBP re implementation of 
sheltering provisions which are part of NHRERP.W/svc list. 

HUNTINGTON,G.M. New Hampshire, State of. #192 12629. 90/05/28. 6pp. 
60791:111-60791:116. 


H. General correspondence 

9203130125 Responds to 920212 request for copy of NRC investigation of J Wempler 
allegations concerning plant.Rept contains info exempt under FOIA & privacy act.w/o 
encL 

WILLIAMS,D.C. Office of the Inspector General (Post 890417). 92/02/12. 
RUDMAN.W.B. Senate. Ip. 60931:027-80931:028. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60638:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-016, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operetional Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operetional Events Assessment (Post 670411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


R. Periodic operating reports 8> related correspondence 


9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring Network.No 
info received from Seabrook Citizens Radiological Monitoring Network since last cor¬ 
respondence, 

BORES,R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man¬ 
agement Agency. 11pp. 61053:176-61053:186. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppla & correspondence 


9203100163 Forwards proposed FSAR change to remove requiremen! for in¬ 
line,Independent review of operations notification & evaluation forms (nonconformance 
documents),per SSER 22 (NUREG-0797). 

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/03. 
Document Control Branch (Document Control Desk). 10pp. 60897:266-60897:275. 


F. Security, medical, emergency & fire protection plans 


9109240136 Forwards "1991 Field Exercise," for 911119 graded exercise. 
WOODLAN.D.R. Texas Utilities Co. 91/09/19. Document Control Branch (Document 
Control Desk). Ip. 60977:194-60979:301. 

-9109240139 “1991 Field Exercise." 

* Tennessee Valley Authority. 91/09/19. 773pp. 60977:195-60979:301. 

9203030111 Revised Emergency Plan Procedures,including Rev 0 to EPP-215, "Corpo¬ 
rate Support during Emergencies," Rev 11 to EPP-304, "Protective Action Recom¬ 
mendations’’ & revised indices.W/920226 Itr, 

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/02/26. 31pp. 60805:088- 
60805:119. 

9203030194 Forwards Rev 13 to "Comanche Peak Steam Electric Station Emergency 
Plan." Rev in ref to corporate ofc emergency response & support,departmental reor¬ 
ganization & emergency response facility computer sys & digital RMS. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 11pp. 60801:043-60801:115. 

-9203030199 Rev 13 to Emergency Plan. 

* Texas Utilities Electric Co. (TU Electric). 92/02/03. 62pp. 60801:054-60801:115. 

9203050237 Forwards Physical Security Plan,Rev 12 (copies 13,14,15 & 16).Copies 
withheld (ref 10CFR73.21). 

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/03. 
Document Control Branch (Document Control Desk). Ip. 60852:095-60852:095. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Brancn. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 
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-9203300245 Trip rept of 911104-05 visit to Comanche Peak,Unit 1 to obtain facts on 
use of Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/12/24. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 11pp. 61122:067- 
61122:077. 


S. Ad|udlcatory correspondence 

1203120242 Advises that unless individual takes prompt steps to be in compliance w/ 
NRC order of 910620.NRC will request DOJ to seek order enforcing subpoena. 
LONGO.G.M. Office of the General Counsel (Post 860701). 91/07/23. DOW.R.E. 
Dow, R.E. 3pp. 60887:332-60887:334. 

1203050036 Petition for leave to intervene out of time.* Requests that petition for leave 
to intervene out of time be granted for listed reasons.W/Certificate of Svc. 

DOW.S.L., DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12619. 92/02/21. Commissioners (Post 750119). 22pp. 60791:085-60791:106. 

1203050029 Motion to reopen record.* Requests that NRC reopen record & suspend 
OL for unit 1 & CP for unit 2,pending reopening & final decision.W/Certificate of Svc. 
DOW.S.L, DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12620. 92/02/24. Commissioners (Post 750119). 64pp. 60791:009-60791:073. 

1203050234 Change of address & telephone number.* Informs all parties to action that 
address & telephone number of Disposable Workers of Comanche Peak Steam Elec¬ 
tric Station has been changed as listed. 

DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. #192 
12641. 92/02/27. Ip. 60803:058-60803:058. 

1203050004 Order.* Licensee should file consolidated response to SL Dow & RM Dow 
petition for late intervention & motion to reopen record,by 920316.NRC should file 
same response by 920323. W/Certificate of Svc.Served on 920228. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12630. 92/02/28. Office 
of the General Counsel (Post 860701). 2pp. 60790:281-60790:282. 

9203260028 Suppl to motion to reopen record.* Requests that NRC reopen record & 
suspend license pending new hearings on issue. W/Certificate of Svc. 

DOW.S.L., DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12716. 92/03/13. Commissioners (Post 750119). 5pp. 61083:356-61083:360. 

9203200266 TU Electric answer to petition to intervene & motion & supplemental motion 
to reopen by M Dow & SL Dow & TU Electric request for admonition of Dows.* Con¬ 
cludes that motion should be dismissed.W/Certificate of Svc. 

EDGAR.G.L. Texas Utilities Electric Co. (TU Electric). EDGAR,G.L. Newman & Holt- 
zinger. WOOLDRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Wor¬ 
sham, Forsythe & Sampels). #192 12707. 92/03/16. Commissioners (Post 750119). 
39pp. 60976:318-60976:356. 

9203260064 NRC Staff reply to petition of RM Dow & SL Dow DBA Disposable Workers 
of Commanche Peak Steam Electric Station for leave to intervene out of time & 
motion to reopen record.* W/Certificate of Svc. 

MOORE,J.E. Dep. Asst. Gen. Counsel, Advanced Reactor & Special Proceedings 
(Post 900909). ZOBLER.M.L. Office of the General Counsel (Post 860701). #192 
12732. 92/03/23. Commissioners (Post 750119). 89pp. 61084:109-61084:219. 


J. Insurance & Indemnity Information 

3203190094 Forwards MAELU Policies 91198 & X92198R & certificates of property in¬ 
surance/stabilization & decontamination liability insurance. 

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/12. Document Con- 
trot Branch (Document Control Desk). 11pp. 60998:187-60996:197. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203030182 Forwards Amend 84 to Comanche Peak Steam Electric Station, Units 1 & 
2 FSAR.W/o end. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 2pp. 60802:087-60802:088. 

9203030286 Forwards detailed description of changes proposed in amend 84 to FSAR. 
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/02/26. Document Control 
Branch (Document Control Desk). 90pp. 60621:289-60822:018. 

9203110103 “Comanche Peak Steam Electric Station Final SAR." 

* Texas Utilities Electric Co. (TU Electric). 92/02/28. 1,000pp. 60913:215-60917:034. 

9203120071 Provides addl info on FSAR Section 3.10,in ref to NRC Aug 1989 SORT 
audit & Pump & Valve Operability Review Team Audit at plant. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/06. Document Control 
Branch (Document Control Desk). 6pp. 60918:351-60918:356. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR 50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTTOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

203040277 Forwards safety evaluation & requests addl info re station blackout analysis 
for facility, 

BERGMAN,T.A. Project Directorate IV-2. 92/02/27. CAHILL.W.J. Texas Utilities Co. 
3pp. 60806:258-60806:269. 


-9203040282 Safety evaluation accepting licensee responses & proposed method for 
dealing w/SBO analysis for facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 9pp. 
60806:261-60806:269. 

9203030151 Forwards "Semiannual Radioactive Effluent Release Rept for Jul through 
Dec 1991” & Rev 7 to “ODCM.” 

WOODLAND,D.R. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Con¬ 
trol Branch (Document Control Desk). Ip. 60828:193-60829:093. 

-9203030159 Rev 7 to “ODCM.” 

* Texas Utilities Electric Co. (TU Electric). 91/12/31. 175pp. 60826:237-60829:093. 

9203030353 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 92-001,revising TS 3.3.1,Table 3.3-1, Functional Unit 6.b, "Boron Dilution Mitiga¬ 
tion Flux Doubling,” in ref to Generic Ltr 85-05. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/26. Document Control 
Branch (Document Control Desk). 17pp. 60820:101-60820:271. 

-9203030383 Proposed Tech Specs 3.3.1,Table 3.3-1 .Functional Unit 6.b, “Boron Dilu¬ 
tion Flux Doubling.” 

* Texas Utilities Electric Co. (TU Electric). 92/02/28. 30pp. 60820:118-60820:157. 

-8404270133 Forwards PWR boron dilution event analyses & background info deter¬ 
mining safety significance of unmitigated boron dilution event during various shutdown 
modes to resolve Generic Issue 22.NRC review to be completed by 840515. 
HOUSTON,R.W. Assistant Director for Reactor Safety. 84/04/13. RAHE.P. Westing- 
house Electric Corp. 4pp. 60620:158-60820:161. 

—8404270143 “Unmitigated Boron-Dilution Events in Oconee-1,Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode," draft preliminary rept for comment. 
NASSERSHARIF.B., WING,J.E. Los Alamos National Laboratory. FIN A-7228. 84/04/ 
13. NRC - No Detailed Affiliation Given. 7pp. 60820:162-60820:168. 

-9203030398 “Unmitigated Boron-Dilution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1 
PWRs During Shutdown Mode." 

NASSERSHARIF.B., WING,J.E. Los Alamos National Laboratory. 84/01/31. NRC - No 
Detailed Affiliation Given. 94pp. 60820:169-60620:271. 

9203100163 Forwards proposed FSAR change to remove requirement for in¬ 
line,independent review of operations notification & evaluation forms (nonconformance 
documents),per SSER 22 (NUREG-0797). 

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/03. 
Document Control Branch (Document Control Desk). 10pp. 60897:266-60897:275. 

9203030209 Generic Ltr 92-02 to all hotders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, inc. 12pp. 61085:001-61065:012. 

9203180506 Forwards amend 9 to license NPF-87 & safety evaluation. Amend revises 
TS 6.2 & 6.5 to reflect organizational & title changes at plant. 

BERGMAN,T.A. Project Directorate IV-2. 92/03/06. CAHILL.W.J. Texas Utilities Elec¬ 
tric Co. (TU Electric). 2pp. 60964:176-60964:192. 

-9203180507 Amend 9 to license NPF-87,revising TS 8.2 & 6.5 to reflect organizational 
& title changes at plant. 

BLACK,S.C. Project Directorate IV-2. 92/03/06. 13pp. 60964:178-60964:190. 

-9203180508 Safety evaluation supporting amend 9 to license NPF-87. 

* Office of Nuciear Reactor Regulalion, Director (Post 870411). 92/03/06. 2pp. 
60964:191-60964:192. 

9203180111 Forwards notice of consideration of issuance of amend & proposed NSHC 
determination & opportunity for hearing re change to TS to remove boron dilution miti¬ 
gation sys. 

BERGMAN,T.A. Project Directorate IV-2. 92/03/09. CAHILL,W.J. Texas Utilities Elec¬ 
tric Co. (TU Electric). 2pp. 60919:275-60919:286. 

-9203160128 Notice of consideration of Issuance of amend to license NPF-87 & pro¬ 
posed NSHC determination & opportunity for hearing re removal of boron dilution miti¬ 
gation sys from TS. 

BERGMAN,T.A. Project Directorate iV-2. 92/03/09. 10pp. 60919:279-60919:286. 

9203160202 Informs that review of rev 64 of QA program description re const & oper¬ 
ational quality complete.Changes to QA programs, section 17 of FSAR meet require¬ 
ments of 10CFR50,app B. 

BEACH,A.B. Region 4 (Post 820201). 92/03/12. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60936:294-60936:296. 

9203190393 Notification of 920323 meeting w/util in Rockville,MD to discuss reload 
methodology topical repts for use on Unit 1. 

BERGMAfv.A. Project Directorate IV-2. 92/03/13. BLACK,S.C. Project Directorate 
IV-2. 3pp. 60976:270-60976:272. 

9203190296 Responds to request for info related to resolution of Generic Issue 130, 
“Essential SW Sys Failures at Multi-Unit Sites," per Generic Ltr 91-13. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/16. Document Control 
Branch (Document Control Desk). 4pp. 61060:351-61060:354. 

9203230282 Forwards Rev 7 to Technical Requirements Manual. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/18. Document Control 
Branch (Document Control Desk). 2pp. 61077:305-61077:310. 

-9203230284 Rev 7 to Technical Requirements Manual. 

* Texas Utilities Electric Co. (TU Electric). 92/03/18. 4pp. 61077:307-61077:310. 
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9203250074 Informs that change to QA program,Section 17.2 of FSAR, submitted 
920303,meets requirements of 10CFR50,app B. 

BEACH,A.B. Region 4 (Post 820201). 92/03/18. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 61070:265-61070:267. 

9203240352 Requests authorization for use of Code Case N-496 to repair steam gener¬ 
ator manway bolt hole threads in ASME Class 1,2 & 3 components. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/19. Document Control 
Branch (Document Control Desk). 2pp. 61084:346-61084:347. 

9203240387 Notification of 920323 meeting w/util in Rockville,MD to discuss proposal 
to delete requirements for boron dilution mitigation sys from Tech Spec for unit 1. 
BERGMAN,+.A. Project Directorate IV-2. 92/03/19. MURLEY.T., MIRAGL1A.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 61068:220-61068:222. 

9203270148 Forwards draft version of plant combined tech specs for review.Meeting 
recommended for wk of 920413 to discuss combined tech specs.W/o end. 

FIELDS,M.B. Project Directorate IV-2. 92/03/24. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 61121:113-61121:114. 

9203310106 Informs that T Bergman will continue to be acting Project Manager for plant 
until 920626. 

BLACK,S.C. Project Directorate IV-2. 92/03/25. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 61194:010-61194:011. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


9203160093 Ack receipt of 920214 Itr informing NRC of actions taken to address con¬ 
cern raised in insp repts 50-445/91-68 & 50-446/91-68.Concerns ref significant in¬ 
crease in security infraction identified during future 1991 refueling outage. 

BEACH,A.B. Region 4 (Post 820201). 92/03/10. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60908:274-60908:279. 

9203250196 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-445/91-67 & 50-446/91-67. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Eledric). 5pp. 61071:016-61071:025. 

-9203250202 Responds to NRC 920210 Itr re violations noted in insp repts 50-445/91- 
67 & 50-446/91-67 on 911209-13 & 920106-09. Corrective actions:startup mgt has ini¬ 
tiated comprehensive corrective action program. 

WALKER,R.D. Texas Utilities Co. 92/03/09. Document Control Branch (Document 
Control Desk). 5pp. 61071:021-61071:025. 

9203250207 Responds to NRC 920218 Itr re notice of violation from Insp Rept 50-445/ 
91-62 & forwards civil penalty in amount of $25,000.Corrective actions:RHR crosstie 
valves opened & surveillance data base reviewed re proper valve lineup. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/19. LIEBERMAN.J. Ofc 
of Enforcement (Post 870413). 14pp. 61099:066-61099:081. 

9203300099 Responds to NRC 920225 Itr re violations noted in Insp Repts 50-445/92- 
04 & 50-446/92-04 on 920121-24 & 0210-11. Corrective actions:operations notifica¬ 
tion form issued to document exam of weld TBX-1-4103-1. 

CAHILL.W.J. Texas Utilities Eledric Co. (TU Electric). 92/03/26. Document Control 
Branch (Document Control Desk). 3pp. 61164:349-61164:351. 

9203310290 Responds to NRC 920127 Itr re deficiencies noted in Configuration Mgt 
Insp Rept 50-445/91-202 & 50-446/91-202 on 911118-1213.Corrective actlons:util in¬ 
stituting training discussing design verifications provisions in calculations. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/27. Document Control 
Branch (Document Control Desk). 15pp. 61207:037-61207:051. 


R. Periodic operating reports & related correspondence 


9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9203020121 Forwards insp repts 50-445/92-04 & 50-446/92-04 & notice of violation. 
BEACH,A.B. Region 4 (Post 820201). 92/02/25. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60731:163-60731:175. 

-9203020123 Notice of violation from insp on 920121-24 & 920210-11. Violation 
noted:inservice ultrasonic examination performed on 911022 of Weld number 1 on 
sketch TBX-1-4103 of safety injection sys was not conducted in both citcumferential. 

* Region 4 (Post 820201). 92/02/25. Ip. 60731:167-60731:167. 

-9203020127 Insp repts 50-445/92-04 & 50-446/92-04 on 920121-24 & 0210-11.Viola- 
tions noted.Major areas inspectediinsp of licensee action on previously identified insp 
finding & unit 1 inservice insp data review & evaluation. 

BARNES,I. Region 4 (Post 820201). 92/02/21. 8pp. 60731:168-60731:175. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030239 Forwards “ISI Summary Rept - First Interval,First Period, First Outage." 
CAHILL,W.J, Texas Utilities Electric Co. (TU Electric). 92/02/27. Document Control 
Branch (Document Control Desk). Ip. 60834:157-60837:195. 

-9203030242 "ISI Summary Rept - First Interval,First Period,First Outage.” 

* Texas Utilities Electric Co. (TU Electric). 92/01/31.600pp. 60834:158-60837:195. 


9203030117 “Annual Operating Rept 1991," including annual 10CFR50.59 info for 
1991.W/920228 Itr. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/12/31. 124pp. 60801:177- 
60801:299. 

9203030151 Forwards “Semiannual Radioactive Effluent Release Rept for Jul through 
Dec 1991” & Rev 7 to “ODCM." 

WOODLAND,D.R. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Con¬ 
trol Branch (Document Control Desk). Ip. 60828:193-60829:093. 

-9203030157 "Semiannual Radioactive Effluent Release Rept for Jul through Dec 
1991." 

FLOYD.E.T., KAY.D.C., PRINCE,R.J. Texas Utilities Electric Co. (TU Electric). 91/12/ 
31. 43pp. 60826:194-60828:236. 

-9203030159 Rev 7 to "ODCM." 

* Texas Utilities Electric Co. (TU Electric). 91/12/31. 175pp. 60828:237-60829:093. 

9203170352 Monthly operating rept for Feb 1992 for Comanche Peak Steam Electric 
Station Unit 1.W/920313 Itr. 

DAVIS,G., CAHILL.W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/ 
02/29. 5pp. 60981:318-60981:322. 


S. Reportable occurrences, LERe & related correspondence 

9203020184 Interim Deficiency Rept CP-86-41 re effect of small break LOCA during 
Mode 4 operation.lnitially reported on 860528. Util reviewing Westinghouse topical 
rept to determine plant- specific actions. Update will be submitted by 920828. 
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/02/27. Document Control 
Branch (Document Control Desk). 2pp. 60783:137-60783:138. 

9203030180 Part 21 rept re swing arms for Borg Warner check valves. Initially reported 
on 920114.Lack of interchangeability led to reinstallation of old swing arm (number 
72543) & backflow test on valve (model 75510). 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 6pp. 60802:089-60802:094. 


9203040043 Forwards sys entry retest insp repts 50-445/92-02 & 50-446/92-02 on 
920113-17.No violations or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60767:092-60767:107. 


9203090031 LER 92-003-00:on 920203,QA surveillance Identified invalid boron dilution 
event analyses.Caused by inadequate Inputs & methodology by vendor.Design basis 
of boron dilution sys to be revised & deficiencies addressedTW/920304 Itr. 
BUSCHBAUM.D.E., CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/04. 
7pp. 60871:218-60871:224. 


-9203040048 Insp repts 50-445/92-02 & 50-446/92-02 on 920113-17.No violations 
noted.Major areas inspected:sys entry retest including mods,temporary mods & maint 
activities. 

GAGLIARDO.J.E. Region 4 (Post 820201). 92/02/25. 12pp. 60767:096-60767:107. 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203130262 LER 92-004-00:on 920206,discovered that 920130 surveillance of Ctass IE 
batten/ performed w/battery in EQUALIZE rather than FLOAT.Caused by personnel 
error.Personnel involved was counseled.Battery declared operable.W/920309 Itr. 
BUSCHBAUM.D.E., CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/09. 
6pp. 60948:328-60948:333. 

9203240159 Forwards interim Part 21 re defect in check valve P/N 72543 (swing arm) 
on Borg-Warner Model 75510 swing check valve. 

GODWIN,G.C. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/ 
03/16. Document Control Branch (Document Control Desk). Ip. 61161:005- 
61161:006. 

-9203240165 Interim Part 21 Rept P21R-92-001 re defect In check valve P/N 72543 
(swing arm) on Borg-Warner Model 75510 3-inch,900 lb swing check valve.Defect re¬ 
ported by util to vendor on 920116.Evaluation will be completed by 920616. 

* BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/03/16. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 61161:006-61161:006. 


9203110161 Provides response to NRC 920210 Itr re violations noted in Insp Repts 50- 
445/91-67 & 50-446/91-67 on 911209-13 & 920106-09.Corrective actions:manager of 
startup placed administrative hold on approved preoperational test. 

CAHILL,W.J., WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 92/03/09. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 60897:037-60897:040. 


9203240213 LER 92-005-00:on 920218,operator misinterpreted procedure step & inad¬ 
vertently unblocked actuation signal causing ESF actuation.Caused by personnel 
error.Event reviewed.Personnel trained.W/920319 Itr. 

BUSCHBAUM.D.E., CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/19. 
8pp. 61120:219-61120:226. 
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9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 9l10l0.Vendor advised to re¬ 
place an affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203030056 Advises that DV Workman (Operator License OP-42387-0) will no longer be 
performing licensed duties & license should be discontinued. 

CAHILL.W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/02/21. 
Document Control Branch (Document Control Desk). Ip. 60800:358-60800:358. 

9203060064 Notifies of 920324 Region IV Operator Licensing Section meeting w/all 
Region IV facility licensees to discuss requalification exams. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60803:237-60803:239. 

9203110086 Informs of 920324 regional meeting to discuss requalification exams. 
COLLINS,S.J. Region 4 (Post 820201). 92/02/28. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60849:159-60849:161. 

9203190250 Requests relief from inservice exam requirements. Requirements for exams 
found in Section XI of ASME Boiler & Pressure Vessel Code.Brief description of at¬ 
tachments listed. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/12. Document Control 
Branch (Document Control Desk). 20pp. 60998:275-60998:294. 

9203260008 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam consisting of 100 questions on 920610.Sample reg¬ 
istration Itr end. 

GALLO,R.M. Operator Licensing Branch. 92/03/19. CAHILL.W.J. Texas Utilities Elec¬ 
tric Co. (TU Electric). 4pp. 61083:013-61083:016. 

9203300126 Forwards response to NRC 920210 request for licensed operator matls to 
support June 1992 exam dates.Documents consist of index of exam ref 
matls,delivered to Region IV ofc on 920320. 

CAHILL.W.J., MARSHALL,J.S. Texas Utilities Electric Co. (TU Electric). 92/03/23. 
PELLET.J. Region 4 (Post 820201). 63pp. 61198:211-61198:273. 
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A. Appllcation/constructlon stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/26. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 69-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
ttoning in BWRs. 

PARh.OW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203040277 Forwards safety evaluation & requests addl info re station blackout analysis 
for facility. 

BERGMAN,T.A. Project Directorate IV-2. 92/02/27. CAHILL.W.J. Texas Utilities Co. 
3pp. 60806:258-60806:269. 

-9203040282 Safety evaluation accepting licensee responses & proposed method for 
deeling w/SBO analysis for facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 9pp. 
60806:261-60806:269. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203180202 Informs that review of rev 84 of QA program description re const & oper¬ 
ational quality complete.Changes to QA programs, section 17 of FSAR meet require¬ 
ments of 10CFR50,app B. 

BEACH,A.B. Region 4 (Post 820201). 92/03/12. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60936:294-60936:296. 

9203190393 Notification of 920323 meeting w/util in Rockville,MD to discuss reload 
methodology topical repts for use on Unit 1. 

BERGMAN,T.A. Pro|ect Directorate IV-2. 92/03/13. BLACK,S.C. Project Directorate 
IV-2. 3pp. 60976:270-60976:272. 

9203190298 Responds to request for info related to resolution of Generic issue 130, 
"Essential SW Sys Failures at Multi-Unit Sites,” per Generic Ltr 91-13. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/16. Document Control 
Branch (Document Control Desk). 4pp. 61060:351-61060:354. 

9203200272 Provides clarification of groundwater withdrawal rates In request for exten¬ 
sion of const permit CPPR-l27.Util believes NRC staff appraisal is correct in estima¬ 
tion of total water to be withdrawn & bases for environ impact unaffected. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/16. Document Control 
Branch (Document Control Desk). 4pp. 61108:194-61108:197. 

9203250074 Informs that change to QA program,Section 17.2 of FSAR, submitted 
920303,meets requirements of 10CFR50,app B. 

BEACH,A.B. Region 4 (Post 820201). 92/03/18. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 61070:265-61070:267. 


9203240352 Requests authorization for use of Code Case N-496 to repair steam gener¬ 
ator manway bolt hole threads in ASME Class 1,2 & 3 components. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/19. Document Control 
Branch (Document Control Desk). 2pp. 61084:346-61084:347. 

9203270056 Informs that document entitled "Evaluation of Thermal Stratification for Co¬ 
manche Peak Unit 2 Pressurizer Surge Line,” will be withheld per 10CFR2.790. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:253-61109:255. 

9203270076 Advises that request to withhold document entitled "Technical Justification 
for Eliminating Pressurizer Surge Line Rupture from Structural Design Basis for Co¬ 
manche Peak Unit 2,” from public disclosure per 10CFR2.790,acceptable. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:273-61109:275. 

9203270108 Advises that request to withhold document entitled “Technical Justification 
for Eliminating RHR Lines Rupture as Structural Design Basis for Comanche Peak Nu¬ 
clear Plant Unit 2,” from public disclosure per 10CFR2.790,acceptable. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:279-61109:281. 

9203270148 Forwards draft version of plant combined tech specs for review.Meeting 
recommended for wk of 920413 to discuss combined tech specs.W/o end. 

FIELDS,M.B. Project Directorate IV-2. 92/03/24. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 61121:113-61121:114. 

9203310114 Informs that B Holian is newly appointed senior Project Manager for plant 
effective 920323. 

BLACK,S.C. Project Directorate IV-2. 92/03/25. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 61194:008-61194:009. 


F. Security, medical, emergency & fire protection plans 

9203030111 Revised Emergency Plan Procedures,including Rev 0 to EPP-215, "Corpo¬ 
rate Support during Emergencies," Rev 11 to EPP-304, "Protective Action Recom¬ 
mendations" & revised indices.W/920226 Itr. 

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/02/26. 31pp. 60805:088- 
60805:119. 

9203030194 Forwards Rev 13 to "Comanche Peak Steam Electric Station Emergency 
Plan." Rev in ref to corporate ofc emergency response & support,departmental reor¬ 
ganization & emergency response facility computer sys & digital RMS. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/26. Document Control 
Branch (Document Control Desk). 11pp. 60801:043-60801:115. 

-9203030199 Rev 13 to Emergency Plan. 

* Texas Utilities Electric Co. (TU Electric). 92/02/03. 62pp. 60601:054-60801:115. 

9203050237 Forwards Physical Security Plan,Rev 12 (copies 13,14,15 & 16).Copies 
withheld (ref 10CFR73.21). 

CAHILL.W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/03. 
Document Control Branch (Document Control Desk). Ip. 60852:095-60852:095. 


G. Adjudicatory correspondence 

9203120242 Advises that unless individual takes prompt steps to be in compliance w/ 
NRC order of 910620,NRC will request DOJ to seek order enforcing subpoena. 
LONGO.G.M. Office of the General Counsel (Post 660701). 91/07/23. DOW.R.E. 
Dow, R.E. 3pp. 60887:332-60887:334. 

9203050038 Petition for leave to intervene out of time.* Requests that petition for leave 
to intervene out of time be granted for listed reasons.W/Certificate of Svc. 

DOW.S.L., DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12619. 92/02/21. Commissioners (Post 750119). 22pp. 60791:085-60791:106. 

9203050029 Motion to reopen record.* Requests that NRC reopen record & suspend 
OL for unit 1 & CP for unit 2,pending reopening & final decision.W/Certificate of Svc. 
DOW.S.L., DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12620. 92/02/24. Commissioners (Post 750119). 64pp. 60791:009-60791:073. 

9203050234 Change of address & telephone number.* Informs all parties to action that 
address & telephone number of Disposable Workers of Comanche Peak Steam Elec¬ 
tric Station has been changed as listed. 

DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. #192 
12641. 92/02/27. Ip. 60803:058-60803:058. 

9203050004 Order.* Licensee should file consolidated response to SL Dow & RM Dow 
petition for late intervention & motion to reopen record,by 920316.NRC should file 
same response by 920323. W/Certificate of Svc.Served on 920228. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12630. 92/02/28. Office 
of the General Counsel (Post 860701). 2pp. 60790:261-80790:282. 

9203260028 Suppl to motion to reopen record.* Requests that NRC reopen record & 
suspend license pending new hearings on issue. W/Certificate of Svc. 

DOW.S.L., DOW.R.M. Disposable Workers of Comanche Peak Steam Electric Station. 
#192 12716. 92/03/13. Commissioners (Post 750119). 5pp. 61083:356-61083:360. 

9203200286 TU Electric answer to petition to intervene & motion & supplemental motion 
to reopen by M Dow & SL Dow & TU Electric request for admonition of Dows.* Con¬ 
cludes that motion should be dismissed.W/Certificate of Svc. 

EDGAR,G.L. Texas Utilities Electric Co. (TU Electric). EDGAR,G.L. Newman & Holt- 
zinger. WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Wor¬ 
sham, Forsythe & Sampels). #192 12707. 92/03/16. Commissioners (Post 750119). 
39pp. 60976:318-60976:356. 

9203260064 NRC Staff reply to petition of RM Dow & SL Dow DBA Disposable Workers 
of Commanche Peak Steam Electric Station for leave to intervene out of time & 
motion to reopen record.* W/Certificate of Svc. 

MOORE,J.E. Dep. Asst. Gen. Counsel, Advanced Reactor & Special Proceedings 
(Post 900909). ZOBLER.M.L. Office of the General Counsel (Post 660701). #192 
12732. 92/03/23. Commissioners (Post 750119). 89pp. 61084:109-61064:219. 
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J. Insurance & Indemnity Information 

9203190094 Forwards MAELU Policies 91198 & X92196R & certificates of property in¬ 
surance/stabilization & decontamination liability insurance. 

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/12. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 60998:187-60998:197. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


-9203040048 Insp repts 50-445/92-02 & 50-446/92-02 on 920113-17.No violations 
noted.Major areas inspected:sys entry retest including mods,temporary mods & maint 
activities. 

GAGLIARDO.J.E. Region 4 (Post 820201). 92/02/25.12pp. 60767:096-60767:107. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9203030162 Forwards Amend 84 to Comanche Peak Steam Electric Station, Units 1 & 
2 FSAR.W/o end. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 2pp. 60802:087-60802:088. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203030286 Forwards detailed description of changes proposed in amend 84 to FSAR. 
CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 90pp. 60821:289-60822:018. 


9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203110103 “Comanche Peak Steam Electric Station Final SAR." 

* Texas Utilities Electric Co. (TU Electric). 92/02/28. 1,000pp. 60913:215-60917:034. 

9203110252 Forwards advance FSAR change to reclassify portion of 8 inch steam gen¬ 
erator blowdown piping & pipe supports to seismic category II & permit relocation of 
postulated breaks to avoid unacceptable interactions. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/04. Document Control 
Branch (Document Control Desk). 16pp. 60909:265-60909:281. 

9203120071 Provides addl info on FSAR Section 3.10,in ref to NRC Aug 1989 SQRT 
audit & Pump & Valve Operability Review Team Audit at plant. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/06. Document Control 
Branch (Document Control Desk). 6pp. 60918:351-60918:356. 

9203230175 Forwards draft version of Comanche Peak Steam Electric Station,Unit 2 
FSAR update for optimized fuel assembly & accident analyses methodologies for 
review.Draft will be incorporated in FSAR Amend 85. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/17. Document Control 
Branch (Document Control Desk). 100pp. 61123:001-61123:120. 


Q. Inspection reports, IE Bulletins & correspondence 


9203110181 Provides response to NRC 920210 Itr re violations noted in Insp Repts 50- 
445/91-67 & 50-446/91-67 on 911209-13 & 920106-09.Corrective actions:manager of 
startup placed administrative hold on approved preoperational test. 

CAHILL.W.J., WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 92/03/09. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 60897:037-60897:040. 

9203160093 Ack receipt of 920214 Itr informing NRC of actions taken to address con¬ 
cern raised in insp repts 50-445/91-68 & 50-446/91-68.Concerns ref significant in¬ 
crease in security infraction identified during future 1991 refueling outage. 

BEACH,A.B. Region 4 (Post 820201). 92/03/10. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60908:274-60908:279. 

9203200049 Responds to NRC 920214 Itr re violations noted in Insp rept 50-446/92-03 
on 920108-0201.Corrective actionsdrequent plant walkdowns continued & mati stor¬ 
age assessed by project team. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/03/16. Document Control 
Branch (Document Control Desk). 3pp. 61063:348-61063:350. 

9203250196 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-445/91-67 & 50-446/91-67. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 5pp. 61071:016-61071:025. 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203030423 Forwards nonproprietary WCAP-13217 & proprietary WCAP-13210, “Eval¬ 
uation of Thermal Stratification for Comanche Peak,Unit 2,Pressurizer Surge Line,” in 
accordance w/NRC Bulletin 88-011.Proprietary rept withheld (ref 10CFR2.790). 
CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/24. Document Control 
Branch (Document Control Desk). 3pp. 60856:303-60857:147. 


-9203250202 Responds to NRC 920210 Itr re violations noted in insp repts 50-445/91- 
67 & 50-446/91-67 on 911209-13 & 920106-09. Corrective actions:startup mgt has ini¬ 
tiated comprehensive corrective action program. 

WALKER,R.D. Texas Utilities Co. 92/03/09. Document Control Branch (Document 
Control Desk). 5pp. 61071:021-61071:025. 

9203270064 Advises that request to withhold document entitled “NRC Bulletin 88- 
008,Evaluation of Auxiliary Piping for Comanche Peak Unit 2," per 
10CFR2.790,granted. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:262-61109:264. 

9203300099 Responds to NRC 920225 Itr re violations noted in Insp Repts 50-445/92- 
04 & 50-446/92-04 on 920121-24 & 0210-11. Corrective actions'.operations notifica¬ 
tion form issued to document exam of weld TBX-1-4103-1. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/26. Document Control 
Branch (Document Control Desk). 3pp. 61164:349-61164:351. 

9203310290 Responds to NRC 920127 Itr re deficiencies noted in Configuration Mgt 
Insp Rept 50-445/91-202 & 50-446/91-202 on 911118-1213.Corrective actions:util in¬ 
stituting training discussing design verifications provisions in calculations. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/03/27. Document Control 
Branch (Document Control Desk). 15pp. 61207:037-61207:051. 


-9203030427 Requests that WCAP-13210, "Evaluation of Thermal Stratification for Co¬ 
manche Peak,Unit 2,Pressurizer Surge Line,” be withheld from public disclosure per 
10CFR2.790. 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/02/14. MURLEY.T. Document Control 
Branch (Document Control Desk). 11pp. 60856:306-60856:316. 


-9203030429 Nonproprietary “Evaluation of Thermal Stratification for Comanche 
Peak,Unit 2,Pressurlzer Surge Line.” 

VORA.V.V., WITT.F.J., PATEL,R.B. Westinghouse Electric Corp. WCAP-13217. 92/02/ 
29. 97pp. 60856:317-80857:147. 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


S. Reportable occurrences, LERs & related correspondence 

9203020177 Final Deficiency Rept CP-92-01 re lack of weld penetration on left bank 
starting air manifold assembly for train "B” emergency DG.Exam of weld section re¬ 
vealed that amount of weld reinforcement made up for lack of penetration. 

CAHILL,W.J. Tennessee Valley Authority. 92/02/24. Document Control Branch (Docu¬ 
ment Control Desk), ip. 60763:327-60763:327. 

9203020184 Interim Deficiency Rept CP-86-41 re effect of small break LOCA during 
Mode 4 operation.lnitially reported on 860528. Util reviewing Westinghouse topical 
rept to determine plant- specific actions.Update will be submitted by 920828. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/27. Document Control 
Branch (Document Control Desk). 2pp. 60783:137-60783:138. 


9203020121 Forwards insp repts 50-445/92-04 & 50-446/92-04 & notice of violation. 
BEACH,A.B. Region 4 (Post 820201). 92/02/25. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60731:163-60731:175. 

-9203020123 Notice of violation from insp on 920121-24 & 920210-11. Violation 
noted:inservice ultrasonic examination performed on 911022 of Weld number 1 on 
sketch TBX-1-4103 of safety injection sys was not conducted in both citcumferentlal. 
* Region 4 (Post 820201). 92/02/25. Ip. 60731:167-60731:167. 

-9203020127 Insp repts 50-445/92-04 & 50-446/92-04 on 920121-24 & 0210-11.Viola¬ 
tions noted.Major areas inspected:insp of licensee action on previously identified insp 
finding & unit 1 inservlce insp data review & evaluation. 

BARNES,I. Region 4 (Post 820201). 92/02/21. 8pp. 60731:168-60731:175. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203040043 Forwards sys entry retest insp repts 50-445/92-02 & 50-446/92-02 on 
920113-17.No violations or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 60767:092-60767:107. 


9203020200 Final Deficiency Rept CP-92-002 re 911127 discovery of linear indication in 
10 inch 150 flange on vendor-supplied spool In AFW sys.Evaluation concluded that 
indication found in flange would not propagate or cause fracture to occur. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/27. Document Control 
Branch (Document Control Desk). 2pp. 60789:312-60789:313. 

9203020218 Interim Deficiency Rept CP-92-03 re 911126 discovery of deviation re 
flooding analysis. Flooding analysis calculation for safeguards bldg & auxiliary bldg will 
be revised.Next rept expected to be completed by 920424. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/02/27. Document Control 
Branch (Document Control Desk). 2pp. 60789:310-60789:311. 

9203030180 Part 21 rept re swing arms for Borg Warner check valves. Initially reported 
on 920114.Lack of interchangeability led to reinstallation of old swing arm (number 
72543) & backflow test on valve (model 75510). 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control 
Branch (Document Control Desk). 6pp. 60802:089-60802:094. 

9203240159 Forwards interim Part 21 re defect in check valve P/N 72543 (swing arm) 
on Borg-Warner Model 75510 swing check valve. 

GODWIN,G.C. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/ 
03/16. Document Control Branch (Document Control Desk). Ip. 61161:005- 
61161:006. 
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-9203240165 Interim Part 21 Rept P21R-92-001 re defect in check valve P/N 72543 
(swing arm) on Borg-Warner Model 75510 3-inch,900 lb swing check valve.Defect re¬ 
ported by util to vendor on 920116-Evaluation will be completed by 920616. 

* BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/03/16. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 61161:006-61161:006. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L Nutherm International, inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203060064 Notifies of 920324 Region IV Operator Licensing Section meeting w/all 
Region IV facility licensees to discuss requalification exams. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60803:237-60803:239. 

9203110086 Informs of 920324 regional meeting to discuss requalification exams. 
COLLINS,S.J. Region 4 (Post 820201). 92/02/28. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 60849:159-60849:161. 

9203260008 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam consisting of 100 questions on 9206l0.Sample reg¬ 
istration Itr end. 

GALLO,R.M. Operator Licensing Branch. 92/03/19. CAHILL,W.J. Texas Utilities Elec¬ 
tric Co. (TU Electric). 4pp. 61083:013-61083:016. 
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F. Security, medical, emergency & fire protection plans 

9203110049 Forwards rev 35 to Security Plan.Ref withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:289-60897:289. 

9203060036 Forwards insp rept 50-454/92-04 & 50-455/92-04 on 920210-14 & notice 
of violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60803:193-60803:202. 

-9203060043 Notice of violation from insp on 920210-14.Violation noted: EPIP.BZP 
200-A1 Rev 2, "Byron Emergency Action Levels,” not updated as of 920214. 
GREGER.L.R. Region 3 (Post 820201). 92/02/28. ip. 60803:195-60803:195. 

-9203060046 Insp repts 50-454/92-04 & 50-455/92-04 on 920210-14. Violations 
noted.Major areas inspected:followup on actual emergency plan activations & oper¬ 
ational status of EP program. 

SIMONS.H., COX,C., MCCORMICK,J.W. Region 3 (Post 820201). 92/02/26. 7pp. 
60803:196-60603:202. 

9203200248 Rev 4a to Generating Station Emergency Plan for Byron Station Annex 
Condition 6 EALs & philosophy document, reflecting changes previously approved in 
900109 & 890531 ltrs.W/920311 Itr. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/03/11. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 14pp. 61069:303-61069:316. 

9203200165 Ack receipt of 920220 Rev 35 to security plan.Changes consistent w/provi- 
sions of 10CFR50.54(p) & acceptable.Rev withheld (ref 10CFR73.21). 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 3pp. 61056:351-61056:353. 


9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203120217 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77,re¬ 
vising TS Bases Pages 3/4 3-3 & 3/4 3-4 re Low T (average) signal & magnetic tape 

as medium for recording seismic data,respectively. , , 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60929:327-60929:334. 


9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203180407 Notifies that all actions in response to Generic Ltr 89-13 re svc water sys 
have been completed. 

SCHUSTER,TX Commonwealth Edison Co. 92/03/13. Document Control Branch 
(Document Control Desk). Ip. 60975:342-60975:342. 

9203200245 Notifies of completion of activity in which RHR HX outlet temp instrumenta¬ 
tion was replaced w/environmentally qualified instrumentation on Unit 1 during Fall 
1991 refueling outage.Commitments for plant,per RG 1.97 complete. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). ip. 61069:289-61069:289. 


will be contained in TS amend expected to be submitted by 921231. 
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-61100:013. 

9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 

9106270324 Suppt 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuctear power plants re consideration of valve misposl- 
tloning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020210 Suppls 861130 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 3.0.4,4.0.3 & 4.0.4 re operational mode changes per Ge¬ 
neric Ltr 87-09 & NRC 890515 request for addl info. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60766:189-60766:198. 

-9203020212 Revised TS Pages 3/4 2-9 re measurement of RCS total flow rate. 

* Commonwealth Edison Co. 92/02/27. 8pp. 60766:191-60766:198. 

9203030116 Forwards Rev 11 to Section 4.0 of Inservice Testing (1ST) Program Plan for 
Valves,per NRC 920131 Itr transmitting SER for 1ST program. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 5pp. 60829:094-60829:232. 

-9203030121 Rev 11 to Section 4.0 of Inservice Testing Program Plan for Valves. 

* Commonwealth Edison Co. 92/02/27. 100pp. 60829:099-60829:232. 

9203040303 Accepts response to generic Itr 91-11 re resolution of generic issues 48 & 
49 concerning class IE vital instrument buses & class IE tie breakers,respectively. 
PULSIFER.R.M. Project Directorate 111-2. 92/02/27. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60806:271-60606:272. 

9203160238 Rev O.D to "ODCM." 

* Commonwealth Edison Co. 92/02/27. 4pp. 60968:206-60968:209. 


9203030193 Forwards safety insp repts 50-454/92-03 & 50-455/92-03 on 920203- 
07.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/01/21. REED.C. Commonwealth Edison 
Co. 2pp. 60754:225-60754:234. 


-9203030196 Insp repts 50-454/92-03 & 50-455/92-03 on 920203-07.No violations 
noted.Major areas inspected:radiation protection program,including organization,mgt 
controls,training,audits & appraisals.external exposure control & surveys. 

KOZAK.T.J., SNELL,W. Region 3 (Post 620201). 92/02/21. 8pp. 60754:227- 
60754:234. 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60636:215-60838:223. 


9203030137 Forwards safety insp repts 50-454/92-02 & 50-455/92-02 on 920123- 
0218. No violations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/02/21. REED.C. Commonwealth Edison Co. 
2pp. 60754:032-60754:046. 

-9203030140 Safety insp repts 50-454/92-02 & 50-455/92-02 on 920123-0218.No vio¬ 
lations noted.Major areas inspected: previous insp findings,operational safety,onsite 
event followup & current matl condition. 

FARBER.M.J. Region 3 (Post 820201). 92/02/21. 13pp. 60754:034-60754:046. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 
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9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


V. Operator Examinations 


9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9203060038 Forwards insp rept 50-454/92-04 & 50-455/92-04 on 920210-14 & notice 
of violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison 
Co. 2pp. 60803:193-60803:202. 

--92Q3Q80043 Notice of violation from insp on 920210-14.Violation noted: EPIP.BZP 
200-A1 Rev 2, "Byron Emergency Action Levels,” not updated as of 920214. 
GREGER.L.R. Region 3 (Post 820201). 92/02/28. Ip. 60803:195-60803:195. 

-9203060048 Insp repts 50-454/92-04 & 50-455/92-04 on 920210-14. Violations 
noted.Major areas inspected:followup on actual emergency plan activations & oper¬ 
ational status of EP program. 

SIMONS,H„ COX.C., MCCORMICK,J.W. Region 3 (Post 820201). 92/02/28. 7pp. 
60803:196-60803:202. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260206 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping 
connected to RCS.Nonproprietary WCAP-12388 & WCAP-13245 & proprietary WCAP- 
12387 & WCAP-12425 repts encl.Proprietary repts withheld. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 17pp. 61106:010-61106:117. 


-9203250323 Requests that WCAP-12387, "Evaluation of Thermal Stratification for 
Byron & Braidwood Units 1 & 2 RHR Lines” be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 12pp. 61106:027-61106:038. 


-9203250328 Requests that WCAP-12425, "Evaluation of Byron & Braidwood Units 1 & 
2 Auxiliary Spray Lines Per NRC Bulletin 88-008" be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 61106:039-61106:049. 

~9203250334 Nonproprietary "Evaluation of Thermal Stratification for Byron & Braid¬ 
wood Units 1 & 2 RHR Lines.” 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-12386. 89/09/30. 46pp. 

61106:050-61106:094. 

-9203250336 Nonproprietary "Evaluation of Byron & Braidwood Units 1 & 2 Auxiliary 
Spray Lines Per NRC Bulletin 88-008.” 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-13245. 92/02/29. 24pp. 

61106:095-61106:117. 


R. Periodic operating reports & related correspondence 


9203090409 "Occupational Radiation Exposures for 1991 for Byron Nuclear Power Sta¬ 
tion.” W/920203 hr. 

PLENIEWICZ.R. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:176-60868:177. 

9203180108 "Byron Nuclear Power Station Annual 10CFR50.59 Rept 1991." W/920311 
ltr. 

SCHUSTER,T.K. Commonwealth Edison Co. 91/12/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 46pp. 60992:274-60992:320. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
620201). Ip. 60918:350-60918:350. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condltion.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 91101Q.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


9203110049 Forwards rev 35 to Security Plan.Ref withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60897:289-60897:289. 

9203060038 Forwards insp rept 50-454/92-04 & 50-455/92-04 on 920210-14 & notice 
of violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison 
Co. 2pp. 60803:193-60803:202. 

-9203060043 Notice of violation from insp on 920210-14.Violation noted: EPIP.BZP 
200-A1 Rev 2, "Byron Emergency Action Levels,” not updated as of 920214. 
GREGER.L.R. Region 3 (Post 820201). 92/02/28. Ip. 60803:195-60803:195. 

-9203060046 Insp repts 50-454/92-04 & 50-455/92-04 on 920210-14. Violations 
noted.Major areas inspected:followup on actual emergency plan activations & oper¬ 
ational status of EP progrem. 

SIMONS,H. Region 3 (Post 820201). 92/02/28. 7pp. 60803:196-60803:202. 

9203200248 Rev 4a to Generating Station Emergency Plan for Byron Station Annex 
Condition 6 EALs & philosophy document, reflecting changes previously approved in 
900109 & 890531 ltrs.W/920311 ltr. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/03/11. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 670411). 14pp. 61069:303-61069:316. 

9203200165 Ack receipt of 920220 Rev 35 to security plan.Changes consistent w/provi- 
sions of 10CFR50.54(p) & acceptable.Rev withheld (ref 10CFR73.21). 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 3pp. 61056:351-61056:353. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 670411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTtOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036. 

9203020210 Suppls 881130 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 3.0.4,4.0.3 & 4.0.4 re operational mode changes per Ge¬ 
neric Ltr 87-09 & NRC 890515 request for addl Info. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60766:189-60766:198. 

-9203020212 Revised TS Pages 3/4 2-9 re measurement of RCS total flow rate. 

* Commonwealth Edison Co. 92/02/27. 8pp. 60766:191-60766:198. 

9203030116 Forwards Rev 11 to Section 4.0 of Inservice Testing (1ST) Program Plan for 
Valves.per NRC 920131 ltr transmitting SER for 1ST program. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 5pp. 60829:094-60829:232. 

-9203030121 Rev 11 to Section 4.0 of Inservice Testing Program Plan for Valves. 

* Commonwealth Edison Co. 92/02/27. 100pp. 60829:099-60829:232. 

9203040303 Accepts response to generic ltr 91-11 re resolution of generic Issues 48 & 
49 concerning class IE vital instrument buses & class IE tie breakers,respectively. 
PULSIFER.R.M. Project Directorate 111-2. 92/02/27. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60806:271-60806:272. 

9203160236 Rev O.D to "ODCM ” 

* Commonwealth Edison Co. 92/02/27. 4pp. 60968:206-60968:209. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203120217 Application for amends to Licenses NPF-37,NPF-66.NPF-72 & NPF-77,re¬ 
vising TS Bases Pages 3/4 3-3 & 3/4 3-4 re Low T (average) signal & magnetic tape 
as medium for recording seismic data,respectively. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60929:327-60929:334. 

-9203120219 Proposed Tech Specs Bases Pages 3/4 3-3 & 3/4 3-4. 

* Commonwealth Edison Co. 92/03/04. 5pp. 60929:330-60929:334. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 
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1203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanaiyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

1203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

1203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for alt nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

1203180407 Notifies that all actions in response to Generic Ltr 89-13 re svc water sys 
have been completed. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/03/13. Document Control Branch 
(Document Control Desk). Ip. 60975:342-60975:342. 

>203200245 Notifies of completion of activity in which RHR HX outlet temp instrumenta¬ 
tion was replaced w/environmentally qualified instrumentation on Unit 1 during Fall 
1991 refueling outage.Commitments for plant,per RG 1.97 complete. 

SCHUSTER,T.K. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). Ip. 61069:289-61069:289. 

>203240211 Responds to Generic Ltr 91-13, "Request for Info Re Resolution of Gener¬ 
ic Issue 130, ’Essential Svcs Water Sys Failures at Multi-Unit Sites.'" Addl refinements 
will be contained in TS amend expected to be submitted by 921231. 
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-61100:013. 

>203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 


-9203060043 Notice of violation from insp on 920210-14.Violation noted: EPIP.BZP 
200-A1 Rev 2, “Byron Emergency Action Levels," not updated as of 920214. 
GREGER.L.R. Region 3 (Post 820201). 92/02/28. Ip. 60803:195-60803:195. 

-9203060046 Insp repts 50-454/92-04 & 50-455/92-04 on 920210-14. Violations 
noted.Major areas inspected:followup on actual emergency plan activations & oper¬ 
ational status of EP program. 

SIMONS,H., COX.C., MCCORMiCK.J.W. Region 3 (Post 820201). 92/02/28. 7pp. 
60803:196-60803:202. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping 
connected to RCS.Nonproprietary WCAP-12388 & WCAP-13245 & proprietary WCAP- 
12387 & WCAP-12425 repts encl.Proprietary repts withheld. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 17pp. 61106:010-61106:117. 

-9203250323 Requests that WCAP-12387, “Evaluation of Thermal Stratification for 
Byron & Braidwood Units 1 & 2 RHR Lines" be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 12pp. 61106:027-61106:038. 

-9203250328 Requests that WCAP-12425, "Evaluation of Byron & Braidwood Units 1 & 
2 Auxitiary Spray Lines Per NRC Bulletin 88-008” be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 61106:039-61106:049. 

-9203250334 Nonproprietary “Evaluation of Thermal Stratification for Byron & Braid¬ 
wood Units 1 & 2 RHR Lines.” 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-12388. 89/09/30. 46pp. 

61106:050-61106:094. 

-9203250338 Nonproprietary "Evaluation of Byron & Braidwood Units 1 & 2 Auxiliary 
Spray Lines Per NRC Bulletin 88-008." 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-13245. 92/02/29. 24pp. 

61106:095-61106:117. 


203030193 Forwards safety insp repts 50-454/92-03 & 50-455/92-03 on 920203- 
07.No violations noted. 

GREGER.L.R. Region 3 (Post 820201). 92/01/21. REED.C. Commonwealth Edison 
Co. 2pp. 60754:225-60754:234. 

-9203030196 Insp repts 50-454/92-03 & 50-455/92-03 on 920203-07.No violations 
noted.Major areas inspected:radiation protection program,including organization,mgt 
controls,training,audits & appraisals,external exposure control & surveys. 

KOZAK,T.J., SNELL,W. Region 3 (Post 820201). 92/02/21. 8pp. 60754:227- 
60754:234. 


9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60836:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60638:215-60838:223. 

9203030137 Forwards safety insp repts 50-454/92-02 & 50-455/92-02 on 920123- 
0218.No violations noted. 

CLAYTON,B. Region 3 (Post 820201). 92/02/21. REED.C. Commonwealth Edison Co. 
2pp. 60754:032-60754:046. 

-9203030140 Safety insp repts 50-454/92-02 & 50-455/92-02 on 920123-0218.No vio¬ 
lations noted.Major areas inspected: previous insp findings,operational safety,onsite 
event followup & current matl condition. 

FARBER.M.J. Region 3 (Post 820201). 92/02/21. 13pp. 60754:034-60754:046. 

9202190036 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


R. Periodic operating reports & related correspondence 

9203090409 “Occupational Radiation Exposures for 1991 for Byron Nuclear Power Sta¬ 
tion." W/920203 ltr. 

PLENIEWICZ.R. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:176-60868:177. 

9203180108 “Byron Nuclear Power Station Annual 10CFR50.59 Rept 1991." W/920311 

SCHUSTER,T.K. Commonwealth Edison Co. 91/12/31. MURLEY.T.E. Office of Nucle¬ 
ar Reactor Regulation, Director (Post 870411). 46pp. 60992:274-60992:320. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 


9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.Improper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203270282 LER 92-001-00:on 920228,2D SG level during shutdown led to P-14 signal 
& feedwater steam isolatlon.Caused by difficulty in controlling SG level at low 
power.lnstability correction to be made by relocating lower taps.W/920320 ltr. 
SCHEFFLER.W., KOUBA.W., PLENIEWICZ.R. Commonwealth Edison Co. 92/03/20. 
4pp. 61224:333-61224:336. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 9110l0.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060038 Forwards insp rept 50-454/92-04 & 50-455/92-04 on 920210-14 & notice 
of violation. 

GREGER.L.R. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison 
Co. 2pp. 60803:193-60803:202. 


9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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F. Security, medical, emergency & fire protection plans 

9203090258 Public version of rev 25 to BWZP 600-3A8, "App G - Radiological & Mete¬ 
orological Support Phone List." W/920304 release memo. 

* Commonwealth Edison Co. 92/02/11. 5pp. 60853:118-60853:123. 

9203110056 Forwards rev 23 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60697:290-60897:290. 

9203260140 Publicly available version of revised procedures,including rev 8 to BwZP 
100-11 & rev 4 to BwZP 380.5.W/920323 release memo. 

* Commonwealth Edison Co. 92/03/03. 13pp. 61114:001-61114:013. 

9203160205 Responds to NRC Itr re violations noted in Insp Rept 50-456/92-02.Correc- 
tive Actions:emergency preparedness trainer reassigned.Review of training lesson 
plans in progress & expected to be complete by 920320. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60968:210-60966:213. 

9203200151 Acks receipt of 920220 Rev 23 to security plan.Rev consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion Into plan. 

GREGER.L.R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 61069:294-61069:295. 


9203230301 Provides addl info related to MOV test & surveillance program initiated by 
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance." 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEV.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328. 

9203300086 Suppls 920210 response to Rev 4 to NRC SER re util response to open 
items on inservice testing program for pumps & valves,addressing Relief Request VR- 
2 on check valves in NaOH supply line to containment spray sys. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61164:355-61164:357. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 670411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030139 Requests that results of review & disposition of end details of concern re 
activities at plant be submitted to Region III within 30 days of Itr date.Response 
should not contain proprietary info.EncI withheld (ref 10CFR2.790). 

GREENMAN.E.G. Region 3 (Post 820201). 92/02/20. REED.C. Commonwealth 
Edison Co. 2pp. 60754:047-60754:048. 

9203020210 Suppls 881130 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 3.0.4,4.0.3 & 4.0.4 re operational mode changes per Ge¬ 
neric Ltr 87-09 & NRC 890515 request for addl info. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/02/27. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60766:189-60766:198. 

-9203020212 Revised TS Pages 3/4 2-9 re measurement of RCS total flow rate. 

* Commonwealth Edison Co. 92/02/27. 8pp. 60766:191-60766:198. 

9203040303 Accepts response to generic Itr 91-11 re resolution of generic issues 48 & 
49 concerning class IE vital Instrument buses & class IE tie breakers,respectively. 
PULSIFER.R.M. Project Directorate 111-2. 92/02/27. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60806:271-60806:272. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 670729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203090068 Responds to NRC 920131 Itr re violations noted in insp rept 50-456/91- 
023 & 50-457/91-021.Corrective action:Braidwood Technical Staff Surveillance IBwVS 
6.1.2.a-1 will be revised to incorporate procedure. 

KOVACH,T.J. Commonwealth Edison Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60862:177-60862:179. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60946:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter 8. Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203100136 Submits integrated leak rate testing schedule for NRC approval.Unit 1 ILRT 
will be conducted during fourth refueling outage,presently scheduled to commence in 
Mar 1994 & Unit 2 during fourth refueling outage in Sept 1994. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60899:347-60899:347. 


9203090464 Responds to NRC 920203 Itr re violations noted in Insp Repts 50-456/91- 
26 & 50-457/91 -26.Corrective actions:caution statement included to notify shift engi¬ 
neer if work has begun on wrong component. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 80883:210-60883:212. 


9203120217 Application for amends to Licenses NPF-37,NPF-66.NPF-72 & NPF-77,re¬ 
vising TS Bases Pages 3/4 3-3 & 3/4 3-4 re Low T (average) signal & magnetic tape 
as medium for recording seismic data,respectively. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60929:327-60929:334. 

-9203120219 Proposed Tech Specs Bases Pages 3/4 3-3 & 3/4 3-4. 

* Commonwealth Edison Co. 92/03/04. 5pp. 60929:330-60929:334. 


9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate 111-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 670411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. , 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203240211 Responds to Generic Ltr 91-13, “Request for Info Re Resolution of Gener¬ 
ic Issue 130, ’Essential Svcs Water Sys Failures at Multi-Unit Sites.'” Addl refinements 
will be contained in TS amend expected to be submitted by 921231. 
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEYJ.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-61100:013. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203160205 Responds to NRC Itr re violations noted in Insp Rept 50-456/92-02.Correc- 
tive Actions:emergency preparedness trainer reassigned.Review of training lesson 



iMjVAori, i.j. ijornmonweaun Edison i^o. 
ment Control Desk). 4pp. 60968:210-60968:213. 


9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping 
connected to RCS.Nonproprietary WCAP-12386 & WCAP-13245 & proprietary WCAP- 
12387 & WCAP-12425 repts encl.Proprietary repts withheld. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEYJ.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 17pp. 61106:010-61106:117. 


-9203250323 Requests that WCAP-12387, "Evaluation of Thermal Stratification for 
Byron & Braidwood Units 1 & 2 RHR Lines" be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westlnghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 12pp. 61106:027-61106:038. 

-9203250328 Requests that WCAP-12425, “Evaluation of Byron & Braidwood Units 1 & 
2 Auxiliary Spray Lines Per NRC Bulletin 88-008” be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westlnghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 61106:039-61106:049. 


—9203250334 Nonproprietary “Evaluation of Thermal Stratification for Byron & Braid¬ 
wood Units 1 & 2 RHR Lines." 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-12388. 89/09/30. 46pp. 
61106:050-61106:094. 


-9203250338 Nonproprietary “Evaluation of Byron & Braidwood Units 1 & 2 Auxiliary 
Spray Lines Per NRC Bulletin 88-008.” 

STRAUCH.P.L. Westinghouse Electric Corp. WCAP-13245. 92/02/29. 24pp. 

61106:095-61106:117. 



200 DOCKETED ITEMS 


92 °f26031° Forwards Safety Insp Repts 50-456/92-06 & 50-457/92-06 on 920225- 
UJ03.Violation noted but not being cited since criteria in Section VA of 10CFR Part 
2,App C (1992) satisfied. 

GREGER.L.R. Region 3 (Post 820201). 92/03/19. REED.C. Commonwealth Edison 
Co. 2pp. 61129:350-61129:359. 


-9203260319 Safety insp Repts 50-456/92-06 & 50-457/92-06 on 920225-0303.Viola- 
tions noted.Major areas inspectedrradiation protection program,solid radwaste 
mgt,transportation of radioactive matls program & waste generator requirements. 
KUNOWSKI.M.A., SCHUMACHER.M.C. Region 3 (Post 620201). 92/03/19. 8pp. 
61129:352-61129:359. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


9203300091 Forwards safety insp repts 50-456/92-05 & 50-457/92-05 on 920218-0306 
& notice of violation.Areas inspected consisted of review of MOV program established 
in response to generic itr 89-10. 

RING.M.A. Region 3 (Post 820201). 92/03/24. REED.C. Commonwealth Edison Co. 
3pp. 61111:001-61111:020. 

—9203300094 Notice of violation from insp on 920218-0306.Violations noted:stem fac¬ 
tors of 0.15 & lower being used to calculate some torque switch settings w/o follow¬ 
ing lubrication requirements. 

RING.M.A. Region 3 (Post 820201). 92/03/24. 2pp. 61111:004-61111:005. 

-9203300100 Insp repts 50-456/92-05 & 50-457/92-05 on 920218-0306. Violations 
noted.Major areas inspected:licensee response to generic Itr 89-10, “Safety-Related 
MOV Testing & Surveillance." 

SMITH,J.F., REPLOGLE.G.D.. GAINTY.C.A. Region 3 (Post 820201). 92/03/19. 13pp. 
61111:006-61111:020. 

9203310058 Ack receipt of 920227 itr informing NRC of steps taken to correct violations 
noted in insp repts 50-456/91-23 & 50-457/91-21. 

MILLER,H.J. Region 3 (Post 820201). 92/03/27. REED.C. Commonwealth Edison Co. 
2pp. 61126:132-61126:133. 


R. Periodic operating reports & releted correspondence 

9203090415 "1991 Occupational Radiation Exposures for Braidwood Nuclear Power 
Station.” W/920213 Itr. 

KOFRON.K.L. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:164-60868:165. 

9203030028 Forwards radioactive effluent rept for Jul through Dec 1991 & Wind Speed 
& Wind Direction for Jan through Dec,Oct through Dec & July through Sept 1991. 
KOFRON.K.L. Commonwealth Edison Co. 92/02/05. DAVIS,B. Region 2 (Post 
820201). Ip. 60800:001-60800:139. 

—9203030041 “Wind Speed & Wind Direction for Jan through Dec 1991." 

* Commonwealth Edison Co. 91/12/31. 2p. 60800:134-60800:135. 

-9203030045 “Wind Speed & Wind Direction for Oct through Dec 1991.” 

* Commonwealth Edison Co. 91/12/31. 2pp. 60800:136-60800:137. 

-9203030047 “Wind Speed & Wind Direction for Jul through Sept 1991.” 

* Commonwealth Edison Co. 91/09/30. 2pp. 60800:138-60800:139. 

9203120096 Forwards occupational radiation exposure portions of station operatinq 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Reqion 3 (Post 
820201). Ip. 60918:350-60918:350. 

9203130156 Monthly operating repts for Feb 1992 for Braidwood Nuclear Power Station 
Units 1 & 2.W/920310 Itr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 92/02/29. 12op. 

60918:159-60918:172. 

9203090003 Forwards fitness-for-duty performance data for 6-month period endinq 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-60862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203190090 RO:on 920212,diesel generator 1A failed to attain rated speed & voltage 
within 10 s & declared inoperable.Caused by air leak in air control sys which positions 
fuel racks in full fuel position.Test frequency increased. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/11. DAVIS,A.B. Reqion 3 (Post 
820201). 2pp. 60977:160-60977:161. 

9203190251 LER 92-002-00:on 920213,OA hydrogen recombiner declared inoperable 
when recombiner taken out of svc for maint.Caused by personnel error & mgt defi¬ 
ciency in work organization. Recombiner reassembled & started.W/920313 Itr. 
ZOLAN.P., KOFRON.K.L. Commonwealth Edison Co. 92/03/11. 6pp. 61060:326- 
61060:332. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 81103:311-61103:313. 

9203270294 LER 92-003-00:on 920309,boron concentration in 1A safety accumulator 
exceeded TS limit.Inoperability declared.Caused by personnel error.Requirements 
edded to notify supervisor & to obtain sample if TS limits exceeded.W/920324 Itr. 
LAU.P., KOFRON.K.L. Commonwealth Edison Co. 92/03/24. 5np. 61224:347- 
61224:351. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010-Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


F. Security, medical, emergency & fire protection plans 

9203090258 Public version of rev 25 to BWZP 600-3A8, "App G - Radiological & Mete¬ 
orological Support Phone List.” W/920304 release memo. 

* Commonwealth Edison Co. 92/02/11. 5pp. 60853:118-60853:123. 

9203110056 Forwards rev 23 to Security Plan.Rev withheld (ref 10CFR73.21). 

KOVACH,T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 80697:290-60897:290. 

9203260140 Publicly available version of revised procedures,including rev 8 to BwZP 
100-11 & rev 4 to BwZP 380.5.W/920323 release memo. 

* Commonwealth Edison Co. 92/03/03.13pp. 61114:001-61114:013. 

9203200151 Acks receipt of 920220 Rev 23 to security plan.Rev consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion into plan. 

GREGER.L-R. Region 1 (Post 820201). 92/03/12. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 61069:294-61069:295. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030139 Requests that results of review & disposition of end details of concern re 
activities at plant be submitted to Region III within 30 days of Itr date.Response 
should not contain proprietary info.Enci withheld (ref 10CFR2.790). 

GREENMAN.E.G. Region 3 (Post 820201). 92/02/20. REED.C. Commonwealth 
Edison Co. 2pp. 60754:047-60754:048. 

9203020210 Suppls 881130 application for amends to Licenses NPF-37, NPF-66.NPF- 
72 & NPF-77,changing TS 3.0.4,4.0.3 & 4.0.4 re operational mode changes per Ge¬ 
neric Ltr 87-09 & NRC 890515 request for addl info. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60766:189-60766:198. 

-9203020212 Revised TS Pages 3/4 2-9 re measurement of RCS total flow rate. 

* Commonwealth Edison Co. 92/02/27. 8pp. 60766:191-60766:198. 

9203040303 Accepts response to generic Itr 91-11 re resolution of generic issues 48 & 
49 concerning class IE vital instrument buses & class IE tie breakers,respectively. 
PULSIFER.R.M. Project Directorate 111-2. 92/02/27. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 60606:271-60806:272. 

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien¬ 
nial review of util nuclear plant procedures.NRC understands that util will withdraw 
submittal. 

MILLER,H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co. 
2pp. 60804:017-60804:018. 

9203100136 Submits integrated leak rate testing schedule for NRC approval.Unit 1 ILRT 
will be conducted during fourth refueling outage,presently scheduled to commence in 
Mar 1994 & Unit 2 during fourth refueling outage in Sept 1994. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60899:347-60899:347. 

9203120217 Application for amends to Licenses NPF-37,NPF-66.NPF-72 & NPF-77,re¬ 
vising TS Bases Pages 3/4 3-3 & 3/4 3-4 re Low T (average) signal & magnetic tape 
as medium for recording seismic data,respectively. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60929:327-60929:334. 

—9203120219 Proposed Tech Specs Bases Pages 3/4 3-3 & 3/4 3-4. 

* Commonwealth Edison Co. 92/03/04. 5pp. 60929:330-60929:334. 

9203130100 Notification of 920318 meeting in Rockville,MD to update status of Comm 
Ed prioritization program. 

SIEGEL,B.L. Project Directorate ill-2. 92/03/05. BARRETT,R.J. Project Directorate III- 
2. 4pp. 60912:059-60912:062. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06 Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 



DOCKETED ITEMS 201 


9203160213 Discusses review of existing second-level undervoltage (degraded voltage) 
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint 
for all nuclear stations.Updated status for calculations provided. 

RICHTER,M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261. 

9203240211 Responds to Generic Ltr 91-13, “Request for Info Re Resolution of Gener¬ 
ic Issue T30, 'Essential Svcs Water Sys Failures at Multi-Unit Sites.”* Add! refinements 
will be contained in TS amend expected to be submitted by 921231. 
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-61100:013. 

9203300086 Suppls 920210 response to Rev 4 to NRC SER re util response to open 
items on inservice testing program for pumps & valves,addressing Relief Request VR- 
2 on check valves in NaOH supply line to containment spray sys. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 670411). 3pp. 61164:355-61164:357. 

9203300124 Forwards response to issues raised in MOV audits at util as preparation for 
920408 meeting at Region III headquarters. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-80836:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operationaf Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60671:182-60871:185. 

9202190037 NRC Info Notice 92-014, ”U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60982:161-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203090068 Responds to NRC 920131 ltr re violations noted In Insp rept 50-456/91- 
023 & 50-457/91-021.Corrective action:Braidwood Technical Staff Surveillance IBwVS 
6.1.2.a-1 will be revised to Incorporate procedure. 

KOVACH,T.J. Commonwealth Edison Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60862:177-60862:179. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203090484 Responds to NRC 920203 ltr re violations noted in Insp Repts 50-456/91- 
26 & 50-457/91-26,Correctlve actions:caution statement included to notify shift engi¬ 
neer if work has begun on wrong component. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60883:210-60883:212. 

9202280208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping 
connected to RCS.Nonproprietary WCAP-12388 & WCAP-13245 & proprietary WCAP- 
12387 & WCAP-12425 repts encLProprietary repts withheld. 

CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 17pp. 61106:010-61106:117. 

-9203250323 Requests that WCAP-12387, “Evaluation of Thermal Stratification for 
Byron & Braldwood Units 1 & 2 RHR Lines" be withheld (ref 10CFR2.790). 
L1PARULO.N.J. Westlnghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 12pp. 61106:027-61106:036. 

—9203250328 Requests that WCAP-12425, "Evaluation of Byron & Braidwood IJnits 1 & 
2 Auxiliary Spray Lines Per NRC Bulletin 88-008" be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westlnghouse Electric Corp. 92/03/10. MURLEY.T. Document Con¬ 
trol Branch (Document Control Desk). 11pp. 61106:039-61106:049. 


-9203250334 Nonproprietary “Evaluation of Thermal Stratification for Byron $ Braid- 
wood Units 1 & 2 RHR Lines.” 

STRAUCH.P.L. Westlnghouse Electrio Corp. WCAP-12388. 89/09/30. 46pp. 

61106:050-61106:094. 


-9203250338 Nonproprietary "Evaluation of Byron 
Spray Lines Per NRC Bulletin 88-008." 
STRAUCH.P.L. Westinghouse Electric Corp. 
61106:095-61106:117. 


& Braidwood Units 1 & 2 Auxiliary 
WCAP-13245. 92/02/29. 24pp. 


9203260310 Forwards Safety Insp Repts 50-456/92-06 & 50-457/92-06 on 920225- 
0303.Violation noted but not being cited since criteria in Section VA of 10CFR Part 
2,App C (1992) satisfied. 

GREGER.L.R. Region 3 (Post 820201). 92/03/19. REED.C. Commonwealth Edison 
Co. 2pp. 61129:350-61129:359. 


-9203260319 Safety Insp Repts 50-456/92-06 & 50-457/92-06 on 920225-0303.Viola- 
tions noted.Major areas inspected:radiation protection program.solid radwaste 
mgt,transportation of radioactive matls program & waste generator requirements. 
KUNOWSKI.M.A., SCHUMACHER,M.C. Region 3 (Post 820201). 92/03/19. 8pp. 
61129:352-61129:359. 


9203300091 Forwards safety insp repts 50-456/92-05 & 50-457/92-05 on 920218-0306 
& notice of violation.Areas inspected consisted of review of MOV program established 
in response to generic ltr 89-10. 

RING.M.A. Region 3 (Post 820201). 92/03/24. REED.C. Commonwealth Edison Co. 
3pp. 61111:001-61111:020. 

—9203300094 Notice of violation from insp on 920218-0306.Violations noted:stem fac¬ 
tors of 0.15 & lower being used to calculate some torque switch settings w/o follow¬ 
ing lubrication requirements. 

RING.M.A. Region 3 (Post 820201). 92/03/24. 2pp. 61111:004-61111:005. 

-9203300100 Insp repts 50-456/92-05 & 50-457/92-05 on 920218-0306. Violations 
noted.Major areas inspected:licensee response to generic ltr 89-10, "Safety-Related 
MOV Testing & Surveillance." 

SMITH,J.F., REPLOGLE.G.D., GAINTY.C.A. Region 3 (Post 820201). 92/03/19. 13pp. 
61111:006-61111:020. 


9203310058 Ack receipt of 920227 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-456/91-23 & 50-457/91-21. 

MILLER,H.J. Region 3 (Post 820201). 92/03/27. REED.C. Commonwealth Edison Co. 
2pp. 61126:132-61126:133. 


R. Periodic operating reports & related correspondence 

9203090415 “1991 Occupational Radiation Exposures for Braidwood Nuclear Power 
Station." W/920213 ltr. 

KOFRON.K.L. Commonwealth Edison Co. 91/12/31. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60868:164-80868:165. 

9203030028 Forwards radioactive effluent rept for Jul through Dec 1991 & Wind Speed 
& Wind Direction for Jan through Dec,Oct through Dec & July through Sept 1991. 
KOFRON.K.L. Commonwealth Edison Co. 92/02/05. DAVIS,B. Region 2 (Post 
820201). Ip. 60800:001-60800:139. 

-9203030041 "Wind Speed & Wind Direction for Jan through Dec 1991.” 

* Commonwealth Edison Co. 91/12/31. 2p. 60800:134-60800:135. 

-9203030045 "Wind Speed & Wind Direction for Oct through Dec 1991." 

* Commonwealth Edison Co. 91/12/31. 2pp. 60800:136-60800:137. 

-9203030047 “Wind Speed & Wind Direction for Jul through Sept 1991." 

* Commonwealth Edison Co. 91/09/30. 2pp. 80800:138-60800:139. 

9203120096 Forwards occupational radiation exposure portions of station operating 
repts.W/o end. 

RESCEK.F. Commonwealth Edison Co. 92/02/27. DAVIS,A.B. Region 3 (Post 
820201). Ip. 60918:350-80918:350. 

9203130155 Monthly operating repts for Feb 1992 for Braidwood Nuclear Power Station 
Units 1 & 2.W/920310 ltr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 92/02/29. 12pp. 

60918:159-60918:172, 

9203090003 Forwards fitness-for-duty performance data for 6-month period ending 
911231. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 23pp. 60862:070-80862:092. 


S. Reportable occurrences, LERs & related correspondence 

9203090314 Advises that on 920120,Train 2A of emergency diesel generator removed 
from svc after temp detector actuated on connecting bearing 8.Caused by poor solder 
connection made during mfg.New temp detector installed. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60682:300-60862:301. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH,T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 81103:311-61103:313. 

9203270201 LER 92-001-00:on 920225,reactor trip occurred due to turbine control cir¬ 
cuit failure.Defective circuit board replaced.W/ 920324 ltr. 

WOLOSZYN.E., KOFRON.K.L. Commonwealth Edison Co. 92/03/24. 4pp. 61224:313- 
61224:316. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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DOCKET 50-458 RIVER BEND STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 


9203310176 Forwards GE 920318 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A,reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHINDLER.W.H. General Electric Co. 92/03/20. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 


9201060246 Forwards Rev 1 to “River Bend Station 1992 Emergency Preparedness 
Evaluated Exercise" scenario scheduled for 920226. 

ODELL,W.H. Gulf States Utilities Co. 91/12/24. Document Control Branch (Document 
Control Desk). 2pp. 60980:031-60981:164. 

—9201060257 Rev 1 to "River Bend Station 1992 Emergency Preparedness Evaluated 
Exercise” scheduled on 920226. 

* Gulf States Utilities Co. 91/12/20. 491pp. 60980:033-60981:164. 

9203090313 Rev 8 to EPIP EIP-2-012,"Radiation Exposures Controls." W/920303 ltr. 
ODELL,W.H. Gulf states Utilities Co. 92/03/03. 11pp. 60882:289-60882:299. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION.A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 

-9203300243 Trip rept of 911007-08 visit to River Bend Station to obtain facts re use of 
Thermo-Lag fire barriers.Summary of technical issues end. 

PLISCO.L.R. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 91/10/31. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 15pp. 61122:052-61122:066. 


9203310160 Forwards util application dtd 900921 to EPA for renewal of NPDES Permit 
LA0042731.EPA NPDES permit LA0042731 issued 910215 & util application dtd 
920127 to LA Dept of Environ Quality.W/five oversize drawings. 

ODELL,W.H. Gulf States Utilities Co. 92/03/25. Document Control Branch (Document 
Control Desk). 150pp. 61248:259-61249:170. 


G. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 


9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 


9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60638:223. 


9203310204 Forwards Rev 14A to physical security plan,per AB Beach 920206 Itr.Addl 
changes made to plan to reflect current activities of security program.Rev withheld (ref 
10CFh 73.21). 

DEDDENS.J.C. Gulf States Utilities Co. 92/03/24. MARTIN,R.D. Region 4 (Post 
820201). 3pp. 61259:145-61259:147. 


J. Insurance 4 Indemnity Information 


9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9203250065 Forwards current levels of nuclear property insurance coverage. 
ODELL.W.H. Gulf States Utilities Co. 92/03/13. Document Control Branch (Document 
Control Desk). 4pp. 61099:196-61099:199. 

9203250123 Forwards notification of liability insurance,per 10CFR140.15 (a)(1). 
ODELL.W.H. Gulf States Utilities Co. 92/03/13. Document Control Branch (Document 
Control Desk). 4pp. 61099:313-61099:317. 

-9203250129 Forwards Endorsement 49 to NELIA Policy NF-286 & Endorsement 41 to 
MAELU Policy MF-119.W/0 ends. 

SAMUELS.J.L. Marsh & McLennan, Inc. 92/01/09. DINITZ.I. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 61099:317-61099:317. 


P. Operating license stage documents 4 correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to ail licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARltOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030455 Summary of 920115 meeting w/util & State of LA re licensee commitments 
mad e in u pdated SAR 4 documented in FES.Meeting attendance list & handout end. 
PICKETT,D.V. Project Directorate IV-2. 92/02/27. Projed Directorate 1V-2. 9pp. 
60772:335-60773:005. 

9203110265 Forwards proposed change to asiatic clam control program. Approval re¬ 
quested by 920515 in order to allow implementation of change prior to scheduled re¬ 
start of normal svc water sys as closed loop sys. 

ODELL,W.H. Gulf States Utilities Co. 92/03/04. Document Control Branch (Document 
Control Desk). 5pp. 60909:294-60909:298. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9202190371 NRC Inlo Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046. 


9203090019 Ack receipt of 920211 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-458/91 -28. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 60832:165-60832:172. 


9203230085 Ack receipt of 920228 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-458/91-33. 

BEACH,A.B. Region 4 (Post 820201). 92/03/13. DEDDENS.J.C. Gulf States Utilities 
Co. 2pp. 60984:156-60984:165. 


-9203230091 Responds to NRC 920131 ltr re violations noted in insp rept 50-458/91- 
33.Corrective actions:officers retrained on procedural responsibilities & written repri¬ 
mand issued. 

ODELL.W.H. Gulf States Utilities Co. 92/02/28. Region 4 (Post 820201). 8pp. 


9203250013 Forwards insp rept 50-458/92-07 on 920302-06.No violations or deviations 
identified. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. DEDDENS.J.C. Gulf Power Co. 3pp. 
61233:298-61233:324. 

-9203250021 Insp rept 50-458/92-07 on 920302-06.No violations or deviations 
identified.Major areas inspected:licensee water chemistry & radiochemistry including 
water chemistry & radiochemistry confirmatory measurements. 

MURRAY,B. Region 4 (Post 820201). 92/03/18. 24pp. 61233:302-61233:324. 


9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural lntegrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203270230 Responds to NRC ltr re violations noted in Insp Rept 50-458/91 ^.Correc¬ 
tive actions:developed Engineering Dept Procedure EDP-ME-27 to provide methodolo¬ 
gy to feed back info from diagnostic testing & maint. 

ODELL,W.H. Gulf States Utilities Co. 92/03/20. Document Control Branch (Document 
Control Desk). 14pp. 61164:245-61164:258. 


9203160148 Forwards summary of 920304 meeting w/util at River Bend Station re shut¬ 
down risk mgt during refueling outage & major outage activities. 

BEACH.A.B. Region 4 (Post 820201). 92/03/09. DEDDENS.J.C. Gulf States Utilities 
Co. 158pp. 60911:138-60911:295. 


9203260097 Forwards insp rept 50-458/92-05 on 920119-0229.No violations or devi¬ 
ations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/03/23. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 61083:156-61083:184. 


9203250199 Forwards summary of 920317 meeting re activities authorized by license 
NPF-47.Meeting beneficial & provided better understanding of actions taken or in 
progress to improve overall performance.Presentation slides also end. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. DEDDENS.J.C. Gulf States Utilities 
Co. 26pp. 61071:026-61071:051. 


-9203260104 Insp rept 50-458/92-05 on 920119-0229.No violations noted. Major areas 
inspected:followup on LERs & on TMI action plan (NUREG-0737) items,onsite follow¬ 
up of events,operational safety verification,maint & surveillance observations. 
HARRELL,P.H. Region 4 (Post 820201). 92/03/20. 25pp. 61083:159-61083:184. 


9203260036 Forwards response to NRC station blackout SER dtd 920116. Info covers 
Class 1E battery capacity,effects of loss of ventilation,proposed mods,util analysis of 
essential svc water sys & computer code validation. 

ODELL,W.H. Gulf States Utilities Co. 92/03/20. Document Control Branch (Document 
Control Desk). 15pp. 61128:014-61128:028. 


R. Periodic operating reports & related correspondence 

9203090432 "Annual Operations Rept for 1991." W/920228 ltr. 

ODELL,W.H. Gulf States Utilities Co. 91/12/31. 8pp. 60868:241-60868:248. 
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9203090112 Forwards Semi-Annual Radioactive Release Rept for period of July to Dec 
1991,including atmospheric dispersion factors for first quarter Jan-Mar 1991 & second 
quarter Apr-June 1991. 

ODELL,W.H. Gulf States Utilities Co. 92/02/28. Document Control Branch (Document 
Control Desk). Ip. 60892:102-60892:259. 

-9203090124 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991." 
FANTACCI.C.L., CARGILL,E.M. Gulf States Utilities Co. 91/12/31. 78pp. 60892:103- 
60892:210. 

-9203090130 Atmospheric dispersion factors for first quarter Jan-Mar 1991. 

* Gulf States Utilities Co. 91/03/31. 13pp. 60892:211-60892:223. 

-9203090138 Atmospheric dispersion factors for second quarter Apr-June 1991. 

* Gulf States Utilities Co. 91/06/30. 35pp. 60892:224-60892:259. 

9203240109 Monthly operating rept for Feb 1992 for River Bend Station, Unit 1.W/ 
920318 Itr. 

HENDL.G.F., ODELL,W.H. Gulf States Utilities Co. 92/02/29. 5pp. 61161:124- 
61161:128. 


S. Reportable occurrences, LERs & related correspondence 

9203110105 PNO-IV-92-017:on 920305,corrugated sheet metal panels blown off turbine 
bldg due to high winds.Panels landed in main switchyard causing fault on main trans¬ 
former resulting in turbine & reactor trip.Plant currently in hot standby. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/05. 2pp. 60849:203-60849:204. 

9203110123 Forwards notification of unusual event.On 920305,high winds damaged tur¬ 
bine bldg due to tornado.Plant access limited to essential personnel as precautionary 
measure & sitewide surveys performed for possible contamination. 

ODELL,W.H. Gulf States Utilities Co. 92/03/05. Document Control Branch (Document 
Control Desk). 3pp. 60897:258-60897:260. 

9203160061 PNO-IV-92-017A:update to previous preliminary notification re plant trip due 
to high wlnds.Licensee in process of performing isotopic analysis of insulation to de¬ 
termine level of contamination & which isotopes present. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/09. 2pp. 60908:061-60908:062. 

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner.lnitially reported on 920115.Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office o; Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203240338 LER 92-001-00:on 920215,loss of power to APRM C & G resulted in trip of 
Div 1 reactor protection sys & reactor trip.Caused by high level alarm relay not fully 
seated in base.Control panel walkdown performed.W/920316 Itr. 

ENGLAND,L.A., ODELL,W.H. Gulf States Utilities Co. 92/03/16. 8pp. 61120:257- 
61120:262. 

9203310202 LER 92-004-00:on 920224,discovered that surveillance testing of pump 
performance plots missed on five occassions. Caused by procedural deficiency & 
vagueness.Form revised to indicate when components in alert.W/920325 Itr. 
ENGLAND,L.A., ODELL,W.H. Gulf States Utilities Co. 92/03/25. 5pp. 61225:153- 
61225:157. 

9203310208 LER 92-003-00:on 920222,determined that structural steel supporting re¬ 
quired fire barrier walls & floors could not be considered protected.Caused by inad¬ 
equate engineering evaluation.LCO action statements implemented.W/920325 Itr. 
ENGLAND,L.A., ODELL,W.H. Gulf States Utilities Co. 92/03/25. 6pp. 61225:158- 
61225:164. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030004 Forwards insp repts 50-460/91-01 & 50-508/91-01 on 911216-19 & 
920113-15.No violations noted. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/10. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 60753:010-60753:022. 

-9203030011 Insp repts 50-460/91-01 & 50-508/91-01 on 911216-19 & 920113-15.No 
violations noted.Major areas inspected:QA activities re implementation of preservation 
programs during extended const delays. 

NARBUT.P. Region 5 (Post 820201). 92/02/07.10pp. 60753:013-60753:022. 
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J. Insurance & Indemnity Information 

9203230262 Lists present levels of property insurance & sources of insurance for 
plant,per 10CFR50.54(w). 

SPANGENBERG.F. Illinois Power Co. 92/03/17. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 61069:339-61069:339. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 68-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203090222 Informs of assignment of CE Carpenter as acting project manager replac¬ 
ing AT Gody. 

OLSHAN.L.N. Project Directorate 111-2. 92/03/04. SPANGENBERG.F. Illinois Power 
Co. 2pp. 60842:290-60842:291. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 80997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 12pp. 61085:001-81085:012. 


V. Operator Examinations 

9203060105 Informs of 920324 meeting to discuss development of various portions of 
requalification exams. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 60804:205-60804:207. 

9203110089 Informs of 920324 regional meeting to discuss requalification exams. 
COLLINS,S.J. Region 4 (Post 820201). 92/02/28. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 60849:167-60849:169. 

9203280012 Discusses NRC plans to administer generic fundamentals exam section of 
written operator licensing exam at facility on 920610.lnforms that registration Itr must 
be received at NRC & Region by 920504-Sample registration Itr end. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. DEDDENS.J.C. Gulf Power Co. 4pp. 
61083:028-61083:031. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


A. Appllcatlon/constructlon stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities * 10CFR50.54(f). 

PARTLOW.J.G. Associate Direotor for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposl- 
tioning in BWRs. 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." _ „ 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-016, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 
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9203060359 Responds to violations noted in Insp Repts 50-461/91-23 & 50-461/91- 
20.Corrective actions:temporary mod approved & implemented to install clear window 
on front of fission product monitor per maint work request D27365. 

SPANGENBERG.F. Illinois Power Co. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 6pp. 60640:352-60840:357. 

9202260208 NRC info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203090345 Submits revised repair schedule for shutdown svc water sys temp regulat¬ 
ing valves,per findings documented in Operational Safety Team Insp Rept 50-461 /SO¬ 
SO. Replacement valves currently scheduled for installation in June 1992. 
SPANGENBERG.F. Illinois Power Co. 92/03/04. DAViS,A.B. Region 3 (Post 820201). 
Ip. 60863:140-60883:140. 

9203270012 Ack receipt of 920302 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-461 /91-23. Understands that results of study to improve reliabil¬ 
ity of RC leakage detection sys will be provided by 920601. 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/20. PERRY,J.S. Illinois Power Co. 
2pp. 61163:125-61163:126. 

9203310049 Forwards initial & requalification intake exam rept 50-461/OL-92-01 admin¬ 
istered during wks of 920120 & 27.Matl presentation lacked QA,facility preexamination 
review weak & numerous procedural & lesson plan discrepancies noted. 

MILLER,H.J. Region 3 (Post 820201). 92/03/26. PERRY,J.S. Illinois Power Co. 3pp. 
81126:096-61126:126. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9203200096 Forwards Rev 31 to Radiological Emergency Response Plan & Rev 5 to 
Radiological Emergency Response Plan Implementing Procedure 01-2.3. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/03/16. Document Control 
Branch (Document Control Desk). Ip. 61082:164-61082:213. 

—9203200116 Rev 31 to "Radiological Emergency Response Plan." 

SCHREIBER.M.A., CLARKSON,D., WITHERS,B.D. Wolf Creek Nuclear Operating 
Corp. 92/02/21. 32pp. 61082:165-61082:201. 

-9203200125 Rev 5 to EPP 01-2.3, "Accident Assessment & Mitigation." 

* Wolf Creek Nuclear Operating Corp. 92/02/21. 12pp. 61082:202-61082:213. 


H. General correspondence 

9203260131 Comment endorsing comments provided by NUMARC re proposed rule 
10CFR51 re requirements for environ review of applications to renew OLs for nuclear 
power plants. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 92/03/18. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 61083:328-61083:328. 


-9203310055 Initial exam rept 50-461/OL-92-01 administered during wks of 920120 & 
27.Exam results:twelve individuals successfully passed respective initial license exams 
& two reactor operators received unsatisfactory grades on written exam. 

PETERSON,H., BIELBY.M., JORDAN,M. Region 3 (Post 820201). 92/03/25. 28pp. 
61126:099-61126:126. 


R. Periodic operating reports & related correspondence 

9203030269 "Annual Operating Rept for 1991 for Clinton Power Station." W/920226 itr. 
SPANGENBERG.F. Illinois Power Co. 91/12/31. 6pp. 60819:026-60819:031. 

9203040093 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1991,” for Clinton 
Power Station.W/920228 Itr. 

SPANGENBERG.F. Illinois Power Co. 91/12/31. 150pp. 60624:196-60825:164. 

9203020158 Forwards semiannual fitness-for-duty rept for period ending 911231. 
SPANGENBERG.F. Illinois Power Co. 92/02/27. Document Control Branch (Docu¬ 
ment Control Desk). 4pp. 60792:085-60792:088. 

9203170356 Monthly operating rept for Feb 1992 for Clinton Power Station Unit 1.W/ 
920313 Itr. 

SPANGENBERG.F. Illinois Power Co. 92/02/29. 5pp. 60983:181-60983:185. 


S. Reportable occurrences, LERs & related correspondence 


9203090173 Revised special rept re non-valid test failure of Div I DG, describing correct 
steps involved in synchronizing DG w/ offsite power.DG output voltage adjusted such 
that it is slightly higher than offsite power voltage 

SPANGENBERG.F. Illinois Power Co. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). Ip. 60862:201-60862:201. 


9203120255 Special rept:on 920302,meteorological tower differential air temp instru¬ 
mentation declared inoperable to facilitate troubleshooting re discrepancy in meteoro¬ 
logical data. Missing ducting tube from aspirator installed. 

SPANGENBERG.F. Illinois Power Co. 92/03/06. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 60925:296-60925:298. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203180134 Rev 5 to Wolf Creek updated SAR.W/920311 Itr. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 92/03/11. 600pp. 60994:001- 
60996:312. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-80997:032. 

9203190274 Advises that based on review of questionnaire re EIS monitoring grant,NRC 
determined that licensee would be best source of info.Questions should be directed to 
B Loveless, point of contact for util. 

RECKLEY.VYD. Project Directorate 1V-2. 92/02/10. KL1NGELE.E.M. Kansas, Univ. of, 
Lawrence, KS. 2pp. 60985:354-60985:358. 

-9202120174 Requests that end questionnaire re Univ Of Kansas EIS monitoring grant 
be completed & returned by 920130. 

KLINGELE.E.M. Kansas, Univ. of, Lawrence, KS. 92/01/07. YOUNGBLOOD,B.J. NRC 
- No Detailed Affiliation Given. 3pp. 60985:356-60985:358. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning In BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020051 Forwards addl info re rod exchange methodology for startup physics 
testing,per 900821 Itr. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/02/26. Document Control 
Branch (Document Control Desk). 22pp. 60767:287-60767:308. 


9203180123 LER 91-005-01:on 911015,discovered moving filter paper in Leak Detection 
Sys fission product particulate sample panel not advancing.Caused by inadequate 
design of sample panel. Clear window installed on front of panel.W/920313 Itr. 

CLARK,W.M., SPANGENBERG.F. Illinois Power Co. 92/03/13. 8pp. 60997:217- 
60997:224. 

9203230249 Defers completion of corrective action described in special rept dtd 911017 
re temporary inoperability of HVAC stack high range radioactivity monitor from 920228 
to 920430. 

SPANGENBERG.F. Illinois Power Co. 92/03/16. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 61077:269-61077:270. 


V. Operator Examinations 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 


9203030127 Forwards “Semiannual Radioactive Effluent Release Rept 14 for Jul-Dec 
1991” & Rev 8 to "ODCM." 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60795:234-60796:114. 

-9203030136 Rev 8 to "Offsite Dose Calculation Manual." 

* Wolf Creek Nuclear Operating Corp. 91/12/04. 250pp. 60795:274-60796:114. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


9203310049 Forwards initial & requalification intake exam rept 50-461 /OL-92-01 admin¬ 
istered during wks of 920120 & 27.Matl presentation lacked QA,facility preexamination 
review weak & numerous procedural & lesson plan discrepancies noted. 

MILLER,H.J. Region 3 (Post 820201). 92/03/26. PERRY,J.S. Illinois Power Co. 3pp. 
61126:096-61126:126. 


9203190072 Forwards proprietary Rev 0 to NSAG-007, “Wolf Creek Nuclear Operating 
Corp Reload Safety Evaluation Methodology for Wolf Creek Generating Station" topi¬ 
cal rept for NRC review & approval by 930201.Rept withheld (ref 10CFR2.790). 
RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/03/11. Document Control 
Branch (Document Control Desk). 5pp. 60998:225-60998:229. 


-9203310055 Initial exam rept 50-461 /OL-92-01 administered during wks of 920120 & 
27.Exam results:twelve individuals successfully passed respective initial license exams 
& two reactor operators received unsatisfactory grades on written exam. 

PETERSON,H.. BIELBY.M., JORDAN,M. Region 3 (Post 820201). 92/03/25. 28pp. 
61126:099-61126:126. 

9203310065 Advises that util furnish approved ref matl listed in Enel 1, "Ref Matl Re¬ 
quirements for Reactor/Senior Reactor OL Exams" at least 60 days prior to initial 
retake written licensing exams scheduled for wk of 920601. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/26. PERRY,J.S. Illinois Power Co. 
11pp. 61126:152-61126:162. 


9203250226 Forwards “Application Under Exigent Circumstances to Extend Effective 
Period of NRC Approval of Transfer of & Amend to OL NPF-42 in Connection w/ 
Merger of KSGE w/Kansas Power & Light Co" from 920331 through & including 

BROWN,K.R. Kansas Gas & Electric Co. 92/03/20. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61107:117-61107:129. 

-9203250229 “Application Under Exigent Circumstances to Extend Effective Period of 
NRC Approval of Transfer & Amend to OL NPF-42 in Connection w/Merger of KSGE 
w/Kansas Power & Light Co." 

BROWN,K.R. Kansas Gas & Electric Co. 92/03/20.10pp. 61107:120-61107:129. 
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9203270018 Forwards public notice of 920320 application for amend to License NPF-42 
to extend date by which utils required to be completed. 

RECKLEY.W.C. Project Directorate IV-2. 92/03/20. WITHERS.B.D. Wolf Creek Nucle¬ 
ar Operating Corp. 5pp. 61109:085-61109:089. 

9203270026 Forwards public notice re NRC staff considering license amend request to 
extend utils merger completion date. 

BLACK,S.C. Project Directorate IV-2. 92/03/20. Coffey County Today, Burlington, KS. 
9pp. 61109:090-61109:098. 


9203110068 Ack receipt of 920122 Itr responding to violations noted in insp rept 50- 
482/91-31 & forwards clarified notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 60849:107-60849:114. 

-9203110072 Corrected notice of violation from insp on 911006-1116. Violation 
noted:licensee failed to make notification within 4 h for automatic actuation of engi¬ 
neered safety feature. 

* Region 4 (Post 820201). 92/03/03. 4pp. 60849:113-60849:114. 


9203300138 Notification of 920324 meeting w/util in Rockville.MD to discuss events re 
noise & alarms experienced during heatup of facility. 

RECKLEY.W.D. Project Directorate IV-2. 92/03/20. MURLEY.T., MIRAGLIA.F., 
RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 61167:279-61167:281. 

9203300238 Provides change to operational QA program for review & approval.Change 
evaluated & determined to reduce commitments made in approved QA program,per 
10CFR50.54(a)(3). 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/03/23. Document Control 
Branch (Document Control Desk). 7pp. 61169:346-61169:352. 

9203310189 Forwards response to NRC 920116 request for addl info on recommenda¬ 
tions presented in station blackout analysis. Calculation SR-88-001,Rev 0 also end. 
RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/03/24. Document Control 
Branch (Document Control Desk). 8pp. 61205:196-61205:273. 

—9203310193 "Tornado Frequency Calculation for Station Blackout Coping Analysis." 
HALL.M.D. Wolf Creek Nuclear Operating Corp. SR-88-001 R00. 88/10/12. 70pp. 
61205:204-81205:273. 


Q. Inspection reports, IE Bulletins & correspondence 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide-Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 670729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Dralndown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 8pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


9203020089 Forwards insp rept 50-482/91-36 on 911218 & 920125 & notice of viola¬ 
tion. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 60731:109-60731:135. 

-9203020094 Notice of violation from insp on 911218-920125.Violations noted:on 
920106,w/plant operating in mode 4,step 4.2.1.2 inappropriate to circumstances be¬ 
cause it did not explicity prevent placing CCP control switch in pull-to-lock position. 
’ Region 4 (Post 820201). 92/02/26. 3pp. 60731:114-60731:116. 


-9203020099 Insp rept 50-482/91-36 on 911218-920125.Violations noted. Major areas 
lnspected:followup of previously identified NRC items,operational safety 
verification,surveillance observations,maint observations,refueling activities. 

HOWELL,A.T. Region 4 (Post 820201). 92/02/24. 19pp. 60731:117-60731:135. 

9203040005 Responds to NRC 920127 itr re violations noted in Insp Rept 50-482/91- 
35.Correct!ve act!ons:Procedure SYS BB-110 revised to indicate that boron concentra¬ 
tion of fill water must be greater than or equal to existing RCS boron concentration. 
WITHERS,B.D. Wolf Creel Nuclear Operating Corp. 92/02/26. Document Control 
Branch (Document Control Desk). 3pp. 60802:225-60802:227. 


9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 


ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9203120194 Notification of contract execution,task order 60, “Electrical Distribution Sys 
Functional Insp - Wolf Creek." Contractor:AECL Technologies. 

MANN.R. Division of Contracts & Property Management (Pest 890205). FIN L-1527-2. 
92/03/02. SCHWINK.W.S. Program Management, Policy Development & Analysis 
Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
60895:111-60895:113. 


-9203120183 Ltr contract NRC-03-90-031,definitizing task order 60, “Electrical Distribu¬ 
tion Sys Functional Insp - Wolf Creek,” under contract: 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-2. 92/03/ 
26 l SHIFTLETT.D.R. AECL Technologies. 2pp. 60895:112-60895:113. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI .C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


9203110112 Ack receipt of 920226 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-482/91-35. 

BEACH,A.B. Region 4 (Post 820201). 92/03/04. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 8pp. 60849:217-60849:222. 

9203110121 Forwards requests for relief from ASME Section XI requirements for inserv¬ 
ice insp program covering reactor coolant pumps B,C & D,boron injection tank upper 
head to shell weld & SG A tubesheet-to-channel head weld. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 92/03/05. Document Control 
Branch (Document Control Desk). 23pp. 60897:231-60897:253. 

9203250007 Insp rept 50-482/92-04 has been cancelled.No insp rept will be issued for 
rept number. 

BEACH,A.B. Region 4 (Post 820201). 92/03/19. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 61070:021-61070:024. 

9203230289 Responds to NRC Itr re deviations noted in Insp Rept 50-482/91-34 on 
911104-08.Corrective actions:on 911108, executive mgt initiated immediate stop work 
on all MOV design,maint & testing activities,per Generic Ltr 89-10. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 92/03/20. Document Control 
Branch (Document Control Desk). 8pp. 61077:311-61077:319. 

9203250342 Responds to NRC Itr re violations noted in insp of license. Corrective 
actions:in Nov.l 991 .evaluation of existing programs to ensure conditions adverse to 
quality were evaluated.Remits check in amount of $150,000. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 92/03/20. LIEBERMAN.J. Ofc of 
Enforcement (Post 870413). 14pp. 81107:315-61107:327. 


R. Periodic operating reports & related correspondence 

9203040017 “1991 Annual Operating Rept for Wolf Creek Nuclear Generating Station." 
W/920226 Itr. 

BAILEY,J.A., MAYNARD,O.L. Wolf Creek Nuclear Operating Corp. 91/12/31. 13pp. 
60798:143-60798:155. 

9203170263 "Annual Safety Evaluation Rept 7 for 1991." W/920310 Itr. 

WIDEMAN.S., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 91/12/31. 204pp. 
60974:119-60974:325. 

9203030127 Forwards “Semiannual Radioactive Effluent Release Rept 14 for Jul-Dec 
1991" & Rev 8 to "ODCM.” 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60795:234-60796:114. 

-9203030132 “Semiannual Radioactive Effluent Release Rept 14 for Jul through Dec 

HENRY,S.A. Wolf Creek Nuclear Operating Corp. 91/12/31. 38pp. 60795:235- 
60795:273. 

-9203030136 Rev 8 to "Offsite Dose Calculation Manual." 

* Wolf Creek Nuclear Operating Corp. 91/12/04. 250pp. 60795:274-60796:114. 

9203170358 Monthly operating rept for Feb 1992 for Wolf Creek Generating Station.W/ 
920313 itr. 

WILLIAMS,M.G., BAILEY .J.A. Wolf Creek Nuclear Operating Corp. 92/02/29. 7pp. 


S. Reportable occurrences, LERs & related correspondence 

9203110106 PNO-1V-92-014A:on 920227,plant heatup in progress in preparation for unit 
restart following completion of licensee corrective associated w/920220 reactor trip. 
HOWELL,A.T. Region 4 (Post 820201). 92/03/05. 2pp. 60849:205-60849:206. 

9203200060 LER 92-003-00:on 920213,failure to maintain proper CR EVS resulted 
when Train A operated in lieu of Train B.Caused by inattention to detail.Standing order 
for CR operators & sys operating procedure to be revised.W/920316 Itr. 

WIDEMAN.S.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/03/16. 7pp. 
61085:208-61085:214. 

9203230083 PNO-lV-92-014B:updating info provided in PNO-1V-92-014A dtd 920305 re 
licensee ongoing investigation of 920228 noise event.On 920316,similar noise event 
occurred.State of KS being updated on status of event on periodic basis. 

HOWELL,A.T. Region 4 (Post 820201). 92/03/17. 2pp. 60984:154-60984:155. 

9203230285 LER 92-002-00:on 920219,after failure of gating/sequencing card in invert¬ 
er supplying 120 volt ac safety-related bus, reactor trip occurred in SG A.Cause 
undetermined.Review of procedure OFN 00-021 conducted.W/920320 itr. 
WIDEMAN.S.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/03/20. 5pp. 
81120:205-61120:209. 

9203310209 LER 91-024-01 :on 911028,discovered that incorrect spring packs installed 
in actuators for spray additive tank outlet. Team initiated to examine all safety related 
MOV testing programs.Mgt action plan also inltiated.W/920327 Itr. 

WIDEMAN.S.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/03/27. 18pp. 
61225:091-61225:109. 


V. Operator Examinations 

9203060019 Notifies of 920324 Region 4 Operator Licensing Section meeting w/all 
Region 4 facility licensees to discuss requalification exams. 

BEACH.A.B. Region 4 (Post 820201). 92/02/21. WITHERS.B.D. Wolf Creek Nucleai 
Operating Corp. 3pp. 60803:157-60803:159. 
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9203060098 Forwards results of generic fundamentals exam section of written operator 
licensing exam administered on 920205.NRC requests that training dept forward indi¬ 
vidual answer sheets & results to appropriate individuals. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 125pp. 60804:085-60804:193. 

9203110107 Informs of 920324 meeting w/Region IV facility licensees to discuss devel¬ 
opment of requalification exams. 

COLLINS,S.J. Region 4 (Post 820201). 92/02/28. WITHERS,D. Wolf Creek Nuclear 
Operating Corp. 3pp. 60849:198-60849:200. 

9203260009 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam on 920610. Sample registration Itr end. 

GALLO,R.M. Operator Licensing Branch. 92/03/19. WITHERS,B.D. Wolf Creek Nucle¬ 
ar Operating Corp. 4pp. 61083:017-61083:020. 
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F. Security, medical, emergency & fire protection plans 

9203040139 Revised EPIPs.including Rev 9 to EIP-ZZ-00223,Rev 0 to EIP-ZZ-00226 & 
Rev 4 to EIP-ZZ-02001. 

LEWIS,D.. MOODY,R.B., GROSS,K. Union Electric Co. 92/02/27. 89pp. 60814:001- 


9203090161 Temporary Change Notice 92-0251 for Rev 0 to EIP-ZZ-03010, "Chemical 
Emergency Response Ran (CERP) Implementing Procedure." 

* Union Electric Co. 92/02/27. 3pp. 60884:171-60884:174. 


9203030122 Application for amend to License NPF-30,revising TS Section 6, Adminis¬ 
trative Controls" to reflect change in title of general manager,nuclear operations to 
vice-president, nuclear operations. , , ._ 

SCHNELL.D.F. Union Electric Co. 92/02/25. Document Control Branch (Document 
Control Desk). 4pp. 60804:307-60804:319. 

-9203030126 Proposed TS Section 6.5.3.1 re responsible person for designating activi- 


_9 informs of 920310 meeting in regional ofc to facilitate completion of review 

WRIGHT^R^ioT3°(Post 820201). 92/02/27. SCHNELL.D.F. Union Electric Co. 
Ip. 60753:320-60753:320. 

9203050126 Forwards SE accepting util rod swap methodology for determining control 
bank reactivity worth,per 910628 rept submitted by util & 910912 info. 

WHARTON,LR. Project Directorate 111-3. 92/02/27. SCHNELL.D.F. Union Electric Co. 
Ip. 60808:146-60808:150. 

-9203050129 Safety evaluation accepting util 910628 rod swap methodology for deter- 

m!n ing control bank reactivity worth. _ 

)ffice of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp. 


9203090236 Forwards "Callaway Plant Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991" & Rev 2 to Administrative Procedure APA-ZZ-01011, “Process 
Control Program Manual.” „ 

SCHNELL.D.F. Union Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60892:027-60892:101. 


9203120177 Temporary Change Notice 92-0274 to Rev 1 to EtP-ZZ-01210, "Radiologi¬ 
cal Release Info Sys Monitoring," correcting typo on Page 1 of 1 re Rad Release 
Monitors designation in Rad Release Summary. 

LEWIS,D. Union Electric Co. 92/03/03. 3pp. 60930:336-60930:338. 


-9203090240 Rev 2 to Administrative Procedure APA-ZZ-01011, "Process Control Pro¬ 
gram Manual.” ___ 

HAMILTON,G.W., BLOSSER Union Electric Co. 92/01/28. 27pp. 60892:069- 
60892:101. 


9203170323 Temporary Change Notice 92-0298 to Rev 10 to Procedure EIP-ZZ-00224, 
"Injury/lllness Procedure for Callaway Plant." 

* Union Electric Co. 92/03/11. 3pp. 60983:297-60983:299. 

9203250039 Revised EPIPs.including Rev 9 to EIP-ZZ-C0010,Rev 7 to EIP-ZZ-00211 & 
Rev 9 to EIP-ZZ-00212. 

FAULKNER.M., LEWIS,D., BLOSSER,J. Union Electric Co. 92/03/12. 61pp. 
61108:019-61108:079. 

9203240336 Forwards Rev 18 to Vol 1 of Chapter 1 of physical security plan,per 
10CFR50.54(p),per NRC request to clarify provisions of Rev 17 which was 
submitted,per 10CFR73.56.Rev withheld. 

RANDOLPH.G.L Union Electric Co. 92/03/16. Document Control Branch (Document 
Control Desk). 4pp. 61107:355-61107:357. 

9203240241 Confirms telcon between M Stiller & JW McCormick-Barger re arrange¬ 
ments for 920320 meeting at plant-Purpose of meeting to discuss actions to resolve 
issues addressed in 920303 Itr from FEMA concerning emergency plans. 
GREENMAN.E.G. Region 3 (Post 820201). 92/03/17. SCHNELL.D.F. Union Electric 
Co. 4pp. 61056:266-81056:269. 

9203250177 Temporary Change Notice 92-0327 to Rev 8 to EPIP EIP-ZZ-A0020, "Main¬ 
taining Emergency Preparedness." Change adds statement to allow purchase orders 
to be updated on three year cycle. 

* Union Electric Co. 92/03/17. 3pp. 61103:344-61103:348. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 

-9203300222 Trip rept of 911219 visit to Callaway plant to obtain addl info re use of 
Thermo-Lag fire bam'ers.Summary of technical issues end. 

PLISCO.LR. Performance & Quality Evaluation Branch (Post 890101). WEST.K.S. Di¬ 
vision of Reactor Inspection & Safeguards (Post 870411). 92/01/07. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 61122:031- 
61122:039. 


I. Financial Information 


9203090047 Confirms plans for 920310 meeting w/util in Glen Ellyn.IL to discuss pro¬ 
posed QA program changes. _ ,, 

GREENMAN.E.G. Region 3 (Post 820201). 92/03/03. SCHNELL.D.F. Union Electric 
Co. ip. 60832:225-60832:225. 

9203120331 Forwards amend 67 to license NPF-30 & safety evaluation. Amend revises 
TS 3/4.7.8, "Snubbers.” 

HALL.J.R. Project Directorate 111-3. 92/03/05. SCHNELL.D.F. Union Electric Co. 2pp. 
60895:132-60895:149. 


-9203120338 Amend 67 to license NPF-30,revising TS 3/4.7.8, "Snubbers." 

HALL.J.R. Project Directorate 111-3. 92/03/05.13pp. 60895:134-60895:147. 

-9203120339 Safety evaluation supporting amend 67 to license NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/05. 2pp. 
60895:148-80895:149. 


_9 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 

Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 81085:001-61085:012. 


9203170191 Informs of implementation of Amend 66 to License NPF-30. Amend ap¬ 
proved TS change to revise max allowable leakage rate of reactor coolant pressure 
isolation valves.Change became effective on 920124. 

PASSWATER.A.C. Union Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). 2pp. 61167:273-61167:274. 

9203170312 Forwards significant hazards evaluation in support of 911204 application 
for amend to License NPF-30,revising TSs 3/4.4.4 & 3.4.9.3 to address recommenda¬ 
tions of Generic Ltr 90-06. 

SCHNELL.D.F. Union Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). 8pp. 60981:227-60981:234. 


9203200016 "Union Electric,1991 Annual Rept." W/920316 Itr. 

CORNELIUS,W.E., SCHNELL.D.F. Union Electric Co. 91/12/31. 42pp. 60998:230- 
60998:274. 


P. Operating license stage documents & correspondence 


9203190035 Advises of Implementation of Amend 65 to License NPF-30, revising Sur¬ 
veillance Requirement 4.8.1.1.2.f(2) re diesel generator load reject testing by removing 
ref to numerical value for largest single emergency load. 

PASSWATER.A.C. Union Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). 3pp. 60990:279-60990:281. 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning In BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203020025 Application for amend to License NPF-30,revising environ protection plan 
(nonradiolqgical) by removing Sections 2.3 & 4.3 re cultural resources. 

SCHNELL.D.F. Union Electric Co. 92/02/21. Document Control Branch (Document 
Control Desk). 18pp. 60763:333-60763:356. 

-9203020026 Proposed App B (nonradiological) TS removing Sections 2.3 & 4.3 re cul¬ 
tural resources. 

* Union Electric Co. 92/02/21. 5pp. 60763:352-60763:356. 


Q. Inspection reports, IE Bulletins & correspondence 

9202110001 NRC info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 
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9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 


ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-80997:046. 


9203170366 Discusses failure of Westinghouse SG tube mechanical plugs, in ref to 
NRC Bulletin 89-001. 

SCHNELL.D.F. Union Electric Co. 92/03/11. Document Control Branch (Document 
Control Desk). 4pp. 60974:352-60974:355. 


9203310144 Forwards requalification exam rept 50-483/OL-92-01 during wk of 
920224.Program assigned satisfactory rating. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/13. SCHNELL.D.F. Union Electric Co. 
2pp. 61127:045-61127:056. 

--9203310147 Exam rept 50-483/OL-92-01 during wk of 920224.Exam results: all opera¬ 
tors passed exam. 

REIDINGER.T., BURDICK,T. Region 3 (Post 820201). 92/03/23. 10pp. 81127:047- 
61127:056. 


9203240295 Provides summary of actions taken as result of open item on motor operat¬ 
ed valve power factor & degraded voltage performance identified during Insp Rept 50- 
483/91-20,in ref to Generic Ltr 69-10, “Safety-Related MOV Testing.... ,r 
SCHNELL.D.F. Union Electric Co. 92/03/16. Document Control Branch (Document 
Control Desk). 3pp. 61093:341-61093:343. 


R. Periodic operating reporta & related correspondence 

9203090236 Forwards “Callaway Plant Semiannual Radioactive Effluent Release 
Rept,Jul-Dec 1991” & Rev 2 to Administrative Procedure APA-Z2-01011, "Process 
Control Program Manual.” 

SCHNELL.D.F. Union Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 2pp. 60892:027-60892:101. 

-9203090237 “Callaway Plant Semiannual Radioactive Effluent Release Rept,Jul-Dec 
1991." 

* Union Eleotrlc Co. 91/12/31. 31pp. 60892:029-60892:068. 

-9203090240 Rev 2 to Administrative Procedure APA-ZZ-01011, “Process Control Pro¬ 
gram Manual.” 

HAMILTON,G.W., BLOSSER Union Eleotric Co. 92/01/28. 27pp. 60892:069- 
60892:101. 

9203170015 Monthly operating rept for Feb 1992 for Callaway Plant,Unit 1.W/920304 
ltr. 

MCCANN,R.J., BLOSSER,J.D. Union Electric Co. 92/02/29. 7pp. 60958:345- 
60958:351. 


V. Operator Examinations 

9203310144 Forwards requalification exam rept 50-483/OL-92-01 during wk of 
920224.Program assigned satisfactory rating. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/13. SCHNELL.D.F. Union Electric Co. 
2pp. 61127:045-61127:056. 

-9203310147 Exam rept 50-483/OL-92-01 during wk of 920224.Exam results: all opera¬ 
tors passed exam. 

REIDINGER.T., BURDICK,T. Region 3 (Post 820201). 92/03/23. 10pp. 61127:047- 
61127:056. 

9203300073 Advises that NRC plans to administer generic fundamentals section of writ¬ 
ten OL exam on 920610.Authorized representative from facilities must submit ltr listing 
names of candidates for exam 30 days prior to exam date. 

WRIGHT,G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp. 
61110:314-61110:316. 
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9203100184 Forwards ERDS data point library,Rev A for conformance w/ NUREG-1394 
& ERDS communications description & questionnaire. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 85pp. 60900:141-60900:324. 

9203200262 Revised Emergency Plan Implementing Procedures OEPP02-ZA-0002,rev 
8.0EPP02-ZA-0004,rev 3,OEPP02-ZA-0023,rev 5 & OEPP02-ZA-0024,rev 3 & voided 
procedures OEPP02-ZA-0003, OEPP02-ZA-0006.0EPP01-ZA-0034 & OEPP01-ZA- 
0038.W/920311 ltr. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/11. 116pp. 81069:175-61069:288. 

9203230146 Summary of 920221 meeting w/util at Region IV ofc re activities authorized 
by licenses NPF-76 & NPF-80.Staff in agreement w/licensee position in all cases 
except issues of issuance of vital area keys. 

BEACH,A.B. Region 4 (Post 820201). 92/03/16. HALL.D.P. Region 4 (Post 820201). 


9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC 
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions 
in areas of physical security.maint activities & compliance w/TS. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. SAPORITO.T.J. Saporito, T.J. 3pp. 61109:265-61109:272. 

-9203270074 Notice of receipt of petition for director’s decision under 
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per 
10CFR2.202 & take swift & immediate actions in areas of physical security & maint 
activities. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. 2pp. 61109:268-61109:272. 


J. Insurance & Indemnity Information 

9203310165 Lists property insurance coverage in force at facilities. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/26. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61207:052-61207:053. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 80997:033-60997:036. 

9203090076 Forwards amends 33 & 24 to licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends change app A TSs by decreasing min vol for auxiliary feed- 
water storage tank to 485,000 gallons. 

DICK.G.F. Project Directorate TV-2. 92/02/25. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 60839:241-60839:254. 

-9203090106 Amends 33 & 24 to licences NPF-76 & NPF-80,respectively, changing 
app A TSs by decreasing required min vol for auxiliary feedwater storage tank to 
485,000 gallons. 

BLACK.S.C. Project Directorate IV-2. 92/02/25. 9pp. 60839:243-60839:251. 

-9203090131 Safety evaluation supporting amends 33 & 24 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 3pp. 
60839:252-60839:254. 

9203060050 Ack granting of temporary waiver of compliance to facility, from provisions 
of TS 3.7.4, "Essential Cooling Water Sys," allowing licensee to exceed associated 
LCO time requirement w/less than three operable essential cooling water loops. 
BEACH,A.B. Region 4 (Post 820201). 92/03/02. HALL.D.P. Houston Lighting & Power 
Co. 4pp. 60803:213-60803:220. 

-9203060058 Requests one time temporary waiver of compliance to TS 3.7.4 for facility 
essential cooling water sys,to allow Train B of essential cooling water to remain out of 
svc for up to 240 h to repair crack in 30-inch line. 

KINSEY,W.H. Houston Lighting & Power Co. 92/02/27. Document Control Branch 
(Document Control Desk). 4pp. 60803:217-60803:220. 

9203090144 Informs that response to generic ltr 91-11 re resolution of generic issues 
48,LCO for class IE vital instrument buses & 49 re interlocks & LCOs for class IE tie 
breaker, acceptable. 

DICK.G.F. Project Directorate IV-2. 92/03/05. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 60839:239-80839:240. 


F. Security, medical, emergency & fire protection plans 


9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91- 
32.Corrective actlons:access control procedure revised. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60852:081-60852:085. 


9203050151 Advises that Fire Hazard Analysis Rept (FHAR),Amend 8 has been repro¬ 
duced in entirety & distributed on 911106,in burgundy binders.Requests that FHAR in 
tan binders be discarded,per 911115 memo. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/20. Houston Lighting & Power Co. 
2pp. 60852:126-60852:127. 


920ib60179 Revised EPIPs,including rev 1 to OERP01-ZV-EF01, “EOF Director," rev 0 
to OERP01-ZV-EF22, “Owners Liaison" & rev 1 to OERP01-ZV-TS01, "TSC Manag- 


JUMP.W.J. Houston Lighting & Power Co. 92/02/28. 110pp. 60860:108-60860:217. 


9203120246 Forwards Relief Request RR-ENG-11 from Section XI of ASME Boiler & 
Pressure Vessel Code for hydrostatic testing of Class 3 pressure-retaining compo¬ 
nents of Essential Cooling Water Sys. 

ROSEN,S.L. Houston Lighting & Power Co. 92/03/05. Document Control Branch 
(Document Control Desk). 6pp. 60930:001-60930:006. 


9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 
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9203300179 Forwards amends 34 & 25 to licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends revise Tech Specs by eliminating requirement for power 
range neutron flux negative rate trip (NFRT). 

DICK.G.F. Project Directorate IV-2. 92/03/12. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 61168:001-61168:032. 

-9203300182 Amends 34 & 25 to licenses NPF-76 & NPF-80,respectively, changing 
Tech Specs by eliminating requirement for power range neutron flux negative rate trip 
(NFRT). 

BLACK,S.C. Project Directorate IV-2. 92/03/12. 26pp. 61166:004-61168:029. 

-9203300189 Safety evaluation supporting amends 34 & 25 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 3pp. 
61168:030-61168:032. 

9203260013 Rev 9 to chapter 2.0 of QA program for South Texas Project Electric Gen¬ 
erating Station.Marked-up Rev 7 end. 

* Houston Lighting & Power Co. 92/03/17. 9pp. 61128:036-61128:044. 

9203260168 Concludes revised inservice testing programs acceptable for implementa¬ 
tion. 

BLACK,S.C. Project Directorate IV-2. 92/03/19. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 61114:136-61114:138. 

9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC 
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions 
in areas of physical security.maint activities & compliance w/TS. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. SAPORITO.T.J. Saporito, T.J. 3pp. 61109:265-61109:272. 

-9203270074 Notice of receipt of petition for director's decision under 
10CFR2.206. Petitioner requests that NRC institute show cause proceeding per 
10CFR2.202 & take swift & immediate actions in areas of physical security & maint 
activities. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. 2pp. 61109:288-61109:272. 


Q. Inspection reports, IE Bulletins & correspondence 

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91- 
32,Corrective actions:access control procedure revised. 

JUMP.WJ. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60852:081-60852:085. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 80871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 80838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-80962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030179 Responds to NRC 920226 ltr re violations noted in insp rept 50-498/91-35 
& 50-499/91-35 on 920127.Corrective actions: bulletin issued to plant personnel de¬ 
scribing each individual responsibility. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/26. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 60802:095-60802:099. 

9203040036 Forwards Insp rept 50-498/91-34 & 50-499/91-34 on 911221- 920201 & 
notice of violation.Violation represents less than complete understanding of tech spec 
containment integrity requirements by broad range of personnel. 

BEACH,A.B. Region 4 (Post 820201). 92/02/26. HALL.D.P. Houston Lighting & Power 
Co. 4 pp. 60767:063-60767:091. 

-9203040053 Notice of violation from insp on 911221-920201.Violation noteddailure to 
maintain containment Integrity during removal of steam generator C shell side hand 
hole cover. 

* Region 4 (Post 820201). 92/02/26. 2pp. 60767:067-60767:068. 

-9203040069 Insp repts 50-498/91-34 & 50-499/91-34 on 911221-920221. Violations 
noted.Major areas inspected:plant status,followup of written repts,corrective actions & 
events,operational safety,periodic maint & surveillance observations. 

HOWELL,A.T. Region 4 (Post 820201). 92/02/21. 4pp. 60767:069-60767:091. 

9203040118 Forwards Insp repts 50-498/92-01 & 50-499/92-01 on 920127-31 .No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 80767:203-60767:220. 

-9203040124 Insp repts 50-498/92-01 & 50-499/92-01 on 920127-31.No violations 
noted.Major areas inspected:licensee self-assessment & corrective action processes 
& followup of previously identified insp findings. 

STETKA.T.F. Region 4 (Post 820201). 92/02/24. 14pp. 60767:207-60767:220. 


9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumlield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9203110074 Forwards insp repts 50-498/92-03 & 50-499/92-03 on 920203-07.No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/03/02. HALL.D.P. Houston Lighting & Power 
Co. 4pp. 60849:126-60849:134. 

-9203110079 Insp repts 50-498/92-03 & 50-499/92-03 on 920203-07.No violations 
noted.Major areas inspected:program for feedback of operating experience info. 
BARNES,I. Region 4 (Post 820201). 92/02/25. 5pp. 60849:130-60849:134. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203230095 Ack receipt of 920214 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-498/92-32 & 50-499/92-32. 

BEACH,A.B. Region 4 (Post 820201). 92/03/16. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 60984:260-60984:267. 


R. Periodic operating reports & related correspondence 

9203050204 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” W/ 
920302 ltr. 

JUMP.WJ. Houston Lighting & Power Co. 91/12/31. 145pp. 60851:201-60851:351. 

9203090008 “Annual Personnel Exposure Repts for 1991 for South Texas Project.” W/ 
920302 ltr. 

JUMP.W.J. Houston Lighting & Power Co. 91/12/31. 8pp. 60862:001-60862:008. 

9203170036 Monthly operating repts for Feb 1992 for South Texas Project Units 1 & 
2.W/920310 ltr. 

KENT.A.P., JUMP.W.J. Houston Lighting & Power Co. 92/02/29. 14pp. 60983:334- 
60983:347. 


S. Reportable occurrences, LERs & related correspondence 

9203060094 LER 92-001-00:on 920122,entry into specification 3.0.3 due to 2 trains of 
essential chillers being inoperable.Plant operations personnel have been informed by 
Night Orders of impact of transferring oil.W/920228 ltr. 

AYALA,C„ JUMP.W.J. Houston Lighting & Power Co. 92/02/28. 7pp. 60871:191- 
60871:197. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 9l1010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
670413). 14pp. 81209:198-61209:211. 


V. Operator Examinations 

9203060111 Informs of Region IV 920324 meeting w/util to discuss development of re¬ 
qualification exams.Meeting provides opportunity for more efficient interaction among 
staff & facility licensee personnel. 

BEACH,A.B. Region 4 (Post 820201). 92/02/21. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 60804:213-60804:215. 

9203110039 Announces Region IV scheduling of 920324 meeting w/all licensees to dis¬ 
cuss requalification exams. 

COLLINS,S.J. Region 4 (Post 820201). 92/02/28. HALL.D.P. Houston Lighting & 
Power Co. 3pp. 60849:085-60849:087. 

9203260004 Informs that NRC plans to administer generic fundamentals exam section 
of written operator licensing exam at facility on 920610.Sample registration ltr end. 
GALLO,R.M. Operator Licensing Branch. 92/03/19. HALL.D.P. Houston Lighting & 
Power Co. 4pp. 61083:001-61083:004. 
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F. Security, medical, emergency & fire protection plans 

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91- 
32.Corrective actions:access control procedure revised. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60852:081-60852:085. 

9203050151 Advises that Fire Hazard Analysis Rept (FHAR),Amend 8 has been repro¬ 
duced in entirety & distributed on 911106,in burgundy binders.Requests that FHAR in 
tan binders be discarded,per 911115 memo. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/20. Houston Lightinq & Power Co. 
2pp. 60852:126-60652:127. 

9203060179 Revised EPIPs,including rev 1 to OERP01-ZV-EF01, “EOF Director," rev 0 
to OERP01-ZV-EF22, "Owners Liaison" & rev 1 to OERP01-ZV-TS01, "TSC Manag¬ 
er." 

JUMP.W.J. Houston Lighting & Power Co. 92/02/28. 110pp. 60860:106-60860:217. 

9203100184 Forwards ERDS data point lihrary.Rev A for conformance w/ NUREG-1394 
& ERDS communications description & questionnaire. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Desk). 85pp. 60900:141-60900:324. 
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9203200262 Revised Emergency Plan Implementing Procedures OEPP02-2A-0002 rev 
8.0EPP02-ZA-0004,rev 3,OEPP02-ZA-0023,rev 5 I OEPP02-ZA-0024,rev 3 & voided 
procedures OEPP02-ZA-0003, OEPP02-ZA-0006.0EPP01-ZA-0034 & OEPPOI-ZA- 
0038.W/920311 Itr. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/11. 116pp. 81069:175-61069:288. 

9203230146 Summary of 920221 meeting w/util at Region IV ofc re activities authorized 
by licenses NPF-76 & NPF-80.Staff in agreement w/licensee position in all cases 
except issues of issuance of vital area keys. 

BEACH,A.B. Region 4 (Post 820201). 92/03/16. HALL.D.P. Region 4 (Post 820201) 
21pp. 60984:338-60984:358. 


9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC 
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions 
in areas of physical security,maint activities & compliance w/TS. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. SAPOR1TO.T.J. Saporito, T.J. 3pp. 61109:265-61109:272. 


-9203270074 Notice of receipt of petition for director’s decision under 
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per 
10CFR2.202 & take swift & immediate actions in areas of physical security & maint 
activities. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. 2pp. 61109:268-61109:272. 


J. Insurance & Indemnity Information 


-9203300189 Safety evaluation supporting amends 34 & 25 to licenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 3pp. 
61168:030-61168:032. 

9203260013 Rev 9 to chapter 2.0 of QA program for South Texas Project Electric Gen¬ 
erating Station.Marked-up Rev 7 end. 

* Houston Lighting & Power Co. 92/03/17. 9pp. 61128:038-61128:044. 

9203260168 Concludes revised inservice testing programs acceptable for implementa¬ 
tion. 

BLACK,S.C. Project Directorate IV-2. 92/03/19. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 61114:138-61114:138. 

9203270070 Ack receipt of 920210 petition filed under 10CFR2.206 re request for NRC 
to institute show cause proceeding per 10CFR2.202 & take immediate & swift actions 
in areas of physical security,maint activities & compliance w/TS. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. SAPORITO,T.J. Saporito, T.J. 3pp. 61109:265-61109:272. 

-9203270074 Notice of receipt of petition for director’s decision under 
10CFR2.206.Petitioner requests that NRC institute show cause proceeding per 
10CFR2.202 & take swift & immediate actions in areas of physical security & maint 
activities. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
24. 2pp. 61109:268-61109:272. 


9203310165 Lists property insurance coverage in force at facilities. 

JUMP.W.J. Houston Lighting & Power Co. 92/03/28. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61207:052-61207:053. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-80997:036. 

9203090078 Forwards amends 33 & 24 to licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends ohange app A TSs by decreasing min vol for auxiliary feed- 
water storage tank to 485,000 gallons. 

DICK.G.F. Project Directorate TV-2. 92/02/25. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 60839:241-60839:254. 

-9203090108 Amends 33 & 24 to licences NPF-76 & NPF-80,respectively, changing 
app A TSs by decreasing required min vol for auxiliary feedwater storage tank to 
485,000 gallons. 

BLACK,S.C. Project Directorate IV-2. 92/02/25. 9pp. 60839:243-60839:251. 

-9203090131 Safety evaluation supporting amends 33 & 24 to lioenses NPF-76 & NPF- 
80,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 3pp. 
60839:252-60839:254. 

9203060050 Ack granting of temporary waiver of compliance to facility, from provisions 
of TS 3.7.4, "EssentiaT Cooling Water Sys," allowing licensee to exceed associated 
LCO time requirement w/less than three operable essential cooling water loops. 
BEACH,A.B. Region 4 (Post 820201). 92/03/02. HALL.D.P. Houston Lighting & Power 
Co. 4pp. 80803:213-60803:220. 

9203110042 Requests temporary waiver of compliance from TS 3.7.4 & 3.7.14 to permit 
outage time for one train of essential cooling water sys & essential chilled water sys 
to be extended for addl 24 h to 96 h. 

KINSEY,W.H. Houston Lighting & Power Co. 92/03/04. Document Control Branch 
(Document Control Desk). 5pp. 60897:114-60897:118. 

9203090144 Informs that response to generic Itr 91-11 re resolution of generic issues 
48,LCO for class IE vital instrument buses & 49 re interlocks & LCOs for class IE tie 
breaker, acceptable. 

DICK.G.F. Project Directorate IV-2. 92/03/05. HALL.D.P. Houston Lighting & Power 
Co. 2pp. 60839:239-60839:240. 

9203120246 Forwards Relief Request RR-ENG-11 from Section XI of ASME Boiler & 
Pressure Vessel Code for hydrostatic testing of Class 3 pressure-retaining compo¬ 
nents of Essential Cooling Water Sys. 

ROSEN,S.L. Houston Lighting & Power Co. 92/03/05. Document Control Branch 
(Document Control Desk). 6pp. 60930:001 -60930:006. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012. 

9203300179 Forwards amends 34 & 25 to licenses NPF-76 & NPF-80, respectively & 
safety evaluation.Amends revise Tech Specs by eliminating requirement for power 
range neutron flux negative rate trip (NFRT). 

DICK.G.F. Project Directorate IV-2. 92/03/12. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 61168:001-61168:032. 

-9203300182 Amends 34 & 25 to licenses NPF-76 & NPF-80,respectively, changing 
Tech Specs by eliminating requirement for power range neutron flux negative rate trip 
(NFRT). 

BLACK,S.C. Project Directorate IV-2. 92/03/12. 26pp. 61168:004-61168:029. 


Q. Inspection reports, IE Bulletins & correspondence 

9203050010 Responds to violations noted in Insp Repts 50-498/91-32 & 50-499/91- 
32.Corrective actions:access control procedure revised. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/14. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60852:081-60852:085. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 8pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants In Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9203030179 Responds to NRC 920226 Itr re violations noted In insp rept 50-498/91-35 
& 50-499/91-35 on 920127-Corrective actions: bulletin issued to plant personnel de¬ 
scribing each individual responsibility. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/26. Document Control Branch (Doc¬ 
ument Control Desk). 5pp. 60802:095-60802:099. 

9203030292 Responds to NRC 920129 Itr re violations noted in Insp Rept 50-499/91- 
30.Correctlve actions:local leak rate testing surveillance procedures for RCP oil supply 
& return lines will be revised to provide slgnoff step. 

JUMP.W.J. Houston Lighting & Power Co. 92/02/26. Document Control Branch (Doc¬ 
ument Control Desk). 4pp. 60819:154-60819:157. 

9203040036 Forwards insp rept 50-498/91-34 & 50-499/91-34 on 911221- 920201 & 
notice of violation.Violation represents less than complete understanding of tech spec 
containment integrity requirements by broad range of personnel. 

BEACH.A.B. Region 4 (Post 820201). 92/02/26. HALL.D.P. Houston Lighting & Power 
Co. 4pp. 60767:063-60767:091. 

-9203040053 Notice of violation from insp on 911221-920201.Violation noted:failure to 
maintain containment integrity during removal of steam generator C shell side hand 
hole cover. 

* Region 4 (Post 820201). 92/02/26. 2pp. 60767:067-60767:068. 

-9203040069 Insp repts 50-498/91-34 & 50-499/91-34 on 911221-920221. Violations 
noted.Major areas inspected:plant status,followup of written repts,corrective actions & 
events,operational safety,periodic maint & surveillance observations. 

HOWELL,A.T. Region 4 (Post 820201). 92/02/21. 4pp. 60767:069-60767:091. 

9203040118 Forwards Insp repts 50-498/92-01 & 50-499/92-01 on 920127-31.No viola¬ 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/02/27. HALL.D.P. Houston Lighting & Power 
Co. 3pp. 60767:203-60767:220. 

-9203040124 Insp repts 50-498/92-01 & 50-499/92-01 on 920127-31.No violations 
noted.Major areas inspecteddicensee self-assessment & corrective action processes 
& followup of previously identified Insp findings. 

STETKA.T.F. Region 4 (Post 820201). 92/02/24. 14pp. 60767:207-60767:220. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 



o DOCKETED 1TEIUIS 


OS^Tc lnf ° N ° tiCe 92 ' 019 - “Misapplication of Potter & Brumfield MDR Rotary 

onsol’idated^Edteon Cn ?« P M ratio J al , Events Assessment (Post 870411). 92/03/02. 
«.un oo. of N ew York, Inc. 6pp. 60997:037-60997:042. 

>08 or deviations^noted rSPtS 5 °- 498 /92-03 & 50-499/92-03 on 920203-07.No viola- 

| A ^pp'. A 6084^ 126-60849!* ||° 201 92/03/02. HALL.D.P. Houston Ughting & Power 

?ted?Majo 9 r areas insDecfeH 4 nr 8/92 ' 03 < & 50 ' 4 99/92-03 on 920203-07.No violations 
ARNES I. Region 4 /post feedback of operating experience info. 

u ' on 4 (Host 820201). 92/02/25. 5pp. 60849:130-60849:134. 
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ro?eS°iler'tri? , rv?Ai S . 1 - Su JJ 1m ? r Y Rept for Repairs & Replacements at South Texas 
A1WAK A P * n fl , S ‘ ation Unit 2." 

3/13 9PP. 61 Toe-d M-efVol 1 ^ ERNANDEZ 'R R - Houston Ughting & Power Co. 92/ 


9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convaction Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 


Q. Inspection reports, IE Bulletins & correspondence 

9203030004 Forwards insp repts 50-460/91-01 & 50-508/91-01 on 911216-19 & 
920113-15.No violations noted. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/10. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 60753:010-60753:022. 


nterPln 9 Inorf Intc ltr '©forming NRC of steps taken to correct violations 
PATH A 59 ' 498/ 92-32 & 50-499/92-32. 

a3pp^84®§ro!«oi84?y7. 0201) - 92/03/16 ‘ HALL.D.P. Houslon Lighting & Power 

•oservice Insp Summary Rept for Sys Pressure Tests at 
q? 8 ?[ 0je 'r t E,ectr, c Generating Station,Unit 2." 
w, Hfouston Lighting & Power Co. 92/03/16. Document Control Branch 

Jocument Control Desk). 3pp. 61 062:195-61062:210. 

Inservice Insp Summary Rept for Sys Pressure Tests at South 
Electric Generating Station Unit 2.” 

£7ia A VA A,P " c T^!^ RAJU ' S -* HERNANDEZ,R.R. Houston Lighting & Power Co. 92/ 
3/13. 10pp. 61062:198-61062:210. 

224 ? 328 Forwards “2RE02 ISI Summary Rept for Welds,SG Tubing & Component 
South TX Project Electric Generating Station,Unit 2." 
iUoEN,a.L. Houston Lighting & Power Co. 92/03/16. Document Control Branch 
Document Control Desk). 2pp. 61098:087-61098-211 


-9203030011 Insp repts 50-460/91-01 & 50-508/91-01 on 911216-19 & 920113-15.No 
violations noted.Major areas inspected:QA activities re implementation of preservation 
programs during extended const delays. 

NARBUT.P. Region 5 (Post 820201). 92/02/07. 10pp. 60753:013-60753:022. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sitas." 

ROSSI,C.E. Division of Operational Evants Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


103240346 "2FtE02 ISI Summary Rept for Welds,SG Tubing & Component Supports 
, p rolect Electric Generating Station, Unit 2." 

HANING.J.L., BEVERIy.R.L. Houston Lighting & Power Co. 92/03/ 
2. 100pp. 61098:090-61098:211. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


Periodic operating reports & related correspondence 

13050204 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991.” W/ 
20302 ltr. 

UMP.W.J. Houston Lighting & Power Co. 91/12/31. 145pp. 60851:201-60851:351. 

13090008 “Annual Personnel Exposure Repts for 1991 for South Texas Project.” W/ 
20302 ltr. 

UMP.W.J. Houston Lighting & Power Co. 91/12/31. 8pp. 80862:001-60862:008. 

13170036 Monthly operating repts for Feb 1992 for South Texas Project Units 1 & 
.W/92031O ltr. 

ENT.A.P., JUMP.W.J. Houston Lighting A Power Co. 92/02/29. 14pp. 80983:334- 
0983:347. 

Reportable occurrences, LERs & related correspondence 


9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-80392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203050055 Trip rept of 920214 visit to util to inspect cracked transformer insulators. 
NAIDU.K.R. Vendor Inspection Branch. 92/02/28. NORRHOLM.L.J. Vendor Inspection 
Branch. 2pp. 60998:345-60998:346. 


13310183 LER 92-003-00:on 920224,feedwater flow oscillations observed on turbine- 
riven SG feedwater pump 23,resulting in reactor trip.Caused by rain water leaking 
irough expansion loInts.Control sys dried outW/920324 ltr. 

kYALA.C., JUMP.W.J. Houston Lighting & Power Co. 92/03/24. 6pp. 81225:147- 
1226:162. 

13300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac- 
ars mfg by Fasco Industrles.lnitially reported by util on 9110l0.Vendor advised to re- 
ilace all affected contactors. Replacements available by Apr 1992. 

•ATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
70413). 14pp. 61209:198-61209:211. 


9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of Naw York, Inc. 6pp. 80997:037-60997:042. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


Operator Examinations 

>3080111 Informs of Region IV 920324 meeting w/util to discuss development of re- 
luallficalion exams.Meeting provides opportunity for more efficient interaction among 
taff & facility licensee personnel. 

iEACH A B Region 4 (Post 820201). 92/02/21. HALL.D.P. Houston Ughting & Power 
)o. 3pp. 60804:213-60804:215. 

>3110039 Announces Region IV scheduling of 920324 meeting w/all licensees to dis- 
•nos reaualiflcation exams. 

JOLLINS S.J. Region 4 (Post 820201). 92/02/28. HALL.D.P. Houston Lighting & 
’ower Co. 3pp. 80649:085-60849:087. 


F. Security, medlcst, emergency & fire protection plans 

9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060. 

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No 
violations noted.Major areas inspected:status of emergency preparedness program & 
followup on items. 

QUALLS,P.M. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056-60753:080. 


ICKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 
Appllcatlon/constructlon stage documents & correspondence 

M270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
or severe accident vulnerabilities - 10CFR50.54(f). 

jlnmow IG Associate Director for Projects (Post 870411). 91/06/28. Consolidat- 
>d Edison Co of nIw York, Inc. 32pp. 60997:001-80997:032. 


9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50- 
530/92-08 on 920211 .Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308. 


-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92- 
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01. 
REESE,J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 


DOCKETED ITEMS 211 


9203060080 Forwards insp repta 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/20. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058. 

-9203060084 Notice of violation from insp on 911218-920125.Violation noted:training 
record for fire barrier inspectors inaccurate in that three names included among those 
listed as attending training. 

* Region 5 (Post 820201). 92/02/20. Ip. 80804:025-60804:025. 

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violations noted.Major areas inspected:review of plant activities,ESF sys 
walkdowns,surveillance testing, plant maint,falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 53pp. 80804:026-60804:058. 

920305007S Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227,se¬ 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vitat area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 80790:245-60790:247. 

9203100166 Rev 11 to emergency plan.W/920228 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/28. 100pp. 60899:207-60899:307. 

9203260191 Forwards public version of revised EPIPs,Including rev 14 to EPIP-03,rev 15 
to EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to 
EP1P-20 & PCN 2 to rev 7 to EPIP-33.W/920323 release memo. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/01. Document Control Branch (Document Control Desk). 5pp. 61169:070- 


-9203260193 Public version of revised EPIPs,including rev 14 to EPIP-03, rev 15 to 
EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to EPIP- 
20 & PCN 2 to rev 7 to EPIP- 33. 

PIOGGIA.M., WELLSEY.D., BULING.H.F. Arizona Public Sen/ice Co. (formerly Arizona 
Nuclear Power Project). 92/03/01. 123pp. 61169:073-81189:198. 

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions.individual permit¬ 
ted in vital areas logged & or access levels verified. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
S1183:124. 


G. Adjudicatory correspondence 

9203090078 Notice of voluntary dismissal of petition for leave to intervene.* Proceeding 
should be dismissed due to listed reasons.W/Certificate of Svc. 

MITCHELL,A.L. Mitchell, A.L. MITCHELL,L.E. Mitchell, L.E. COLAPINTO.D.K. Kohn, 
Kohn & Colapinto, P.C. (formerly Kohn & Associates). #192 12651. 92/01/27. 4pp. 
80832:086-60832:089. 

9203090005 Memorandum & order finding Mitchell petitioners in default (dismissal of 
proceeding).* Petition for leave to intervene & request for hearing filed by AL & LE 
Mitchell denied.W/ Certificate of Svc.Served on 920305.Reserved on 920320. 
LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12654. 92/03/04. 
MITCHELL,A.L„ MITCHELL,L.E. Affiliation Not Assigned. 7pp. 61239:001-61239:007. 

9203090107 Notioe cancelling prehearing conference.* Petition for leave to intervene & 
request for hearing submitted by AL & LE Mitchell denied due to petitioner failure to 
comply w/920102 prehearing order.W/Certificate of Svc.Served on 920305. 

LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12853. 92/03/04. 3pp. 
60832:100-60832:102. 


H. General correspondence 

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. , 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/09. CHILK.S.J. Office of the Secrelary of the Commission. 5pp. 60872:011- 
60872:015. 


I. Financial Information 

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude paqes from repts pertaining to nuclear expenses & Investments. 

RAY.H.B Southern California Edison Co. 92/03/02. MARTIN.J.B. Region 5 (Post 
820201). 118pp. 81107:001-61107:116. 


J. Insurance & Indemnity Information 

9203190380 Provides present levela of financial protection & property insurance for 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/12. Document Control Brench (Document Control Desk). Ip. 61062:141- 
81082:141. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203310138 Updated FSAR for Palo Verde 
CONWAY,W.F. Arizona Public Service Co. 

92/03/19. 100pp. 81200:040-61200:202. 

9203240047 Rev 4 to updated FSAR for Pelo Verde Nuclear Generating Station Units 
1,2 & 3.W/920316 Itr & 51 figures. _ . 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/31. 3,200pp. 61185:043-61189:044. 


Nuclear Generating Station.w/ azusia nr. 
(formerly Arizona Nuclear Power Project). 


P. Operating license stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities -10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9203040362 Final response to FOIA request for documents re plant.App J documents 
already available in PDR.App K records end & being made available in PDR.App L 
records partially withheld & app M withheld in entirety (ref FOIA examption 5). 

PHILIPS,J. Division of Freedom Of Information & Publications Services (Post 890205). 
91/08/09. JONES,B.W. Akin, Gump, Strauss, Hauer & Feld (formerly Akin, Gump, 
Hauer & Feld). 6pp. 60839:132-60839:180. 


-8910050179 Forwards evaluation concluding that inadequate preventive maint on 
emergency & essential lighting sys caused dark conditions & proposed corrective 
action measures acceptable. 

ROSA.F. Electrical Systems Branch. 89/09/18. KNIGHTON,G.W. Project Directorate 
V. 8pp. 60839:152-60839:160. 


9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power ptants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 80997:033-60997:036. 


9203060044 Informs NRC of correction to 920207 util Itr re 8 hour discharge testing 
during Jun-Nov 1991. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN.J.B. Region 5 (Post 820201). Ip. 60867:010-60887:010. 


9203090262 Forwards DOL000483, "Employee Concerns Program,” detailing steps 
taken by util to assure that employees & contractors know that mgt supports identifi¬ 
cation & resolution of safety concerns.Rev 0 to 01PR-0QQ02 also end. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. MARTIN.J.B. Region 5 (Post 820201). 12pp. 80882:225-60882:257. 


-9203090266 DOL000483, “Employee Concerns Program." 

RAVERT.J., JANECKE.D., RUSSO,C. Arizona Public Service Co. (formerly Arizona Nu¬ 
clear Power Project). 89/09/28. 11pp. 60882:237-60882:247. 

-9203090270 Rev 0 to Nuclear Administrative & Technical Manual 01PR-0QQ02, “Em¬ 
ployee Concerns Program Policy." 

RUSSO.C.N., BALLARD.B.E., CONWAY.W.F. Arizona Public Service Co. (formerly Ari¬ 
zona Nuclear Power Project). 89/10/22.10pp. 60682:248-60882:257. 

9203120335 Advises that util 920129 response to generic Itr 91-11 re resolution of ge¬ 
neric Issues 48, "LCOs for Class IE Vital Instrument Buses" & 49, “Interlocks & 
LCOs for Class 1E Tie Breakers" acceptable. 

THOMPSON,C.M. Project Directorate V. 92/02/27. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294-60907:296. 


9203120343 Forwards trip rept of 911104-06 visit to plant to identify areas where 
changes could be made to reduce radiation exposure & to incorporate changes into 
design review of advanced CESSAR Sys 80+ design. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:297-60907:310. 


-9112130348 Trip rept of 911104-06 visit to plant near Wintersburg.AZ re evaluation of 
plant layout & design features for facility. 

HINSON,C.S. Radiation Protection Branch. 91/12/06. CUNNINGHAM,L.J. Radiation 
Protection Branch. 11pp. 80907:300-60907:310. 


9203120361 Informs that util did not perform periodic full load rejection testing of 
EDG.per Reg Guide 1.108,Rev 1,1977. 

TRAMMELL,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:046. 


THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 80971:217-60971:247. 


-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 

QUA^T.R. Project Directorate V. 92/03/02. 24pp. 80971:221-60971:244. 


—9203190128 Safety evaluation supporting amends 57,44 & 30 to licenses NPF-41.NPF- 
51 & NPF-74. 

* Office of Nuclear Reaotor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60971:245-60971:247. 


9203120358 Provides diverse auxiliary feedwater actuation sys design changes & NRC 
comments,per 911108 ltr & 920117 conference call.NRC finds danficatlon acceptable 
since design will meet regulatory requirement ^ w _ . „ 

TRAMMELL.C.M. Project Directorate V. 92/03/03. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60907:320-60907:324. 


9203120350 Forwards audit rept of 920113-17 audit of erosion/corrosion program at 
plant,in response to generic Itr 89-08, "Erosion/ Corrosion-Induced Pipe Wall Thin- 

TR^MMELL.C.M. Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project), 9pp. 60907:311-60907:319. 


9203200214 Forwards amends 58,45 & 31 to licenses NPF-41 .NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise section 6, "Administrative Controls," of 
TS to define lines of functional responsibility more clearly. 

THOMPSON,C.M. Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60991:039-60991:089. 
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-9203200221 Amends 58,45 & 31 to licenses NPF-41 .NPF-51 & NPF-74, 

respectively,revising section 6, “Administrative Controls," of TS to define lines of func¬ 
tional responsibility more clearly & better describe technical & review activities. 
QUAY.T.R. Project Directorate V. 92/03/04. 44pp. 80991:042-60991:086. 

-9203200224 Safety evaluation supporting amends 58,45 & 31 to licenses NPF-41,NPF- 
51 & NPF-74,re8pectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp. 
80991:087-60991:089. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200201 Forwards amends 59,46 & 32 to licenses NPF-41,NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise TS to allow replacement of existing 125 
volt dc batteries w/new batteries. 

TRAMMELL,C.M. Project Directorate V. 92/03/06. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 24pp. 60991:009-60991:038. 

-9203200204 Amends 59,46 & 32 to licenses NPF-41,NPF-51 & NPF-74, 
respectively,revising TS to allow replacement of existing 125 volt dc batteries w/new 
batteries. 

QUAY.T.R. Project Directorate V. 92/03/06. 24pp. 60991:012-60991:035. 

-9203200209 Safety evaluation supporting amends 59,46 & 32 to licenses NPF-41,NPF- 
51 & NPF-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp. 
60991:036-60991:038. 

9203230275 Provides final response to allegations in 910606 & 920114 Itrs re plant op¬ 
erations & request that plant be shut down immediately until matters resolved.Request 
denied.Directors Decision DD-92-01 end,providing reasons for denial. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
18. COLAPINTO.D.K., KOHN.S.M. National Whistleblower Center. 7pp. 61057:292- 
61057:318. 

-9203230291 Directors Decision DD-92-01 re DK Colapinto & SM Kohn 910606 ltr pre¬ 
senting 10 allegations re various facets of plant operation & requesting that plant be 
shut down immediately until matters resolved.Request denied. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 16pp. 61057:294-61057:309. 

-9203230294 Notice of issuance of Directors Decision DD-92-01 under 10CFR2.206 re 
10 allegations concerning plant operation made by DK Colapinto & SM Kohn In 
910606 ltr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 2pp. 61057:310-61057:318. 

9203240300 Responds to 920116 amend request re proposed deletion of Type C test¬ 
ing for 8 valves in shutdown cooling sys for each unit,per 10CFR50,app J, “Primary 
Reactor Containment Leakage Testing for Water-Cooled Power Reactors.” 
TRAMMELL.C.M. Project Directorate V. 92/03/19. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 61085:300-61085:303. 

9203270188 Application for amends to Licenses NPF-41 .NPF-51 & NPF-74, relocating 
certain cycle-specific parameters from TS to unit-specific core operating limits rept.per 
Generic Ltr 88-16.Core operating repts for all three units end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/19. Document Control Branch (Document Control Desk). 12pp. 61168:159- 
61169:069. 


9203310295 Forwards Recorded Calculation SA-ALL-NCR-92-003-00, "Subgroup 4,5 & 
22 CEA Slip Analysis for Reactor Power Cutback Timer." Calculation withheld (ref 
10CFR2.790). 

CONWAY,W.F. Arizona Public Sen/ice Co. (formerly Arizona Nuclear Power Project). 
92/03/24. Document Control Branch (Document Control Desk). 9pp. 61217:001- 
61217:009. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060. 

—6203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No 
violations noted.Maior areas inspected:status of emergency preparedness program & 
followup on items. 

QUALLS,P.M., REESE,J.H. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056- 
60753:060. 

9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50- 
530/92-08 on 920211.Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308. 

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92- 
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01. 
REESE,J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 

9203060057 Responds to NRC 920203 ltr re violations noted w/assurance that matters 
raised receiving top level mgt attention & enhanced oversighLAII hands personnel 
briefings including contractor staff held.Formal response to EA-91-182 follows.. 
CONWAY,W.F. Arizona Public Sen/ice Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN,J.B. Region 5 (Post 820201). 2pp. 60867:029-60867:031. 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

. RICHARDS,S.A. Ragion 5 (Post 820201). 92/02/20. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058. 

-9203060084 Notice of violation from insp on 9l1218-920125.Violation noted:training 
record for fire barrier inspectors inaccurate in that three names included among those 
listed as attending training. 

* Region 5 (Post 820201). 92/02/20. Ip. 80804:025-60804:025. 

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violations noted.Major areas inspected:review of plant activities,ESF sys 
walkdowns,surveillance testing, plant maint.falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-80838:223. 


-9203270200 Proposed,marked-up TS to support Generic Ltr 88-16, relocating certain 
cycle-specific parameters from TS to unit-specific core operating limits rept. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
150pp. 61168:171-61188:336. 

-9203270202 “Core Operating Limits Rept,Palo Verde Nuclear Station,Unit 1,Cycle 3." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
23pp. 61168:337-81169:023. 


-9203270203 “Core Operating Limits Rept,Palo Verde Nuclear Generating Station,Unit 
2,Cycle 4." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
23pp. 61169:024-61169:046. 


_S "Core Operating Limits Rept,Palo Verde Nuclear Generating Station,Unit 

3,Cycle 3.” 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
23pp. 61169:047-61169:069. 


9203030135 Responds to violations noted in Insp repts 50-528/91-41, 50-529/91-41 & 
50-530/91-41 on 911110-1217.Corrective actions:involved control room operator tem¬ 
porarily removed from shift & disciplined per positive discipline program. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/21. Document Control Branch (Document Control Desk). 15pp. 60802:001- 
60802:015. 

9203060037 Forwards insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 
920113-17 & 0204-05.No violations or deviations noted. NRC concerned w/lack of 
sys engineering involvement in processing of limited design change packages. 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60803:183-60803:192. 

-9203060068 Insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 920113- 
0205.No violations noted.Major areas inspected: corrective actions for previously iden¬ 
tified items & review of documentation on unit 1 pressurizer instrument nozzle. 
NARBUT.P.P. Region 5 (Post 820201). 92/02/11. 5pp. 60803:186-60803:192. 


9203310066 Forwards response to NRC station blackout safety evaluation recommen¬ 
dations transmitted w/920211 ltr & clarification of info contained in TER SAIC-91/ 
1250.Reque8t8 change in schedule for implementation of battery back-up mods. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 13pp. 61205:083- 
61205:095. 

9203310080 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, revising TS 
Section 3/4.9.9 to change containment purge valve isolation sys operability require¬ 
ments for consistency w/other containment penetration operability requirements. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 8pp. 61205:069- 
61205:082. 


9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227,se¬ 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vital area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247. 


-9203310083 Proposed Tech Specs Section 3/4.9.9 re containment purge valve isola¬ 
tion sys. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/20. 6pp. 
61205:077-61205:082. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 80948:134-60948:139. 
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clear Power Plants in ..__ 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 


ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 


9203060005 Ack receipt of 920214 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-528/91-44 & 50-529/91-44 & 50-530/91-44 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 60803:090-60803:098. 


-9203170233 Revised Monthly Operating Rept for Jan 1992 for Palo Verde Nuclear 
Generating Station,Unit 2. 

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/01/31. 2pp. 60982:196-60982:197. 


S. Reportable occurrences, LERs & related correspondence 

9203110122 LER 92-003-00:on 920204,TS 3.3.1 & 3.3.2 actions not met while channel 
B generator pressure trip inoperable.Caused by technician failing to reset trip setpoint 
per approved procedures.Personnel disciplined & briefed.W/920305 Itr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/03/05. 7pp. 60948:276-60948:282. 


9203060139 Ack receipt of 911024 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-528/91-25, 50-529/91-25 & 50-530/91-25. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60804:255-60804:270. 


9203100226 Ack receipt of 911227 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-528/91-30 on 911016. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 80845:106-60845:119. 


Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 


8 Responds to NRC 920203 Itr re violations noted in Insps of Licenses NPF- 
41.NPF-51 & NPF-74 & EA-91-182.Corrective actions:on 920215,listed managers were 
placed on rotation to provide direct shift observation. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/02. LIEBERMAN.J. Ofc of Enforcement (Post 870413). 36pp. 60858:106- 
60858:141. 


9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise tech spec 3/4.7.9 to allow util to per¬ 
form snubber visual insps & corrective actions during plant outages. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247. 

-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 
outages. 

QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170298 Ack receipt of 920221 Itr in response to notice of violation re insp repts 50- 
528/91-41,50-529/91-41 & 50-530/91-41 dtd 920122. 

RICHARDS,S.A. Region 5 (Post 820201). 92/03/08. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 60925:057-60925:073. 

9203230017 Forwards Insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 
920113-0207 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60984:021-60984:033. 

-9203230021 Notice of violation from insp on 920113-0207.Violation noted:licensee did 
not use suitable measurements of concentrations of radioactive matls in air for detect¬ 
ing & evaluating airborne radioactivity In restricted areas. 

* Region 5 (Post 820201). 92/03/06. Ip. 60984:024-60984:024. 

-9203230026 Insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 920113- 
0207.Violations noted.Major areas Inspected: radioactive mail control,organization & 
mgt controls & outage preparation. 

BOCANEGRA.R., YUHAS.G.P. Region 5 (Post 820201). 92/03/06. 9pp. 60984:025- 
60984:033. 


9203200008 Ack receipt of 920302 Itr & check in payment for civil penalties proposed 
by NRC in 920203 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/18. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). Ip. 60970:036- 
60970:036. 


9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actlons.lndlvldual permit¬ 
ted In vital areas logged & or access levels verified, 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
81163:124. 


R. Periodic operating reports & related correspondence 

92032303S1 "Personnel Monitoring Repts for 1991." W/920315 Itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31. 3pp. 61082:359-61082:361. 


9203250347 LER 91-007-01 :on 910822,determined that normal HVAC sys cooling to 
various ESF pump rooms not adequate.Caused by not recognizing that normal HVAC 
sys was not 100 percent redundant to some components.Guidance issued.W/920315 
Itr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/03/15. 8pp. 61121:001-61121:008. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industnes.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 
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F. Security, medical, emergency & fire protection plans 

9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060. 

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No 
violations noted.Major areas inspected:status of emergency preparedness program & 
followup on items. 

QUALLS,P.M. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056-60753:060. 

9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50- 
530/92-08 on 920211 .Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308. 

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92- 
08 on 920211.Major areas discussedidescription of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01. 
REESE.J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/20. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058. 

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violations noted.Major areas inspected:review of plant activities,ESF sys 
walkdowns,surveillance testing, plant maint,falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:028-60804:058. 

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201), 92/02/24. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920l13-23.Violation noted: on 911227,se¬ 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vital area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247. 

9203100166 Rev 11 to emergency plan.W/920228 Itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/28. 100pp. 60899:207-60899:307. 

9203260191 Forwards public version of revised EPIPs,including rev 14 to EPIP-03,rev 15 
to EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to 
EPIP-20 & PCN 2 to rev 7 to EPIP-33.W/920323 release memo. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/01. Document Control Branch (Document Control Desk). 5pp. 61169:070- 
61169:198. 

-9203260193 Public version of revised EPIPs,including rev 14 to EPIP-03, rev 15 to 
EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to EPIP- 
20 & PCN 2 to rev 7 to EPIP- 33. 

PIOGGIA.M., WELLSEY.D., BULING.H.F. Arizona Public Service Co. (formerly Arizona 
Nuclear Power Project). 92/03/01. 123pp. 61169:073-81169:198. 


9203030326 Forwards fitness-for-duty semiannual performance rept for Jul-Dec 1991. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. Document Control Branch (Document Control Desk). 10pp. 60802:147- 
60802:156. 

9203170206 Forwards Monthly Operating Repts for Feb 1992 for Palo Verde Nuclear 
Generating Station,Units 1,2 & 3 & revised Monthly Operating Rept for Jan 1992 for 
Unit 2. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
03/13. Document Control Branch (Document Control Desk). Ip. 60982:179- 
60982:197. 

-9203170023 Monthly operating repts for Feb 1992 for Palo Verde Nuclear Generating 
Station,Units 1,2 & 3. 

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/29. 16pp. 60982:180-80982:195. 


9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit¬ 
ted in vital areas logged & or access levels verified. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nucfear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
61163:124. 


G. Adjudicatory correspondence 

9203090078 Notice of voluntary dismissal of petition for leave to intervene.* Proceeding 
should be dismissed due to listed reasons.W/Certificate of Svc. 

MITCHELL,A.L. Mitchell, A.L MITCHELL,L.E. Mitchell, L.E. COLAPINTO.D.K. Kohn, 
Kohn & Colapinto, P.C. (formerly Kohn & Associates). #192 12651. 92/01/27. 4pp. 
60832:086-60832:089. 
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9203090005 Memorandum & order finding Mitchell petitioners in default (dismissal of 
proceeding).* Petition for leave to intervene & request for hearing filed by AL & LE 
Mitchell denied.W/ Certificate of Svc.Served on 920305-Reserved on 920320. 
LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12654. 92/03/04. 
MITCH ELL, A.L., MITCHELL.L.E. Affiliation Not Assigned. 7pp. 61239:001-61239:007. 

9203090107 Notice cancelling prehearing conference.* Petition for leave to intervene & 
request for hearing submitted by AL & LE Mitchell denied due to petitioner failure to 
comply w/920102 prehearing order.W/Certificate of Svc.Served on 920305. 

LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12853. 92/03/04. 3pp. 
60832:100-60832:102. 


H. General correspondence 

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/09. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 60872:011- 
80872:015. 


I. Financial Information 

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude pages from repts pertaining to nuclear expenses & investments. 

RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN.J.B. Region 5 (Post 
820201). 116pp. 61107:001-61107:116. 


J. Insurance & Indemnity Information 

9203190360 Provides present levels of financial protection & property insurance for 
plant 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/12. Document Control Branch (Document Control Desk). Ip. 61062:141- 
61062:141. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9203310138 Updated FSAR for Palo Verde Nuclear Generating Station.W/ 920319 Itr. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/19. 100pp. 61200:040-61200:202. 

9203240047 Rev 4 to updated FSAR for Palo Verde Nuclear Generating Station Units 
1,2 & 3.W/920316 Itr & 51 figures. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/31. 3,200pp. 61185:043-61189:044. 


P. Operating license stage documents & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co, of New York, Inc. 32pp. 60997:001-60997:032. 

9203040362 Final response to FOIA request for documents re planLApp J documents 
already available in PDR.App K records end & being made available in PDR.App L 
records partially withheld & app M withheld in entirety (ref FOIA examption 5). 

PHILIPS,J. Division of Freedom of Information & Publications Services (Post 890205). 
91/08/09. JONES,B.W. Akin, Gump, Strauss, Hauer & Feld (formerly Akin, Gump, 
Hauer & Feld). 6pp. 60839:132-60839:160. 

-8910050179 Forwards evaluation concluding that inadequate preventive maint on 
emergency & essential lighting sys caused dark conditions & proposed corrective 
action measures acceptable. 

ROSA.F. Electrical Systems Branch. 89/09/18. KNIGHTON,G.W. Project Directorate 
V. 8pp. 80839:152-60839:160. 

9203260207 “Reactor Containment Bidg 1991 Integrated Leak Rate Test" final rept.W/ 
920319 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31. 130pp. 61128:163-81129:006. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:038. 

9203060044 Informs NRC of correction to 920207 util Itr re 8 hour discharge testing 
during Jun-Nov 1991. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN.J.B. Region 5 (Post 820201). ip. 60867:010-60887:010. 

9203090262 Forwards DOL000483, "Employee Concerns Program," detailing steps 
taken by util to assure that employees & contractors know that mgt supports identifi¬ 
cation & resolution of safety concerns.Rev 0 to 01PR-0QQ02 also end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. MARTIN,J.B. Region 5 (Post 820201). 12pp. 60882:225-60882:257. 

-9203090266 DOL000483, "Employee Concerns Program." 

RAVERT.J., JANECKE.D., RUSSO,C. Arizona Public Service Co. (formerly Arizona Nu¬ 
clear Power Project). 89/09/28. 11pp. 60882:237-80882:247. 

-9203090270 Rev 0 to Nuclear Administrative & Technical Manual 01PR-0QQ02, “Em¬ 
ployee Concerns Program Policy.” 

RUSSO.C.N., BALLARD.B.E., CONWAY,W.F. Arizona Public Service Co. (formerly Ari¬ 
zona Nuclear Power Project). 89/10/22. 10pp. 60882:248-60882:257. 

9203120335 Advises that util 920129 response to generic Itr 91-11 re resolution of ge¬ 
neric issues 48, "LCOs for Class IE Vital instrument Buses" & 49, “Interlocks & 
LCOs for Class IE Tie Breakers" acceptable. 

THOMPSON,C.M. Project Directorate V. 92/02/27. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294-60907:296. 


9203120343 Forwards trip rept of 911104-06 visit to plant to identify areas where 
changes could be made to reduce radiation exposure & to incorporate changes into 
design review of advanced CESSAR Sys 80+ design. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 80907:297-60907:310. 

9203120361 Informs that util did not perform periodic full load rejection testing of 
EDG.per Reg Guide 1.108,Rev 1,1977. 

TRAMMELL.C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:048. 

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise tech spec 3/4.7.9 to allow util to per¬ 
form snubber visual insps & corrective actions during plant outages. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247. 

-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 
outages. 

QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244. 

-9203190128 Safety evaluation supporting amends 57,44 & 30 to licenses NPF-41.NPF- 
51 & NPF-74. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60971:245-60971:247. 

9203120358 Provides diverse auxiliary feedwater actuation sys design changes & NRC 
comments,per 911106 Itr & 920117 conference call.NRC finds clarification acceptable 
since design will meet regulatory requirement. 

TRAMMELL,C.M. Project Directorate V. 92/03/03. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60907:320-60907:324. 

9203120350 Forwards audit rept of 920113-17 audit of erosion/corrosion program at 
plant,in response to generic Itr 89-08, “Erosion/ Corrosion-Induced Pipe Wall Thin- 

TR^MMELL.C.M. Project Directorate V. 92/03/04. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 9pp. 60907:311-60907:319. 

9203200214 Forwards amends 58,45 & 31 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise section 6, "Administrative Controls," of 
TS to define lines of functional responsibility more clearly. 

THOMPSON,C.M. Project Directorate V. 92/03/04. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60991:039-60991:089. 

-9203200221 Amends 58,45 & 31 to licenses NPF-41.NPF-51 & NPF-74, 

respectively,revising section 6, “Administrative Controls," of TS to define lines of func¬ 
tional responsibility more clearly & better describe technical & review activities. 
QUAY.T.R. Project Directorate V. 92/03/04. 44pp. 60991:042-60991:086. 

-9203200224 Safety evaluation supporting amends 58,45 & 31 to licenses NPF-41,NPF- 
51 & NPF-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp. 
60991:087-60991:089. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Statlon),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203200201 Forwards amends 59,46 & 32 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise TS to allow replacement of existing 125 
volt dc batteries w/new batteries. 

TRAMMELL.C.M. Project Directorate V. 92/03/06. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 24pp. 60991:009-60991:038. 

-9203200204 Amends 59,46 & 32 to licenses NPF-41.NPF-51 & NPF-74, 

respectively,revising TS to allow replacement of existing 125 volt dc batteries w/new 
batteries. 

QUAY.T.R. Project Directorate V. 92/03/06. 24pp. 60991:012-60991:035. 

-9203200209 Safety evaluation supporting amends 59,46 & 32 to licenses NPF-41.NPF- 
51 & NPF-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp. 
60991:036-80991:038. 

9203230167 Documents temporary waiver of compliance to util tech specs verbally 
granted on 920315 re ECCS,containment spray sys, auxiliary feedwater sys & shut¬ 
down cooling sys. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/18. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuciear Power Project). 4pp. 60985:015-60985:018. 

9203230275 Provides final response to allegations in 910606 & 920114 Itrs re plant op¬ 
erations & request that plant be shut down immediately until matters resolved.Request 
denied.Directors Decision DD-92-01 end,providing reasons fordenlai. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. COLAPINTO.D.K., KOHN.S.M. National Whistleblower Center. 7pp. 61057:292- 
61057:316. 

-9203230291 Directors Decision DD-92-01 re DK Colapinto & SM Kohn 910606 ltr pre¬ 
senting 10 allegations re various facets of plant operation & requesting that plant be 
shut down immediately until matters resolved.Request denied. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 16pp. 61057:294-61057:309. 

-9203230294 Notice of issuance of Directors Decision DD-92-01 under 10CFR2.206 re 
10 allegations concerning plant operation made by DK Colapinto & SM Kohn in 
910606 Itr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 2pp. 61057:310-61057:316. 




DOCKETED ITEMS 215 


9203240300 Responds to 920116 amend request re proposed deletion of Type C test¬ 
ing for 8 valves in shutdown cooling sys for each unit,per l0CFR5O,app J, “Primary 
Reactor Containment Leakage Testing for Water-Cooled Power Reactors " 
TRAMMELL,C.M. Project Directorate V. 92/03/19. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 61085:300-61085:303. 

9203270188 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, relocating 
certain cycle-specific paramaters from TS to unit-specific core operating limits rept.per 
Generic Ltr 86-16.Core operating repts for all three units end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/19. Document Control Branch (Document Control Desk). 12pp. 61168:159- 
61169:069. 

-9203270200 Proposed,marked-up TS to support Generic Ltr 88-16, relocating certain 
cycle-specific parameters from TS to unit-specific core operating limits rept. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
150pp. 61168:171-61168:336. 

-9203270203 “Core Operating Limits Rept,Palo Verde Nuclear Generating Station,Unit 
2,Cycle 4." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
23pp. 61169:024-61169:046. 

9203310066 Forwards response to NRC station blackout safety evaluation recommen¬ 
dations transmitted w/920211 ltr & clarification of info contained in TER SAIC-91/ 
1250.Requests change in schedule for implementation of battery back-up mods. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 13pp. 61205:083- 
61205:095. 

9203310080 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, revising TS 
Section 3/4.9.9 to change containment purge valve isolation sys operability require¬ 
ments for consistency w/other containment penetration operability requirements. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 8pp. 61205:069- 
61205:082. 

-9203310083 Proposed Tech Specs Section 3/4.9.9 re containment purge valve isola¬ 
tion sys. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/20. 6pp. 
61205:077-61205:082. 

9203310295 Forwards Recorded Calculation SA-ALL-NCR-92-003-00, “Subgroup 4,5 & 
22 CEA Silp Analysis for Reactor Power Cutback Timer.” Calculation withheld (ref 
10CFR2.790). 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/24. Document Control Branch (Document Control Desk). 9pp. 61217:001- 
61217:009. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030014 Forwards Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-80753:060. 

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No 
violations noted.Major areas inspected:status of emergency preparedness program & 
foilowup on items. 

QUALLS,P.M., REESE,J.H. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056- 
60753:080. 

9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 & 50- 
530/92-08 on 920211.Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308. 

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92- 
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01. 
REESE,J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 

9203080057 Responds to NRC 920203 ltr re violations noted w/assurance that matters 
raised receiving top level mgt attention & enhanced oversight.AII hands personnel 
briefings including contractor staff held.Formal response to EA-91 -182 follows.. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN,J.B. Region 5 (Post 820201). 2pp. 60867:029-60867:031. 

9202110001 NRC Info Notice 92-013, “inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110058 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/20. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058. 

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violation8 noted.Major areas inspected:review of plant activities,ESF sys 
walkdowns.surveillance testing, plant maint,falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities." 
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 


9203030135 Responds to violations noted in Insp repts 50-528/91-41, 50-529/91-41 & 
50-530/91-41 on 911110-1217.Corrective actions:involved control room operator tem¬ 
porarily removed from shift & disciplined per positive discipline program. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/21. Document Control Branch (Document Control Desk). 15pp. 60802:001- 
60802:015. 

9203060037 Forwards insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 
920113-17 & 0204-05.No violations or deviations noted. NRC concerned w/lack of 
sys engineering involvement in processing of limited design change packages. 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60803:183-80803:192. 

-9203060068 Insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 920113- 
0205.No violations noted.Major areas inspected: corrective actions for previously iden¬ 
tified items & review of documentation on unit 1 pressurizer instrument nozzle. 
NARBUT.P.P. Region 5 (Post 820201). 92/02/11. 5pp. 60803:186-60803:192. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920113-23. Violation noted: on 911227,se- 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vital area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247. 

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 6pp. 80948:134-60946:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060005 Ack receipt of 920214 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-528/91-44 & 50-529/91-44 & 50-530/91-44. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 60803:090-60803:098. 

9203060139 Ack receipt of 911024 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-528/91-25, 50-529/91-25 & 50-530/91-25. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60604:255-60804:270. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. Of New York, Inc. 6pp. 60997:037-60997:042. 

9203060358 Responds to NRC 920203 ltr re violations noted in Insps of Licenses NPF- 
41.NPF-51 & NPF-74 & EA-91-182.Corrective actions:on 920215,listed managers were 
placed on rotation to provide direct shift observation. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/02. LIEBERMAN.J. Ofc of Enforcement (Post 870413). 36pp. 80858:108- 
60858:141. 

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluatlon.Amends revise tech spec 3/4.7.9 to allow util to per¬ 
form snubber visual insps & corrective actions during plant outages. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247. 

-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 
outages. 

QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170298 Ack receipt of 920221 ltr in response to notice of violation re insp repts 50- 
528/91-41,50-529/91-41 & 50-530/91-41 dtd 920122. 

RICHARDS,S.A. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 60925:057-60925:073. 

9203230017 Forwards insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 
920113-0207 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60984:021-60984:033. 

-9203230026 Insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 920113- 
0207.Violations noted.Major areas inspected: radioactive matl control,organization & 
mgt controls & outage preparation. 

BOCANEGRA.R., YUHAS.G.P. Region 5 (Post 820201). 92/03/06. 9pp. 60984:025- 
60984:033. 

9203200008 Ack receipt of 920302 ltr & check in payment for civil penalties proposed 
by NRC in 920203 ltr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/18. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). Ip. 80970:036- 
60970:036. 
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9203300206 Forwards “Palo Verde Nuclear Generating Station Unit 2, Inservice Insp 
Rept,Third Refueling Outage." 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). Ip. 61200:295- 
61200:328. 

-9203300210 “Palo Verde Nuclear Generating Station Unit 2 Inservice Insp Rept Third 
Refueling Outage.” 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/16. 
33pp. 61200:296-61200:328. 

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit¬ 
ted in vital areas logged & or access levels verified. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
61163:124. 


R. Periodic operating reports & related correspondence 

9203230351 "Personnel Monitoring Repts for 1991." W/920315 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31.3pp. 61082:359-61082:361. 

9203030326 Forwards fitness-for-duty semiannual performance rept lor Jul-Dec 1991. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. Document Control Branch (Document Control Desk). 10pp. 60802:147- 
60802:156. 

9203170206 Forwards Monthly Operating Repts for Feb 1992 for Palo Verde Nuclear 
Generating Station,Units 1,2 & 3 & revised Monthly Operating Rept for Jan 1992 for 
Unit 2. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
03/13. Document Control Branch (Document Control Desk). Ip. 60982:179- 
60982:197. 

-9203170023 Monthly operating repts for Feb 1992 for Palo Verde Nuclear Generating 
Station,Units 1,2 & 3. 

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/29. 16pp. 60982:180-60982:195. 

-9203170233 Revised Monthly Operating Rept for Jan 1992 for Palo Verde Nuclear 
Generating Station,Unit 2. 

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/01/31. 2pp. 60982:196-80982:197. 


S. Reportable occurrences, LERs & related correspondence 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 81209:198-61209:211. 
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F. Security, medical, emergency & fire protection plans 

9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060. 

-9203030018 Insp repts 50-528/92-03,50-529/92-03 & 50-530/92-03 on 920113-17.No 
violations noted.Major areas inspected:status of emergency preparedness program & 
followup on items. 

QUALLS,P.M. Region 5 (Post 820201). 92/02/05. 4pp. 80753:056-60753:060. 

9203030077 Forwards enforcement conference rept 50-528/92-06, 50-529/92-08 & 50- 
530/92-08 on 920211.Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 80753:280-60753:308. 

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 & 50-530/92- 
08 on 920211.Major areas discussed:descrlptlon of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01. 
REESE,J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/20. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058. 

-9203060084 Notice of violation from insp on 911218-920125,Violation noted:training 
record for fire barrier inspectors inaccurate in that three names included among those 
listed as attending training. 

* Region 5 (Post 820201). 92/02/20. Ip. 60804:025-60804:025. 

-9203060088 Insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violations noted.Major areas inspected.-review of plant activities,ESF sys 
walkdowns,surveillance testing, plant maint,falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058. 

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227,se¬ 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vital area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247. 


9203100166 Rev 11 to emergency plan.W/920228 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/28. 100pp. 60899:207-60899:307. 

9203260191 Forwards public version of revised EPIPs,including rev 14 to EPIP-03,rev 15 
to EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to 
EPIP-20 & PCN 2 to rev 7 to EPIP-33.W/920323 release memo. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/01. Document Control Branch (Document Control Desk). 5pp. 61169:070- 
61169:198. 

-9203260193 Public version of revised EPIPs,including rev 14 to EPIP-03, rev 15 to 
EPIP-04,procedure change notice (PCN) PCN 3 to EPIP-11.PCN 2 to rev 10 to EPIP- 
20 & PCN 2 to rev 7 to EPIP- 33. 

PIOGGIA.M., WELLSEY.D., BULING.H.F. Arizona Public Service Co. (formerly Arizona 
Nuclear Power Project). 92/03/01. 123pp. 61169:073-61169:198. 

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit¬ 
ted in vital areas logged & or access levels verified. 

CON WAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
61163:124. 


G. Adjudicatory correspondence 

9203090078 Notice of voluntary dismissal of petition for leave to intervene.* Proceeding 
should be dismissed due to listed reasons.W/Certificate of Svc. 

MITCHELL,A.L. Mitchell, A.L. MITCHELL,L.E. Mitchell, L.E. COLAPINTO.D.K. Kohn, 
Kohn & Colapinto, P.C. (formerly Kohn & Associates). #192 12651. 92/01/27. 4pp. 
60832:086-60832:089. 

9203090005 Memorandum & order finding Mitchell petitioners in default (dismissal of 
proceeding).* Petition for leave to intervene & request for hearing filed by AL & LE 
Mitchell denied.W/ Certificate of Svc.Served on 920305.Reserved on 920320. 
LA20.R.M. Atomic Safety & Licensing Board Panel. #192 12654. 92/03/04. 
MITCHELL,A.L., MITCHELL,L.E. Affiliation Not Assigned. 7pp. 61239:001-61239:007. 

9203090107 Notice cancelling prehearing conference.* Petition for leave to intervene & 
request for hearing submitted by AL & LE Mitchell denied due to petitioner failure to 
comply w/920102 prehearing order.W/Certificate of Svc.Served on 920305. 

LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12653. 92/03/04. 3pp. 
60832:100-60832:102. 


H. General correspondence 

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/09. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 60872:011- 
60872:015. 


I. Financial Information 


9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in¬ 
clude pages from repts pertaining to nuclear expenses & investments. 

RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN,J.B. Region 5 (Post 
820201). 116pp. 61107:001-61107:116. 


J. Insurance & Indemnity Information 

9203190380 Provides present levels of financial protection & property insurance for 
plant. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/12. Document Control Branch (Document Control Desk), ip. 61062:141- 
61062:141. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9203310138 Updated FSAR for Palo Verde Nuclear Generating Station.W/ 920319 Itr. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/19. 100pp. 61200:040-61200:202. 

9203240047 Rev 4 to updated FSAR for Palo Verde Nuclear Generating Station Units 
1,2 & 3.W/920316 Itr & 51 figures. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/31. 3,200pp. 61185:043-61189:044. 


P. Operating license stage doouments & correspondence 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-80997:032. 

9203040362 Final response to FOIA request for documents re plant.App J documents 
already available in PDR.App K records end & being made available in PDR.App L 
records partially withheld & epp M withheld In entirety (ref FOIA examption 5). 

PHILIPS,J. Division of Freedom of Information & Publications Services (Post 890205). 
91/08/09. JONES,B.W. Akin, Gump, Strauss, Hauer & Feld (formerly Akin, Gump, 
Hauer & Feld). 6pp. 60839:132-60839:160. 

-8910050179 Forwards evaluation concluding that inadequate preventive maint on 
emergency & essential lighting sys caused dark conditions & proposed corrective 
action measures acceptable. 

ROSA.F. Electrical Systems Branch. 89/09/18. KNIGHTON,G.W. Project Directorate 
V. 8pp. 60839:152-60839:180. 
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—9203040370 Discusses Region V 890626 request that NRR review adequacy of cur¬ 
rent regulations re emergency lighting.Current NRC emergency lighting guidance 
listed. 

CHAN.T. NRC - No Detailed Affiliation Given. 90/06/22. CRUTCHFIELD,D. NRC - No 
Detailed Affiliation Given. 2pp. 60839:150-60839:151. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203060044 Informs NRC of correction to 920207 util ltr re 8 hour discharge testing 
during Jun-Nov 1991. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN,J.B. Region 5 (Post 820201). Ip. 60887:010-60867:010. 

9203090262 Forwards DOL000483, “Employee Concerns Program," detailing steps 
taken by util to assure that employees & contractors know that mgt supports identifi¬ 
cation & resolution of safety concerns.Rev 0 to 01PR-0QQ02 also end. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. MARTIN,J.B. Region 5 (Post 820201). 12pp. 60882:225-60882:257. 

-9203090286 DOL000483. “Employee Concerns Program." 

RAVERT.J., JANECKE.D., RUSSO,C. Arizona Public Service Co. (formerly Arizona Nu¬ 
clear Power Project). 89/09/28. 11pp. 60882:237-60882:247. 

-9203090270 Rev 0 to Nuclear Administrative & Technical Manual 01PR-0QQ02, "Em¬ 
ployee Concerns Program Policy." 

RUSSO,C.N., BALLARD,B.E., CONWAY,W.F. Arizona Public Service Co. (formerly Ari¬ 
zona Nuclear Power Project). 89/10/22. 10pp. 60882:248-60882:257. 

920312033S Advises that util 920129 response to generic ltr 91-11 re resolution of ge¬ 
neric issues 48, “LCOs for Class IE Vital instrument Buses" & 49, “Interlocks & 
LCOs for Class IE Tie Breakers" acceptable. 

THOMPSON,C.M. Project Directorate V. 92/02/27. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294-60907:296. 

9203120343 Forwards trip rept of 911104-06 visit to plant to identify areas where 
changes could be made to reduce radiation exposure & to incorporate changes into 
design review of advanced CESSAR Sys 80+ design. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:297-60907:310. 

9203120361 Informs that util did not perform periodic full load rejection testing of 
EDG.per Reg Guide 1.108,Rev 1,1977. 

TRAMMELL,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:046. 

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise tech speo 3/4.7.9 to allow util to per¬ 
form snubber visual insps & corrective actions during plant outages. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247. 

-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 
outages. 

QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244. 

-9203190128 Safety evaluation supporting amends 57,44 A 30 to licenses NPF-41.NPF- 
51 & NPF-74. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60971:245-60971:247. 

9203120358 Provides diverse auxiliary feedwater actuation sys design changes A NRC 
comments,per 911108 ltr & 920117 conference call.NRC finds clarification acceptable 
since design will meet regulatory requirement. 

TRAMMELL,C.M. Project Directorate V. 92/03/03. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60907:320-60907:324. 

9203120350 Forwards audit rept of 920113-17 audit of erosion/corrosion program at 
plant,in response to generic ltr 89-08, “Erosion/ Corrosion-Induced Pipe Wall Thln- 

TF$’MMELL,C.M. Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 9pp. 60907:311-60907:319. 

9203200214 Forwards amends 58,45 A 31 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise section 6, "Administrative Controls," of 
TS to define lines of functional responsibility more clearly. 

THOMPSON,C.M. Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public 
Sen/ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60991:039-60991:089. 

-9203200221 Amends 58,45 A 31 to licenses NPF-41.NPF-51 & NPF-74, 

respectively,revising section 6, “Administrative Controls," of TS to define lines of func¬ 
tional responsibility more clearly & better describe technical & review activities. 
QUAY.T.R. Project Directorate V. 92/03/04. 44pp. 60991:042-60991:086. 

-9203200224 Safety evaluation supporting amends 58,45 & 31 to licenses NPF-41.NPF- 
51 & NPF-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp. 
60991:087-60991:089. 


-9203200204 Amends 59,46 & 32 to licenses NPF-41.NPF-51 & NPF-74, 

respectively,revising TS to allow replacement of existing 125 volt dc batteries w/new 
batteries. 

QUAY.T.R. Project Directorate V. 92/03/06. 24pp. 60991:012-60991:035. 

-9203200209 Safety evaluation supporting amends 59,46 & 32 to licenses NPF-41.NPF- 
51 & NPF-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp. 
60991:036-60991:038. 

9203230275 Provides final response to allegations in 910606 & 920114 Itrs re plant op¬ 
erations A request that plant be shut down immediately until matters resolved.Request 
denied.Directors Decision DD-92-01 end,providing reasons for denial. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. COLAPINTO.D.K., KOHN.S.M. National Whistleblower Center. 7pp. 61057:292- 
61057:316. 

-9203230291 Directors Decision DD-92-01 re DK Colapinto & SM Kohn 910606 ltr pre¬ 
senting 10 allegations re various facets of plant operation & requesting that plant be 
shut down Immediately until matters resolved.Request denied. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 16pp. 61057:294-61057:309. 

-9203230294 Notice of issuance of Directors Decision DD-92-01 under 10CFR2.206 re 
10 allegations concerning plant operation made by DK Colapinto & SM Kohn in 
910606 ltr. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
16. 2pp. 61057:310-61057:316. 

9203240300 Responds to 920118 amend request re proposed deletion of Type C test¬ 
ing for 8 valves in shutdown cooling sys for each unit,per 10CFR50,app J, "Primary 
Reactor Containment Leakage Testing for Water-Cooled Power Reactors." 
TRAMMELL,C.M. Project Directorate V. 92/03/19. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 61085:300-61085:303. 

9203270188 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, relocating 
certain cycie-specific paramaters from TS to unit-specific core operating limits rept,per 
Generic Ltr 88-16.Core operating repts for all three units end. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/19. Document Control Branch (Document Control Desk). 12pp. 61168:159- 
61169:069. 

-9203270200 Proposed,marked-up TS to support Generic Ltr 88-16, relocating certain 
cycle-specific parameters from TS to unit-specific core operating limits repL 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
150pp. 61168:171-61168:336. 

-9203270206 "Core Operating Limits Rept,Palo Verde Nuclear Generating Station,Unit 
3,Cycle 3." 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/03/19. 
23pp. 61169:047-61169:069. 

9203310066 Forwards response to NRC station blackout safety evaluation recommen¬ 
dations transmitted w/920211 ltr & clarification of info contained in TER SAIC-91/ 
1250.Requests change in schedule for implementation of battery back-up mods. 
CONWAY.W.F. Arizona Public Sen/ice Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 13pp. 61205:083- 
61205:095. 

9203310080 Application for amends to Licenses NPF-41.NPF-51 & NPF-74, revising TS 
Section 374.9.9 to change containment purge valve isolation sys operability require¬ 
ments for consistency w/other containment penetration operability requirements. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/20. Document Control Branch (Document Control Desk). 8pp. 61205:069- 
61205:082. 

-9203310083 Proposed Tech Specs Section 3/4.9.9 re containment purge valve isola¬ 
tion sys. 

* Arizona Public Sen/ice Co. (formerly Arizona Nuclear Power Project). 92/03/20. 6pp. 
61205:077-61205:082. 

9203310295 Forwards Recorded Calculation SA-ALL-NCR-92-003-00, "Subgroup 4,5 A 
22 CEA Slip Analysis for Reactor Power Cutback Timer." Calculation withheld (ref 
10CFR2.790). 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/24. Document Control Branch (Document Control Desk). 9pp. 61217:001- 
61217:009. 


Q. Inspection reports, IE Bulletins & correspondence 


9203030014 Forwards insp repts 50-528/92-03,50-529/92-03 A 50-530/92-03 on 
920113-17.No violations or deviations noted. 

REESE,J.H. Region 5 (Post 820201). 92/02/05. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:053-60753:060. 


_9 Generio Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 

Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown." 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 


-9203030018 Insp repts 50-528/92-03,50-529/92-03 A 50-530/92-03 on 920113-17.No 
violations notedMajor areas inspected:status of emergency preparedness program & 
followup on items. 

QUALLS,P.M., REESE,J.H. Region 5 (Post 820201). 92/02/05. 4pp. 60753:056- 
60753:060. 


9203060147 Rev 1 to generic ltr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity,10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 81085:001-61085:012. 


9203200201 Forwards amends 59,46 A 32 to licenses NPF-41.NPF-51 A NPF-74,re¬ 
spectively & safety evaluation.Amends revise TS to allow replacement of existing 125 
volt dc batteries w/new batteries. 

TRAMMELL.C.M. Project Directorate V. 92/03/06. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 24pp. 60991:009-60991:038. 


9203030077 Forwards enforcement conference rept 50-528/92-08, 50-529/92-08 A 50- 
530/92-08 on 920211 .Violations discussed during conference will be subj to separate 
correspondence. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/14. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60753:280-60753:308. 

-9203030085 Enforcement conference repts 50-528/92-08,50-529/92-08 A 50-530/92- 
08 on 920211.Major areas discussed:description of violations noted in 920113-23 se¬ 
curity insp as documented in insp repts 50-528/92-01,50-529/92-01 A 50-530/92-01. 
REESE,J.H. Region 5 (Post 820201). 92/02/13. 26pp. 60753:283-60753:308. 
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9203060057 Responds to NRC 920203 Itr re violations noted w/assurance that matters 
raised receiving top level mgt attention & enhanced oversighLAll hands personnel 
briefings including conlractor staff held.Formal response to EA-91-182 follows.. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/14. MARTIN,J.B. Region 5 (Post 820201). 2pp. 60867:029-60867:031. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu¬ 
clear Power Plant Sites." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation." 

ROSSI.C.E. Division of OperationaT Events Assessment (Post 870411). 92/02/18. 
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 
911218-920125 & notice of violations. 

RICHARDS,S.A. Region 5 (Post 820201). 92/02/20. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 8pp. 60804:019-60804:056. 

-9203060064 Notice of violation from insp on 911218-920125.Vlolation noted:tralning 
record for fire barrier inspectors inaccurate in that three names included among those 
listed as attending training. 

* Region 5 (Post 820201). 92/02/20. ip. 60804:025-60804:025. 

-9203060088 insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on 911218- 
920125.Violations noted.Major areas inspected:review of plant activities,ESF sys 
walkdowns,surveillance testing, plant maint,falsified training record for fire barrier insp. 
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9203030135 Responds to violations noted in Insp repts 50-528/91-41, 50-529/91-41 & 
50-530/91-41 on 911110-121/.Corrective actions:involved control room operator tem¬ 
porarily removed from shift & disciplined per positive discipline program. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/21. Document Control Branch (Document Control Desk). 15pp. 60802:001- 
60802:015. 

9203060037 Forwards insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 
920113-17 & 0204-05.No violations or deviations noted. NRC concerned w/lack of 
sys engineering involvement in processing of limited design change packages. 
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60803:183-60803:192. 

-9203060068 Insp repts 50-528/92-04,50-529/92-04 & 50-530/92-04 on 920113- 
0205.No violations noted.Major areas inspected: corrective actions lor previously iden¬ 
tified items & review of documentation on unit 1 pressurizer instrument nozzle. 
NARBUT.P.P. Region 5 (Post 820201). 92/02/11. 5pp. 60803:186-60803:192. 

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting." 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24. 
Consolidated Edison Co. of New York, Inc. 4pp. 80962:181-60962:184. 

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on 
920113-23 & notice of violation. 

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247. 

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227,se¬ 
curity officers failed to positively control access to vital fuel bldg by allowing three indi¬ 
viduals to enter vital area w/o logging names or badge numbers. 

* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247, 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25. 
Consolidated Edison Co. of New York, Inc. 8pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/26. 
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28. 
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203060005 Ack receipt of 920214 ltr informing NRC of steps taken to correct violations 
noted in Insp repts 50-528/91-44 & 50-529/91-44 & 50-530/91-44. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 60803:090-60803:098. 

9203060139 Ack receipt of 911024 itr informing NRC of steps taken to correct violations 
noted in insp repts 50-528/91-25, 50-529/91-25 & 50-530/91-25. 

KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY,W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60804:255-60804:270. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays." 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 92/03/02. 
Consolidated Edison Co. of New York, Inc. 6pp. 80997:037-60997:042. 

9203060358 Responds to NRC 920203 Itr re violations noted in Insps of Licenses NPF- 
41.NPF-51 & NPF-74 & EA-91-l82.Corrective actions:on 920215,listed managers were 
placed on rotation to provide direct shift observation. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/02. LIEBERMAN.J. Ofc of Enforcement (Post 870413). 36pp. 60858:106- 
80858:141. 

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re¬ 
spectively & safety evaluation.Amends revise tech spec 3/4.7.9 to allow util to per¬ 
form snubber visual insps & corrective actions during plant outages. 

THOMPSON,C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247. 


—9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/ 
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant 
outages. 

QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244. 

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203170298 Ack receipt of 920221 Itr in response to notice of violation re insp repts 50- 
528/91-41,50-529/91-41 & 50-530/91-41 dtd 920122. 

RICHARDS,S.A. Region 5 (Post 820201). 92/03/06. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 60925:057-60925:073. 

9203230017 Forwards insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 
920113-0207 & notice of violation. 

YUHAS.G.P. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public Serv¬ 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60984:021-60984:033. 

-9203230026 Insp repts 50-528/92-02.50-529/92-02 & 50-530/92-02 on 920113- 
0207.Violations noted.Major areas inspected: radioactive matl control,organization & 
mgt controls & outage preparation. 

BOCANEGRA.R., YUHAS.G.P. Region 5 (Post 820201). 92/03/06. 9pp. 60984:025- 
60984:033. 

9203200008 Ack receipt of 920302 Itr & check in payment for civil penalties proposed 
by NRC in 920203 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/18. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). Ip. 60970:036- 
60970:036. 

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92- 
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit¬ 
ted in vital areas logged & or access levels verified. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106- 
61163:124. 


R. Periodic operating reports & related correspondence 


9203230351 "Personnel Monitoring Repts for 1991." W/920315 itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31.3pp. 61082:359-61082:361. 

9203030326 Forwards fitness-for-duty semiannual performance rept for Jul-Dec 1991. 
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/25. Document Control Branch (Document Control Desk). 10pp. 60802:147- 
60802:156. 

9203170206 Forwards Monthly Operating Repts for Feb 1992 for Palo Verde Nuclear 
Generating Station,Units 1,2 & 3 & revised Monthly Operating Rept for Jan 1992 for 
Unit 2. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
03/13. Document Control Branch (Document Control Desk). Ip. 60982:179- 
60982:197. 

-9203170023 Monthly operating repts for Feb 1992 for Palo Verde Nuclear Generating 
Station,Units 1,2 & 3. 

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/02/29. 16pp. 60982:180-60982:195. 


S. Reportable occurrences, LERs & related correspondence 


9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 91 lOIO.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post 
870413). 14pp. 61209:198-61209:211. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcation/constructlon stage documents & correspondence 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - l0CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat¬ 
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power 
plants & holders of CPs for nuclear power plants re consideration of valve misposi- 
tioning in BWRs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 670411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat¬ 
ed Edison Co. of New York, Inc. 12pp. 81085:001-61085:012. 
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DOCKET STN-50-556 BLACK FOX STATION, UNIT 1 
A. Application/construction stags documents & correspondence 


9203060154 Forwards summary of NRC 920210-12 audit of advanced BWR RPV 
internals.Lists two GE commitments. 

PIERSON.R.C. Standardization Project Directorate (Post 901216). 92/03/04. 
MARRIOTT,P.W. General Electric Co. 19pp. 60839:113-60839:131. 


9203090220 Summary of 920225 meeting w/util in Rockville,MD re final resolution of 
conditions imposed by ASLB,granting termination of proceedings & withdrawal of 
Black Fox CP application. 

ZALCMAN.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/04. BOGER.B.A. Division of Reactor Projects - III,IV,V Post 901216) 
7pp. 60839:227-60839:233. 


9203110132 Forwards Rev B to 23A6100AQ,Section 17.3 re responses to request for 
resolulion of issues related to reliability assurance program (RAP).Subj responses wiil 
be included as amend to advanced BWR SSAR in future. 

ROGERS,A.E. General Electric Co. 92/03/05. PIERSON.R.C. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 80898:283-60898:304. 


9203230338 Forwards supplemental info addressing reasons for delays which have oc¬ 
curred in schedule for const of fossil-fueled electric generating facility at Inola Station 

GEORGE,C. Public Service Co. of Oklahoma. 92/03/13. PARTLOW.J.G. Associate Di¬ 
rector for Projects (Post 870411). 13pp. 61071:250-61071:262. 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


-9203110138 Section 17.3 re responses to resolution issues related to reliability assur¬ 
ance program. 

* General Electric Co. 23A6100AQ RB. 92/03/11. 21pp. 80898:284-60898:304. 

9203170131 Summary of 920228 meeting w/GE in Rockville,MD re open items in ad¬ 
vanced BWR review concerning postulated trip of all reactor internal pumps & postu¬ 
lated common mode failure of pressure regulator to down scale position. 

WILSON,J.N. Standardization Project Directorate (Post 901216). 92/03/10. Standardi¬ 
zation Project Directorate (Post 901216). 13pp. 60963:309-60963:321. 


A. Appllcatlon/constructlon stage documents & correspondence 

9203090220 Summary of 920225 meeting w/util in Rockville.MD re final resolution of 
conditions imposed by ASLB,granting termination of proceedings & withdrawal of 
Black Fox CP application. 

ZALCMAN.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/04. BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216) 
7pp. 60839:227-60839:233. ' 

9203230338 Forwards supplemental info addressing reasons for delays which have oc¬ 
curred in schedule for const of fossil-fueled electric generating facility at Inola Station 
site. 

GEORGE,C. Public Service Co. of Oklahoma. 92/03/13. PARTLOW.J.G. Associate Di¬ 
rector for Projects (Post 870411). 13pp. 61071:250-61071:262. 


DOCKET STN-50-605 GE ADVANCED BWR OESIGN 


A. Appllcatlon/constructlon stage documents & correspondence 

9203030235 Forwards draft Rev 0 to "Advanced BWR SSAR Main Steam, Feedwater & 
SRVDL Piping Sys Design Criteria & Analysis Methods” & draft Rev 0 to "Advanced 
BWR Feedwater Loop A Piping & Equipment Loads,” per GE/NRC 911209-10 meet- 

M?iRRIOTT,P.W. General Electric Co. 92/02/24. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 1 p. 60782:304-60783:029. 

-9203030246 Draft Rev 0 to "Advanced BWR SSAR Main Steam,Feedwater & SRVDL 
Piping Sys Design Criteria & Analysis Methods.” 

HERZOG,M., PATEL,R.D. General Electric Co. 92/02/29. 34pp. 60782:305- 

60782:338. 

-9203030253 Draft Rev 0 to “Advanced BWR Feedwater Loop A Piping & Equipment 
Loads.” 

HERZOG,M., PATEL,R.D. Genera! Electric Co. 92/02/29. 52pp. 60782:339- 

60783:029. 


9203180142 Forwards piping design insps,tests,analysis & acceptance criteria 
(ITAAC).Piping design ITAAC will be included as part of Generic ITAAC. 

MARRIOTT,P.W. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 7pp. 60992:321-80992:327. 

9203180147 Forwards proprietary responses to issues re Sections 9.3,9.5 & 11.2 of Ad¬ 
vanced BWR SSAR.Responses reflect correctons & additions to earlier proprietary 
submittals.Responses withheld. 

MITCHELL,R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). Ip. 60991:161-80991:161. 

9203180156 Forwards responses to resolution of issues related to Advanced BWR draft 
SER Chapters 1,2,3,5,6,9,10,12,13,14 & 15 (SECY-91-355). 

MITCHELL.R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 150pp. 60991:182-60991:338. 

9203180162 Forwards draft Rev 0 to “Advanced BWR SRVDL Wetwell Piping Stress 
Analysis Design Rept" & draft Rev 0 to design rept, “Main Steam Line A & Safety 
Relief Valve Discharge Piping Stress Analysis,” per 911209-10 GE/NRC meeting. 
MITCHELL,R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation. Director (Post 870411). 200pp. 80992:037-60992:245. 

9203180426 Notification of 920330-0403 audits of GE advanced BWR design in San 
Jose.CA to support staff review of structural design of bldgs & structures. 

NEASE.R.L. Standardization Project Directorate (Post 901216). 92/03/12. 

PIERSON.R.C. Standardization Project Directorate (Post 901216). 4pp. 60971:030- 
60971:033. 


Q. Inspection reports, IE Bulletins & correspondence 


9203120371 Summerizes staff position re NRC conference call on DSER comments to 
advanced BWR SSAR ISI requirements. 

MITCHELL.R.C. General Electric Co. 92/03/09. PIERSON.R.C. Standardization 
Project Directorate (Post 901216). 2pp. 60930:048-60930:049. 


9203020112 Forwards proprietary Rev R-0 to "Advanced BWR Project Common Engi¬ 
neering Work Plan." Plan withheld. 

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. Ip. 
60782:299-60782:299. 

9203030268 Forwards proprietary revised App 18E, "Advanced BWR Man-Machine 
Interface Sys Design & Implementation Process," of Advanced BWR SSAR.App with¬ 
held. 

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. Ip. 
60854:349-60854:350. 

-9203030270 Forwards proprietary revised App 18E, “Advanced BWR Man-Machine 
Interface Sys Design & Implementation Process,” of Advanced BWR SSAR.App with¬ 
held. 

O'NEIL,T.J. General Electric Co. 92/02/17. POSLUSNY.C. Standardization Project Di¬ 
rectorate (Post 901216). Ip. 60854:350-60854:350. 

9203030287 Forwards proprietary summary of 920127 telcon w/NRC & Brookhaven Lab 
to clarify aspects of human factors review of Advanced BWR,specifically review of 
design implementation process.Summary withheld. 

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. Ip. 
60854:348-60854:348. 

9203020209 Notification of 920325 meeting w/GE in San Jose.CA to discuss status of 
resolution of high priority open issues. 

POSLUSNY.C. Standardization Project Directorate (Post 901216). 92/02/26. 

PIERSON.R.C. Standardization Project Directorate (Post 901216). 4pp. 60746:355- 
60746:358. 

9203030344 Forwards corrected list of attendees for 920218 summary of meeting held 
on 911120-21. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/02/26. 

MARRIOTT,P.W. General Electric Co. 3pp. 60772:204-60772:206. 

9203050165 Submits near term actions to facilitate issue resolution re advanced BWR 
probabilistic risk assessment. 

PIERSON.R.C. Standardization Project Directorate (Post 901216). 92/03/02. 

MARRIOTT,P.W. General Electric Co. 3pp. 60811:195-60811:197. 

9203050228 Forwards “Radwaste Bldg Seismic Analysis.” Informs that GE intends to 
amend SSAR w/subj analysis in future amend. 

ROGERS,A.E. General Electric Co. 92/03/02. PIERSON.R.C. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). Ip. 60827:140-60827:149. 

-9203050230 “Radwaste Bldg Seismic Analysis." 

EHLERT.G.W. General Electric Co. 92/02/19. 10pp. 60827:141-60827:149. 


DOCKET 52-001 GE ADVANCED BWR DESIGN, GENERAL ELECTRIC CO. 

9203180428 Notification of 920323-27 NRC audit of GE advanced BWR piping design & 
analyses in San Jose.CA.Audit agenda end. 

NEASE.R.L. Standardization Project Directorate (Post 901218). 92/03/13. 

MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 6pp. 
60964:136-60964:140. 

9203190446 Discusses 911220 request for application for approval of advanced BWR 
design be considered as application for Part 52 design approval & subsequent design 
certification.Notice of receipt of application for design certification end. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
92/03/13. MARRIOTT,P.W. General Electric Co. 3pp. 60982:346-60982:349. 

-9203190450 Notice of receipt of application for design certification. 

WILSON,J.N. Standardization Project Directorate (Post 901216). 92/03/13. ip. 
60982:349-60982:349. 

9203200337 Forwards nonproprietary Amend 20 to Advanced BWR SSAR. 

MARRIOTT,P.W. General Electric Co. 92/03/13. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MILLER NRC - No Detailed Affiliation Given. 

2pp. 61061:001-61062:128. 

-9203200340 Nonproprietary Amend 20 to Advanced BWR SSAR. 

* General Electric Co. 92/03/13. 500pp. 61081:003-61062:128. 

9203200342 Forwards proprietary Amend 20 to Advanced BWR SSAR.Rept withheld. 
MARRIOTT,P.W. General Electric Co. 92/03/13. PIERSON.R.C. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MILLER NRC - No Detailed Affiliation Given. 
Ip. 60998:347-60998:347. 

9203190445 Notification of 920324 meeting w/GE Nuclear Energy in San Jose.CA to 
discuss open issues re advanced BWR PRA. 

NEASE.R.L. Standardization Project Directorate (Post 901216). 92/03/17. 

MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 
60982:343-60982:345. 

9203310324 Forwards telefax from GE describing status of PRA issues & draft docu¬ 
ment for GE describing human factors review cnteria to be used in design process for 
advanced reactor designs. 

MCCREE.V.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
26. Office of Nuclear Reactor Regulation, Director (Post 870411). 59pp. 61194:012- 
61194:071. 
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9203190272 Notification of 920330 & 920403 design insp of GE advanced BWR to as¬ 
certain progress of design document development in support of design 
certification.Other purposes listed. 

NEASE.R.L. Standardization Project Directorate (Post 901216). 92/03/12. 

PIERSON,R.C. Standardization Project Directorate (Post 901216). 3pp. 60982:356- 
60982:358. 


DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT DES., 

9203060317 Forwards “Description of Human Factors Program Plan for the Sys 80+ 
(TM) Standard Plant Design, per commitment in 911204 meeting w/NRC. 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN,C.B. ASEA Brown Boveri, 
Inc. 92/02/21. Document Control Branch (Document Control Desk). 2pp. 60392:305- 
60392:351. 

-9203060327 “Description of Human Factors Program Plan for Sys 80+ (TM) Standard 
Plant Design," for plant certification. 

* Combustion Engineering, Inc. 92/02/29. 45pp. 60392:307-60392:351. 

9203060293 Forwards revised responses per 911204 meeting w/NRC staff on human 
engineering factors on RAIs 620.5,620.13,620.16,620.24 & 620.25.Other responses to 
be provided. 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN,C.B. ASEA Brown Boveri, 
Inc. 92/02/25. Document Control Branch (Document Control Desk). 27pp. 60867:147- 
60867:173. 

9203020274 Discusses partial list of responses to request for addl info re plant.W/o 
end. 

SALTOS.N.T. Risk Application Branch. 92/02/26. PRATT,W.T. Brookhaven National 
Laboratory. Ip. 60772:024-60772:024. 

9203030327 Notification of 920313 meeting w/util in Windsor,CT to obtain more info re 
open issues from C-E responses to NRC requests for addl info. 

WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/02/27. 
PIERSON,R.C. Standardization Project Directorate (Post 901216). 3pp. 60793:090- 
60793:092. 

9203130039 Notification of 920313 meeting w/util in Windsor,CT to obtain more info re 
open issues from C-E responses to NRC requests for addl info.Meeting canceled. 
WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/02/27. 
PIERSON,R.C. Standardization Project Directorate (Post 901216). 3pp. 60912:272- 
60912:274. 

9203090104 Forwards summary of interface requirements for Sys 80+ std design & 
corresponding revs to C-E SSAR - design certification. 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN,C.B. ABB Atom, Inc. (for¬ 
merly ASEA Atom, Inc. ). 92/02/28. Document Control Branch (Document Control 
Desk). 54pp. 60883:076-60883:128. 

9203090118 Provides revised responses to NRC requests for addl info re human factors 
engineering,per 910412 Itr. 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN,C.B. ABB Atom, Inc. (for¬ 
merly ASEA Atom, Inc. ). 92/02/28. Document Control Branch (Document Control 
Desk). 61pp. 60883:008-60883:068. 

9203120343 Forwards trip rept of 911104-06 visit to plant to identify areas where 
changes could be made to reduce radiation exposure & to incorporate changes into 
design review of advanced CESSAR Sys 80+ design. 

THOMPSON,C. M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:297-60907:310. 

9203060134 Requests completion of responses to requests for addl info & submittal of 
remaining portions of application. 

CRUTCHFIELD,D. Division of Advanced Reactors & Special Projects (Post 901216). 
92/03/04. MATZIE.R.A. Combustion Engineering. Inc. 3pp. 60839:110-60839:112. 

9203130049 Summary of 920121 meeting w/C-E re C-E goals & objectives w/ regard to 
sys 60+,overview of sys 80+ & major issues that require manpower resources to 
complete NRC evaluation. 

WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/04. Stand¬ 
ardization Project Directorate (Post 901216). 83pp. 60912:172-60912:234. 

9203130015 Notification of 920319 meeting w/C-E in Rockville.MD to discuss Sys 80+. 
WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/10. 

PIERSON,R.C. Standardization Project Directorate (Post 901216). 5pp. 60909:338- 
60909:342. 

9203180150 Notification of 920317 meeting w/C-E in Rockville.MD to discuss Sys 80+. 
WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/10. 

PIERSON,R.C. Standardization Project Directorate (Post 901216). 3pp. 60962:057- 
60962:059. 

9203190031 Forwards Rev 7 to CENPD-210, "QA Program Topical Rept" & marked-up 
copy of Rev 6 to CENPD-210A, “QA Program Topical Rept.” 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN,C.B. ASEA Brown Boveri, 
Inc. 92/03/12. ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). 
ip. 60993:159-60993:247. 

-9203190033 "QA Program Topical Rept." 

* Combustion Engineering, Inc. CENPD-210 R07. 92/03/12. 43pp. 60993:160- 
60993:202. 

-9203190036 Marked-up copy of "QA Program Topical Rept.” 

* Combustion Engineering, inc. CENPD-210A R06. 92/03/12. 45pp. 60993:203- 
60993:247. 

9203200177 Summary of 920302 meeting w/CE in Windsor,Conn re sys 80+ design 
certification for instrumentation & control. Meeting agenda & list of attendees end. 
WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/16. Stand¬ 
ardization Project Directorate (Post 901216). 6pp. 60997:319-60997:324. 

9203270296 Summary of 920226 public meeting w/C-E in Rockville.MD re piping duct¬ 
work & cable trays concerning level of detail & C-E distribution sys guide as design 
acceptance criteria. 

WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/18. Stand¬ 
ardization Project Directorate (Post 901216). 38pp. 61121:020-61121:057. 


9203260228 Notification of 920327 meeting w/util in Windsor,CT to tour control room 
mockup. 

WAMBACH.T.V. Standardization Project Directorate (Post 901216). 92/03/23. 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 
61093:075-61093:077. 

9203060343 Forwards response to NRC 910926 request for addl info to enable NRC to 
continue review of SSAR - design certification (CESSAR-DC).lnfo covers damping 
values & groundwater condition. 

BRINKMAN,C.B. ASEA Brown Boveri, Inc. 92/02/25. Document Control Branch (Doc¬ 
ument Control Desk). 24pp. 60858:074-60858:097. 
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9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203130018 “Curtiss-Wright Annual Rept for Yr Ended 561231." 

* Curtiss-Wright Corp. 56/12/31. 29pp. 61316:085-61316:113. 

-9203130144 Forwards License SNM-92. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/10. HILL.G.R. Curtiss- 
Wright Corp. ip. 61316:150-61316:150. 

-9203130161 License SNM-0092 issued to Curtiss-Wright Corp,authorizing use of 10 g 
U,contained in U-235,at Quehanna,PA site. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/03/10. Ip. 61316:151- 
61316:151. 

-9203130163 Ack receipt of 570401 application for SNM license. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/03. HILL.G.R. Curtiss- 
Wright Corp. ip. 61316:152-61316:152. 

-9203130165 Forwards application for SNM license to possess & use addl 10 g U-235. 
HILL.G.R. Curtiss-Wright Corp. 57/04/01. JOHNSON,L. Atomic Energy Commission 
(Pre 750119). 2pp. 61316:153-61316:154. 

-9203130168 Application for SNM license,authorizing use of 10 g U-235 in five fission 
chambers for control of research reactor & in experimental work.Principal corporate 
directors & officers listed. 

HILL.G.R. Curtiss-Wright Corp. 57/05/01. 4pp. 61316:155-61316:158. 

-9203130219 Forwards application for SNM license. 

HILL.G.R. Curtiss-Wright Corp. 57/11/04. Atomic Energy Commission (Pre 750119). 
ip. 61316:181-61316:181. 

-9203130221 Application for SNM license,authorizing use of 25 g U, enriched in 235 
isotope,33 g Pu-239 & 10 milligrams U-233. 

HILL.G.R. Curtiss-Wright Corp. 57/11/26. 5pp. 61316:182-61316:186. 

-9203130223 Forwards application for SNM license for placement in AEC PDR. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/12/09. STRAUSSER.W.A. 
Atomic Energy Commission (Pre 750119). Ip. 61316:187-61316:187. 

-9203130225 Requests that document re SNM license be classified secret restricted 
data. 

NASH.M.L. Atomic Energy Commission (Pre 750119). 57/12/16. JOHNSON,L. Atomic 
Energy Commission (Pre 750119). Ip. 61316:188-61316:188. 

-9203130238 Advises that 571126 application for SNM license determined to be classi¬ 
fied secret - restricted data. Document may be declassified by deleting second word in 
second line in part 4A on Page 2 of application. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/12/20. HILL.G.R. Curtiss- 
Wright Corp. Ip. 61318:190-61316:190. 

-9203130240 Forwards License SNM-156. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/12/20. HILL.G.R. Curtiss- 
Wright Corp. Ip. 61316:191-61318:191. 

-9203130243 License SNM-156 issued to Curtiss-Wright Corp,authorizing use of up to 
25 g U,enriched in U-235 isotope, 10 milligrams U-233 & 33 g Pu. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/12/20. Ip. 61316:192- 
61316:192. 

-9203130246 Requests info re obtaining 25 g highly enriched U,as oxide,from 
ORNL.cost of matl,particle size of matl, pyrophoric characteristics & time required for 
deliveiy. 

ROBERTS,C.J. Curtiss-Wright Corp. 58/01/08. ROTH.H.M. Atomic Energy Commis¬ 
sion (Pre 750119). 2pp. 61316:193-61316:194. 

-9203130250 Responds to 580108 Itr re possibility of procuring 25 g U, as enriched 
U02 from ORNL.Matl,other than UF6,can be supplied only after receipt of authoriza¬ 
tion from AEC. 

CORLEY,A.M. Atomic Energy Commission (Pre 750119). 58/01/28. ROBERTS,C.J. 
Curtiss-Wright Corp. 2pp. 61316:195-61316:196. 

-9203130254 Advises that all remaining copies of 571126 application for SNM license 
declassified by deleting ref in question. 

GREENE,R.S. Curtiss-Wright Corp. 58/01/10. JOHNSON,L. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:197-61316:197. 

-9203130258 Forwards application for SNM license. 

HILL.G.R. Curtiss-Wright Corp. 58/05/12. PRICE,H.L. Atomic Energy Commission (Pre 
750119). ip. 61316:201-61316:201. 

-9203130261 Application for SNM license authorizing use of U-308 enriched in U-235 
isotope & 2.5 kg U-308 enriched in U-235 Isotope to fabricate two prototype research 
reactor fuel elements. 

HALL.G.R. Curtiss-Wright Corp. 58/05/16, Atomic Energy Commission (Pre 750119). 
9pp. 61316:202-61316:210. 
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-9203130264 Requests info re steps to be taken to obtain 25 g U, highly enriched in LI- 
235 isotope. 

ROBERTS,C.J. Curtiss-Wright Corp. 58/05/26. JOHNSON,L. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:211-61316:211. 


-9203160152 Requests three copies of latest financial rept in order to bring AEC files 
up to date & to expedite action on future requests from licensee for matls. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/25. DICKEY,J.W. 
Curtiss-Wright Corp. Ip. 61316:251-61316:251. 


-9203130266 Safety evaluation supporting 580512 application for amend to License 
SNM-156,authorizing possession of up to 45 g U of varying assays of U-235 & 2.5 kg 
U oxide,enriched to 20% in U-235 isotope. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/05. Ip. 61316:212- 
61316:212. 

-9203130279 Forwards listed applications &/or amends to SNM licenses. W/o end. 
DELANEY,J.D. Atomic Energy Commission (Pre 750119). 58/06/06. MANN.M.M. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:213-61316:214. 

-9203130285 Forwards License SNM-156,as amended. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/13. HILL.G.R. Cur¬ 
tiss-Wright Corp. ip. 61316:215-61316:215. 

-9203130287 License SNM-156,as amended,authorizing possession of 70 g U, enriched 
in U-235 isotope & 2.5 kg U,enriched to 20% in U-235 isotope.Nuclear matl draft end. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/13. 2pp. 61316:216- 
61316:217. 

-9203130297 Forwards SNM licenses issued to Curtiss-Wright Corp & Nuclear Matls & 
Equipment Corp. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/07/11. MATTISON.B.F. 
Pennsylvania, Commonwealth of. ip. 61316:218-61316:216. 

-9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 

-9203160001 Forwards licenses issued to Curtias-Wright Corp,Nuclear Electronics 
Corn,Pennsylvania State Univ & Westinghouse.W/o ends. 

PITTMAN,F.K. Atomic Energy Commission (Pre 750119). 57/05/31. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:220-61316:220. 

-9203160002 Discusses alerm sys & emergency procedures required by 10CFR70.25. 
* Curtiss-Wright Corp. 58/12/16. Atomic Energy Commission (Pre 750119). 6pp. 
61316:221-61316:226. 

-9203160004 Advises that amends to listed licenses acceptable.as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). ip. 61316:228-61316:228. 


—9203160154 Forwards addl info submitted by licensee to supplement 600509 & 12 ap¬ 
plications for amend to License SNM-156. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 60/06/09. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:252-61316:252. 

—9203160158 Recommends approval of 600603 application for amend to License SNM- 
156,proposing to sample & analyze contents of chemical cleaning solution tanks each 
day tanks used. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/06/21. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). ip. 61316:253-61316:253. 

-9203160163 Supports 900309 application for amend to License SNM-156, authorizing 
fabrication of fuel elements. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/23. Atomic Energy 
Commission (Pre 750119). Ip. 61316:254-61316:254. 

-9203160166 Forwards amended License SNM-156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/27. DICKEY,J.W. 
Curtiss-Wright Corp. ip. 61316:255-61316:255. 

—9203160172 Amended License SNM-156,authorizing use of up to 70 g U, enriched in 
U-235 isotope & up to 2,5 kg U,enriched to 20% in U-235 isotope. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/24. Ip. 61316:256- 
61316:256. 

—9203160174 Forwards corrected License SNM-156,eliminating error in Item 7 re quan¬ 
tity of SNM authorized for possession. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/07/19. DICKEY,J.W. 
Curtiss-Wright Corp. ip. 61316:257-61316:257. 

-9203160178 Corrected License SNM-156,eliminating error in Item 7 re quantity of SNM 
authorized for possession. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/07/19. Ip. 81316:258- 
61316:258. 

-9203160182 Analysis & findings supporting 600623 application for amend to License 
SNM-158,increasing possession limit of Pu-Be neutron sources from 33 g to 115 g Pu. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/17. Ip. 61316:259- 
61316:259. 


-9203160016 Advises that Item 8 to License SNM-156 amended re procedures & 
equipment described in 581216 Itr to NRC. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 59/02/03. LAKE.W.T. Cur¬ 
tiss-Wright Corp. Ip. 61316:229-61316:229. 

-9203160023 AEC nuclear matl draft re transfer of U,enriched in U-235 isotope as U02. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). 60/01/07. Ip. 61316:231- 
61316:232. 


-9203160195 Forwards amended License SNM-156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/24. Curtiss-Wright 
Corp. Ip. 61316:260-61316:260. 

-9203160198 Amended License SNM-156,authorizing possession of up to 67.6 kg 
U,enriched in U-235 isotope & up to 2.5 kg U,enriched up to 20%,in U-235 isotope. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/29. Ip. 61316:261- 
61316:261. 


-9203160027 Application for amend to License SNM-156,increasing possession limit on 
Pu,contained in sealed Pu-Be neutron sources from 33 g to 115 g & extending license 
for addl 5 yrs. 

LAKE.W.T. Curtiss-Wright Corp. 60/03/06. Atomic Energy Commission (Pre 750119). 
2pp. 61316:233-61316:234. 

-9203160028 Requests listed addl info to continue review of 600309 application for 
amend to License SNM-156,authorizing fabrication of fuel elements. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/04/25. FALLON,F.E. 
Curtiss-Wright Corp. Ip. 61316:235-61316:235. 

-9203160030 Forwards application for license for possession & use of SNM.W/o end. 
FALLON,F.E. Curtiss-Wright Corp. 60/03/09. Atomic Energy Commission (Pre 
750119). 2pp. 61316:236-61316:237. 

-9203160033 Requests review of 600309 application for amend to License SNM-156 re 
adequacy of appllcantprocedures to avoid condition of accidental criticality. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 60/03/22. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:238-61316:238. 

-9203160037 Submits results of review of 600309 application for amend to License 
SNM-156 re approval of fuel element fabrication facility at Quehanna.PA. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/04/22. JOHNSON,L. Atomic 
Energy Commission (Pre 750119). 2pp. 61316:239-61316:240. 

—9203160039 Forwards application for amend to License SNM-156. 

FALLON,F.E. Curtiss-Wright Corp. 60/05/12. DELANEY,J.C. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:241-61316:241. 

-9203160043 Application for amend to License SNM-156,authorizing fabrication of fuel 
elements & changing radiation contamination surveys,monitoring & protective equip¬ 
ment & radiation monitors & alarm sys. 

HILL.G.R. Curtiss-Wright Corp. 60/05/12. Atomic Energy Commission (Pre 750119). 
3pp. 61316:242-61316:244. 

-9203160046 Requests review of addl info provided In licensee 600512 memo. 
JOHNSON,L. Atomic Energy Commission (Pre 750119). 60/05/20. CASE.E. Atomic 
Energy Commission (Pre 750119). Ip. 61316:245-61316:245. 

-9203160050 Recommends approval of 600512 application for amend to License SNM- 
156 re monitor/alarm sys. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 60/05/31. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:246-61316:246. 

-9203160051 Supplement to 600309 application for amend to License SNM-156 re radi¬ 
ation contamination surveys & monitoring & protective equipment. 

DICKEY,J.W. Curtiss-Wright Corp. 60/06/03. Atomic Energy Commission (Pre 
750119). 3pp. 61316:247-61316:249. 


—9203160201 Ack receipt of 600914 Itr transmitting 1959 annual rept. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/09/29. KIRCHNER.H.H. 
Curtiss-Wright Corp. ip. 61316:262-61316:262. 

-9203160202 Forwards “1959 Annual Rept,Curtiss-Wright Corp." 

KIRCHNER.H.H. Curtiss-Wright Corp. 60/09/14. Atomic Energy Commission (Pre 
750119). Ip. 61316:263-61316:263. 

-9203160206 “1959 Annual Rept,Curtiss-Wright Corp." 

* Curtiss-Wright Corp. 59/12/31. 24pp. 61316:264-61316:286. 

-9203160210 Forwards "Shipping Procedures Under License SNM-156." 

SANDERS.J.E. Curtiss-Wright Corp. 60/10/20. Atomic Energy Commission (Pre 
750119). Ip. 61316:287-61316:287. 

-9203160211 "Shipping Procedures Under License SNM-156." 

* Curtiss-Wright Corp. 60/10/20. 7pp. 61316:288-61316:294. 

-9203160212 Forwards sketches of shipping containers inadvertently omitted from 
601020 application of approval for approval of shipping procedures. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/10/24. Atomic Energy Commission (Pre 
750119). 4pp. 61316:295-61316:298. 

-9203160214 Application for SNM license.Detailed procedure for processing listed. 
SANDERS,J.E Curtiss-Wright Corp. 60/10/25. 4pp. 61316:299-61316:302. 

—9203160216 Forwards application for SNM license. 

HILL.G.B. Curtiss-Wright Corp. 60/10/25. Atomic Energy Commission (Pre 750119). 
ip. 61316:303-61316:303. 

-9203160217 Application for SNM license,authorizing fabrication & testing of bodies 
which contain U,enriched in U-235 isotope. 

HILL.G.B. Curtiss-Wright Corp. 60/10/25. 4pp. 61316:304-61316:307. 

—9203160224 Requests review of 601020 application for SNM license. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/10/31. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip.l. 61316:308-61316:308. 

-9203160225 Requests review of 601024 application for SNM license. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/11/03. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 61316:309-61316:309. 

—9203160228 Forwards 601025 application for SNM license.Requests that application 
be reviewed for proprietary classification. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/11/08. STRAUSER.W.A. 
Atomic Energy Commission (Pre 750119). Ip. 61316:310-61316:310. 


-9203160056 Discusses insp of License SNM-156 on 600425,26 & 27.No noncompli¬ 
ance noted.Violations noted re failure to subj sealed sources to compressed air test. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/08/25. BEAM.M.T. Curtiss- 
Wright Corp. Ip. 61316:250-61316:250. 


-9203160231 Analysis & findings supporting 601025 application for amend to License 
SNM-156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/11/16. Ip. 61316:311- 
61316:311. 
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-9203160233 Ack receipt of application for SNM license. 

* Atomic Energy Commission (Pre 750119). 60/11/18. KIRKMAN.R.W. Atomic Energy 
Commission (Pre 750119). 3pp. 61316:312-61316:314. 

-9203160235 Forwards amended License SNM-156. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/23. HILL.G.R. Cur¬ 
tiss- Wright Corp. Ip. 61316:315-61316:315. 

-9203160236 Amended License SNM-156,authorizing possession of 67.6 kg U, en¬ 
riched in U-235 isotope & 2.5 kg U,enriched up to 20% in U-235 isotope. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/23. Ip. 61316:316- 
61316:316. 


-9203160240 Application for amend to License SNM-156,reflecting mod of shipping 
containers,described in 601020 itr to provide increased assurance that spacing be¬ 
tween adjacent inner container will be maintained in event of accident. 
WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/16. LANE.J. Atomic Energy Commission 
(Pre 750119). 3pp. 61316:317-61316:319. 

-9203160256 Requests review of 601216 application for amend to License SNM-156. 
DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/12/27. LUKE.C. Atomic 
Energy Commission (Pre 750119). 2pp. 61316:320-61316:321. 


—9203160259 Authorizes shipment of nonirradiated MTR-type fuel elements per proce¬ 
dures submitted via 601220,24 & 1216 applications. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/12/27. WHEELOCK.N.R. 
Curtiss-Wright Corp. Ip. 61316:322-61316:322. 


-9203160262 Requests list of commercial suppliers in order to continue review of 
601216 request for authorization to procure 100 g 20% enriched U metal,in form of 
metallic powder from AEC. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/12/21. WHEELOCK.N.R. 
Curtiss-Wright Corp. 2pp. 61316:323-61316:324. 


-9203160265 Requests allocation of U,enriched in U-235 isotope,to provide 100 g of 
20% enriched U metal,in form of metallic powder of -200 mesh for use in experiement 
described in 601025 application. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/16. Atomic Energy Commission (Pre 
750119). Ip. 61316:325-61316:325. 


-9203170001 Supports licensee request for mods to MTR-type fuel element shipping 
container,originally submitted in 601024 Itr,per 601227 memo. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/01/12. DELANEY,J. Atomic 
Energy Commission (Pre 750119). ip. 61316:326-61316:326. 


-9203170002 Advises that listed info will be included in bills of lading for shipment of 
SNM. 

WHEELOCK.N. Curtiss-Wright Corp. 61/01/18. LANE.J. Atomic Energy Commission 
(Pre 750119). Ip. 61316:327-61316:328. 


-9203170003 Lists names of suppliers contacted to secure 100 g of 20% enriched U 
metal powder. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/27. DELANEY.J.C. Atomic Energy Com¬ 
mission (Pre750119). ip. 61316:329-61316:329. 


-9203170004 Allocates,for use under License SNM-156,20 g of contained U, as 100 g 
U metal power containing U enriched to 20% in U-235 isotope,per 801216 & 27 Itrs. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 61/01/18. WHEELOCK.N.R. 
Curtiss-Wright Corp. 2pp. 61316:330-61316:331. 


-9203170005 Application for amend to License SNM-156,increasing number of U-235 
in-process inventory control areas & including more detailed procedures for heating & 
rolling clad fuel compacts into fuel pieces. 

LAKE.W.T. Curtiss-Wright Corp. 61/03/13. Atomic Energy Commission (Pre 750119). 
4pp. 61316:332-61316:335. 


—9203170006 Application for amend to License SNM-156,authorizing fabrication of fuel 
elements made by bonding aluminum cladding over U-aluminum metallic alloy core & 
assembling into arrays suitable for use in reactor. 

LAKE.W.T. Curtiss-Wright Corp. 61/03/17. Atomic Energy Commission (Pre 750119). 
3pp. 61316:336-61316:338. 


-9203170007 Requests review of 610313 & 17 applications for amend to License SNM- 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 61/04/05. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 61316:339-61316:339. 

-9203170008 Recommends approval of 610313 & 17 applications for amend to License 
SNM-156,changing procedures for heating & rolling clad fuel compacts into fuel 
plates. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/05/18. NUSSBAUMER.D. 
Atomic Energy Commission (Pre 750119). Ip. 61316:340-61316:340. 

-9203170009 Forwards amended License SNM-156. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/05/25. LAKE.W.T. 
Curtiss-Wright Corp. ip. 61316:341-61316:341. 


-9203170010 Amended License SNM-156,authorizing possession & use of 67.6 kg 
U,enriched in U-235 isotope,2.5 kg U,enriched up to 20%,in U-235 isotope as U-308. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/05/25. Ip. 
61316:342-61316:342. H 


-9203170011 Requests authorization to ship SNM per listed procedures. 
WHEELOCK.N.R. Curtiss-Wright Corp. 62/03/12. Atomic Energy Commission (Pre 
750119). 13pp. 61316:343-61316:355. 

F ° rwards 620312 application for amend to License SNM-156 for review. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/03/18. BECK.C. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:356-61316:357. 

-9203170019 Submits results of review of shipping containers,per 620319 
memo.Strength of container appears satisfactory. 

BECK.C. Atomic Energy Commission (Pre 750119). 62/03/22. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). ip. 61317:001-61317:001 


LUKE.C.D. Atomic Energy Commission (Pre 750119). 62/03/23. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:002-61317:003. 


-9203170025 Advises that License SNM-156 expires on 620531 .Application for renewal 
should be submitted at least 30 days prior to expiration date.If renewal not 
desired.encl form should be completed & returned to AEC.W/o form. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/03/30. 

WHEELOCK.N.R. Curtiss-Wright Corp. Ip. 61317:004-61317:004. 

-9203170031 Advises that License SNM-156 further amended to authorize shipment of 
U,enriched in U-235 isotope per procedures & conditions described in licensee 
620312 application. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/04/04. 

WHEELOCK.N.R. Curtiss-Wright Corp. Ip. 61317:005-61317:005. 

-9203170033 Requests that License SNM-156 be permitted to expire,per AEC 620320 
Itr. 

WHEELOCK.N.R. Curtiss-Wright Corp. 62/04/13. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). Ip. 61317:006-61317:006. 

-9203170037 Requests latest annual financial rept to keep records for License SNM- 
156 up to date. 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/09/14. 

WHEELOCK.N.R. Curtiss-Wright Corp. 2pp. 61317:007-61317:008. 

-9203170039 Advises that Research Div operations suspended due to shutdown in 
1962 & SNM License SNM-92 no longer in effect. 

SUTHERLAND,A.A. Curtiss-Wright Corp. 64/09/28. LAYFIELD.R.L. Atomic Energy 
Commission (Pre 750119). 2pp. 61317:009-61317:010. 

-9203170044 Forwards listed Itrs & memos re classification review items from applica¬ 
tion for SNM license. 

HUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/04/15. 

KNESEL.C.K. Atomic Energy Commission (Pre 750119). 2pp. 61317:011-61317:012. 

-9203170128 Ack receipt of 601025 application & unclassified matl contained in appli¬ 
cation. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/04/15. 

KNESEL.C.K. Atomic Energy Commission (Pre 750119). ip. 61317:013-61317:013. 

-9203170130 Forwards listed items submitted in connection w/application for SNM 
license.W/o ends. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 64/04/15. 

KNESEL.C.K. Atomic Energy Commission (Pre 750119). Ip. 61317:014-61317:014. 

-9203170133 Advises that 601025 application for SNM license declassified. 

DIGGS,R.M. Atomic Energy Commission (Pre 750119). 65/06/01. SUTHERLAND,A.A. 
Curtiss-Wright Corp. 12pp. 61317:015-61317:026. 

-9203170185 Advises that License SNM-156 expires on 651231.Request for renewal 
should be submitted at least 30 days prior to expiration.If renewal not 
desired,completed form should be submitted to AEC.W/o form. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/11/03. 

SUTHERLAND,A.A. Curtiss-Wright Corp. ip. 61317:052-61317:052. 

-9203170190 Advises that License SNM-156 will not be renewed since vendor no 
longer in possession of SNM.Certificate of Disposition of matls end. 

GRAHAM,J.J. Curtiss-Wright Corp. 64/12/01. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). ip. 61317:054-61317:054. 

-9203170193 Certificate of disposition of matls:all matls procured or possessed under 
License SNM-156 transferred to Davidson Chemical Co & Union Carbide Nuclear Co. 
GRAHAM,J.J. Curtiss-Wright Corp. 65/12/01. 2pp. 61317:055-61317:056. 
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DOCKET 70-0006 BATTELLE COLUMBUS DIV. (BATTELLE MEMORIAL 
INSTITUTE), 

—9203160003 Forwards listed applications for licenses.Applications should be returned 
w/comments.W/o ends. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 59/01/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:227-61316:227. 


DOCKET 70-0025 ROCKETDYNE DIV. (ROCKWELL INTERNATIONAL CORP.), 
CANOGA 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses-Forwards documents listed on App F & G.Search for addl records underway. 
GRiMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned, 18pp. 61316:001- 
61318:203. 


-9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 

9203020005 Application for amend to License SNM-21,reflecting change in radiation 
protection & health physics svcs dept.New organization chart end.Fee paid. 
RUTHERFORD,P.D. Rockwell International Corp. 92/02/24. AUSTIN,J.H. Division of 
Low-Level Waste Management & Decommissioning (Post 870413). 4pp. 60758:315- 
60758:318. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

9203180140 Ack receipt of 911210 Itr informing NRC of steps taken to correct violations 
noted in insp rept 70-0027/91-19 & 70-0027/91-16. 

STOHR.J.P. Region 2 (Post 820201). 92/02/20. CONNER,J.A. Babcock & Wilcox Co. 
2pp. 60936:184-60936:185. 
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9203100023 Ack receipt of 920117 response to NOV issued on 911206 re activities at 
Naval Nuclear Fuel Div.lnforms that corrective actions acceptable,per 10CFR2.201. 
STOHR.J.P. Region 2 (Post 820201). 92/02/21. CONNER,J.A. Babcock & Wilcox Co 
2pp. 60843:134-60843:135. 


9203020142 Requests that technical review of B&W 920210 request to dispose of solid 
waste containing low levels of enriched U, per 10CFR20.302 by 920331 be per¬ 
formed. 

TOKAR.M. Fuel Cycle Safety Branch. 92/02/27. AUSTIN,J.H. Decommissioning & 
Regulatory Issues Branch (Post 901230). 2pp. 60783:239-60763:240. 

9203050022 Forwards “Semiannual Effluent Monitoring Rept for Jul-Dec 1991." 

OLSEN,A.F. Babcock & Wilcox Co. 92/02/28. Region 2 (Post 820201) Ip. 
60852:212-60852:220. 


-9203050024 “Semiannual Effluent Monitoring Rept for Jul-Dec 1991 " 
* Babcock & Wilcox Co. 91/12/31. 8pp. 60852:213-60852:220. 


9203060374 Informs that procedure entitled, “Reporting Loss or Degradation of Nuclear 
Criticality Safety Controls” has been developed & that more time needed for 
review,approval & implementation,per 920116 Itr responding to Bulletin 91-001. 
LEE.T.D. Babcock & Wilcox Co. 92/02/28. HICKEY,J.W. Fuel Cycle Safety Branch, 
ip. 60840:328-60840:328. 


9203090014 Responds to violations noted in Insp Rept 70-0027/92-201. Corrective 
actions:Procedure A62-08 revised to require licensing officer to implement procedure 
upon receipt of insp rept. 

CONNER,J.A. Babcock & Wilcox Co. 92/02/28. Document Control Branch (Document 
Control Desk). 3pp. 60852:357-60852:359. 


9203120290 Forwards rev 13 to physical security plan per 10CFR70.34. Plan will be re¬ 
vised in future to remove terms which require level of classification as confidential re¬ 
stricted data.EncI withheld. 

OLSEN,A.F. Babcock & Wilcox Co. 92/02/28. CREED,J.R. Division of Safeguards & 
Transportation (Post 870413). 2pp. 60907:289-60907:290. 


9203230012 Forwards insp rept 70-0027/92-01 on 920104-0201.No violations or devi¬ 
ations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/01. CONNER,J.A. Babcock & Wiicox 
Co. 2pp. 60984:012-60984:018. 


-9203230014 insp rept 70-0027/92-01 on 920104-0201 .No violations noted. Major 
areas inspected:facility operations.nuclear criticality safety,radiation protection,matl 
control & accountability & security & safeguards. 

ELLIOTT,M.P., MCALPINE.E.J. Region 2 (Post 820201). 92/03/01. 5pp. 60984:014- 
60984:018. 


-9203120228 Insp rept 70-0036/92-01 on 920127-29.No violations noted. Major areas 
inspected:maint & surveillance testing, radiation protection,operations 
review,transportation of radioactive matls & criticality safety. 

FRANCE,G.M., CANIANO.R.J., GROBE.J.A. Region 3 (Post 820201). 92/03/05. 9pp. 
60929:338-60929:347. 

9203240245 Trip rept of 920302-06 visit to C-E Hematite Facility re review of operations 
& activities & to discuss license renewal application.List of attendees end. 

SOONG.S., ROBINSON,C. Fuel Cycle Safety Branch. 92/03/18. TOKAR.M. Fuel 
Cycle Safety Branch. 2pp. 61099:351-61099:353. 


DOCKET 70-0045 NIAGARA MOHAWK POWER CORP., SYRACUSE, NY 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203130279 Forwards listed applications &/or amends to SNM licenses. W/o end. 
DELANEY,J.D. Atomic Energy Commission (Pre 750119). 58/06/06. MANN.M.M. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:213-61316:214. 


DOCKET 70-0047 NATIONAL AERONAUTICS & SPACE ADMIN., GREENBELT, MD 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records undeway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


DOCKET 70-0056 MARTIN MARIETTA CORP., BALTIMORE, MD 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


9203090458 Forwards “B&W Naval Nuciear Fuel Div Radionuclide Characterization 
Plan,Industrial Waste Landfills,Mount Athos.VA," After NRC review & approval,B&W 
will establish implementation schedule for plan. 

OLSEN,A.F. Babcock & Wilcox Co. 92/03/04. HICKEY,J.W. Fuel Cycle Safety Branch. 
2pp. 60868:178-60868:206. 

-9203090461 “B&W Naval Nuciear Fuel Div Radionulcide Characterization 
Plan,Industrial Waste Landfills,Mount Athos.VA." 

* Babcock & Wilcox Co. 92/03/09. 27pp. 60868:180-60868:206. 

9203250087 Summarizes activities & observations by Brunswick Lab representative pro¬ 
viding assistance during NRC Insp 70-0027/92-202 during wk of 920302-06.No signifi¬ 
cant negative observations noted. 

OLDHAM,R.D. Energy, Dept, of. 92/03/11. MILSTEIN.R. Office of Nuclear Material 
Safety & Safeguards. 4pp. 61107:346-61107:349. 

9203190025 Application for amend to License SNM-42,authorizing storage of certain 
waste matls in area not covered by criticality monitoring sys.Matl consists of filter 
press solids generated in waste treatment facility. 

OLSEN,A.F. Babcock & Wilcox Co. 92/03/13. HICKEY.J.W. Fuel Cycle Safety Branch. 
14pp. 60993:248-60993:261. 


DOCKET 70-0028 BABCOCK & WILCOX CO., ALLIANCE, OH 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC., ATTLEBORO, MA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). ip. 61316:228-61316:228. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., HEMATITE, MO 

9203120214 Forwards insp rept 70-0036/92-01 on 920127-29 & notice of violation. 
GROBE.J.A. Region 3 (Post 820201). 92/03/05. RHODE,J.A. Combustion Engineer¬ 
ing, Inc. 2p. 60929:335-60929:347. 

-9203120220 Notice of violation from insp on 920127-29.Violation noted:oxide pellet 
tray contained 6.44 Kgs of U02 which is less than minimum load required by Certifi¬ 
cate of Compliance 6294. 

CANIANO.R.J. Region 3 (Post 820201). 92/03/05. Ip. 60929:337-60929:337. 


DOCKET 70-0123 PENNSYLVANIA, UNIV. OF, PHILADELPHIA, PA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. ip. 61316:219-61316:219. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-8506240672 Consents to transfer of Licenses XB-37-138,37-04456-01, 37-08467- 
03,37-04456-03,37-04456-04 & 37-04456-06 to Nuclear Matls & Equipment Corp per 
licensee 670331 itr.EncI App A incorporates Amend 24 to License 37-04456-03.W/O 
end. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/04/14. SHAPIRO,2.D. 
Nuciear Materiats & Equipment Corp. (NUMEC). Ip. 61317:093-61317:093. 

-9203130297 Forwards SNM licenses issued to Curtiss-Wright Corp & Nuclear Matls & 
Equipment Corp. 

JOHNSON, L. Atomic Energy Commission (Pre 750119). 58/07/11. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:218-61316:218. 

-9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 

-9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 

9203260214 Forwards Rev 1 to “Apollo Decommissioning Plan. 

HAERTJENS.B.L. Babcock & Wilcox Co. 92/03/20. HICKEY.J.W. Fuel Cycle Safety 
Branch, ip. 61204:053-61204:228. 

-9203260216 Rev 1 to “Apollo Decommissioning Plan." W/three oversize drawings. 

* Babcock & Wilcox Co. 92/03/31. 100pp. 61204:054-61204:228. 

9203050262 Forwards first quarterly progress rept re Apollo Nuclear Fuel Facility De¬ 
contamination and Decommissioning Project w/ background on site characterization & 
operations. 

FOGEL.D.M. Babcock & Wilcox Co. 92/02/17. MORGAN,P. Energy, Dept, of. 13pp. 
60695:206-60895:230. 
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9203020239 Ack receipt of 920213 Itr informing NRC of actions taken to correct viola¬ 
tions noted in insp rept 70-0135/89-01. 

JOYNER.J.H. Region 1 (Post 820201). 92/02/24. COLEMAN,W.L. Babcock & Wilcox 
Co. 2pp. 60731:249-60731:258. 

-9203020241 Responds to violation noted in insp rept 70-0135/89-01. Corrective 
actionsrongoing decontamination of Apollo,PA facility necessitated removal of fence 
vehicular/personnel gate .Removal will not affect control of restricted area. 
HAERTJENS.B.L. Babcock & Wilcox Co. 92/02/13. JOYNER.J.H. Region 1 (Post 
820201). ip. 60731:252-60731:258. 

9203190028 Forwards results of NRC TLD direct radiation monitoring for period 910919- 
920122. 

BORES.R.J. Region 1 (Post 820201). 92/03/12. COLEMAN,W.L Babcock & Wilcox 
Co. 5pp. 60959:158-60959:162. 

9203260184 Forwards questions & requests for addl info in relation to Apollo Decom¬ 
missioning Plan.dtd 910831.Lists principal findings. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/24. HAERTJENS.B.L. Babcock & 
Wilcox Co. 15pp. 61128:148-61128:162. 

9203300195 Notification of 920330 meeting w/B&W & SAI in Rockville,MD to discuss 
review of B&W Apollo Decommissioning Plan.NRC plans to complete review of plan 
by May 1992. 

MCDANIEL,K. Fuel Cycle Safety Branch. 92/03/26. HICKEY,J.W. Fuel Cycle Safety 
Branch. Ip. 61169:333-61169:333. 


DOCKET 70-0136 AEROJET GENERAL, SAN RAMON, CA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility inciuding.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

9203040299 Forwards Rev 10 to revised radiological contingency plan. Plan revised to 
reflect recent changes in emergency response organizational structure & to update fa¬ 
cility description. 

PAINE,D. Nuclear Fuel Services, Inc. 92/02/14. HICKEY,J.W. Fuel Cycle Safety 
Branch, ip. 60851:034-60851:200. 

-9203040302 Forwards revised cover sheet for Rev 10 to radiological contingency 
plan,per 920220 telcon w/NRC.Cover sheet revised to remove info inappropriate to 
submittal. 

PAINE,D. Nuclear Fuel Services, Inc. 92/02/26. HICKEY,J.W. Fuel Cycle Safety 
Branch. 2pp. 60851:035-60851:036. 

-9203040304 Rev 10 to radiological contingency plan. 

MOORE,B.M. Nuclear Fuel Services, Inc. 91/09/30. 150pp. 60851:037-60851:200. 

9203110077 Requests that affidaivt contained in Attachment 1 to Reference 2 be with¬ 
drawn. 

PAINE,D. Nuclear Fuel Services, Inc. 92/02/20. EBNETER.S.D. Region 2 (Post 
820201). Ip. 60921:139-60923:313. 

-9203110136 Package consisting of MORT investigation findings, recommendations & 
status of 200 & 300 Complex. 

* Nuclear Fuel Services, Inc. 91/06/14. 100pp. 60921:143-60921:258. 

-9203110144 "Nuclear Criticality Safety Evaluation of 200 Complex Tanks T-2 & T-3.” 
HARRIS,K.L., ADAMS,D„ GREEN,R.J. Nuclear Fuel Services, Inc. 233-01-91. 91/01/ 
29. 60pp. 60921:259-60922:023. 

-9203110148 "Nuclear Criticality Safety Evaluation of 200 Complex Condensate 
Tanks,T-7 & T-10." 

EDWARDS.G.O., ADAMS,J.W., HENSLEY,K.D. Nuclear Fuel Services, inc. 233-05-91. 
91/02/14. 10pp. 60922:024-60922:033. 

-9203110156 "Nuclear Criticality Safety Evaluation of 200 Complex TANK T-0.” 

HARRIS,K.L., ADAMS,D.A., GREEN,R.J. Nuclear Fuel Services, Inc. 233-06-91. 91/ 
03/04. 31 pp. 60922:034-60922:064. 

-9203110160 “Nuclear Criticality Safety Evaluation of Sulfate Roasting Venturi 
Scrubber,Station 137 & Sulfate Roasting Reservoir, Station 136." 

EDWARDS,G.O., ADAMS,J.W., HENSLEY,K.D. Nuclear Fuel Services, Inc. 233-07-91. 
91/02/21. 11pp. 60922:065-60922:075. 

-9203110165 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-17." 
HARRIS,K.L., ADAMS,D.A., GREEN,R.J. Nuclear Fuel Services, inc. 233-08-91. 91/ 
03/04. 23pp. 60922:076-60922:098. 

-9203110173 “Nuclear Criticality Safety Evaluation of Birdcage/Drum Loading Station 
117." 

EDWARDS.G.O., ADAMS,J.W., HENSLEY,K.D. Nuclear Fuel Services, Inc. 233-09-91. 
91/02/26. 5pp. 60922:099-60922:103. 

-9203110177 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-155." 
HARRIS,K.L, ADAMS,D.A., GREEN,R.J. Nuclear Fuel Services, Inc. 233-10-91. 91/ 
03/04. 19pp. 60922:104-60922:122. 

-9203110179 "Nuclear Criticality Safety Evaluation of Stainless Steel Tank Station T-9." 
EDWARDS.G.O., ADAMS,J.W., HENSLEY,K.D. Nuclear Fuel Services, Inc. 233-11-91. 
91/02/27. 4pp. 60922:123-60922:126. 


-9203110186 “Nuclear Criticality Safety Evaluation of 200 Complex Tanks T-18 & T- 
19." 

HARRIS,K.L, ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-12-91. 91/ 
03/31. 14pp. 60922:127-60922:140. 

-9203110191 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-168." 
HARRIS,K.L, ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-13-91. 91/ 
03/31. 10pp. 60922:141-60922:150. 

-9203110223 "Nuclear Criticality Safety Evaluation of 200 Complex Nitric Acid Supply 
Tank Caust'C Feed Tanks & Sulfuric Acid Supply Tank." 

EDWARDS.G.O., ADAMS,J.W., HENSELEY.K.D. Nuclear Fuei Services, Inc. 233-14- 
91. 91/03/06. 9pp. 60922:151-60922:159. 

-9203110225 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-201." 
HARRIS,K.L, ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-15-91. 91/ 
03/31. 10pp. 60922:160-60922:169. 

-9203110229 "Nuclear Criticality Safety Evaluation of 200 Complex Glovebox 196." 
HARRIS,K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-16-91. 91/ 
03/13. 14pp. 60922:170-60922:183. 

-9203110230 “Nuclear Criticality Safety Evaluation of 200 Complex Station 133.” 
HARRIS,K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-17-91. 91/ 
03/31. 13pp. 60922:184-60922:196. 

-9203110233 "Nuclear Criticality Safety Evaluation of 200 Complex Dissolver Nitric Acid 
Metering Tanks." 

HARRIS.K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-18-91. 91/ 
03/20. 10pp. 60922:197-60922:206. 

-9203110235 “Nuclear Criticality Safety Evaluation of 200 Complex Tank T-1." 
HARRIS.K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-19-91. 91/ 
03/20. 8pp. 60922:207-60922:214. 

-9203110237 "Nuclear Criticality Safety Evaluation of 200 Complex Station 3." 
HARRIS.K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-20-91. 91/ 
03/25. 12pp. 60922:215-60922:226. 

-9203110240 "Investigation of Deionized Water Sys in Bldgs 302/303/304/ 306." 
LARSON,T.C., LOVEDAY.M.A., GRIFFITH,J.M. Nuclear Fuel Services, Inc. 300-1-91. 
91/02/28. 28pp. 60922:227-60922:254. 

-9203110244 "Investigation of City Water Sys on Bldgs 302/303/305/306.” 

LARSON,T.C., LOVEDAY.M.A., GRIFFITH,J.M. Nuclear Fuel Services, Inc. 300-2-91. 
91/01/31. 34pp. 60922:255-60922:288. 

-9203110245 "Investigation of Compressed Air Lines in Bldgs 302/303/304/ 305/306." 
LARSON,T.C., LOVEDAY.M.A., GRIFFITH,J.M. Nuclear Euel Services, Inc. 300-3-91. 
91/02/28. 34pp. 60922:289-60922:322. 

-9203110246 “Nuclear Criticality Safety Evaluation of 300 Complex Tanks T7/T8.62/ 
63,T20,189 & Lab Scrubber Tank.” 

LEWIS,B.J., WEBB.H.W., WHITAKER,W.E. Nuciear Fuel Services, Inc. 300-04-91. 91/ 
03/31.61pp. 60922:323-60923:022. 

-9203110253 "Nuclear Criticality Safety Evaluation of 300 Complex Tank 112.” 

LEWIS,B.J., HOPSON,D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-5-91. 91/03/ 
05. 17pp. 60923:023-60923:039. 

-9203110257 “Nuclear Criticality Safety Evaluation of 300 Complex Tanks 
218,T22,T5,53b & 54a." 

GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-07-91. 
91/03/31. 12pp. 60923:040-60923:051. 

-9203110263 “Nuclear Criticality Safety Evaluation of 300 Complex Bldg 303,Tank T- 

GRIFFEN.J.M., LARSON,T.C., LOVEDAY.M.A. Nuciear Fuel Services, Inc. 300-08-91. 
91/03/31. 10pp. 60923:052-60923:061. 

-9203110346 "Nuclear Critically Safety Evaluation of 300 Complex,Bldg 302,Tanks T- 
1.T-2 & Station 154.” 

GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-09-91. 
91/03/31. 12pp. 60923:062-60923:073. 

-9203110356 “Nuclear Criticality Safety Evaluation of 300 Complex Tank 110." 

LEWIS,B.J., HOPSON,D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-10-91. 91/ 
03/13. 15pp. 60923:074-60923:088. 

-9203110358 "Nuclear Criticality Safety Evaluation of 300 Complex Tanks 109,111,113, 
& 114A.” 

LEWIS,B.J., HOPSON,D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-11-91. 91/ 
03/31. 20pp. 60923:089-60923:108. 

-9203110364 “Nuclear Criticality Safety Evaluation of 300 Complex Tank 195A & 221." 
HOPSON,D.R., GiBSON.G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-12-91. 92/ 
03/31. 14pp. 60923:109-60923:122. 

-9203110385 “Nuclear Criticality Safety Evaluation of 300 Complex Stations C-37.C-38 
& C-39." 

GRIFFEN.J.M., LARSON,T.C., LOVEDAY.M.A. Nuolear Fuei Services. Inc. 300-13-91. 
91/03/07. 7pp. 60923:123-60923:129. 

-9203110390 “Nuclear Criticality Safety Evaluation of 300 Complex Tanks 
121,T3,122,T4 Station 153,B34,23,B5,C53 & 61." 

GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-14-91. 
91/03/31. 20pp. 60923:130-60923:149. 

—9203110396 “Nuclear Criticality Safety Evaluation of 300 Complex Station 223." 
GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuciear Fuel Services, Inc. 300-15-91. 
91/03/13. 8pp. 60923:150-60923:157. 

—9203110398 "Nuclear Criticality Safety Evaluation of 300 Complex Stations E6 & 74.” 
GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-16-91. 
91/03/22. 15pp. 60923:158-60923:172. 
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-9203120045 “Nuclear Criticality Safety Evaluation of 300 Complex Stations 

184,186,187,188 & 202." 

WHITAKER.W.E., GIBSON,G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-17-91. 
91/04/30. 12pp. 60923:173-60923:184. 

-9203120058 "Nuclear Criticality Safety Evaluation of 300 Complex Stations 

193.C36.219,T17,C35 & 152." 

GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-18-91 
91/04/30. 16pp. 60923:185-60923:200. 


DOCKET 70-0168 NUCLIDE CORP., STATE COLLEGE, PA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


-9203120062 “Nuclear Criticality Safety Evaluation of 300 Complex Stations 
25,26,29,30 & 32." 

WHITAKER.W.E., HOPSON,D.R., GIBSON,G.A. Nuclear Fuel Services, Inc. 300-19-91. 
91/04/30. 11pp. 60923:201-60923:211. 


-9203120064 “Nuclear Criticality Safety Evaluation of 300 Complex Area 16 Caustic 
Carboys." 

HOPSON,D.R., GIBSON,G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-20-91. 91/ 
04/30. 5pp. 60923:212-60923:217. 


-9203120070 "Nuclear Criticality Safety Evaluation of Bldg 105 2500 Gallon Tank & 
Sump.”W/one oversize drawing. 

GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-21-91. 
91/04/30. 29pp. 60923:218-60923:239. 

-9203120073 "Nuclear Criticality Safety Evaluation of 300 Complex Pot Wash 
Tank,Station 155." 

GRIFFITH,J.M., LARSON,T.C, LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-22-91. 
91/04/30. 11pp. 60923:240-60923:250. 

-9203120076 “Nuclear Criticality Safety Evaluation of 300 Complex Scrubber Sys Sta¬ 
tions T19,T20.T21 & Caustic Feed Tanks.” 

WHITAKER.W.E., GIBSON,G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-23-91. 
91/04/30. 30pp. 60923:251-60923:280. 


—9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 


DOCKET 70-0166 SEISMOGRAPH SERVICE CORP., TULSA, OK 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

—9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 


DOCKET 70-0223 CALIFORNIA, UNIV. OF, LOS ANGELES, CA 


-9203120091 "Nuclear Criticality Safety Evaluation of 300 Complex Station T18-Cooling 
Water Pit." 

WHITAKER.W.E., GIBSON,G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-24-91. 
91/04/30. 14pp. 60923:281-60923:294. 

-9203120099 "Nuclear Criticality Safety Evaluation of Bldg 300 Stations 205 & 206.” 
GRIFFITH,J.M., LARSON,T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-25-91. 
91/04/30. 19pp. 60923:295-60923:313. 

9203030272 Discusses insp rept 70-0143/91-31 on 911026-1204 & towards notice of 
violation.Safety significance of event based on fact that administrative nuclear safety 
controls failed. 

EBNETER.S.D. Region 2 (Post 820201). 92/01/29. JOHNSON,C.R. Nuclear Fuel 
Services, Inc. 5pp. 60754:285-60754:291. 

-9203030283 Notice of violation from insp on 911026-1204.Violation noted:licensee 
transferred contents of raffinate columns T-11,12 & 13 to tank T-3 w/o ascertaining 
that raffinate contained safe concentration verified by analysis. 

* Region 2 (Post 820201). 92/01/29. 2pp. 60754:290-60754:291. 

9203040278 “NPDES Discharge Monitoring Rept for Jan 1992 for Nuclear Fuel 
Svcs,Erwin,TN.” W/920214 Itr. 

PAINE,D. Nuclear Fuel Services, Inc. 92/01/31. CROWNOVER.S. Tennessee, State 
Of. 10pp. 60840:220-60840:229. 

9203040275 Forwards current decommissioning schedule for Pu facilities & ponds. 
PAINE,D. Nuclear Fuel Services, Inc. 92/02/06. EBNETER.S.D. Region 2 (Post 
820201). 6pp. 60840:214-60840:219. 

9203040284 Forwards montiy status rept for nuclear criticality safety performance Im¬ 
provement program.Completed items include, performance of PRA for waste discard 
tank & SCALE-4 validation calculations. 

PAINE,D. Nuclear Fuel Services, Inc. 92/02/10. EBNETER.S.D. Region 2 (Post 
820201). pp. 60840:230-60840:246. 

9203100158 Forwards insp rept 70-0143/92-05 on 920203-07.No violations or devi¬ 
ations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/02/19. JOHNSON,C.R. Nuclear Fuel Serv¬ 
ices, Inc. 2pp. 60845:219-60845:235. 

-9203100165 Insp rept 70-0143/92-05 on 920203-07.No violations or deviations 
noted.Major areas inspectedionsite review of safety program activities,including mgt 
organization & controls, NCS & operations review. 

BASSETT,C.H., MCALPINE.E.J. Region 2 (Post 820201). 92/02/19. 15pp. 60845:221- 
60845:235. 

9203180065 Ack receipt of 920213 response to notice of violation issued on 920114 re 
activities conducted at facility. 

CLINE,W.E. Region 2 (Post 820201). 92/02/24. JOHNSON,C.R. Nuclear Fuel Serv¬ 
ices, Inc. Ip. 60935:301-60935:301. 

9203090021 Responds to violations noted in Insp Rept 70-0143/91-31 on 911026- 
1204.Corrective actions:column operators reinstructed re inappropriate sample results 
for raffinate batch release & In-line SNM monitor Installed. 

PAINE,D. Nuclear Fuel Services, Inc. 92/02/27. Document Control Branch (Document 
Control Desk). 4pp. 60862:139-60862:142. 

9203270278 Forwards response to insp rept 70-142/92-01 .Response addresses require¬ 
ments set forth in 10CFR2.201.W/O encl. 

PAINE,D. Nuclear Fuel Services, Inc. 92/03/19. Document Control Branch (Document 
Control Desk). 1 p. 61111:215-61111:216. 

9203270178 Forwards application for amend to License SNM-124,permitting resumption 
of operations in low enriched U recovery facility (Bldg 111). 

PAINE,D. Nuclear Fuel Services, inc. 92/03/24. HICKEY,J.W. Fuel Cycle Safety 
Branch. 2pp. 61165:118-61165:298. 

-9203270179 Application for amend to License SNM-124,permitting resumption of oper¬ 
ations in low enriched U recovery facility (Bldg ill). 

* Nuclear Fuel Services, Inc. 92/03/24. 80pp. 61165:121-61165:298. 

9203310077 Ack receipt of 920323 Itr informing NRC of steps taken to correct violations 
noted in insp rept 70-0143/92-01. 

COLLINS,D.M. Region 2 (Post 620201). 92/03/25. JOHNSON.C.R. Nuclear Fuel Serv¬ 
ices, inc. Ip. 61167:272-61167:272. 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203130279 Forwards listed applications &/or amends to SNM licenses. W/o encl. 
DELANEY,J.D. Atomic Energy Commission (Pre 750119). 58/06/06. MANN.M.M. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:213-61316:214. 


DOCKET 70-0262 OKLAHOMA STATE UNIV., STILLWATER, OK 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 16pp. 61316:001- 
61318:203. 

—9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 


DOCKET 70-0270 MISSOURI, UNIV. OF, COLUMBIA, MO 


9203120319 Advises of licensee request that license 24-00513-32 be renewed through 
issuance of five separate licenses & that activities authorized by license SNM-247 be 
incorporated into four of five licenses.W/Certificate of Svc. 

AXELRAD.M. Missouri, Univ. of, Columbia, MO. AXELRAD.M. Newman & Holtzinger. 
#192 12680. 92/03/09. THE CHAIRMAN, SELIN,I., ROGERS,K.C. Commissioners 
(Post 750119). 10pp. 60886:011-60886:020. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including.records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-8506240672 Consents to transfer of Licenses XB-37-138,37-04456-01, 37-08467- 
03,37-04456-03,37-04456-04 & 37-04456-06 to Nuclear Matls & Equipment Corp per 
licensee 670331 Itr.Enci App A incorporates Amend 24 to License 37-04456-03.W/0 
encl. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/04/14. SHAPIRO,Z.D. 
Nuclear Materials & Equipment Corp. (NUMEC). Ip. 61317:093-61317:093. 

9203190028 Forwards results of NRC TLD direct radiation monitoring for period 910919- 
920122. 

BORES,R.J. Region 1 (Post 820201). 92/03/12. COLEMAN,W.L. Babcock & Wilcox 
Co. 5pp. 60959:156-60959:162. 


DOCKET 70-0371 UNC, INC., UNCASVILLE, CT 


9203090483 Final response to FOIA request for documents.App A records encl & being 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Pubiications Services (Post 
890205). 91/09/11. WINTHROP.D.F. Olin Corp. 2pp. 60962:187-60963:009. 

-9203090484 Discusses insp of license SNM-368 which confirmed that SNM removed 
from New Haven plant & transferred to Montville plant.No violations noted. 

CROCKER,H.W. Region I, IE (720101-810228). 74/10/02. Region I, IE (720101- 
SI 0228). Ip. 60962:189-60962:169. 
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-9203090485 Forwards insp rept 70-0371/74-12 on 740917-l9.No violations or safety 
items noted. 

MARTIN,W.G. Region I, IE (720101-810228). 74/10/02. GEISE.G.D. United Nuclear 
Corp. (subs, of UNC, Inc.). 2pp. 60962:190-60962:191. 

-9203090486 Insp rept 70-0371/74-12 on 740917-19.No violations noted. Major areas 
inspected:regulatory operations. 

CROCKER,H.W., MARTIN,W.G. Region I, IE (720101-810228). 74/10/02. 9pp. 
60962:192-60962:200. 

-9203090487 Forwards insp rept 70-0371/75-02 on 750303-06.No items of noncompii- 
anoe observed. 

NELSON,P.R. Region I, IE (720101-810228). 75/03/31. GEISE.G.D. United Nuclear 
Corp. (subs, of UNC, Inc.). 2pp. 60962:201-60962:202. 

-9203090488 Insp rept 70-0371/75-02 on 750303-06.No violations noted. Major areas 
inspected:licensee corrective action re failure to perform bi-monthly analyses of septic 
tank overflow. 

JERMAN.P.C., COHEN,l„ KNAPP,P.J. Region I, IE (720101-810228). 75/03/31. 9pp. 
60962:203-60962:235. 

-9203170404 Requests that all ref to H-Tract facility in New Haven,CT be deleted from 
SNM license & premises be released for unrestricted use. 

GEISE.G.D. United Nuclear Corp. (subs, of UNC, Inc.). 76/02/26. CROW.W.T. Division 
of Fuel Cycle & Material Safety (Pre 870413). 111pp. 60962:236-60962:345. 

-9203170411 Amend 36 to License SNM-368,removing bldg 24-D & H-Tract facility 
from license as authorized place of use for SNM. 

CROW.W.T. Division of Fuel Cycle & Material Safety (Pre 870413). 76/03/22. 
PY2EL.R.J. United Nuclear Corp. (subs, of UNC, Inc.). Ip. 60962:347-60962:347. 

-9203170421 Discusses closeout insp rept 70-371/76-06 on 760308-10. H-Tract facility 
radiation levels found to be within acceptable surface contamination levels stated in 
reg guide 1.86. 

PLUMLEE.K.E. Region I, IE (720101-810228). 76/04/12. NELSON,P.R. Region I. IE 
(720101-810228). 2pp. 60963:002-60963:003. 

-9203170441 Advises of completion of decommission insp documented in end insp 
rept 70-371/76-06.Ofc of Insp & Enforcement findings are in agreement w/UNC rept 
dtd 760226. 

ROY.G.W. Office of Inspection & Enforcement (750101-801210). 76/04/19. 
CROW.W.T. Fuel Process. & Fab. Branch (Pre 790727). Ip. 60963:004-60963:004. 

-9203170444 Forwards info documenting completion of closeout insp of UNC H-Tract 
facility. 

NELSON,P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 76/04/01. 
ROY.W. Office of Inspection & Enforcement (750101-801210). Ip. 60963:005- 
60963:009. 

9203090243 Forwards Books 1 & 2 for "Final Decontamination & Decommissioning Sur¬ 
veys - Unit 1 Raw Fuel Vault,Scrap Vault, Weld Probe Grind Room." 

GREGG,R.J. UNC, Inc. (formerly UNC Resources, Inc.). 92/03/05. AUSTIN,J.H. De¬ 
commissioning & Regulatory Issues Branch (Post 901230). Ip. 60902:213-60903:359. 

-9203090248 Books 1 & 2 of "Final Decontamination & Decommissioning Surveys - 
Unit 1 Raw Fuel Vault,Scrap Vault,Weld Probe Grind Room." 

* United Nuclear Corp. (subs, of UNC, Inc.). 92/03/09. 250pp. 60902:215-60903:359. 

9203090481 Confirms 910826 teloon,requesting documents including closure rept,which 
NRC utilized in reaching determination that bidg 24-D & H-tract facility could be re¬ 
leased for unrestricted use by public. 

WINTHROP.D.F. Olin Corp. 91/08/26. LAVINS.D. NRC - No Detailed Affiliation Given. 
Ip. 60962:185-60962:186. 

-9203090482 FOIA request for info re license SNM-368 granted to UNC of New 
Haven,CT,including documents relating to insps of 750516 & 760308-10. 
WINTHROP.D.F. Olin Corp. 91/08/13. GRIMSLEY.D.H. Division of Freedom of Infor¬ 
mation & Publications Services (Post 890205). Ip. 60962:186-60962:186. 

9203060297 Forwards data for soil samples taken from Septic Field 1 & old incinerator 
pad. 

GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/26. AUSTIN,J.H. De¬ 
commissioning & Regulatory Issues Branch (Post 901230). 5pp. 60867:067- 
60867:132. 

9203110384 Discusses 920219 meeting w/NRC in Rockville,MD re rev to decommis¬ 
sioning & decontamination survey requirements related to decommissioning of non- 
contaminated areas which had been used for mfg & storage of encapsulated fuel. 
GREGG,R.J, UNC, Inc. (formerly UNC Resources, Inc.). 92/02/28. AUSTIN,J.H. De¬ 
commissioning & Regulatory Issues Branch (Post 901230). 3pp. 60913:018- 
60913:020. 

9203160086 Requests meeting w/NRC,ORAU & CEP to explore differences between 
labs analyses to quantify soil sample gross alpha & isotopic U levels,in ref to decom¬ 
missioning effort. 

GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/03/03. AUSTIN,J.H. De¬ 
commissioning & Regulatory Issues Branch (Post 901230). Ip. 60969:255-60969:255. 

9203110199 Forwards NRC comments on Attachment A,dtd 911120 of decommission- 
Ing^pjan.Main concerns addressed covered proposed option 2 burial & definition of 

AUSTIN,J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/04. 
GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 5pp. 60897:030-60897:036. 

9203130267 Forwards insp rept 70-0371/92-201 on 920211-13.No violations or devi¬ 
ations noted. 

CREED,J.R. Division of Safeguards & Transportation (Post 870413). 92/03/09. 
WAUGH,G.H. United Nuclear Corp. (subs, of UNC, Inc.), ip. 60919:242-60919:244. 

-9203130270 Partially withheld insp rept 70-0371/92-201 on 920211-13 (ref 
l0CFR2.790(d)).No violations or deviations noted.Major areas inspected:MC&A 
mgt,measurement sys & controls,physical inventory & accounting & internal control. 
JACKSON,R.L., TING.P. Office of Nuclear Material Safety & Safeguards. 92/02/27. 
2pp. 60919:243-60919:244. 

9203240322 Requests alternate criteria be permitted as means of demonstrating compli¬ 
ance of field w/limits of NRC position re grid averaging method used to evaluate ac¬ 
ceptability of grid locations which display U levels exceeding 30 pCi/gm. 

GREGG,R.J. UNC, Inc. (formerly UNC Resources, Inc.). 92/03/11. AUSTIN,J. Low- 
Level Waste Management Branch (Post 901230). Ip. 61093:326-61093:326. 


9203310180 Forwards septic Field 1 survey & sampling results & incinerator pad sam¬ 
pling results updated to adjust gross alpha data,to support info in licensee 920226 Itr 

GREGG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/03/20. AUSTIN,J.H. De¬ 
commissioning & Regulatory Issues Branch (Post 901230). 10pp. 61207:121- 
61207:130. 


DOCKET 70-0398 COMMERCE, DEPT. OF, NATIONAL INSTITUTE OF STANDARDS 


9203310262 Responds to 910905 Itr re NRC assessment of annual fees for license 
SNM-362.NRC found that licensee was not correctly billed for FY91 annual 

SCROGGINS,R.M. Office of the Controller (Post 890205). 92/02/18. GARY.T.A. Na¬ 
tional Institute of Standards & Technology (formerly National Bureau of Standa. 4pp. 
61195:331-61195:341. 

-9202280037 Informs NRC of concern re assessment of material license annual fee & 
surcharge. 

GARY.T.A. Commerce, Dept. of. 91/09/05. SCROGGINS,R.M. Office of the Controller 
(Post 890205). ip. 61195:341-61195:341. 

9203060269 Application for amend to License SNM-362,changing possession limits to 
30 g U of contained U-235,in high enriched U & 45 g Pu.Corrects FY91 annual matls 
fee Invoice dtd 920211. 

PEVEY.L.R. National Institute of Standards & Technology (formerly National Bureau of 
Standa. 92/02/26. BIDINGER,G.H. Fuel Cycle Safety Branch. 4pp. 60867:063- 
60867:066. 


DOCKET 70-0667 CINTICHEM, INC., TUXEDO, NY 


9203030064 Proposes to measure distribution coefficient for soils found in contaminated 
zones.Samples will be drawn from known or suspect area under listed areas of plant. 
MCGOVERN,J.J. Cintichem, Inc. 92/02/19. ORLANDO,N. NRC - No Detailed Affili¬ 
ation Given. 3pp. 60805:035-60805:037. 

9203090141 Forwards State of NY,Dept of Environ Conservation 920226 Itr to 
Cintichem,Inc responding to 910813 request for mod to Order on Consent 
D200059005.Carbon copy list inadvertently omitted from orignal submittal. 
YOUNGBERG.B. New York, State of. 92/03/03. OR LA N DO, N., MCGRATH,J„ 
MICHAELS.T. NRC - No Detailed Affiliation Given. 5pp. 60884:246-60884:250. 

9203250001 Responds to 920216 Itr expressing concerns & feelings re 920220 public 
meeting held between town of Tuxedo & Cintichem,Inc.Meeting not under auspices of 
NRC & NRC had no control of notice period or meeting time & location. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/11. NIMKE.H.E. Tuxedo, NY. 3pp. 
61070:001-61070:004. 

-9203250002 Expresses concern over notice of 920220 public meeting between town 
of Tuxedo & Cintichem,lnc.Meeting had no benefit of prior public notice.Appeals made 
to delay meeting to better date & location not accomodated. 

NIMKE.H.E. Tuxedo, NY. 92/02/16. JOYNER,J.H. Region 1 (Post 820201). 2pp. 
61070:004-61070:004. 

9203190045 Forwards results of NRC TLD direct radiation monitoring around facility for 
fourth quarter of 1991. 

BORES,R.J. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem, Inc. 6pp. 
60959:187-60959:192. 

9203200291 Ack receipt of 920219 itr re vendor procedures to determine distribution 
coefficient for soils.Soil samples to be taken from area behind four walls & floor of 
Evaporator/TI room (5 samples).Other procedures adequate. . 

ORLANDO,D.A. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
12. MCGOVERN,J.J. Cintichem, Inc. ip. 61077:087-61077:087. 

9203250003 Forwards combined insp repts 50-054/92-02 & 70-0687/92-01 on 
920205.No safety concerns or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem, Inc. 
3pp. 61070:005-61070:010. 

-9203250006 Insp repts 50-054/92-02 & 70-0687/92-01 on 920205.No safety concerns 
or violations noted.Major areas inspected:status of improvements to health physics 
program & conduct of interim & final closeout radiological surveys. 

DRAGOUN.T., BORES,R.J. Region 1 (Post 820201). 92/03/09. 3pp. 61070:008- 
61070:010. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 


9203100154 Semiannual effluent rept for Jul-Dec 1991.W/920227 Itr. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 91/12/31. MARTIN,J.B. Region 5 (Post 820201). 39pp. 60900:054-60900:092. 

9203260080 Forwards replacement pages to be used to revise Fundamental Nuclear 
Matl Control Plan.W/o end. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/02/20. WILLIAMS,M. Office of Nuclear Material Safety & Safeguards. Ip. 
61129:271-61129:271. 

9203040066 Forwards revised License Condition 2.1 of Safeguards Amend SG-1 to Li¬ 
cense SNM-696,per 911126 submittal, 

CREED,J.R. Division of Safeguards & Transportation (Post 870413). 92/02/28. 
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 2pp. 60806:188-60806:189. 

9203100035 Forwards insp rept 70-0734/92-01 on 920121-24 & 29 & notice of 
violation.Violations represent potential problems which if left uncorrected could result 
in personnel exposure to airborne radioactive matls in excess of regulatory limits. 
SCARANO.R.A. Region 5 (Post 820201). 92/02/28. RADEMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 4pp. 60843:160- 
60843:183. 
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-9203100043 Notice of violation from insp on 920121-24 & 29.Violation notedrlicensee 
did not make surveys to assure compliance W/10CFR20.106 limiting concentration or 
radioactive matl in air discharged to unrestricted areas. 

* Region 5 (Post 820201). 92/02/28. 3pp. 60843:164-60843:166. 

-9203100046 Insp rept 70-0734/92-01 on 920121-24 & 29.No violations noted.Major 
areas inspected:followup on open items,mgt controls,radiation protection & radioactive 
waste mgt. 

HOOKER,C.A., PATE.R.J. Region 5 (Post 820201). 92/02/28. 16pp. 60843:167- 
60843:183. 

9203100011 Discusses confirmatory survey insp rept 70-0734/92-02 on 910618-22.Ad- 
dendum concerning typo in table 3 of ORAL) rept will be provided. 

PATE.R.J. Region 5 (Post 820201). 92/03/02. RADEMACHER.R.N. General Atomics 
(formerly GA Technologies, Inc./General Atomic Co.). 4pp. 60843:035-60843:113. 

9203130101 Forwards “Decontamination of Area B2 (Main Site Sewage Pumphouse) for 
Release to Unrestricted Use." 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/03/05. HICKEY,J.W. Fuel Cycle Safety Branch. 4pp. 60949:065-60949:101. 

-9203130113 "Decontamination of Area B2 (Main Site Sewage Pumphouse) for Re¬ 
lease to Unrestricted Use." 

* GAP Instrument Corp. 92/01/30. 30pp. 60949:069-60949:101. 

9203130009 Notification of significant licensee meeting w/licensee on 920313 to dis¬ 
cuss violations & program weaknesses noted in insp rept 70-0734/92-01 on 920121- 
24. 

SCARANO.R.A. Region 5 (Post 820201). 92/03/06. Region 5 (Post 820201). 2pp. 
60886:047-60886:048. 

9203250112 Forwards revised Pages 1-1 & 1-2 of radiological contingency plan & Page 
8-2 of specs vol. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/03/18. TOKAR.M.T. Fuel Cycle Safety Branch. 7pp. 61163:169-61163:175. 

9203310097 Forwards insp rept 70-0734/92-201 on 920225-28.Violation noted but not 
cited. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/03/23. 
RADEMACHER.R.N. General Atomics (formerly GA Technologies, Inc./General 
Atomic Co.). 2pp. 61195:342-61195:344. 

—9203310113 Partially withheld insp rept 70-734/92-201 on 920223-28. Areas 
inspected:facility organization & mgt control, measurement sys,measurement control & 
statistics & follow-up on inspector identified items. 

PHAM.T. General Atomics (formerly GA Technologies, Inc./General Atomic Co.). 
TING.P. Domestic SG & Regional Oversight Branch (Post 881218). 92/03/19. Ip.pp. 
61195:344-61195:344. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

9203200030 “GE 1991 Annual Rept." W/920313 itr. 

WELCH,J.F., CUNNINGHAM,G.E. General Electric Co. 91/12/31. 69pp. 61082:095- 
61082:163. 

9203310176 Forwards GE 920316 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A,reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHiNDLER.W.H. General Electric Co. 92/03/20. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS (UNITED NUCLEAR CORP.), WOOD 
RIVER 

9203310320 Responds to 911219 telcon requesting vol II of Oak Ridge Associated 
Univs confirmatory radiological survey of UNC site,Wood River Juction,Rhode Island & 
map showing location of alt known burials. 

PARROTT,J.D. Decommissioning & Regulatory Issues Branch (Post 901230). 91/12/ 
23. SMITH,V. Narragansett Indian Tribe. Ip. 61218:054-61218:054. 

9203030055 Submits results of review of draft environ evaluation rept re termination of 
License SNM-777 & supporting technical data.Concerns raised re future groundwater 
use,monitoring & sediments 

DURFEE.L. Rhode Island, State of. 92/02/21. AUSTIN,J.H. Decommissioning & Reg¬ 
ulatory Issues Branch (Post 901230). 4pp. 60800:354-60800:357. 

9203160141 Discusses termination of license for facility.Recommends that delicensing 
only be approved w/United Nuclear Corp binding agreement to listed stipulations. 
VARIN.D.W. Rhode Island, State of. 92/02/24. AUSTIN,J.H. Decommissioning & Reg¬ 
ulatory Issues Branch (Post 901230). 3pp. 60968:272-60968:274. 

9203240294 Advises that town supports recommendations 1,2 & 3 of D Varln 920224 Itr 
relative to delicensing of facility & discusses ground water flow in area. 

VALLIERE.P.A, Richmond, Rl. 92/03/09. AUSTIN,J.A. Low-Level Waste Management 
Branch (Post 901230). Ip. 61093:340-61093:340. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 

9203130059 Advises that SNM inventory under License SNM-910 successfully 
dlminished.Results of license review listed. 

JUDD.G. Rensselaer Polytechnic Institute, Troy, NY. 92/03/05. DATTA.A. Fuel Cycle 
Safety Branch. 2pp. 60918:151-60918:152. 

9203190364 Ack 920122 & 0217 itrs re ability to reduce inventory by 920201 below reg¬ 
ulatory requirement for submission of decommissioning financial assurance.Requests 
time table for shipping matls out of premises & for amend to license. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/12. JUDD.G. Rensselaer Polytechnic 
Institute, Troy, NY. Ip. 61062:142-61062:142. 

9203230264 “Annual Rept of Operations at Rensselaer Polytechnic Inst Reactor Critical 
Facility,1991.” 

HARRIS,D.R. Rensselaer Polytechnic Institute, Troy, NY. 92/03/16. Document Control 
Branch (Document Control Desk). 2pp. 61077:286-61077:287. 


DOCKET 70-1040 MILWAUKEE SCHOOL OF ENGINEERING, MILWAUKEE, Wl 

9203200021 Ack receipt of 920221 Itr informing NRC of steps taken to correct violations 
noted in insp of license SNM-997. 

SCHULTZ,W.H. Region 3 (Post 620201). 92/03/16. KOBISKE.R.A. Milwaukee School 
of Engineering, Milwaukee, Wl. Ip. 60970:047-60970:049. 

-9203200023 Responds to NRC 920206 Itr re violations noted in insp of license SNM- 
997.Corrective actionsriicensee will not accept nuclear source matls w/o first obtain¬ 
ing & completing proper transfer documentation in timely manner. 

KOBISKE.R.A. Milwaukee School of Engineering, Milwaukee, Wl. 92/02/21. 
SCHULTZ.W. Region 3 (Post 820201). 2pp. 60970:048-60970:049. 


DOCKET 70-1054 PENNSYLVANIA STATE UNIV., UNIVERSITY PARK, PA 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

—9203170271 Requests approval,on behalf of Pennsylvania State Univ.for shipment of 
spent MTR-type fuel elements from University Park.PA to US AEC Savannah River 
operations at Dunbarton,SC. 

BROWN,S.H. National Lead Co. 67/04/25. AIKENS.A.E. Atomic Energy Commission 
(Pre 750119). 3pp. 61317:094-61317:096. 

-9203170274 "Safety Summary Rept for Shipping MTR-Type Irradiated Nuclear Ele¬ 
ments from Pennsylvania State Univ to US AEC Savannah River Plant,Dunbarton,SC." 

* National Lead Co. 67/05/31. 100pp. 61317:097-61317:220. 

-9203180001 Advises that univ authorized Natl Lead Co to ship irradiated reactor fuel. 
GEISLER.G.C. Pennsylvania State Univ., University Park, PA. 67/05/02. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:221-61317:222. 

-9203180002 Application for SNM license,authorizing shipment of irradiated fuels per 
10CFR71 by Natl Lead Co. 

OSBORN,E.F. Pennsylvania State Univ., University Park, PA. 67/05/08. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:223-61317:224. 

-9203180003 “Safety Summary Rept for Shipping MTR-Type Irradiated Nuclear Ele¬ 
ments from Pennsylvania State Univ to US AEC Savannah River Plant,Dunbarton,SC.” 

* National Lead Co. 67/06/21. 34pp. 61317:225-61317:258. 

—9203180005 Application for license to authorize shipment of irradiated fuel elements & 
incorporating Natl Lead Co as part of application. 

OSBORN,E.F. Pennsylvania State Univ., University Park, PA. 67/07/07. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:263-61317:264. 

-9203180006 Amend 1 to License SNM-1006,revising Items 1 & 2 re loading mati into 
shipping cask at Pennsylvania State Univ or at Curtiss-Wright Research Lab. 
MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/07/12. OSBORN,E.F. 
Pennsylvania State Univ., University Park, PA. ip. 61317:265-61317:265. 

—9203180007 Forwards License SNM-1006,issued in response to 670508 application. 
AIKENS.A.E. Atomic Energy Commission (Pre 750119). 67/05/10. OSBORN,E.F. 
Pennsylvania State Univ., University Park, PA. ip. 61317:266-61317:266. 

-9203180008 License SNM-1006 issued to Pennsylvania State Univ, authorizing loading 
of radioactive matl into shipping cask at univ & delivery of cask to carrier for transport 
as fissile Class 111 shipment. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/05/10. 2pp. 61317:267- 
61317:268. 

-9203180009 Recommends that existing License SNM-1006 be amended to accomo¬ 
date loading & delivery of Curtiss-Wright Nuclear Research Lab fuel. 

LINDBERG.B.G. Atomic Energy Commission (Pre 750119). 67/07/12. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). Ip. 61317:269-61317:270. 

-9203180010 Recommends approval of Cask NL-BF-MTR-175 to ship 23 Irradiated fuel 
elements,provided effectiveness of boral in five divider walls confirmed prior to each 
cask loading. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 67/05/11. AIKENS.A.E. Atomic 
Energy Commission (Pre 750119). Ip. 61317:271-61317:272. 

-9203180012 Recommends approval of Pennsylvania State Univ 670508 application for 
SNM license,authorizing loading of irradiated MTR-type fuel assemblies from univ to 
carrier for delivery to Savannah River Plant. 

BROWN,B.P. Atomic Energy Commission (Pre 750119). 67/05/09. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). Ip. 61317:273-61317:274. 

-9203180014 Requests review of 670425 safety analysis re Natl Lead Shipping Cask 
NL-BF-MTR-775 for compliance w/10CFR71. 

AIKENS.A.E. Atomic Energy Commission (Pre 750119). 67/05/01. LUKE.C.D. Atomic 
Energy Commission (Pre 750119). Ip. 61317:275-61317:275. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

9203030375 Advises of withdrawal of 910314 license amend request, based on consoli¬ 
dation of U mfg activities at Hematite,MO plant. 

CONANT.J.F. Combustion Engineering, Inc. CONANT.J.F. ASEA Brown Boveri, inc. 
92/02/27. HICKEY,J.W. Fuel Cycle Safety Branch. Ip. 60801:305-60801:305. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

9203040008 Responds to NRC 911115 itr re weaknesses noted in Insp Rept 70-1113/ 
91-07 on 911016.Corrective actionsdnstrument obtained to measure explosive atmos¬ 
pheres & personnel trained in use of instruments. 

WINSLOW,T.P. General Electric Co. 92/01/14. STOHR.J.P. Region 2 (Post 820201). 
2pp. 60802:223-60802:224. 
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9203030278 Forwards insp rept 70-1113/92-03 on 920113-17.Violations noted but not 
cited. 

COLLINS,D.M. Region 2 (Post 820201). 92/02/12. OGDEN,W. General Electric Co. 
2pp. 60754:263-60754:284. 

-9203030282 Insp rept 70-1113/92-03 on 920113-I7.0ne noncited violation & no devi¬ 
ations noted.Major areas inspected:safety program activities,including nuclear critical¬ 
ity safety,operations & maint/surveillance testing. 

BASSETT,C.H., MCALPINE.E.J. Region 2 (Post 820201). 92/02/12. 20pp. 60754:265- 
60754:284. 

9203100087 Discusses 920130 mgt meeting in Raleigh.NC to discuss plans for remedi¬ 
ation of soil & groundwater contamination found beneath portion of fuel processing 
bldg at site. 

STOHR.J.P. Region 2 (Post 820201). 92/02/14. SILVERTHORNE.D. General Electric 
Co. 31pp. 60844:001-60844:031. 

9203180092 Summarizes enforcement conference held on 920207 re findings of insp 
repts 70-1113/91-04 & 70-lll3/91-06.Two noncited violations re improper issuance 
of coded badge & continuing communications w/state & local authorities noted. 
STOHR.J. Region 2 (Post 820201). 92/02/20. SILVERTHORNE.D. General Electric 
Co. 47pp. 60935:302-60935:348. 

9203180169 Notification of 920304 meeting w/licensee in Wilmington,NC to discuss 
status of licensee performance improvement program & actions from NRC IIT rept 
* Region 2 (Post 820201). 92/02/21. Region 2 (Post 820201). 2pp. 60936:290- 
60936:291. 

9203020332 Advises that revs to FNMC for license SNM-1097,acceptable. Info to be 
withheld (ref 10CFR2.790(d)(1). 

CREED,J.R. Division of Safeguards & Transportation (Post 870413). 92/02/25. 
WINSLOW,T.P. General Electric Co. Ip. 60737:354-60737:354. 

9203050031 Forwards rept re reduced effectiveness of radioactive matl packagings 
during transport.W/o end. 

MACDONALD,C.E. Transportation Branch. 92/02/27. O’STEEN.J.K. Transportation, 
Dept. of. Ip. 60852:203-60852:203. 

9203030472 Responds to 920224 Itr requesting one-time exemption from commitments 
contained in FNMCP to ack receipt of low enriched U within 30 days of receipt of 
matl.Request acceptable.Temporary license condition added to license. 

CREED,J.R. Domestic SG & Regional Oversight Branch (Post 881218). 92/02/28. 
WINSLOW,T.P. General Electric Co. 2pp. 60773:053-60773:054. 

9203130283 EN-92-020:on 920312,notice of proposed imposition of civil penalty in 
amount of $20,000 issued to licensee.Action based on violations related to inadequate 
procedures or operations staff failure to follow procedures. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/09. Ip. 
60948:350-60948:350. 

9203300196 Forwards GE-Wilmington response to NRC matl License SNM-1097. 
WINSLOW,T.P. General Electric Co. 92/03/17. HICKEY,J.W. Fuel Cycle Safety 
Branch. 33pp. 61169:295-61169:327. 

9203310176 Forwards GE 920318 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A,reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHINDLER,W.H. General Electric Co. 92/03/20. BERNERO,R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

9203260173 Forwards W Goodwin presentation from 920123 meeting w/NRC in 
Rockville,MD re description of problems noted w/U recovery area soil contamination. 
FISCHER,R.E. Westinghouse Electric Corp. 92/03/17. PENNINGTON,S. NRC - No 
Detailed Affiliation Given. 21pp. 61128:060-61128:082. 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 

9203050246 Discusses 911114 request that physical inventory be conducted every 12 
+ 1 month. 

LESTER,K.S. Babcock & Wilcox Co. 92/02/12. SHERR.T.S. Division of Safeguards & 
Transportation (Post 870413). Ip. 60806:358-60806:359. 

9203020001 Forwards Amend 8 to License SNM-1168,SER & categorical 
exclusion.Amend revises Condition 13 to delete Section 1.7.1 re qualifications of new 
plant manager. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/02/27. LESTER,K.S. B&W Fuel Co. ip. 
60755:354-60755:359. 

-9203020002 Amend 8 to License SNM-1168,revising License Condition 13 to delete 
Section 1.7.5 re qualifications of new plant manager. 

HICKEY,J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). 92/02/27. 
3pp. 60755:355-60755:357. 

-9203020003 SER supporting Amend 8 to License SNM-1168. 

SOONG.S., TOKAR.M. Fuel Cycle Safety Branch. 92/02/27. ip. 60755:358- 
60755:358. 

-9203020004 Advises that neither EIS nor environ assessment warranted re 920116 
application for amend to License SNM-1166 re exemption for former plant manager. 
HICKEY,J.W. Fuel Cycle Safety Branch. 92/02/27. Fuel Cycle Safety Branch. Ip. 
60755:359-60755:359. 

9203230044 Forwards insp rept 70-1201/92-02 on 920127-31.Noncited violations identi¬ 
fied. 

COLLINS,D.M. Region 2 (Post 820201). 92/03/04. CARR.C. B&W Fuel Co. 2pp. 
60984:076-60964:086. 

-9203230049 Insp rept 70-1201/92-02 on 920127-31.Noncited violations 

identified.Major areas inspected:mgt controls,training, nuclear criticality safety & plant 
operations. 

KASNICKI.D., ELLIOTT,M„ MCALPINE.E. Region 2 (Post 820201). 92/03/04. 9pp. 
60984:078-60984:086. 


DOCKET 70-1257 SIEMENS NUCLEAR POWER CORP., RICHLAND, WA 

9203230240 “Gaseous Effluent Rept for Period Jul 1991-Jan 1992." W/ 920211 Itr. 
MALODY.C.W. Siemens Nuclear Power Corp. (formerly Advanced Nuclear Fuels Corp. 
& Exxon Nucle. 92/01/31. MARTIN,J.B. NRC - No Detailed Affiliation Given. 4pp. 
61077:217-61077:220. 

9203230199 Forwards amend 12 to license SNM-1227 to authorize operation of ion ex¬ 
change sys to remove U from liquid released to city sewage treatment,SER & categor¬ 
ical exclusion. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/13. MALODY.C.W. Siemens Nuclear 
Power Corp. (formerly Advanced Nuclear Fuels Corp. & Exxon Nucle. Ip. 61069:341- 
61069:350. 

-9203230221 Amend 12 to license SNM-1227 for Siemens Nuclear Power Corp author¬ 
izing operation of ion exchange sys to remove U from liquid released to city sewage 
treatment. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/13. 2pp. 61069:342-61069:343. 

-9203230229 SER approving amend 12 to License SNM-1227 authorizing new ion ex¬ 
change sys to reduce further quantity of U discharged in liquids from lagoon 5A to 
sewage treatment facility. 

PENNINGTON,W.S., WITHEE.C.J., TOKAR.M. Fuel Cycle Safety Branch. 92/03/13. 
5pp. 61069:344-61069:348. 

-9203230292 Advises that neither environ assessment nor EIS warranted for 910909 
application for amend to License SNM-1227 re ion exchange process. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/03/23. Fuel Cycle Safety Branch. 2pp. 
61069:349-61069:350. 

9203310176 Forwards GE 920318 Mfg Hanover Amend to Ltr of Credit & Trust Agree¬ 
ment Schedule A,reflecting increased in sum by stated amount w/expiration date ex¬ 
tended to 930323,per terms & conditions of Ltr of Credit. 

SCHINDLER,W.H. General Electric Co. 92/03/20. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 5pp. 61205:192-61205:195. 

9203310270 Application for amend to License SNM-1227,increasing possession limit for 
U enriched to 5 wt% U-235 to 25,000 kg U-235. 

EDGAR,J.B. Siemens Nuclear Power Corp. (formerly Advanced Nuclear Fuels Corp. & 
Exxon Nucle. 92/03/25. HICKEY,J.W. Fuel Cycle Safety Branch. 2pp. 61216:299- 
61216:300. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 

9203110203 “1991 GE Morris Operation Annual Emission Rept." W/920228 Itr. 
DENIO.L.L. General Electric Co. 91/12/31. DAVIS,A.B. Region 3 (Post 820201). 3pp. 
60913:021-60913:023. 

9203300058 Forwards safety insp rept 72-0001/92-01 on 920220-21.No violations 
noted.NRC requests clarification of plans for issuing cladding vault rept & progress 
made toward assuring that current groundwater monitoring program adequate. 
GROBE.J.A. Region 3 (Post 820201). 92/03/24. SHERK.J.Z. General Electric Co. 
2pp. 61110:271-61110:281. 

-9203300064 Insp rept 72-0001/92-01 on 920220-21.No violations noted. Major areas 
inspected:mgt organization & controls,operator training & retraining,criticality safety & 
operations including status of cladding vault & radiation protection. 

FRANCE,G.M., CANIANO.R.J., GROBE.J.A. Region 3 (Post 820201). 92/03/24. 9pp. 
61110:273-61110:281. 


DOCKET 70-3025 FRONTIER TECHNOLOGY CORP., XENIA, OH 

9203200074 Discusses insp of license SNM-1957 on 920127-28 & forwards notice of 
violation. 

SCHULTZ,W.H. Region 3 (Post 820201). 92/03/09. JANZOW.E. Frontier Technology 
Corp. 2pp. 60970:144-60970:147. 

-9203200084 Notice of violation from insp on 920127-0212.Violation noted:licensee 
failed to maintain records of surveys conducted in various areas within & outside facili¬ 
ty during Cf-252 source calibr. 

SCHULTZ,W.H. Region 3 (Post 820201). 92/03/09. 2pp. 60970:146-60970:147. 

9203200089 Provides clarification to actions taken pursuant to confirmatory action Itr 
(CAL).CAL document prompt resolution of potential safety matter.Actions addressing 
requirements of CAL acceptable. 

DAVIS,A.B. Region 3 (Post 820201). 92/03/12. JANZOW.E.F. Frontier Technology 
Corp. 2pp. 60970:170-60970:180. 

-9203200095 Responds to 920117 confirmatory action Itr. 

JANZOW.E.F. Frontier Technology Corp. 92/01/30. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 60970:172-60970:180. 


DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON, DC 

9203250184 Forwards copies of correspondence to date related to permits needed for 
const & operation of Claiborne Enrichment Ctr & list providing estimated approval date 
of permits,per NRC 911107 request. 

LEROY,P.G. Louisiana Energy Services. 92/03/13. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 150pp. 61189:045-61189:212. 

9203260213 Forwards Rev 5 to Louisiana Energy Svcs “SAR" & Rev 2 to "ER," includ¬ 
ing explanation of what portions of SAR & ER is updated in response to certain re¬ 
quests for addl info in NRC 910321 & 1107 Itrs. 

LEROY,P.G. Louisiana Energy Services. 92/03/16. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 4pp. 61161:255-61162:092. 

-9203260217 Rev 2 to "Environ Rept.” 

* Louisiana Energy Services. 92/03/13. 84pp. 61161:259-61161:342. 

-9203260226 Rev 5 to "SAR." 

* Louisiana Energy Services. 92/03/13. 110pp. 61161:343-61162:092. 
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CURRAN,D. Citizens Against Nuclear Trash. CURRAN,D. Harmon, Curran. Gallagher 
& Spielberg (formerly Harmon, Curran & Tousley). #192 12628. 92/02/26. 
BRADY,R.J. Division of Security (Post 890205). 15pp. 60790:351-60791:004 


9203050293 Forwards fourth update to SAR,including revs to Chapter 10 of SAR.per 
discussions at 920123 meeting w/NRC. 

LEROY,P.G. Louisiana Energy Services. 92/02/28. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 86pp. 60626:205-60826:291. 


9203120348 Forwards updated classified App (Chapter 9.0) for Claiborne Enrichment 
Ctr.FNMC plan.W/o end. 

LEROY,P.G. Louisiana Energy Services. 92/02/28. TING.P. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 60895:150-60895:152. 


9203090061 Memorandum & order.* Hearing should proceed as directed, substituting 
final rule on MC&A for proposed rule & applying part 140 solely as guidance.Requests 
for reconsideration demed.W/Certificate of Svc.Served on 920305. 

CHiLK.S.J. Office of the Secretary of the Commission. #192 12661. 92/03/05. Citi¬ 
zens Against Nuclear Trash. 15pp. 60832:071-60832:085. 


9203110014 Memorandum & order CLI-92-07.* Advises that hearing should proceed as 
directed,substituting final rule on MC&A for proposed rule & applying part 140 solely 
as guidance.W/ Certificate of Svc.Served on 920305.Re-served on 920309. 

CHILK.S.J. Office of the Secretary of the Commission. #192 12661. 92/03/05. Citi¬ 
zens Against Nuclear Trash. 17pp. 60849:241-60849:257. 

9203260073 Forwards revised Claiborne Enrichment Ctr Fundamental Nuclear Matl Con¬ 
trol Plan," in response to request for addl info contained in TS Sherr 910913 itr.W/o 
end. 

LEROY,P.G. Louisiana Energy Services. 92/03/06. TUNG.P. Domestic SG & Regional 
Oversight Branch (Post 881218). 2pp. 61195:357-61195:358. 

9203190371 Forwards two aerial photographs of Claiborne Enrichment Ctr property. 
LEROY,P.G. Louisiana Energy Services. 92/03/12. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 4pp. 61084:342-61084:345. 


9203250179 Forwards Rev 1 to “Louisiana Energy Svcs Geologic & Seismic Rept," 
clarifying info re Claiborne Enrichment Ctr site & more accurately locating site on end 
maps. 

LEROY,P.G. Louisiana Energy Sen/ices. 92/03/19. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 61104:330-61104:340. 

-9203250203 Rev 1 to "Louisiana Energy Svcs Geologic & Seismic Rept." 

* Louisiana Energy Services. 92/03/31. 8pp. 61104:332-61104:340. 

9203260264 Forwards Rev 3 to "Environ Rept," in ref to oil pollution prevention storm¬ 
water monitoring. 

LEROY,P.G. Louisiana Energy Services. 92/03/23. HAUGHNEY.C.J. Fuel Cycle 
Safety Branch. 2pp. 61172:219-61172:290. 


-9203260268 Rev 3 to "Environ Rept.” 

* Louisiana Energy Services. 92/03/23. 47pp. 61172:221-61172:290. 

9203300211 Notification of 920409 meeting w/Louisiana Energy Svcs & SAI in 
Rockville,MD to discuss criticality analysis. 

ROCHE,L.A. Fuel Cycle Safety Branch. 92/03/24. HICKEY,J.W. Fuel Cycle Safety 
Branch. 2pp. 61172:356-61172:357. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0003 SIEMENS NUCLEAR POWER CORP. 


-9203310253 Informs that licensee currently in dispute of listed invoice numbers & with¬ 
holding payment until disputes resolved. 

KLUCHARITS.J.R. Isomedix, Inc. 91/12/02. License Fee & Debt CoilecUon Branch 
(Post 890827). Ip. 61195:313-61195:313. 

—9203310254 Informs that licensee recently received second notice re fees for number 
of activities that are no longer involved in as described in author 910813 Itr.Requests 
to be advise on how to proceed. 

DIETZ,G.R. Isomedix, Inc. 91/09/30. BAGGETT,S. Medical, Academic & Commercial 
Use Safety Branch. 3pp. 61195:314-61195:316. 


DOCKET 71-0110 BUCKEYE STEEL CASTINGS 


9203200090 Ack receipt of 920227 Itr withdrawing amend application which requested 
to operate new pellet & rod handling equipment in revitalized facility. 

TOKAR.M. Division of Industrial & Medical Nuclear Safety (Post 870729). 92/03/16. 
CONTANT.J.F. Combustion Engineering, Inc. ip. 61062:322-61062:322. 


DOCKET 71-0143 RANCHERS EXPLORATION & DEVELOPMENT CO. 


9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 


DOCKET 71-0215 SPACE SCIENCE SERVICES, INC. 


9203020226 Forwards Rev 4 to QA program approval for radioactive matl pack¬ 
aged 15. 

MACDONALD,C.E. Transportation Branch. 92/02/26. HUNSLEY.T.D. Space Science 
Services, Inc. Ip. 60788:140-60788:141. 

-9203020227 QA program approval for radioactive matl package:0215,Rev 4. 
MACDONALD,C.E. Transportation Branch. 92/02/26. ip. 60788:141-60788:141. 

9203190354 Forwards QA program approval for radioactive matl package: 0215,Rev 5. 
MACDONALD,C.E. Transportation Branch. 92/03/13. HUNSLEY.T.D. Space Science 
Services, Inc. Ip. 61062:139-61062:140. 

-9203190357 QA program approval for radioactive matl package:0215,Rev 5. 
MACDONALD,C.E. Transportation Branch. 92/03/13. Ip. 61062:140-61062:140. 


DOCKET 71-0216 CONAM INSPECTION, INC. 


9203110200 Forwards QA program approval for radioactive package 0216, Rev 5. 
MACDONALD,C.E. Transportation Branch. 92/03/06. SLACK,R.J. Conam Inspection. 
Ip. 60897:121-60897:122. 

-9203110201 QA program approval for radioactive matl package:02i6,Rev 5. 
MACDONALD,C.E. Transportation Branch. 92/03/06. ip. 60897:122-60897:122. 


DOCKET 71-0252 DAYTON X-RAY CO. 

9203060034 Application for renewal of QA program approval for radioactive matl 
package:0252.Fee paid. 

SAMMONS,R.J. Dayton X-Ray Co. 92/02/28. 7pp. 60866:355-60866:361. 


9203190156 Forwards quality assurance program approval for radioactive matl pack¬ 
ages 0003,rev 10. 

MACDONALD,C.E. Transportation Branch. 92/03/12. MALODY.C.W. Siemens Corp. 
Ip. 60959:351-60959:352. 

-9203190167 QA program approval for radioactive matl package:0003,rev 10. 
MACDONALD,C.E. Transportation Branch. 92/03/12. Ip. 60959:352-60959:352. 

9203130261 Ack receipt of util 920207 Itr & approves corrective actions taken on insp 
rept 71-0003/91-08 except for nonconformance G.2,On this item.NRC needs identifi¬ 
cation of "quantitative acceptance criteria" to be used. 

MACDONALD,C.E. Transportation Branch. 92/03/13. VOLMER.C. Siemens Nuclear 
Power Corp. (formerly Advanced Nuclear Fuels Corp. & Exxon Nucle. ip. 60933:107- 
60933:107. 


9203100143 Lists four type B packages that Dayton X-Ray Co should be registered 
under QA Program Approval 0252,9036,9056,9156 & 9157. 

SAMMONS,R.J. Transportation Branch. 92/03/02. MACDONALD.C.E. Dayton X-Ray 
Co. ip. 60899:346-60899:346. 

9203180394 Forwards QA program approval for radioactive matl package: 0252,Rev 3. 
MACDONALD.C.E. Transportation Branch. 92/03/12. SAMMONS,R.J. Dayton X-Ray 
Co. ip. 61060:301-61060:302. 

-9203180401 QA program approval for radioactive matl package:0252,Rev 3. 
MACDONALD,C.E. Transportation Branch. 92/03/12. Ip. 61060:302-61060:302. 


DOCKET 71-0258 U.S. ECOLOGY, INC. 


DOCKET 71-0009 ISOMEDIX, INC. 

9203310248 Responds to 910813 Itr requesting termination of certificate of registration 
& QA approval & waiver of FY91 annual fees. Commission grants 5-day extension to 
910813 for filing termination request & ack registrations not used for FY91. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/13. DIETZ.G.R. Iso¬ 
medix, Inc. 4pp. 61195:301-61195:316. 

-9203310249 Forwards listing of companies that have filed request to move sealed 
source & device registration sheet to inactive. Dosimeter Corp requested extension 
until 920331.W/o listing. 

BAGGETT,S.L. Medical, Academic & Commercial Use Safety Branch. 91/08/28. 
JACKSON,G. License Fee & Debt Collection Branch (Post 890827). ip. 61195:305- 
61195:305. 

-9203310251 Discusses number of invoices received from NRC for applications that 
Isomedix not involved w/for many years. Invoices should be deleted or terminated 
from NRC listing. Fees for 1991 should be waived. 

DIETZ.G.R. Isomedix, inc. 91/08/13. BAGGETT,S. Medical, Academic & Commercial 
Use Safety Branch. 6pp. 61195:306-61195:312. 


9203050270 Forwards NRC insp rept 71-0258/92-01 on 920121-23 w/notice of 
nonconformance.Reply due within 30 days. 

MACDONALD.C.E. Transportation Branch. 92/02/28. SAUER,R.E. U.S. Ecology, Inc. 
(formerly Nuclear Engineering, Inc.). 2pp. 60866:254-60866:271. 

-9203050280 Insp rept 71-0258/92-01 on 920121-23.Nonconformances noted. Major 
areas inspecled:procedures which meet requirements of 10CFR71 & maint activities 
for licensed packages. 

JANKOVICH.J.P., MATULA.T.O. Office of Nuclear Material Safety & Safeguards. 
MACDONALD.C.E. Transportation Branch. 92/02/28.12pp. 60866:256-60866:268. 

-9203060017 Notice of nonconformance from insp on 920121-23. Nonconformance 
noted:failure to maintain written QA records, to control QA work of contractors,to es¬ 
tablish adequate corrective programs & to use only conforming matls. 
MACDONALD.C.E. Transportation Branch. 92/02/28. 3pp. 60866:269-60866:271. 

9203260088 Forwards current organization chart for US Ecology. 

CADE.M.S. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 92/03/20. 
MACDONALD.C.E. Transportation Branch. 2pp. 61129:336-61129:337. 
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DOCKET 71*0272 CRANE CO. 

9203260079 Informs that Crane Midwest dosed operations on 900901 & no longer has 
referenced QA Program. 

GERHARD.E.H. Crane Co. 92/03/18. MACDONALD,C.E. Transportation Branch. Ip. 
61129:335-61129:335. 

9203300062 Informs that QA Program Approval 0272 has been terminated as welt as 
authority to use Certificate of Compliance 9032 & 9039. 

MACDONALD,C.E. Transportation Branch. 92/03/26. GERHARD.E.H. Crane Co. Ip. 
61164:261-61164:261. 


DOCKET 71-0333 ALABAMA POWER CO. 

9203020223 Forwards Rev 5 to QA program approval for radioactive matl pack- 
age:0333. 

MACDONALD.C.E. Transportation Branch. 92/02/26. Southern Nuclear Operating Co. 
ip. 60791:290-60791:291. 

-9203020224 QA program approval for radioactive matl package:0333,Rev 5. 
MACDONALD.C.E. Transportation Branch. 92/02/26. Ip. 60791:291-60791:291. 


DOCKET 71-0384 DUPONT MERCK PHARMACEUTICAL CO. 

9203110315 Requests registration as user of Scientific Group Type B Model 10-142B. 
DUMAS,D.O. DuPont Merck Pharmaceutical Co. 92/03/04. MACDONALD.C.E. Trans¬ 
portation Branch. Ip. 60697:265-60897:265. 


DOCKET 71-0396 RENSSELAER POLYTECHNIC INSTITUTE 


9203200139 Advises that QA program approval for radioactive matl package:0369 ex¬ 
pires on 920531.Renewal must be requested within 30 days of expiration.lf renewal 
not desirad.NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 92/03/16. Ransselaer Polytechnic Insti¬ 
tute, Troy, NY. Ip. 61062:326-61062:326. 


DOCKET 71-0420 PROCESS TECHNOLOGY OF NORTH JERSEY 

9203240071 Raquasts registration as user of Amersham Corp United Kingdom Dasign 
3300A radioactive matls shipping cask for NRC License 29-13613-02 & that future 
info for package be forwarded to J Schlecht at listed address. 

SHAPIRO,P.O. RTI, Inc. (formerly Radiation Technology, Inc.). 92/03/16. 

MACDONALD,C.E. Transportation Branch. Ip. 61202:296-61202:296. 

9203240086 Raquests registration as user of Amersham Corp United Kingdom Design 
3300A radioactiva matls shipping cask for state of NC License 001-0701-1 & that 
future info for package be forwarded to PO Shapiro at listed address. 

SHAPIRO,P.O. RTF, Inc. (formerly Radiation Technology. Inc.). 92/03/16. 

MACDONALD.C.E. Transportation Branch. Ip. 61202:297-61202:297. 

9203240243 Confirms talcon w/J Schlecht that registration w/NRC for use of foreign- 
approved package,revalidated by DOT for shipmants made from locations outside US 
unnecessary .per 920316 Itr. 

MACDONALD,C.E. Transportation Branch. 92/03/19. SHAPIRO,P.O. RTI, Inc. (former¬ 
ly Radiation Technology, Inc.), ip. 61099:343-61099:343. 


DOCKET 71-0472 ABC TESTtNG 


9203200145 Advises that QA program approval for radioactive matl package:0472 ex¬ 
pires on 920531 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 92/03/18. RICHARDSON,C.A. ABC Test¬ 
ing. Ip. 61062:325-61062:325. 


DOCKET 71-0516 LONG ISLAND LIGHTING CO. 


9203260001 Application for amend to QA program approval for radioactive matl 
package:0516,reflecting transfer of Shoreham licensa from LILCO to Long Island 
Power Authority. 

HILL.L.M. Long Island Lighting Co. 92/03/19. MACDONALD.C.E. Transportation 
Branch. 2pp. 61128:054-61128:055. 

9203300173 Forwards Rev 3 to QA program approval for radioactive matl pack- 
aga:05l6. 

MACDONALD.C.E. Transportation Branch. 92/03/26. HILL.L.M. Long Island Power 
Authority. Ip. 61200:341-61200:342. 

-9203300180 QA program approval for radioactive matl package:0516,Rev 3. 
MACDONALD.C.E. Transportation Branch. 92/03/26. Ip. 61200:342-61200:342. 


DOCKET 71-0524 RADIATION STERILIZERS, INC. 

9203230217 Forwards Insp Rept 71-0524/92-02 on 920211-12.Violations & nonconfor¬ 
mances noted. 

MACDONALD.C.E. Transportation Branch. 92/03/19. FAIRAND.B. SteriGenics Inter¬ 
national (formerly Radiation Sterilizers, Inc.). 2pp. 61077:096-61077:120. 

-9203230223 Insp Rept 71-0524/92-02 on 920211-12.Violations & nonconformances 
noted.Major areas inspectad:implementatton procedures & controls.selected docu¬ 
ments & records & intarviews w/personnel. 

JANKOVICH.J.P., O’CONNOR,S.C. Office of Nuclear Material Safety & Safeguards. 
MACDONALD,C.E. Transportation Branch. 92/03/19. 19pp. 61077:100-61077:118. 

-9203230225 Notice of violation from Insp on 920211-12.Violation noted: procedures for 
10CFR21.6, “Poating Requirements” & 10CFR21.21, “Notification of Failure to 
Comply or Existence of Defect” not in place. 

MACDONALD,C.E. Transportation Branch. 92/03/19. 2pp. 61077:119-61077:120. 


-9203230231 Notice of nonconformance from insp on 920211-12. Nonconformance 
noted:no records available to indicate that training program was in place nor that train¬ 
ing had been scheduled or given in past. 

MACDONALD.C.E. Transportation Branch. 92/03/19. 7pp. 61077:121-61077:127. 


DOCKET 71-0577 PURDUE UNIV. 

9203020221 Forwards Rev 3 to QA program approval for radioactive matl pack- 
age:0577. 

MACDONALD.C.E. Transportation Branch. 92/02/26. SCHWEITZER,J.F. Purdue 
Univ., West Lafayette, IN. Ip. 60818:296-60818:297. 

-9203020222 QA program approval for radioactive matl package:0577,Rev 3. 
MACDONALD.C.E. Transportation Branch. 92/02/26. Ip. 60818:297-60816:297. 


DOCKET 71-0625 COPES-VULCAN, INC. 

9203020207 Forwards Rev 1 to QA program approval for radioactive matl pack- 
age:0625. 

MACDONALD.C.E. Transportation Branch. 92/02/27. PORTER,F.R. Copes-Vulcan, 
Inc. Ip. 60786:138-60786:139. 

-9203020208 QA program approval for radioactive matl packaga:0625,Rev 1. 
MACDONALD.C.E. Transportation Branch. 91/06/27. Ip. 60788:139-60788:139. 


DOCKET 71-0627 CONSOLIDATED NDE, INC. 


9203100038 Advises that QA program approval for radioactive matl package:0627 ex¬ 
pires on 920228.Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 92/03/06. BALLARD,B.R. Consolidated 
NDE, Inc. (formerly Consolidated X-Ray Service Corp. East). Ip. 60899:337- 
60899:337. 

9203130034 Requests that approval for QA program for Radioactive Matl Package 0627 
be reinstated & registration as usar of Certificates of Compliance 9026,9033,9035 & 
9157.Expiration of QA program unintentional. 

BALLARD,B.R. Consolidated NDE, Inc. (formarly Consolidated X-Ray Service Corp. 
East). 92/03/11. MACDONALD.C.E. Transportation Branch. Ip. 60931:001- 
60931:001. 


DOCKET 71-0628 NOVA DATA TESTING LABS, INC. 


9203020203 Forwards Rev 1 to QA program approval for radioactiva matl pack- 
age:0628. 

MACDONALD.C.E. Transportation Branch. 92/02/26. TAYLOR,J. Nova Data Testing 
Labs, Inc. Ip. 60788:136-60788:137. 

-9203020204 QA program approval for radioactive matl package:0628,Rev 1. 
MACDONALD.C.E. Transportation Branch. 92/02/26. Ip. 60786:137-60768:137. 


DOCKET 71-0629 SCIENTIFIC TECHNICAL, INC. 

9203060146 Forwards QA program approval for radioactive matl packages: 0629,Rav 1. 
MACDONALD.C.E. Transportation Branch. 92/03/04. DENNIS,B.L. Scientific Tachni- 
cal, Inc. Ip. 60667:047-60867:048. 

-9203060149 QA program approval for radioactive matl packaga:0629,Rev 1. 
MACDONALD,C.E. Transportation Branch. 91/03/04. Ip. 60667:048-60667:048. 


DOCKET 71-0662 BARNETT INDUSTRIAL X-RAY 


9203050167 Advises that storage facility for radioactive matl remains same as 
before.Records moved to listed address. 

BARNETT,L.D. Barnett Industrial X-Ray. 92/03/05. MATULA.T.O. Transportation 
Branch. Ip. 60652:101-60652:101. 


DOCKET 71-0689 MANHATTAN COLLEGE, RIVERDALE, NY 


9203240249 Advises that QA program approval for radioactive matl package:0689 ex¬ 
pired on 920131.Registration as user of Certificate of Complianca 5908 also terminat¬ 
ed. 

MACDONALD.C.E. Transportation Branch. 92/02/26. BERLIN,R.E. Manhattan Col¬ 
lege, Riverdale. NY. Ip. 61096:313-61096:313. 


DOCKET 71-0713 UTAH, UNIV. OF, SALT LAKE CITY, UT 


9203030335 Advises that QA program approval for radioactiva matl package:0713 ax- 
pired on 920131.General Licenses of Subpart C of 10CFR71 & registration,per 
10CFR7i.l2,to transport or deliver licensed matl to carrier for transport terminated. 
MACDONALD.C.E. Transportation Branch. 92/02/28. Utah, Univ. of, Salt Lake City, 
UT. ip. 60801:304-60801:304. 


DOCKET 71-0733 TRIAD NONDESTRUCTIVE TESTING, INC. 


9203020216 Forwards Rev 0 to QA program approval for radioactiva matl pack- 
age:0733. 

MACDONALD.C.E. Transportation Branch. 92/02/27. SPANGLER,L.L. Triad Nonde¬ 
structive Testing, Inc. Ip. 60791:266-60791:269. 

-9203020219 QA program approval for radioactive matl package:0733,Rev 0. 
MACDONALD,C.E. Transportation Branch. 92/02/27. Ip. 60791:289-60791:269. 
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DOCKET 71-0734 METALS EVALUATION & TESTING, INC. 

9203040310 Requests registration as user of Models IR-50,6717.20V,40V, 65o C- 
10,9036 & 100A.QA program ancl.Fee paid. 

MASSEY,B. Metals Evaluation & Testing, inc. 91/12/03. Transportation Branch. 2 dd 
60866:089-60666:097. 


—9203040312 “QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

* Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60666:091-60866:097. 


DOCKET 71-0735 GENERAL ELECTRIC CO. 

9203120193 Application for QA program approval for radioactive matl package:0735.Fee 
paid. 

HOLBACH.T. General Electric Co. 92/03/12. Office of Nuclear Material Safety & 
Safeguards. Ip. 60930:330-60930:333. 

-9203120198 "10CFR71 QA Program for Radiography & Sealed Sources.” 

* General Electric Co. 92/03/12. 3pp. 60930:331-60930:333. 


DOCKET 71-4986 MODEL: RA-2, RA-3, GENERAL ELECTRIC CO. 


9203190312 Advises of ragistration as user of Certificate of Compliance 5805,per 
920305 Itr. 

MACDONALD,C.E. Transportation Branch. 92/03/18. GEER.G. Commonwealth 
Edison Co. ip. 61060:356-61060:356. 


DOCKET 71-5908 MODEL: DOT-6M TYPE B, BABCOCK & WILCOX CO. 

9203240249 Advises that QA program approval for radioactive matl package:0689 ex¬ 
pired on 920131.Registration as user of Certificate of Compliance 5908 also terminat¬ 
ed. 

MACDONALD,C.E. Transportation Branch. 92/02/26. BERLIN,R.E. Manhattan Col- 
lega, Riverdale, NY. Ip. 61096:313-61096:313. 

9203100050 Notification of 920225 meeting w/B&W Fual Co In Rockvilla.MD to discuss 
new package design to replace Models NFP-55 & DOT-6M Type B packages. 

BAILEY,M.G. Transportation Branch. 92/03/05. Transportation Branch. Ip. 
60885:355-60885:355. 

9203190009 Requests extension of certificates of compliance for containers undergoing 
redasign until 921231.Extension will allow addl testing,purchase of inner containers & 
completion of SAR,including time for NRC review of SAR. 

OLSEN,A.F. Babcock & Wilcox Co. 92/03/13. MACDONALD.C.E. Transportation 
Branch. Ip. 60990:013-60990:013. 


9203300305 Summary of 920318 meeting w/GE in Rockville,MD re vendor requests for 
amend to Cartificate of Compliance 9019 for Model BU-7 & Certificate of Compliance 
4986 for Model RA-2/RA-3 package. 

OSGOOD,N.L. Transportation Branch. 92/03/25. Transportation Branch. 3pp. 
61203:205-61203:205. 


DOCKET 71-5341 MODEL: NFP-55, BABCOCK & WILCOX CO. 

9203100050 Notification of 920225 meeting w/B&W Fuel Co in Rockville,MD to discuss 
new package dasign to replace Models NFP-55 & DOT-6M Type B packages. 

BAILEY,M.G. Transportation Branch. 92/03/05. Transportation Branch. Ip. 
60685:355-60885:355. 

9203190009 Requests extension of certificates of compliance for containera undergoing 
redesign until 921231 .Extension will allow addl testing,purchase of inner containers & 
completion of SAR,including time for NRC review of SAR. 

OLSEN,A.F. Babcock & Wilcox Co. 92/03/13. MACDONALD.C.E. Transportation 
Branch. Ip. 60990:013-60990:013. 


DOCKET 71-5362 MODEL: NATICK IRRADIATOR, AGRICULTURE, DEPT. OF 

9203130282 Requests that end info in ref to 911022 application, requesting renewal of 
Certificate of Compliance 5362 for Model Natick Irradiator be provided within 30 days 
of Itr. Requasted info in connection w/review of subj application. 

MACDONALD,C.E. Transportation Branch. 92/03/11. SHARP,D.R. Agriculture, Dept, 
of. 2pp. 60933:108-60933:109. 


DOCKET 71-5939 MODEL: 1500, GENERAL ELECTRIC CO. 

9203090215 Informs that effective immediately,end Certificate of Compliance 5939 re- 
visad to delete Model 1500 packagings fabricated by Radiation Sterlizers.lnc.now 
SteriGenics Inti. 

MACDONALD.C.E. Transportation Branch. 92/03/05. FAIRAND.B.P. SteriGenics Inter¬ 
national (formerly Radiation Sterilizers, Inc.). 3pp. 61249:172-61249:178. 

-9203090225 Certificate of compliance 5939,Rev 25 for Model 1500. 

MACDONALD.C.E. Transportation Branch. 92/03/05. 4pp. 61249:175-61249:178. 

9203110208 Confirms removal from svc.per 92030 5 Itr,of nine Model 1500 casks.Oak 
Ridge Natl Lab also notified to remove three laaaed casks from svc. 

FAIRAND.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc.). 92/03/ 
06. MACDONALD.C.E. Transportation Branch. 4pp. 60909:263-60909:286. 


DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY 

9203180091 Notifies of intent to use Battelle Columbus Labs radioactive matl shipping 
cask for Model BCL-4.Requests further correspondence re subj licensed transport 
cask ba forwarded to J Torbitt at listed addrass. 

FIRLIT.J.F. Niagara Mohawk Power Corp. 92/03/10. BERNERO.R.M. Office of Nucle¬ 
ar Material Safaty & Safeguards. 5pp. 60977:079-60977:066. 

9203250358 Notification of registration as usar of Certificate of Compliance 5950,in re¬ 
sponse to 920310 request. 

MACDONALD,C.E. Transportation Branch. 92/03/24. TORBITT,J. Niagara Mohawk 
Power Corp. Ip. 61163:168-61163:168. 


DOCKET 71-5607 MODEL: T-2, ENERGY, DEPT. OF 

9203050026 Application for renewal of Certificate of Compliance 5607 for T-2 shipping 
cask. 

WANGLER.M.E. Enargy, Dept. of. 92/02/26. MACDONALD.C.E. Transportation 
Branch. Ip. 60852:174-60852:174. 


DOCKET 71-5796 MODEL: 181375, 181381, ADVANCED MEDICAL SYSTEMS, INC. 


9203060237 Application for renewal of Certificate of Compliance 5796 rev 11 for Model 
161375 & 181361 ahlpping containers. 

STEIN,S.J. Advanced Medical Systems. Inc. 92/02/27. MACDONALD.C.E. Transpor¬ 
tation Branch. Ip. 60888:181-60868:191. 


-9203060268 QA Procedure QA 1014B, "Exchange Container Contamination Control 
Record.” 

* Advancad Medical Systems, Inc. 87/03/20. Ip. 60668:162-60888:182. 

-9203060276 Rev D to QA Procadure QA 1014A, “Radioactive Matl Shipping Record." 

* Advanced Medical Systems, Inc. 64/11/05. 2pp. 60688:183-60888:184. 

-9203060278 Rev G to Procedure QA 1014, “Insp Procedure for Containers W/Ovar- 
packs Authorized for Shipment of Radioactive Matls." 

* Advanced Medical Systems, Inc. 91/06/20. 4pp. 60868:185-60888:191. 


9203190139 Advises that NRC Certificate of Compliance 5796 does not bear (U) prefix 
but,based on review of certificata of compliance documentation praviously submitted 
package qualifies as B(U) package.Clarification requested. 

STEIN,S.J. Advanced Medical Systems, Inc. 92/03/10. MACDONALD.C.E. Transpor¬ 
tation Branch. Ip. 60977:173-60977:173. 


DOCKET 71-5797 MODEL: INNER & OUTER HFIR UN, ENERGY, DEPT. OF 


DOCKET 71-5971 MODEL: IPO-200, GENERAL ELECTRIC CO. 

9203170208 Requsts that Certificate of Compliance 5971 for Model IPO-200 shipping 
containar be terminated.Certificate expiras on 930228.GE intends to remove shipping 
container from svc. 

CUNNINGHAM,G.E. General Electric Co. 92/03/11. MACDONALD.C.E. Transporta¬ 
tion Branch, ip. 60981:355-60961:355. 


DOCKET 71-5980 MODEL: GE-600, GENERAL ELECTRIC CO. 

9203180417 Requests that Certificate of Compliance 5980 for Model GE-600 shipping 
container be terminated.Certificate expires on 950331.GE intends to remove subj 
modal from avc. 

CUNNINGHAM,G.E. General Electric Co. 92/03/11. MACDONALD.C.E. Transporta¬ 
tion Branch, ip. 60975:306-60975:306. 


DOCKET 71-6078 MODEL: 927A1 & 927C1, COMBUSTION ENGINEERING, INC. 

9203060152 Notification of regiatration as user of Certificate of Compliance 9076,In re¬ 
sponse to 920219 request. 

MACDONALD.C.E. Transportation Branch. 92/03/03. BURZYNSKI.M.J. Tennessee 
Valley Authority. Ip. 60867:133-60867:133. 


DOCKET 71-6347 MODEL: FSV-3, GENERAL ATOMICS 

9203190309 Forwards Certificate of Compliance 6347 Rev 7 for Model FSV-3 shipping 

MACDONALD.C.E Transportation Branch. 92/03/18. ASMUSSEN.K.E General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). Ip. 61060:320- 
61060:323. 


9203060202 Forwards response to NRC 911009 request for addl Info re HFIR unirradiat¬ 
ed fual package to continue review of application for amend to Certificate of Compli¬ 
ance 5797. 

WANGLER.M.E. Energy, Dept. of. 92/02/26. MACDONALD.C.E. Transportation 
Branch. 10pp. 60866:345-60866:354. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 

9203190004 Requests registration as user of model CNS 3-55 caak & that future info for 
package be forwarded to G Geer at listed address. 

JOYCE.T. Commonwealth Edison Co. 92/03/05. MACDONALD.C.E. Transportation 
Branch. Ip. 60990:306-60990:306. 


-9203190310 Certificate of compliance 6347,rev 7,for model FSV-3. 
* Transportation Branch. 92/03/18. 2pp. 61060:321-61060:323. 


DOCKET 71-6601 MODEL: CNS 8-120 A, CHEM-NUCLEAR SYSTEMS, INC. 

9203050043 Fowards Certificate of Compliance 6601 Rev 24 for Model CNS 8-120A 

E?ACd!)NALD,C.E. Transportation Branch. 92/02/27. PAQUIN.P.L. Chem-Nuclear 
Systems, Inc. Ip. 60852:204-60852:208. 

-9203050048 Certificate of compliance 6601,for model CNS 8-120A. 

MACDONALD.C.E. Transportation Branch. 92/02/27. 4pp. 60852:205-60852:208. 
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DOCKET 71-6717 MODEL: 6717-B, AMERSHAM CORP. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program end.Fee paid. 

MASSEY,B. Metals Evaluation & Tasting, Inc. 91/12/03. Transportation Branch. 2pp. 

RnRfifi-nna.finacG-no-7 r 


-9203040312 "QA Program for Use.Maint & Repair of Shipping Containers for Radioac- 
tiva Matl." 

* Metals Evaluation & Testing, Inc, 91/12/03. 7pp. 60866:091-60866:097. 

9203100206 Expresses disappointment that another company was amending Certificate 
of Compliance 6717 for shipping barrel. Requests that amends from other companies 
for subj container not be approved until matter discussed w/NRC. 

MCDANIEL,W.M. Amersham Corp. 91/12/03. MACDONALD,C. Transportation 
Branch. 2pp. 60899:352-60899:353. 

9203060299 Requests registration as user of Model 6717-B. 

* Rad-Tech Services. 92/02/25. Transportation Branch. Ip. 60866:273-60666:273. 

9203100038 Advises that QA program approval for radioactiva matl package:0627 ex¬ 
pires on 920228.Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 92/03/06. BALLARD,B.R. Consolidated 
NDE, Inc. (formerly Consolidated X-Ray Service Corp. East). Ip. 60899:337- 
60899:337. 

9203250115 Requests registration as user of Modals USA 6717 B (u) & USA 9157 B (u) 
overpacks. 

MOCKLI.B. Nova Enterprises. 92/03/11. MACDONALD,C.E. Transportation Branch. 
Ip. 61163:129-61163:129. 

9203200383 Requests registration as user of USA 6717 B (u) type overpack units for 
transportation of radioactive matl. 

MOCKLI.B. Diamond H. Testing Co. 92/03/12. MACDONALD,C. Transportation 
Branch. Ip. 61093:218-61093:218. 

9203200311 Advises that licensee registered as user of Certificate of Compliance 6717 
per 10CFR 173.471. 

MACDONALD,C.E. Transportation Branch. 92/03/17. Rad-Tech Services. Ip. 
61064:353-61084:353. 


DOCKET 71-9001 MODEL: IF-300, NUCLEAR PACKAGING, INC. 

9203050284 Summary of 920225 meeting w/Pacific Nuclear & GE in Rockville,MD re 
transport of Shoreham irradiated fual in [F-300 cask. 

OSGOOD,N.L. Transportation Branch. 92/02/27. Transportation Branch, ip. 
61172:138-61172:138. 


DOCKET 71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE CORP. 

9203300090 Application for amend to Certificate of Compliance 9010, permitting ship¬ 
ment of six BWR fuel rods.w/activa fuel length of 150 inches.Fee paid. 

LESSER,T.H. Nuclear Assurance Corp. 92/03/25. MACDONALD,C.E. Transportation 
Branch. 2pp. 61164:259-61164:260. 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC CO. 


9203200031 Advises of registration as user of Certificate of Compliance 9208. 
MACDONALD,C.E. Transportation Branch. 92/03/18. DUMAS,D.O. Dupont, R.L., MD. 
ip. 61056:359-61056:359. 


9203300225 Forwards request for addl info re 920220 application for amend to Models 
684,684E,684A,684AE 684B & 684BE packages. 

MACDONALD,C.E. Transportation Branch. 92/03/26. PODOLAK.L. Amersham Corp. 
2pp. 61192:279-61192:281. 


DOCKET 71-9032 MODEL: 650, AMERSHAM CORP. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program encl.Fee paid. 

MASSEY.B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 


-9203040312 "QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

* Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 

9203300062 Informs that QA Program Approval 0272 has been tarminated as well as 
authority to use Certificate of Compliance 9032 & 9039. 

MACDONALD,C.E. Transportation Branch. 92/03/26. GERHARD,E.H. Crane Co. ip. 
61164:261-61164:261. 


DOCKET 71-9033 MODEL: 660, 660A, 660AE, 660B, 660BE, 660E, AMERSHAM 

9203130034 Requests that approval for QA program for Radioactive Matl Package 0627 
be reinstated & registration as user of Certificates of Compliance 9026,9033,9035 & 
9157.Expiration of QA program unintentional. 

BALLARD,B.R. Consolidated NDE, Inc. (formerly Consolidated X-Ray Service Corp. 
East). 92/03/11. MACDONALD,C.E. Transportation Branch. Ip. 60931:001- 
60931:001. 


DOCKET 71-9035 MODEL: 680 & 680E, AMERSHAM CORP. 

9203130034 Requests that approval for QA program for Radioactive Matl Package 0627 
be reinstated & registration as user of Certificates of Compliance 9028,9033,9035 & 
9157.Expiration of QA program unintentional. 

BALLARD,B.R. Consolidated NDE, Inc. (formerly Consolidated X-Ray Service Corp. 
East). 92/03/11. MACDONALD,C.E. Transportation Branch. Ip. 60931:001- 
60931:001. 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program encl.Fee paid. 

MASSEY.B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 


-9203040312 "QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl.” 

* Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 


9203270065 Suppls 911206 application to include Certificate of Compliance 9019 as 
option for presence of gadolinium oxide in authorized shipments of pellets &/or 
powder in BU-7 package. 

WINSLOW,T.P. Nuclear Fuel Services, Inc. 92/03/23. MACDONALD.C.E. Transporta¬ 
tion Branch. 2pp. 61163:098-61163:099. 

9203300305 Summary of 920318 meating w/GE in Rockville,MD re vendor requests for 
amend to Certificate of Compliance 9019 for Model BU-7 & Certificate of Complianca 
4966 for Model RA-2/RA-3 package. 

OSGOOD,N.L. Transportation Branch. 92/03/25. Transportation Branch. 3pp. 
61203:205-61203:205. 

9203300191 Forwards request for addl Info to enable NRC to continue review of 911206 
application for amend to Certificate of Compliance 9019 for Model BU-7. 
MACDONALD.C.E. Transportation Branch. 92/03/26. WINSLOW,T.P. General Electric 
Co. 2pp. 61200:339-61200:340. 


DOCKET 71-9023 MODEL: NLI-10/24, NUCLEAR ASSURANCE CORP. 


9203100143 Lists four type B packages that Dayton X-Ray Co should be registered 
under QA Program Approval 0252,9036,9056,9156 & 9157. 

SAMMONS,R.J. Transportation Branch. 92/03/02. MACDONALD.C.E. Dayton X-Ray 
Co. Ip. 60899:346-60899:346. 

9203.190299 Advises of registration as user of Certificates of Compliance 
9036,9056,9156 & 9157,per 920302 Itr. 

MACDONALD.C.E. Transportation Branch. 92/03/17. SAMMONS,R.J. Dayton X-Ray 
Co. ip. 61060:355-61060:355. 


DOCKET 71-9039 MODEL: 715, AMERSHAM CORP. 

9203300062 Informs that QA Program Approval 0272 has been terminated as well as 
authority to use Certificate of Compliance 9032 & 9039. 

MACDONALD.C.E. Transportation Branch. 92/03/26. GERHARD,E.H. Crane Co. Ip. 
61164:261-61164:261. 


9203160188 Forwards Certificate of Compliance 9023,Rev 6 lor Model NLI-10/24,per 
910716 application. 

MACDONALD.C.E. Transportation Branch. 92/03/11. LESSER,T.H. Nuclear Assur¬ 
ance Corp. Ip. 60968:214-60968:220. 

-9203160191 Cartificate of Complianca 9023,Rev 6,for Model NLI-10/24. Approval 
record end. 

MACDONALD,C.E. Transportation Branch. 92/03/11. 6pp. 60968:215-60968:220. 


DOCKET 71-9044 MODEL: 1600, GENERAL ELECTRIC CO. 

9203170200 Raquests that Certificate of Compliance 9044 for Model 1600 shipping 
container,which expires on 921031,be terminated. GE intends to ramove Model 1600s 
from svo. 

CUNNINGHAM,G.E. General Electric Co. 92/03/11. MACDONALD.C.E. Transporta¬ 
tion Branch. Ip. 60981:351-60981:351. 


DOCKET 71-9027 MODEL: 741 & 741E, AMERSHAM CORP. 

9203300075 Requests addl info re 920220 application for amend to Certificate of Com¬ 
pliance 9027 for Model 741,741E,741 A, 741 AE.741B & 741 BE packages. 
MACDONALD.C.E. Transportation Branch. 92/03/26. PODOLAK.L. Amersham Corp. 
2pp. 61164:262-61164:263. 


DOCKET 71-9028 MODEL: 684 & 684E, AMERSHAM CORP. 

9203130034 Requests that approval for QA program for Radioactive Matl Package 0627 
be reinstatad & registration as user of Certificates of Compliance 9028,9033,9035 & 
9157.Expiration of QA program unintentional. 

BALLARD,B.R. Consolidated NDE, Inc. (formerly Consolidated X-Ray Servica Corp. 
East). 92/03/11. MACDONALD, C.E. Transportation Branch. Ip. 60931:001- 
60931:001. 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO., 

9203060365 Requests registration as user of model IR-50. 

* Rad-Tech Services. 92/02/25. Transportation Branch. Ip. 60866:272-60866:272. 

9203050052 Forwards Certificate of Compliance 9056,Rev 9 to Model SPEC 2-T. 
MACDONALD.C.E. Transportation Branch. 92/02/27. DICHARRY.R.D. Source Pro¬ 
duction & Equipment Co., Inc. Ip. 60852:097-60852:100. 

-9203050053 Certificate of compliance 9056,Rev 9 to Model SPEC 2-T. 
MACDONALD.C.E. Transportation Branch. 92/02/27. 3pp. 60852:096-60852:100. 

9203100143 Lists four type B packages that Dayton X-Ray Co should be registered 
under QA Program Approval 0252,9036,9056,9156 & 9157. 

SAMMONS,R.J. Transportation Branch. 92/03/02. MACDONALD.C.E. Dayton X-Ray 
Co. Ip. 60899:346-60899:346. 
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9203100038 Advises that QA program approval for radioactive matl package:0627 ex¬ 
pires on 920228.Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 92/03/06. BALLARD,B.R. Consolidated 
NDE, Inc. (formerly Consolidated X-Ray Service Corp. East). Ip. 60899:337- 
60899:337. 

9203130277 Notification of registration as user of Certificate of Compliance 9056,in re¬ 
sponse to 920225 request. 

MACDONALD,C.E. Transportation Branch. 92/03/11. Rad-Tech Services. Id. 
60946:093-60946:093. 

9203190299 Advises of registration as user of Certificates of Compliance 
9036,9056,9156 & 9157,per 920302 Itr. 

MACDONALD,C.E. Transportation Branch. 92/03/17. SAMMONS,R.J. Dayton X-Ray 
Co. ip. 61060:355-61060:355. 


DOCKET 71-9067 MODEL: BCL-3, BATTELLE COLUMBUS LABORATORY 

9203190334 Requests registration as user for USA/9067/BOF,Model BCL-3 & USA/ 
9068/BOF,Model BCL-2 shipping packages,per terms of respective certificates of 
complianca issued to Battelle Columbus Labs. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/03/09. MACDONALD,C.E. Transportation Branch. Ip. 61060:313-61060:313. 

9203130271 Notification of registration as user of Certificates of Compliance 9067 & 
9068,in response to 920302 request. 

MACDONALD.C.E. Transportation Branch. 92/03/11. ASMUSSEN.K.E. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). Ip. 60933:097- 
60933:097. 


DOCKET 71-9068 MODEL: BCL-2, BATTELLE COLUMBUS LABORATORY 


9203190334 Requests registration as user for USA/9067/BOF,Model BCL-3 & USA/ 
9068/BOF,Model BCL-2 shipping packages,per terms of respective certificates of 
compliance issued to Battalia Columbus Labs. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/03/09. MACDONALD.C.E. Transportation Branch. Ip. 61060:313-61060:313. 

9203130271 Notification of registration as user of Certificates of Compliance 9067 & 
9068,in response to 920302 request. 

MACDONALD.C.E. Transportation Branch. 92/03/11. ASMUSSEN.K.E. General 
Atomics (formerly GA Technologias, Inc./General Atomic Co.), ip. 60933:097- 
60933:097. 


DOCKET 71-9069 MODEL: MO-1, WESTINQHOUSE ELECTRIC CORP. 

9203060047 Advises that Certificate of Compliance 9069 for Model MO-1 amended to 
authorize four addl fuel rods,containing total of 90 g U-233 & 12.1 kg thorium- 
natural,per 920128 application. 

MACDONALD.C.E. Transportation Branch. 92/02/27. RYAN.R.M. Rensselaer Poly¬ 
technic Instltuta, Troy, NY. Ip. 60680:331-60880:331. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 

9203310248 Responds to 910813 Itr requesting termination of certificate of registration 
& QA approval 4 waiver of FY91 annual fees. Commission grants 5-day extension to 
910813 for filing termination request & ack registrations not used for FY91. 

TAYLOR,J.M. Ofc of the Executive Diractor for Operations. 92/02/13. DIETZ,G.R. Iso- 
medix, Inc. 4pp. 61195:301-61195:316. 

-9203310251 Discussas number of invoices received from NRC for applications that 
Isomedlx not involved w/for many years. Invoices should be deleted or terminated 
from NRC listing. Fees for 1991 should be waived. 

DIETZ,G.R. Isomedlx, Inc. 91/08/13. BAGGETT,S. Medical, Academic & Commercial 
Use Safaty Branch. 6pp. 61195:306-61195:312. 

-9203310253 Informs that licensee currently in dispute of listed Invoice numbers 4 with¬ 
holding payment until disputes resolvad. 

KLUCHARlTS.J.R. Isomedix, Inc. 91/12/02. License Fee & Debt Collection Branch 
(Post 890827). Ip. 61195:313-61195:313. 


DOCKET 71-9085 MODEL: SENTINEL 8S, TELEDYNE ENERGY SYSTEMS 

9203310261 Requests sixty-day extension to respond to request for addl info to support 
renewal of Certificate of Compliance 9085. SENTINEL 8S package will not be shipped 
during sub) period. 

VOGT.J.F. Teledyne Energy Systems. 92/03/27. MACDONALD.C.E. Transportation 
Branch. Ip. 61216:290-61216:290. 


DOCKET 71-9127 MODEL: 100, 100A, 200 & 200A, AMERSHAM CORP. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program encl. Fee paid. 

MASSEY,B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 
60866:089-60866:097. 

-9203040312 “QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

* Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 

9203100038 Advises that QA program approval for radioactive matl packaga:0627 ex¬ 
pires on 920228.Renewal must oe requested within 30 daya of axpiration.lf renewal 
not desirad.NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 92/03/06. BALLARD,B.R. Consolidated 
NDE, Inc. (formerly Consolidated X-Ray Sen/ice Corp. East). Ip. 60899:337- 
60899:337. 


DOCKET 71-9133 MODEL: C-10, AMERSHAM CORP. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program encl.Fee paid. 

MASSEY,B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 
60866:089-60866:097. 

-9203040312 “QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

* Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 

9203130269 Advises that Certificate of Compliance 9133 for model C-10 expires 
920531.Renewal must be requested within 30 days of expiration.lf renewaf not 
desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 92/03/13. ROUGHAN.C. Amersham Corp. 
ip. 60933:060-60933:060. 


DOCKET 71-9135 MODEL: CENTURY S & SA, CENTURY UNIVERSAL S & SA, 

9203100038 Advises that QA program approval for radioactive matl package:0627 ex¬ 
pires on 920228-Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 92/03/06. BALLARD,B.R. Consolidated 
NDE, Inc. (formerly Consolidated X-Ray Service Corp. East). Ip. 60899:337- 
60899:337. 

9203120263 Advises that use of Models Century S.Century SA,Century Universal S & 
Century Universal SA packages terminated,per 10CFR173.471. 

MACDONALD.C.E. Transportation Branch. 92/03/06. PODOLAK.L. Amersham Corp. 
Ip. 60972:349-60972:349. 


DOCKET 71-9145 MODEL: NUPAC 50-1.5L, NUPAC 50-2.5L, ET AL, NUPAC 

9203300051 Forwards Certificate of Compliance 9145 Rev 10 for Models NUPAC 50- 
1.5L, NUPAC 50-2.5L,NUPAC 50-3.OL & NUPAC 50-4.OL packages. 
MACDONALD.C.E. Transportation Branch. 92/03/26. WILLIAMS,R.L. NuPac Services, 
Inc. ip. 61164:267-61164:271. 

-9203300055 Certificate of complianca 9145,rev 10,for models NUPAC 50-1,5L,NUPAC 
50-2.5L,NUPAC 50-3.OL & NUPAC 50-4.OL packages. 

MACDONALD.C.E. Transportation Branch. 92/03/26. 4pp. 61164:268-61164:271. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, ET AL, SCIENTIFIC ECOLOGY 

9203130264 Notification of registration as user of Certificates of Compliances 9151 & 
9222,in response to 920219 request. 

MADONALD.C.E. Transportation Branch. 92/03/11. MAFFEI.D. Consolidated Edison 
Co. of New York, Inc. Ip. 60933:056-60933:056. 


DOCKET 71-9156 MODEL: I R-50, INDUSTRIAL NUCLEAR CO. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40V, 65o,C- 

10,9036 & 100A.QA program encl.Fee paid. 

MASSEY,B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 
60866:069-60866:097. 

-9203040312 "QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

* Metals Evaluation 4 Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 

9203100143 Lists four type B packages that Dayton X-Ray Co should be registered 
under QA Program Approval 0252,9036,9056,9156 4 9157. 

SAMMONS,R.J. Transportation Branch. 92/03/02. MACDONALD.C.E. Dayton X-Ray 
Co. Ip. 60899:346-60899:346. 

9203190299 Advises of registration as user of Certificates of Compliance 
9036,9056,9156 4 9157,per 920302 Itr. 

MACDONALD.C.E. Transportation Branch. 92/03/17. SAMMONS,R.J. Dayton X-Ray 
Co. Ip. 61060:355-61060:355. 

9203260096 Application for renewal of Certificates of Compliance 9156, 9157 4 
9185.Certificate of Compliance 9185 for Model OP-100 encl. 

HUDDLESTON,E.W. Industrial Nuclear Co. 92/03/20. MCDONALD,C.E. Transporta¬ 
tion Branch. 3pp. 61165:108-61165:117. 

-9203260105 Certificate of compliance 9156,rav 3,for model iR-50. 

* Transportation Certification Branch. 87/06/30. 3pp. 61165:113-61165:117. 


DOCKET 71-9157 MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

9203100143 Lists four type B packages that Dayton X-Ray Co should ba registered 
under QA Program Approval 0252,9036,9056,9156 4 9157. 

SAMMONS,R.J. Transportation Branch. 92/03/02. MACDONALD.C.E. Dayton X-Ray 
Co. Ip. 60899:346-60899:346. 

9203130034 Requasts that approval for QA program for Radioactiva Matl Package 0627 
be reinstated 4 registration as user of Certificates of Compliance 9028,9033,9035 4 
9157.Expiration of QA program unintentional. 

BALLARD,B.R. Consolidated NDE, Inc. (formerly Consolidated X-Ray Service Corp. 
East). 92/03/11. MACDONALD.C.E. Transportation Branch. Ip. 60931:001- 
60931:001. 

9203250115 Requests registration as uaer of Models USA 6717 B (u) 4 USA 9157 B (u) 
overpacks. 

MOCKLI.B. Nova Enterprises. 92/03/11. MACDONALD.C.E. Transportation Branch. 
Ip. 61163:129-61163:129. 
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9203190299 Advises of registration as user of Certificates of Compliance 
9036,9056,9156 4 9157,per 920302 Itr. 

MACDONALD,C.E. Transportation Branch. 92/03/17. SAMMONS,R.J. Dayton X-Ray 
Co. Ip. 61060:355-61060:355. 

9203260096 Application for renewal of Certificates of Compliance 9156, 9157 & 
9185,Certificate of Compliance 9185 for Model OP-100 encl. 

HUDDLESTON,E.W. Industrial Nuclear Co. 92/03/20. MCDONALD,C.E. Transporta¬ 
tion Branch. 3pp. 61165:108-61165:117. 


DOCKET 71-9235 MODEL: NAC-STC, NUCLEAR ASSURANCE CORP. 


9203300309 Summary of 920319 meeting w/Nuclear Assurance Corp & ENRESA n 
Rockville.MD re Model NAC-STC shipping package design. Agenda encl 
WITHEE.CJ. Transoortation Branch. 92/03/26. Transportation Branch. 3pf 


DOCKET 71-9239 MODEL: MCC-3, WESTINGHOUSE ELECTRIC CORP. 


DOCKET 71-9160 MODEL: 20-VS & 40-VS, AMERSHAM CORP. 

9203040310 Requests registration as user of Models IR-50,6717,20V,40\/, 65o,C- 
10,9036 & 100A.QA program ancl.Fee paid. 

MASSEY,B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch. 2pp. 


M.g.^wv.9 Forwards request for addl info re 920127 application for amend to Certifi¬ 
cate of Compliance 9239 for Model MCC-3. Response requested within 30 days of Itr 

MACDONALD,C.E. Transportation Branch. 92/02/27. SANDERS,C.F. Westinghouse 
Electric Corp. 3pp. 60852:209-60852:211. 


-9203040312 “QA Program for Use.Maint & Repair of Shipping Containers for Radioac¬ 
tive Matl." 

• Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097. 


DOCKET 71-9182 MODEL: HUSMAN IRRADIATOR, AGRICULTURE, DEPT. OF 


9203310248 Responds to 910813 Itr requesting termination of certificate of registration 
& QA approval & waiver of FY91 annual fees. Commission grants 5-day extansion to 
910813 for filing termination request & ack registrations not used for FY91. 
TAYLOR,J.M. Ofc of the Executiva Director for Operations. 92/02/13. DIETZ,G.R. Iso- 
medix, Inc. 4pp. 61195:301-61195:316. 


-9203310251 Discussas number of invoices received from NRC for applications that 
Isomedix not involved w/for many years. Invoices should be deleted or terminated 
from NRC listing. Fees for 1991 should be waived. 

DIETZ,G.R. Isomedix, Inc. 91/08/13. BAGGETT,S. Medical, Academic & Commercial 
Use Safety Branch. 6pp. 61195:306-61195:312. 


-9203310253 Informs that licensee currently in disputa of listed invoice numbers & with¬ 
holding payment until disputes resolved. 

KLUCHARITS.J.R. Isomedix, Inc. 91/12/02. License Fee & Debt Collection Branch 
(Post 690827). Ip. 61195:313-61195:313. 


DOCKET 71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 


DOCKET 71-9243 MODEL: 934, AMERSHAM CORP. 

9203110285 Forward Rev C to Drawing 92300D,Sheets 1 through 7.Drawings omitted 
from 920219 Itr re 934 transporation package. 

PODOLAK.L. Amersham Corp. 92/03/09. MACDONALD,C.E. Transportation Branch. 
8pp. 60912:332-60912:339. 

9203250355 Advises that revised drawings providing all dimensions & matls used to 
shield source needed in connection w/review of Amersham Corp request for Certifi¬ 
cate of Compliance for Model 934. 

WHITE,B. Transportation Branch. 92/03/23. RUFFIN,S. Transportation Branch. Ip. 


DOCKET 71-9246 MODEL: ST, COMMERCE, DEPT. OF 

9203200321 Notification of registration as user of Certificate of Compliance 9246,in re¬ 
sponse to 920317 request. 

MACDONALD,C.E. Transportation Branch. 92/03/18. FOSTER,P.L. Babcock & Wilcox 
Co. Ip. 61077:093-61077:093. 

9203260065 Requests registration as user of model ST. 

FOSTER,P.L. Babcock 4 Wilcox Co. 92/03/26. MACDONALD,C.E. Transportation 
Branch. Ip. 61129:334-61129:334. 


9203260096 Application for renewal of Certificates of Compliance 9156, 9157 4 
9185.Certificate of Compliance 9185 for Model OP-100 encl. 

HUDDLESTON,E.W. Industrial Nuclear Co. 92/03/20. MCDONALD,C.E. Transporta¬ 
tion Branch. 3pp. 61165:108-61165:117. 


DOCKET 71-9186 MODEL: S-6213, ENERGY, DEPT. OF 


DOCKET 71-9511 MODEL: R-1, ENERGY, DEPT. OF 

9203090044 Forwards response to NRC 910725 request for info re DOE application for 
Certificate of Compliance for BUSS (Beneficial Uses Shipping Sys) cask,Model R-1. 
WANGLER.M.E. Energy, Dept. of. 92/02/28. MACDONALD,C.E. Transportation 
Branch. 10pp. 60862:154-60662:163. 


9203160131 Forwards Certificate of Compliance 9186,Rev 7 for Model 1 4 Model 2 S- 
6213 Power Unit Shipping Containers,per 911219 application. 

MACDONALD,C.E. Transportation Branch. 92/03/11. ENGEL,W.P. Energy, Dept. of. 
Ip. 60968:276-60966:281. 

-9203160134 Certificate of Compliance 9186,Rev 7,for Model 1 4 Model 2 S-6213.Ap- 
proval record encl. 

MACDONALD.C.E. Transportation Branch. 92/03/11. 5pp. 60968:277-60968:261. 


DOCKET 71-9793 MODEL: M-140, ENERGY, DEPT. OF 

9203090024 Lists deficiencies in revised operating procedures for Model M-140 
package,transmitted via 920204 handwritten note. Review of 920207 application for 
amend to Certificate of Compliance 9793 expected to be completed by 920601. 
MACDONALD.C.E. Transportation Branch. 92/03/04. MILES,B.K. Energy, Dept. of. 
2pp. 60862:143-60862:144. 


DOCKET 71-9208 MODEL: 10-142, NUPAC SERVICES, INC. 

9203110315 Requests registration as user of Scientific Group Type B Model 10-1428. 
DUMAS,D.O. DuPont Merck Pharmaceutical Co. 92/03/04. MACDONALD.C.E. Trans¬ 
portation Branch. Ip. 60897:265-60897:265. 


DOCKET 71-9222 MODEL: 14-215, SCIENTIFIC ECOLOGY GROUP, INC. 

9203130284 Notification of registration as user of Certificates of Compliances 9151 4 
9222,in response to 920219 request. 

MADONALD.C.E. Transportation Branch. 92/03/11. MAFFEI.D. Consolidated Edison 
Co. of New York, Inc. Ip. 60933:056-60933:056. 


DOCKET 71-9228 MODEL 2000, GENERAL ELECTRIC CO. 

9203030244 Requests registration as user of Model 2000. 

SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utilities. 92/02/17. 
MACDONALD.C.E. Transportation Branch. Ip. 60819:016-60819:016. 

9203130241 Notification of registration as user of Certificate of Compliance 9228,in re¬ 
sponse to 920226 request. 

MACDONALD.C.E. Transportation Branch. 92/03/11. SCACE.S.E. Northeast Nuclear 
Energy Co. ip. 60933:233-60933:233. 

9203240046 Advises that recipient has been registered as user of Certificate of Compli¬ 
ance Number 9228. 

MACDONALD.C.E. Transportation Branch. 92/03/16. BEILKE.R.L. Nebraska Public 
Power District. Ip. 61053:154-61053:154. 


DOCKET 71-9229 MODEL TITAN, WESTINGHOUSE ELECTRIC CORP. 

9203300177 Forwards summary of 910917 meeting w/NRC,DOE,TESS,EG4G Idaho 4 
Weston re Titan shipping cask,per 911104 request to terminate activities associated 
w/docket. 

MACDONALD.C.E. Transportation Branch. 92/03/26. SEVERSON,W.J. Westinghouse 
Electric Corp. 3pp. 61199:341-61199:343. 

-9203300184 Summary of 910917 meeting w/DOE,NRC,TESS,EG4G Idaho 4 Weston 
re Titan shipping cask. 

EASTON,E.P. Transportation Branch. 92/03/19. Transportation Branch. 2pp. 
61199:342-61199:343. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 GENERAL ELECTRIC CO., MORRIS OPERATIONS, 70-1308 

9203110203 “1991 GE Morris Operation Annual Emission Rept.” W/920228 Itr. 
DENIO.L.L. General Electric Co. 91/12/31. DAVIS,A.B. Region 3 (Post 820201). 3pp. 
60913:021-60913:023. 

9203300058 Forwards safety insp rept 72-0001/92-01 on 920220-21 .No violations 
noted.NRC requests clarification of plans for issuing cladding vault rept 4 progress 
made toward assuring that current groundwater monitoring program adequate. 
GROBE.J.A. Region 3 (Post 620201). 92/03/24. SHERK.J.Z. General Electric Co. 
2pp. 61110:271-61110:281. 

-9203300064 Insp rept 72-0001/92-01 on 920220-21.No violations noted. Major areas 
inspected:mgt organization 4 controls,operator training 4 retraining,criticality safety 4 
operations including status of cladding vault 4 radiation protection. 

FRANCE,G.M., CANIANO.R.J., GROBE.J.A. Region 3 (Post 820201). 92/03/24. 9pp. 
61110:273-61110:281. 


DOCKET 72-0002 VIRGINIA ELECTRIC 4 POWER CO., 50-280 4 50-281 


9203100122 Notifies that util request for an amend of matls license SNM-2501 cannot 
be processed currently.NRC is planning to conduct some drop tests 4 until results of 
tests are analyzed amend will not be granted. 

HAUGHNEY.C.J. Source Containmant 4 Devices Branch (Post 911213). 92/03/05. 
STEWART,W.L. Virginia Power (Virginia Electric 4 Power Co.). 2pp. 60899:313- 
60899:314. 

9203120342 Forwards amend 6 to License SNM-2501 for storage at util ISFSI per 
911120 application.Amend adds instrument tolerance to pressure switch low pressure 
alarm setpoint for Westinghouse MC-10 storage cask. 

HAUGHNEY.C.J. Source Containment 4 Devices Branch (Post 911213). 92/03/05. 
STEWART.W.L. Virginia Power (Virginia Electric 4 Power Co.). 4pp. 60933:020- 
60933:034. 

-9203120363 Amend 6 to License SNM-2501 for VEPCO,adding instrument tolerance 
band to pressure switch low pressure alarm for Westinghouse MC-10 storage cask. 
HAUGHNEY.C.J. Source Containment 4 Devices Branch (Post 911213). 92/03/05. 
4pp. 60933:024-60933:027. 
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-9203130040 Safety evaluation supporting amend 6 to License SNM-2501 ,to allow tol- 
arance band for pressure switch low pressure alarm setpoint for MC-10 casks. 
SCHNEIDER,J.F., STURZ.F.C. Source Containment & Devices Branch (Post 911213). 
92/03/05. 2pp. 60933:028-60933:029. 

-9203130047 Confirms that util request for amend to SNM-2501 to add instrument tol¬ 
erance band is minor change.No increase in radiation exposure,effluent or accident 
probability. Environmental assessment/impact statement not required. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05 
Source Containment & Devices Branch (Post 911213). 2pp. 60933:030-60933:031. 

-9203130057 Notice of issuance of amend 6 to License SMN-2501. 

HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 92/03/05. 
3pp. 60933:032-60933:034. 

9203240288 Ack receipt of 920210 Itr informing NRC of steps taken to correct noncon¬ 
formances noted in Insp Rept 72-0002/91-02. Requests addl info on nonconfor¬ 
mances w/which util did not egree. 

MACDONALD,C.E. Transportation Branch. 92/03/19. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 61094:326-61094:328. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO., 50-261 

9203240333 Advises that there were no changes.tests or experiments made to ISFSI 
during period beginning 910322,per 10CFR72.48. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/03/18. Region 2 (Post 820201). Ip. 
61094:346-61094:346. 

9203250363 Discusses ISFSI SAR due on 920323,per 10CFR72.70.Procedures in place 
to identify changes to SAR as generated.Licensee will continue to provide 
submittals,per 10CFR72.70 on annual Basis. 

VAUGHN,G.E. Carolina Power & Light Co. 92/03/19. Office of Nuclear Material Safety 
& Safeguards. Ip. 61163:167-61163:167. 


DOCKET 72-0004 DUKE POWER CO., 50-269, 50-270 & 50-287 

9203180118 Forwards insp repts 50-269/92-03.50-270/92-03 & 50-287/92-03 on 
920105-0201 & notice of vioIation.Concerns indicate continued pattern of failure to 
meet procedural requirements & procedures. 

HERDT.A.R. Region 2 (Post 820201). 92/02/27. HAMPTON,J.W. Duke Power Co. 
3pp. 60936:096-60936:117. 

-9203180136 Insp repts 50-269/92-03,50-270/92-03 & 50-287/92-02 on 920105- 
0201.Violations noted.Major areas inspected: operations,surveillance testing,maint 
activities,sys walkdown & insp of open items. 

HARMON,P.E., BELISLE.G.A. Region 2 (Post 620201). 92/02/26. 17pp. 60936:101- 
60936:117. 


DOCKET 72-0007 CONSUMERS POWER CO., 50-255 

9203120287 Requests any info on util proposal to usa Pacific Sierra USC-24 cash at 
plant & answers to listed questions. 

SHILLINGLAW.T. Affiliation Not Assigned. 92/03/02. SAMWORTH.R.B. NRC - No De¬ 
tailed Affiliation Given. Ip. 60894:188-60694:188. 


DOCKET 72-0008 BALTIMORE GAS & ELECTRIC CO., 50-317 & 50-318 

9203240157 Summary of 920302 meeting w/BGE in Rockville,MD to discuss draft TSs 
for proposed Part 72 license for ISFSI. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61202:265-61202:295. 

9203250367 Summary of 920303 maeting w/util in Rockville,MD re draft TS for pro- 
posad Part 72 licanse for ISFSI.Draft TS & attendance list encl. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 31pp. 
61163:135-61163:165. 


DOCKET 72-0009 PUBLIC SERVICE CO. OF COLORADO, 50-267 

9203030471 Advises that 911216 mods to ISFSI physical security plan acceptable in 
meeting requirements of 10CFR73.50.Paragraph 1.0 of physical security portion of 
safeguards App B to License SNM-2504 revised as reflected in encl. 

CREED,J.R. Domestic SG & Regional Oversight Branch (Post 881216). 92/02/28. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 2pp. 60793:093-60793:094. 


9203090012 Authorizes implementation of facility emergency response plan when all 
fuel elements removed from facility reactor bldg.Plan must be revised to address long¬ 
term emergency response requirements & independent spent fuel storage. 

BEACH,A.B. Region 4 (Post 820201). 92/03/03. CRAWFORD,A.C. Public Service Co. 
of Colorado. 3pp. 60832:152-60832:154. 

9203170186 Revised Decommissioning Emergency Response Plan,governing emergen¬ 
cy preparedness for plan & ISFSI while plant is being decommissioned.W/920306 Itr. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/06. WEISS.S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 84pp. 
60982:198-60982:281. 

9203180020 Forwards insp repts 50-267/92-03 & 72-0009/92-03 on 920115- 0229.No 
violations or deviations noted. 

BEACH.A.B. Region 4 (Post 820201). 92/03/11. CRAWFORD,A.C. Public Service Co. 
of Colorado. 4pp. 60935:001-60935:014. 

-9203180022 Insp repts 50-267/92-03 & 72-0009/92-03 on 920115-0229.No violations 
or deviations noted.Major areas inspected: operational safety verification,monthly 
maint observations, bimonthly surveillance observations & ESF sys walkdown. 
CONSTABLE,G.L. Region 4 (Post 820201). 92/03/11. 10pp. 60935:005-60935:014. 


DOCKET 72-0010 NORTHERN STATES POWER CO., 50-282 & 50-306 

9203090320 Forwards response to NRC 911219 request for addl info resulting from 
review of ISFSI environ & safety analysis repts.lnfo covers welding & basket assem¬ 
bly-related questions. 

PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 60863:129-60883:135. 

9203120075 Forwards design description for ISFSI TN-40 spent fuel storage cask trans¬ 
port sys.lnfo to replace preliminary description in current rev of ISFSI SAR. 
PARKER.T.M. Northern States Power Co. 92/03/05. Document Control Branch (Doc¬ 
ument Control Dask). 20pp. 60918:255-60918:274. 

9203160097 Forwards Security Plan,Safeguards Contingency Plan & Security Force 
Training & Qualification Plan for ISFSI. Ends withheld (10CFR73.21). 

PARKER.T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 60969:256-60969:257. 

9203300050 Requests termination of further review of 911004 application for license for 
ISFSI.Revised license application,SAR & environ rept will be submitted when licensee 
makes decision on cask to be used. 

SHETLER.J.R. Sacramento Municipal Utility District. 92/03/20. STURZ.F. NRC - No 
Detailed Affiliation Given. 3pp. 61164:264-61164:266. 


DOCKET 72-1000 MODEL: CASTOR V/21, GENERAL NUCLEAR SYSTEMS, INC. 

9203020009 Requests affidavit stating certain matl in 920127 Itr proprietary,per 
10CFR2.790. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/02/26. 
BARNHART,V.J. General Nuclear Systems, Inc. Ip. 60763:328-60763:326. 

9203260116 Requests that proposed rev to topical SAR for CASTOR V/21 spent fuel 
storage cask be withheld (ref 10CFR2.790),per 910531 affidavit. 

PAQUIN.P.L. General Nuclear Systems, Inc. 92/03/16. STURZ.F.C. Source Contain¬ 
ment & Devices Branch (Post 911213). pp. 61128:012-61128:013. 


DOCKET 72-1007 MODEL: VSC-24, PACIFIC SIERRA NUCLEAR ASSOCIATES 

9203200253 Forwards proprietary suppl criticality calculations for VSC. Encl withheld. 
MASSEY,J.V. Sierra Nuclear, Inc. 92/03/11. STURZ.F. NRC - No Detailed Affiliation 
Given. Ip. 61071:348-61071:348. 

9203240269 Forwards comments re criticality safety concerns of VSC-24 sys,per 
920212-13 telcons w/Pacific Sierra Nuclear Associates. 

LEU.K.C. Source Containment & Devices Branch (Post 911213). 92/03/11. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 3pp. 
61094:338-61094:340. 

9203230041 Forwards proprietary calculation package for criticality analysis of 24 PWR 
assembly basket (MSB) in transfer cask (MTC).Analyses performed using KENO-IV 
code & 123 energy- group cross-section.Package withheld. 

WELLS,A.H. Sierra Nuclear, Inc. 92/03/16. STURZ.F.C. Source Containment & De¬ 
vices Branch (Post 911213). 3pp. 61062:180-61062:182. 




NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

8907070195 Transcript of Commission 890622 briefing on status of proposed rule for 
license renewal in Rockville,MD.Pp 1-75. Supporting info encl. 

* Commissioners (Post 750119). 55FR29043. 89/06/22. 89pp. 50442:227-50442:315. 

9002220642 Transcript of Commission 900130 public meeting in Rockville, MD for brief¬ 
ing on status of proposed rula on license renewai.Pp l-74.Related documentation 
encl. 

* Commissioners (Post 750119). 55FR29043. 90/01/30. 97pp. 52713:229-52713:325. 

9005310320 Transcript of 900516 briefing in Rockville,MD re proposed rule on license 
renewai.Pp 1 -73.Viewgraphs encl. 

* Commissioners (Post 750119). 55FR29043. 90/05/16. 95pp. 53966:201-53966:296. 

9106060028 Transcript of 910521 briefing in Rockville,MD re final rule on license 
renewal,part 54.Pp 1-102.Supporting documentation encl. 

* Commiasioners (Post 750119). 56FR64943. 91/05/21. 146pp. 57934 131- 
57934:276. 

9203030320 Staff requirements memo re briefing on status of tech spec improvement 
programs on 911219. 

CHILK.S.J. Offica of the Secretary of the Commission. M911219B. 92/01/30. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 60772:199- 
60772:200. 

9203040209 Discusses licensee appeal of LBP-91-21 & NRC response in Order CLI-92- 
03. 

CHILK.S.J. Office of the Secretary of the Commission. LBP-91-21. 92/02/27. 
TAYLOR,J.M. Ofc of the Executive Diractor for Operations. 6pp. 60793:195- 
60793:200. 

9203040260 Transcript of 920225 briefing on design basis reconstitution programs in 
Rockville,MD.Viewgraphs encl. 

* Commissioners (Post 750119). 92/02/25. 135pp. 60799:170-60799:304. 

9203040340 Transcript of 920226 meeting in Rockville,MD re series of licensing actions 
re LILCO decision to terminate operations at facility. 

* Commissioners (Post 750119). 92/02/26. 10pp. 60806:280-60806:289. 

9203050097 Staff requirements memo re SECY-91-397, "Updated Priorities for NRC Inti 
Programs & Activities." 

CHILK,S.J. Office of the Secretary of the Commission. 92/02/14. DENTON.H.R. 
Office of International Programs (Post 911117). 2pp. 60807:056-60607:057. 

9203050140 Staff requirements memo re SECY-92-018, "Reorganization of Nonpower 
Reactors,Decommissioning & Environ Project Directorate.” 

CHILK.S.J. Offica of the Secretary of the Commission. 92/02/12. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 1 p. 60807:098-60807:098. 

9203090170 Staff requirements memo re affirmation/discussion & vote in Rockville,MD 
concerning Commission order In Shoreham license transfer proceeding. 

CHILK.S.J. Office of the Secretary of the Commission. M920226C. 92/03/04. 
PARLER.W.C. Office of the General Counsel (Post 860701). Ip. 60839:226- 
60839:226. 

9203090238 Staff requirements memo re 920116 periodic briefing In Rockville.MD re 
equal employment opportunity program. 

CHILK.S.J. Office of the Secretary of the Commission. M920116. 92/03/06. 
TAYL0 r,J.M. Ofc of the Executive Director for Operations. 3pp. 60842:292- 
60842:294. 

9203110206 Transcript of 920304 briefing by NARUC on economic issues re nuclear 
power plant oparations & HLW programs. 

* Commissioners (Post 750119). 92/03/04. 92pp. 60875:206-60875:300. 

9203120299 Transcript of 920305 meeting in Rockville.MD w/ACRS re design accept¬ 
ance criteria,advanced reactor reviews & specific rule changes in 10CFR50 & 100. 

* Commissioners (Post 750119). 92/03/05. 96pp. 60694:280-60895:017. 

9203120315 Transcript of 920305 meeting in Rockville.MD re SECY papers 92-035,92- 
047 & 92-038. 

* Commissioners (Post 750119). 92/03/05. 5pp. 60895:018-60695:025. 

9203120329 Staff requirements memo re Commissioner briefing by listed representa¬ 
tives of NUMARC & industry on status of design basis reconstitution programs. 
CHILK.S.J. Office of the Secretary of the Commission. M920225. 92/03/09. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 60895:040- 
60895:041. 

9203180170 Staff requiremants memo re SECY-92-035, “Commission Reconsideration 
of Stds Covering Combined License Hearing for Louisiana Enrichment Svcs.” 
CHILK.S.J. Office of the Secretary of the Commission. M920305B. 92/03/13. 
PARLER.W.C. Office of the General Counsel (Post 860701). 2pp. 60961:075- 
60961:076. 

9203180490 Transclpt of 920310 briefing in Rockville.MD re risk-based regulations tran¬ 
sition stratagy. 

’ Commissioners (Post 750119). 92/03/10. 110pp. 60961:226-60961:335. 

9203180496 Transcript of 920311 briefing In Rockville.Md re rulemaking process for de¬ 
veloping residual radioactivity stds for decommissioning. 

* Commissioners (Post 750119). 92/03/11.82pp. 60962:090-60962:180. 

9203180497 Transcript of 920311 briefing in Rockville,MD re requirements for integral 
sys testing of Westinghouse AP-600. 

* Commissioners (Post 750119). 92/03/11. 119pp. 60961:077-60961:225. 

9203200418 Transcript of 920317 meeting in Rockville,MD re discussion of readiness to 
restart of plant.Pp l-l46.W/supporting documentation. 

* Commissioners (Post 750119). 92/03/17. 198pp. 61058:154-61058:351. 


9203230352 Staff requirements memo re prograss of research in area of organization & 
mgt (SECY-92-008). 

CHILK.S.J. Office of the Secretary of the Commission. M920117. 92/03/19. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 61057:288- 
61057:289. 

9203260157 Transcript of 920317 briefing on activities of CNWRA in Rockville,MD.Pp 1- 
74.Related documentation encl. 

* Commissioners (Post 750119). 92/03/17. 104pp. 61114:033-61114:135. 

9203270110 Staff requirements memo approving transmittal of proposed Itr to Dept of 
Navy re SECY-92-061 on draft convention on liability & compensation for damages in 
connection w/ carriage of hazardous & noxious substances by sea. 

TAYLOR,J.M. Office of the Secretary of the Commission. 92/03/06. PARLER.W.C. 
Office of the General Counsel (Post 860701). Ip. 61109:282-61109:282. 

9203270137 Staff requirements memo re SECY-92-023, “Final Policy Statement on Inte¬ 
grated Schedules.” NRC should provide to Commission status rept on how directive 
implemented. 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/11. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 61109:298-61109:299. 

9203270256 Staff requirements memo re SECY-92-041, “Shoreham Nuclear Power Sta¬ 
tion License Transfer.” 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/05. Office of the Secre¬ 
tary of the Commission. Ip. 61111:210-61111:210. 

9203270268 Staff requirements memo re SECY-92-062, "Proposed Rulemaking To 
Amend 10CFR50.54." 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/20. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 2pp. 61111:213-61111:214. 

9203270284 Staff requirements memo re SECY-92-049, "Proposed Agreement Between 
State of Maine & US NRC Pursuant to Section 274 of Atomic Energy Act of 1954,as 
Amended." 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/06. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 2pp. 61111:217-61111:218. 

9203270287 Staff requirements memo re SECY-92-025,resolution of generic safety 
issue B-56 "DG Reliability." 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/06. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 17pp. 61111:219-61111:235. 

9203300065 Staff requirements memo re 920310 briefing on risk-based regulations tran¬ 
sition strategy in Rockville,MD.Presenters listed. 

CHILK.S.J. Office of the Secretary of tha Commission. M920310B. 92/03/26. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61164:272-61164:272. 

9203300077 Staff requirements memo re economic issues associated w/nuclear power 
plant operations & HLW programs. 

CHILK.S.J. Office of the Secretary of the Commission. M920304. 92/03/24. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 2pp. 61168:108- 

61168:109. 

9203300312 Staff requirements memo re SECY-92-013. "GA Power Co, Intervention 
Appeal of LBP-91-21." Commission approved order responding to appeal by Geor¬ 
gians Against Nuclear Energy. 

CHILK.S.J. Office of the Secretary of the Commission. M920212. 92/02/27. 

BURNS,S.G. Office of Commission Appellate Adjudication (Post 910701). 2pp. 
61167:311-61167:318. 

9203310190 Transcript of 920324 meeting in Rockville,MD re briefing on incident at 
Russian reactor at SOSNOVYY BOR.Pp 1-34. Supporting documentation encl. 

* Commissioners (Post 750119). 92/03/24. 44pp. 61194:076-61194:119. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 

9203180250 Forwards uncontrolled “Physical Sys Requirements - Overall Sys," dtd Jan 
1992 & "Physical Sys Requirements - Store Waste," dtd Jan 1992,per 920303 telcon 
request.W/o ends. 

ROBERTS,J.P. Energy, Dept. of. HLWR. 92/03/09. LARSON,H.J. Advisory Committee 
on Nuclear Waste. 3pp. 61085:019-61085:022. 

9203200370 Transcript of 41st Advisory Committee on Nuclear Waste meeting on 
920312 in Bethesda,MD.Pp 1-136. 

* Advisory Committee on Nuclear Waste. 92/03/12. 150pp. 61071:079-61071:244. 

9203200382 Transcript of 920313 Advisory Committee on Nuclear Waste meeting in 
Bethesda,MD.Pp 137-417. 

* Advisory Committee on Nuclear Waste. 92/03/13. 225pp. 61095:183-61096:311. 

9203300204 Forwards response to ACNW 920210 comments & questions on low-level 
waste issues.Concurs that meetings of informal nature may be of benefit for issues 
that are unique or may arise prior to scheduled meeting.W/o enci. 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/26. LARSON,H.J. Advisory Committee on Nuclear Waste. 5pp. 
61169:341-61169:345. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

9203040127 Discusses rev of App A to 10CFR100, "Geological & Seismological Siting 
Criteria for Nuclear Power Plants," per 911210 Subcommittee on Extreme External 
Phenomena meeting. 

SHAO.L.C, Division of Engineering (Post 670413). 92/01/21. FRALEY,R.F. ACRS - 
Advisory Committee on Reactor Safeguards. 100pp. 60793:229-60794:009. 

9203060364 Transcript of Advanced Reactor Designs Subcommittee 920226 meeting in 
Oak Ridge,TN.Pp 1-130. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/02/26. 140pp. 60867:277- 
60868:048. 
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9203060366 Transcript of Advanced Reactor Designs Subcommittee 920227 meeting in 
Oak Ridge,TN.Pp 131-219. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/02/27. 120pp. 60867:185- 
60867:276. 

9203120160 Informs of 920305 ACRS meeting w/NRC Commissioners to discuss 
design acceptance criteria,rev to 10CFR50 & 100 re seismic siting & earthquake engi¬ 
neering criteria, evolutionary plants & passive plants. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 92/02/27. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 60894:234-60894:279. 

—9203050073 Discusses use of design acceptance criteria during 10CFR52 design certi¬ 
fication reviews.ACRS supports design acceptance criteria approach for limited appli¬ 
cations & encourages staff to continue development of process.Add! comments end. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 92/02/14. THE 
CHAIRMAN Commissioners (Post 750119). 5pp. 60894:238-60894:243. 

-9203050077 Discusses proposed revs to 10CFR50 & 100 & proposed reg guides re 
seismic siting & earthquake engineering criteria No reservations or comments that 
argue against publication for comment of several proposed revs considered in review. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 92/02/14. THE 
CHAIRMAN Commissioners (Post 750119). 2pp. 60894:244-60894:253. 

—9203120208 Forwards comments & recommendations re module 1 of draft SER for 
advanced BWR design. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/11/24. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 4pp. 60894:254- 
60894:272. 

-9112060213 Submits comments on comprehensive program for reviewing, monitoring 
& approving vendor test programs to support design certification of passive LWRs. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 91/11/14. THE 
CHAIRMAN Commissioners (Post 750119). 4pp. 60894:273-60894:279. 

9203120190 Transcript of ACRS Joint Subcommittees on Computers in Nuclear Power 
Plant Operations 920304 meeting in Bethesda, MD.Pp 1-270.Supporting documenta¬ 
tion end. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/03/04. 388pp. 60926:001- 
60927:033. 

9203120202 Transcript of ACRS Subcommittee Meeting on 920303 re Thermal Hydrau¬ 
lic Phenomena Need for Integral Sys Testing in Support of AP-600 Design in 
Bethesda,MD.Pp 1-93,131-200,292-409, closed session 94-130 & 201-291.Supporting 
matls end. 

* ACRS - Advisory Committee on Reador Safeguards. 92/03/03. 498pp. 60931:180- 
60932:225. 

9203130188 Transcript of 920305 383rd ACRS meeting in Bethesda,MD.Pp 140-206. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/03/05. 206pp. 60973:292- 
60974:118. 

9203130197 Transcripts of 920306 383rd ACRS meeting in Bethesda,MD.Pp 207-411. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/03/06. 200pp. 60973:001- 
60973:291. 

9203160222 Summary of ACRS 383rd meeting on 920305-07 to discuss proposed prior¬ 
ity rankings of Generic lssues:Seventh Group. List of generic issues considered during 
meeting & list of generic issues for which ACRS agree w/subj rankings end. 

WARDED.A. ACRS - Advisory Committee on Reactor Safeguards. 92/03/11. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 13pp. 60997:127- 
60997:139. 

9203160226 Summary of ACRS 383rd meeting on 920305-07 re requirements for full- 
height,full-pressure integral sys testing of Westinghouse AP600 passive plant design. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 92/03/10. THE 
CHAIRMAN, SELIN,I. Commissioners (Post 750119). 4pp. 60997:140-60997:143. 

9203160268 Requests that staff mgt meet w/ACRS to discuss key issues re consistent 
use of PRA & that time be made available on Feb 1992 agenda to permit meeting. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/12/30. WARD.D.A. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 60932:342-60932:343. 

9203190225 Discusses use of design acceptance criteria (DAC) during 10CFR52 design 
certification review.NRC agrees tnat DAC should be limited to portion of each given 
design feature where either technology still evolving or info unavailable. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/10. WARD.D.A. 
ACRS - Advisory Committee on Reactor Safeguards. 4pp. 60972:340-60972:348. 


ADVCM NRC ADVISORY COMMITTEE 


9203040336 Forwards required charter for Nuclear Safety Research Review Committee 
for filing. 

HOYLE,J.C. Nuclear Safety Research Review Committee. 92/02/27. Library of Con¬ 
gress. 4pp. 60806:276-60806:279. 

9203050072 Forwards charter for nuclear safety research review committee.Charter up¬ 
dates document previously submitted to NRC & extends life of committee through 
940209. 

HOYLE.J.C. Office of the Secretary of the Commission. 92/02/27. DEAN.J.L. General 
Services Administration. 4pp. 60811:159-60811:168. 

—9203050080 Forwards correction to 920210 Itr re life of committee extending through 
940209 not 920209. 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 92/02/18. GRAHAM.B. 
Senate, Environment & Public Works. 3pp. 60811:163-60811:165. 

—9203050083 Forwards required charter for nuclear safety research review committee. 
RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 92/02/10. GRAHAM.B. 
Senate, Environment & Public Works. 3pp. 60811:166-60811:168. 

9203180250 Forwards uncontrolled “Physical Sys Requirements - Overall Sys,” dtd Jan 
1992 & "Physical Sys Requirements - Store Waste,” dtd Jan 1992,per 920303 telcon 
request.W/o ends. 

ROBERTS,J.P. Energy, Dept. of. HLWR. 92/03/09. LARSON,H.J. Advisory Committee 
on Nuclear Waste. 3pp. 61085:019-61085:022. 


9203200370 Transcript of 41st Advisory Committee on Nuclear Waste meeting on 
920312 in Bethesda,MD.Pp 1-136. 

* Advisory Committee on Nuclear Waste. 92/03/12. 150pp. 61071:079-61071:244. 

9203200376 Transcript of 911126 public meeting in Rockville,MD.Pp 338-545.Supporting 
documentation end. 

* Nuclear Safety Research Review Committee. 91/11/26. 300pp. 60999:001- 
60999:299. 

9203200382 Transcript of 920313 Advisory Committee on Nuclear Waste meeting in 
Bethesda,MD.Pp 137-417. 

* Advisory Committee on Nuclear Waste. 92/03/13. 225pp. 61095:183-61096:311. 

9203200412 Transcript of 911125 meeting in Rockville.MD re public meeting.Pp 1-337. 

* Nuclear Safety Research Review Committee. 91/11/25. 450pp. 61059:001- 
61060:162. 

9203300204 Forwards response to ACNW 920210 comments & questions on low-level 
waste issues.Concurs that meetings of informal nature may be of benefit for issues 
that are unique or may arise prior to scheduled meeting.W/o end. 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/26. LARSON,H.J. Advisory Committee on Nuclear Waste. 5pp. 
61169:341-61169:345. 


COMMISSION NRC COMMISSIONERS 


9203020137 Responds to 920129 Itr re effect of presidential moratorium on new 
regulations.NRC directive to personnel end. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/02/13. GLENN,J. 
Senate, Governmental Affairs. 2pp. 60781:144-60781:243. 

-9203020146 Discusses two 920128 presidential memos concerning regulatory review. 
CHILK.S.J. Office of the Secretary of the Commission. CCS. 92/02/07. TAYLOR.J.M. 
Ofc of the Executive Director for Operations. PARLER.W.C. Office of the General 
Counsel (Post 860701). 3pp. 60781:147-60781:149. 

—9203020149 Discusses regulatory coordination necessary due to failure to enact im¬ 
portant growth oriented legislation. 

BUSH.G. President of U.S. & Executive Offices. CCS. 92/01/28. THE CHAIRMAN, 
SELIN,I. Commissioners (Post 750119). Ip. 60781:150-60781:150. 

-9203020154 Discusses reducing burden of govt regulation imposing needless costs on 
consumers & impeding economic growth. 

BUSH.G. President of U.S. & Executive Offices. CCS. 92/01/28. Commissioners (Post 
750119). 4pp. 60781:151-60781:238. 

-9203020159 Discusses reducing burden of govt regulation.President requests accel¬ 
eration of issuance of regulations that encourage growth & increase creation of jobs. 
QUAYLE.D. President of U.S. & Executive Offices. 92/02/04. NRC - No Detailed Affili¬ 
ation Given. 3pp. 60781:239-60781:241. 

-9203020169 Requests info re impact of presidential moratorium on NRC. 

GLENN,J. Senate, Governmental Affairs. CCS. 92/01/29. THE CHAIRMAN, SELIN,I. 
Commissioners (Post 750119). 2pp. 60781:242-60781:243. 

9203020151 Responds to 920130 Itr re effect of President Bush 90-day moratorium on 
any new federal regulation that could “Hinder growth" on NRC. 

SELIN.I. Commissioners (Post 750119). 92/02/13. MILLER,G. House of Rep. Ip. 
60772:026-60772:040. 

-9203020168 Requests info to assure compliance w/President Bush 90-day moratorium 
on any new federal regulations that “could hinder growth.” 

MILLER,G. House of Rep., Interior & Insular Affairs. 92/01/30. SELIN.I. Commission¬ 
ers (Post 750119). 2pp. 60772:039-60772:040. 

9203020314 Responds to oral request for NRC comments on proposal to create inde¬ 
pendent Nuclear Safety Investigations Board within Commission.Believes no current 
NRC regulatory problem would be solved by creation of subj board. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/13. Senate, Energy 
& Natural Resources. 4pp. 60737:350-60737:353. 

9203030189 Responds to 920127 & 31 Itrs concerning effect on Commission of Presi¬ 
dent Bush 90-day moratorium on any new Federal regulation & review of existing 
regulations.Agency will follow normal rulemaking & regulatory procedures. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/13. 

DINGELL.J.D. House of Rep., Energy & Commerce. 9pp. 60781:305-60781:335. 

9203030189 Responds to 920127 & 31 Itrs concerning effect on Commission of Presi¬ 
dent Bush 90-day moratorium on any new Federal regulation & review of existing 
regulations.Agency will follow normal rulemaking & regulatory procedures. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/13. 

DINGELL.J.D. House of Rep., Energy & Commerce. 14pp. 60864:268-60864:298. 

-9203060244 Requests response to 920128 memoranda from President entitled, “Re¬ 
ducing Burden of Govt Regulation" by 920228. 

DING ELL, J.D. House of Rep.. Energy & Commerce. CCS. 92/01/31. CARR.K.M. 
Commissioners (Post 750119). 6pp. 60864:293-60864:298. 

9203030249 Forwards Jan 1992 significant intergovernmental activities & issues rept. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/25. THE CHAIR¬ 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 13pp. 60774:331-60774:343. 

9203030448 SECY-92-069 Weekly info rept for wk ending 920221. 

BLAHA.J.L. Assistant for Operations (Post 890205). 92/02/27. 41pp. 60773:056- 
60773:096. 

9203040081 Informs that 920117 Itr concerning S Comley reviewed & sent to Ofc of 
inspector General.Inspector issued subpoena for tapes & transcripts in Comley 
possession.Tapes & transcript will be subj of litigation in Federal Courts in State of 
MA. 

SELIN.I. Commissioners (Post 750119). 92/02/21. MARIOTTE.M. Nuclear Information 
& Resource Service. Ip. 60799:128-60799:154. 
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-9203040195 Requests action to keep S Comley from going to jail. Discusses contempt 
of court charges concerning Comley refusal to release to NRC alleged tape record¬ 
ings of conversations w/R Fortuna. 

MARIOTTE.M. Nuclear Information & Resource Service. 92/01/17. SELIN,I. Commis¬ 
sioners (Post 750119). 2pp. 60799:153-60799:154. 

9203040146 Notation vote response sheet approving w/comments, SECY-91-397, “Up¬ 
dated Priorities for NRC Inti Programs & Activities.” 

DE PLANQUE Commissioners (Post 750119). 92/01/10. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 2pp. 60793:223-60793:224. 

9203040149 Notation vote response sheet approving w/comment, SECY-91-397, “Up¬ 
dated Priorities for NRC Inti Programs & Activities.” 

CURTISS Commissioners (Post 750119). 91/12/20. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. Ip. 60793:222-60793:222. 

9203040152 Notation vote response sheet approving w/comments, SECY-91-397, “Up¬ 
dated Priorities for NRC Inti Programs & Activities." 

ROGERS,K.C. Commissioners (Post 750119). 91/12/23. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 60793:221-60793:221. 

9203040232 Provides conclusion on need for rulemaking to ensure that products pur¬ 
chased for use in nuclear power plants reliably perform functions necessary to protect 
public health & safety. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/18. THE CHAIR¬ 
MAN, SELIN,l„ ROGERS Commissioners (Post 750119). 4pp. 60806:190-60806:193. 

9203050093 Notation vote response sheet approving w/comments,option 3, SECY-92- 
018, "Reorganization of Nonpower Reactors, Decommissioning & Environ Project Di¬ 
rectorate." 

DE PLANQUE,E.G. Commissioners (Post 750119). 92/01/22. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 60807:054-60807:055. 

9203050120 Ballot approving SECY-92-018, “Reorganization of Non-Power 
Reactors,Decommissioning & Environ Project Directorate.” Notes that Option 2 will 
provide for increasing importance of generic decommissioning & environ issues to 
agency. 

ROGERS,K.C. Commissioners (Post 750119). 92/01/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 60807:084-60807:084. 

9203050125 Ballot approving SECY-91-397, “Updated Priorities For NRC Inti Programs 
& Activities.” 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 91/12/18. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 60807:085-60807:085. 

9203050128 Ballot approving SECY-91-018, “Reorganization of Non-Power 

Reactors,Decommissioning & Environ Project Directorate.” 

CURTISS,J.R. Commissioners (Post 750119). 92/01/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission, ip. 60807:086-60807:086. 

9203050132 Ballot approving SECY-91-018, “Reorganization of Non-Power 

Reactors,Decommissioning & Environ Project Directorate.” W/comments. 

THE CHAIRMAN, SELIN Commissioners (Post 750119). 92/01/29. CHILK.S.J. Office 
of the Secretary of the Commission. 1 p. 60807:089-60807:089. 

9203060137 Responds to 920205 Itr inquiry re effect of President Bush memo, “Reduc¬ 
ing Burden of Government Regulation" on NRC. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). CCS. 92/02/24. 

CONYERS,J. House of Rep., Government Operations. 15pp. 60816:145-60816:160. 

—9203060160 Requests names & titles of persons devoted to reducing burden of govt 
regulation. 

CONYERS,J. House of Rep., Government Operations. CCS. 92/02/05. CARR.K.M. 
Commissioners (Post 750119). Ip. 60816:160-60816:160. 

9203060171 Solicits State of VT continued participation in NRC state liaison officer 
program.NRC requests notification of new appointment to VT liason officer position. 
THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. DEAN.H. Ver¬ 
mont, State of. Ip. 60816:161-60816:165. 

-9203060188 Solicits Commonwealth of KY continued participation in NRC state liaison 
officer program. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. JONES,B.C. 
Kentucky, Commonwealth of. Ip. 60816:162-60816:162. 

-9203060192 Solicits State of LA continued participation in NRC state liaison officer 
program. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. EDWARDS,E. 
Louisiana, State of. Ip. 60816:163-60816:163. 

-9203060195 Solicits State of MS continued participation in NRC state liaison officer 
program. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. FORDICE.K. 
Mississippi, State of. Ip. 60816:164-60816:164. 

-9203060200 Invites State of Rl continued participation in NRC state liaison officer pro¬ 
gram. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. SUNDLUN.B. 
Rhode Island, State of. Ip. 60816:165-60816:165. 

9203060270 Responds to 920121 Itr requesting NRC to consider providing assistance 
to states desiring out of state solution to low level radwaste disposal,including ap¬ 
pointing federal mediator to resolve problems associated w/disposal of waste. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/26. DODD.C.J., 
LIEBERMAN.J.I. Senate. 2pp. 60833:315-60833:317. 

-9203060274 Urges NRC to provide technical,financial & other assistance to states de¬ 
siring out-of-state siting solution to meet requirements of low level radwaste law. 
DODD.C.J., LIEBERMAN.J.I. Senate. CCS. 92/01/21. THE CHAIRMAN, SELIN.I. 
Commissioners (Post 750119). Ip. 60833:317-60833:317. 

9203060346 Provides info re regulatory issues faced by agencies in regulating 
radiopharms.NRC proposed strategy to resolve issue & specific action NRC will take 
to resolve Syncor Inti Corp pharmacy-directed departure issue. 

SELIN.I. Commissioners (Post 750119). 92/02/26. KESSLER,D.A. Food & Drug Ad¬ 
ministration. 3pp. 60816:016-60816:018. 


9203090147 Discusses 920220 meeting concerning dissatisfaction w/DOE progress in 
resolving issues associated w/high level waste repository. _ 

JOHNSON,J.W. Commissioners (Post 750119). 92/02/24. Commissioners (Post 
750119). 2pp. 60853:187-60853:188. 

9203090226 Advises that NRC insps & overview activities have shown that Zion station 
performance continues to improve.per NRC 910802 & 0305 commitment.NRC plans 
to continue to closely monitor programs & performance to ensure continued progress. 
SELIN.I. Commissioners (Post 750119). 92/03/04. PORTER,J.E. House of Rep. Ip. 
60948:035-60948:039. 

9203110033 Responds to 920127 Itr supporting request for NRC hearing on petition 
filed by Native Americans for Clean Environ & Cherokee Nation.Informs of 920317 
meeting re plant restart. Served on 920310.W/Certificate of Svc. 

SELIN.I. Commissioners (Post 750119). #192 12675. 2.206. 92/03/05. INOUYE.D.K. 
Senate, Indian Affairs. 2pp. 60850:026-60850:032. 

9203110386 SECY-92-074 Weekly info rept for wk ending 920228. 

BLAHAJ.L. Assistant for Operations (Post 890205). 92/03/04. 39pp. 60885:156- 
60885:194. 

9203120146 Responds to 920130 Itr inquiring into effect on NRC of President Bushs 90- 
day moratorium on any new federal regulation that could hinder growth. Memo was 
issued to NRC staff. 

SELIN.I. Commissioners (Post 750119). CCS. 92/02/13. MILLER,G. House of Rep., 
Interior & Insular Affairs. Ip. 60925:331-60925:346. 

9203120260 Requests analysis of inreased operation & maint costs & change in core 
melt accident probability since 1970s. Requests peer review of analysis. 

SELIN.I. Commissioners (Post 750119). 91/10/28. TAYLOR.J.M. Ofc of the Executive 
Director for Operations. 1 p. 61111:326-61111:326. 

9203120349 Forwards comments on issues extracted from GESMO record of effects on 
reactor performance of using PU & two articles on recent developments in Europe on 
mixed oxide fuels. 

MURLEY.T.E. Commissioners (Post 750119). 92/03/04. GARWIN.R.L. IBM Corp. 
45pp. 60919:180-60919:224. 

-9203160272 Requests technical background re actual burning of MOX in 
reactors,function of Pu concentration,such as different reactivity margins,control rod 
requirements & fuel burnup achievable. 

GARWIN.R.L. IBM Corp. 92/02/19. THE CHAIRMAN, SELIN.I. Commissioners (Post 
750119). 2pp. 60919:223-60919:224. 

9203130124 Responds to 920207 Itr inviting NRC to participate w/ Interior Museum 
Property Task Force in determining which nonfederal institutions holding federal 
museum property. Informs that DM Tamer designated as contact person. 

ROGERS,K.C. Commissioners (Post 750119). 92/02/28. LUJAN,M. Interior, Dept. of. 
ip. 60911:358-60911:359. 

-9203130143 Requests that NRC participate w/lnterior Museum Property Task Force in 
development of survey form to query nonfederal repositories that may house federal 
museum property collections.Survey results will be provided to all depts. 

* Interior, Dept. of. 92/02/07. THE CHAIRMAN, SELIN.I. Commissioners (Post 
750119). 1 p. 60911:359-60911:359. 

9203130205 Expresses support for nuclear licensing reform provisions of S.2166,as in¬ 
troduced, “Natl Energy security Act of 1992” & opposition to amend to S.2166 which 
like S.1220 would add stability to licensing process.in response to requests. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/05. 

FOWLER,W. Senate. 2pp. 60933:279-60933:281. 

9203130210 Expresses support for nuclear licensing reform provisions of S.2166,as in¬ 
troduced, “Natl Energy Security Act of 1992” & opposition to amend to S.2166,which 
like S.1220 adds stability to licensing process.in response to requests. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/05. 

GRAHAM.B. Senate, Environment & Public Works. 2pp. 60933:276-60933:278. 

9203130217 Expresses support for nuclear licensing reform provisions of S.2166,as in¬ 
troduced, “Natl Energy Security Act of 1992" & opposition to amend to S.2166,which 
like S.1220 adds stability to licensing process.in response to requests. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). CCS. 92/02/05. 

JOHNSTON,J.B. Senate, Energy & Natural Resources. 2pp. 60933:273-60933:275. 

9203160082 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN.I. Commissioners (Post 750119). 92/03/05. CLINGER.W.F. House of Rep., 
Government Operations. Ip. 60942:291-60942:301. 

—9203160088 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN.I. Commissioners (Post 750119). 92/03/05. SYNAR.M. House of Rep., Govern¬ 
ment Operations. 1 p. 60942:292-60942:292. 

—9203160110 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN.I. Commissioners (Post 750119). 92/03/05. ROTH.W.V. Senate, Governmental 
Affairs. Ip. 60942:293-60942:293. 

-9203160127 Onforms of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN.I. Commissioners (Post 750119). 92/03/05. GLENN,J. Senate, Governmental 
Affairs. Ip. 60942:294-60942:294. 

-9203160132 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN.I. Commissioners (Post 750119). 92/03/05. RHODES,J.J. House of Rep., Inte¬ 
rior & Insular Affairs. Ip. 60942:295-60942:295. 
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—9203160135 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN,!. Commissioners (Post 750119). 92/03/05. KOSTMAYER.P. House of Rep., 
Interior & Insular Affairs. Ip. 60942:296-60942:296. 

—9203160142 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN,!. Commissioners (Post 750119). 92/03/05. MOORHEAD.C. House of Rep., 
Energy & Commerce. Ip. 60942:297-60942:297. 

—9203160146 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN,I. Commissioners (Post 750119). 92/03/05. SHARP,P. House of Rep., Energy 
& Commerce. Ip. 60942:298-60942:298. 

—9203160155 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN,l. Commissioners (Post 750119). 92/03/05. SIMPSON,A.K. Senate, Environ¬ 
ment & Public Works. Ip. 60942:299-60942:299. 

-9203160162 Informs of EPA & NRC agreement on MOU.Understanding developed to 
establish basic framework to resolve issues of concern re regulation of radionuclides 
in environ. 

SELIN,I. Commissioners (Post 750119). 92/03/05. GRAHAM.B. Senate, Environment 
& Public Works. 3pp. 60942:300-60942:301. 

9203160282 Ack reciept of 920203 Itr re proposed civil penalty against GAP for chemi¬ 
cal additions made at facility.NRC consulted & approved issuance of 920120 NOV & 
proposed imposition of civil penalty. 

SELIN,I. Commissioners (Post 750119). 92/03/04. MCDONALD,R.P. Georgia Power 
Co. Ip. 60932:293-60932:325. 

—9203160289 Forwards response to Oct 1988 notice of violation & civil penalty. Util be¬ 
lieves enforcement action represents inappropriate regulatory action. 

MCDONALD.R.P. Georgia Power Co. ELV-03416. 92/02/03. SELIN,I. Commissioners 
(Post 750119). 2pp. 60932:294-60932:325. 

9203160300 Responds to 920127 Itr which supports request of Cherokee Nation of 
Oklahoma for Commission hearing on petition filed by Native Americans for Clean En¬ 
viron & Cherokee Nation. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/03/05. INOUYE.D.K. 
Senate. 2pp. 60932:242-60932:246. 

-9203170197 Requests that NRC grant hearing re petition that concerns license of Se¬ 
quoyah Fuels Corp U processing plant in Grove, OK. 

INOUYE.D.K. Senate. 92/01/27. THE CHAIRMAN, SELIN,I. Commissioners (Post 
750119). Ip. 60932:246-60932:246. 

9203160304 Forwards NRC “Annual Affirmative Employment Program Accomplishment 
Rept,” for FY91.Rept reflects accomplishments of agency in providing equal opportu¬ 
nities for minority & female employees. 

SELIN,I. Commissioners (Post 750119). 92/03/03. KEMP.E.J. Equal Employment Op¬ 
portunity Commission. Ip. 60933:001-60933:019. 

-9203160306 “Affirmative Employment Program for Minorities & Women Annual Affirm¬ 
ative Employment Program Accomplishment Rept for FY91 
SELIN,I. Commissioners (Post 750119). 92/03/03. 17pp. 60933:002-60933:019. 

9203170251 Responds to 920128 Itr re NRC std which qualifies small business under 
Regulatory Flexibility Act.NRC plans to reevaluate small business size stds as related 
to mfgs. 

ROGERS,K.C. Commissioners (Post 750119). 92/03/02. DIXON,A.J. Senate, Small 
Business. 2pp. 60963:020-60963:031. 

-9203170292 Discusses concerns raised re size stds for small businesses & assess¬ 
ment of various fees. 

DIXON.A.J. Senate, Small Business. 92/01/28. THE CHAIRMAN, SELIN.I. Commis¬ 
sioners (Post 750119). 2pp. 60963:022-60963:023. 

—9203170307 Requests that NRC review info provided & classify licensee as small busi¬ 
ness. 

SMITH.S. Glolite Sales, Ltd. (formerly Glow-Lite Corp.). 91/08/26. License Fee & Debt 
Collection Branch (Post 890827). 3pp. 60963:024-60963:027. 

—9203170321 Responds to 910826 Itr re recent revs to NRC license fee schedules per 
10CFR170 & 171.Urges licensee to pay outstanding indebtedness promptly in order to 
avoid further accumulation of interests & penalties. 

SCROGGINS,R.M. Office of the Controller (Post 890205). 91/12/31. SMITH.S. Glolite 
Sales, Ltd. (formerly Glow-Lite Corp.). 2pp. 60963:028-60963:029. 

-9203170322 Ack receipt of 911231 response to 910826 Itr.NRC misinterpreted con¬ 
cerns & complaints & restates concerns. 

SMITH.S. Glolite Sales, Ltd. (formerly Glow-Lite Corp.). 92/01/08. SCROGGINS,R.M. 
License Fee & Debt Collection Branch (Post 890827). 2pp. 60963:030-60963:031. 

9203170252 SECY-92-079 Weekly info rept for wk ending 920306. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/03/11. 42pp. 60963:106- 
60963:147. 

9203200419 Responds to 920127 Itr requesting review & reverse of Director of NRR 
911231 decision to deny actions requested by Nuclear Control Inst & Committee to 
Bridge Gap.Believes that staff reached appropriate conclusions. 

ROGERS.K.C. Commissioners (Post 750119). 92/03/13. KOSTMAYER.P.H., 

MARKEY.E.J., GEJDENSON.S. House of Rep. 6pp. 61060:234-61060:240. 

-9203200420 Urges Chairman to use authority under 10CFR2.206(c) to reverse staff 
decision re request for action by Nuclear Control Inst & Committee to Bridge Gap. 
MARKEY.E.J., KOSTMAYER.P.H., GEIDENSON.S. House of Rep. 2.206. 92/01/27. 
THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). Ip. 61060:240-61060:240. 

9203200421 Responds to oral request for NRC views on H.R.645, “Radiation Protection 
Act of 1991.” Commission strongly opposes H.R.645.NRC believes legislation not 
needed re below regulatory concern issues. 

SELIN.I., THE CHAIRMAN Commissioners (Post 750119). 92/03/12. RHODES,J.J. 
House of Rep., Interior & Insular Affairs. 2pp. 61056:338-61056:339. 


9203230308 Responds to 920205 Itr restating objection to Commissions below regula¬ 
tory concern policy.Commission will review practices concerning implementation re¬ 
quirements to ensure agreement states program compatibility w/NRC. 

ROGERS.K.C. Commissioners (Post 750119). 53FR49886. 92/03/13. D'AMATO.A.M. 
Senate. 5pp. 61058:059-61058:066. 

-9203230335 Reiterates strong opposition to implementation by NRC of below regula¬ 
tory concern policy. 

D’AMATO.A.M. Senate. 53FR49886. 92/02/05. THE CHAIRMAN, SELIN.I. Commis¬ 
sioners (Post 750119). 2pp. 61058:065-61058:066. 

9203240376 Undated opening statement of Chairman Ivan Selin briefing on status of 
restart of General Atomics Sequoyah Fuels Corp U conversion facility. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/17. 3pp. 61068:227- 
61068:228. 

9203240385 SECY-92-102 Weekly info rept for wk ending 920313. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/03/19. 40pp. 61068:177- 
61068:216. 

9203270081 Expresses sorrow on death of recipients husband. 

SELIN.I. Commissioners (Post 750119). 92/03/19. WITT.L.M. Affiliation Not Assigned. 
Ip. 61109:323-61109:323. 

9203270086 Clarifies 920313 Energy Daily rept that Commission agreed to conduct 
tests at ROSA-IV test facility in Japan in connection w/consideration of Westinghouse 
AP600 reactor design. 

SELIN.I. Commissioners (Post 750119). 92/03/16. WAMSTED.D. Energy Daily, Inc. 
Ip. 61109:328-61109:328. 

9203270101 Informs that NRC approved proposal to enter into agreement to discontin¬ 
ue & State of Maine will assume certain Commission regulatory authority over 
byproduct,source & SNM on 920401. 

SELIN.I. Commissioners (Post 750119). 92/03/16. MCKERNAN.J.R. Maine, State of. 
5pp. 61109:332-61109:336. 

9203270103 Approved notation vote response sheet re SECY-92-061, “Draft Conven¬ 
tion on Liability & Compensation for Damages in Connection W/Carriage of Hazard¬ 
ous & Noxious Substances By Sea (HNS Convention).” 

ROGERS.K.C. Commissioners (Post 750119). 92/02/26. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 61121:121-61121:121. 

9203270105 Notation vote response sheet approving SECY-92-061 re draft convention 
on liability & compensation for damages in connection w/carriage of hazardous & nox¬ 
ious substances by sea (HNS convention). 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/03. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 61109:278-61109:278. 

9203270107 Approved notation vote response sheet re SECY-92-061, “Draft Conven¬ 
tion on Liability & Compensation for Damages in Connection W/Carriage of Hazard¬ 
ous & Noxious Substances By Sea (HNS Convention)." 

CURTISS,J.R. Commissioners (Post 750119). 92/02/27. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 61121:120-61121:120. 

9203270111 Approved notation vote response sheet w/comments re SECY-92-061, 
“Draft Convention on Liability & Compensation for Damages in Connection W/Car- 
riage of Hazardous & Noxious Substances by Sea (HNS Convention).” 

DE PLANQUE.E.G. Commissioners (Post 750119). 92/03/03. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 61121:118-61121:119. 

9203270116 Notation vote response sheet approving SECY-92-023, “Final Policy State¬ 
ment on Integrated Schedules.” 

DE PLANQUE Commissioners (Post 750119). 92/02/20. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 2pp. 61109:284-61109:285. 

9203270126 Notation vote response sheet approving,w/comments, SECY-92-023, 
“Final Policy Statement on Integrated Schedules." 

REMICK Commissioners (Post 750119). 92/01/31. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 61109:292-61109:293. 

9203270128 Notation vote response sheet approving,w/comments, SECY-92-023, 
“Final Policy Statement on Integrated Schedules." 

CURTISS Commissioners (Post 750119). 92/02/19. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 61109:294-61109:295. 

9203270132 Notation vote response sheet approving,subj to end comment, SECY-92- 
023, “Final Policy Statement on Integrated Schedules.” 

ROGERS,K.C. Commissioners (Post 750119). 92/02/07. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 2pp. 61109:296-61109:297. 

9203270145 Notation vote response sheet approving,w/comments, SECY-92-023, 
“Final Policy Statement on Integrated Schedules." 

THE CHAIRMAN, SELIN Commissioners (Post 750119). 92/02/04. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 61109:307-61109:307. 

9203270149 Notation vote response sheet approving SECY-92-049, “Proposed Agree¬ 
ment Between State of ME & NRC Per Section 274 of Atomic Energy Act of 1954,as 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/20. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 61287:005-61287:005. 

9203270204 Discusses Commission views on issues re Natl Energy Strategy legislation. 
SELIN.I. Commissioners (Post 750119). 92/03/19. MILLER,G. House of Rep., Interior 
& Insular Affairs. 3pp. 61167:354-61167:356. 

9203270219 Discusses DOE request that NRC nominate persons to Advisory Commit¬ 
tee on environ restoration & waste mgt/Programmatic Environ Impact Statement 
acfivities.Staff believes establishment of subj committee may be warranted. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/20. THE CHAIR¬ 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 2pp. 61190:343-61190:353. 

—9203270241 Requests that NRC establish Advisory Committee to advise Assistant 
Secretary for Environ Restoration & Waste Mgt on Programmatic Environ Impact 
Statement & other projects relating to environ restoration & waste mgt activities. 
DUFFY,L.P. Energy. Dept. of. 92/02/21. THE CHAIRMAN, SELIN.I. Commissioners 
(Post 750119). 6pp. 61190:345-61190:352. 
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-9203300273 Nominates RL Bangart,Director of Div of LLW Mgt & Decommissioning to 
serve on DOE Advisory Committee on Environ Restoration & Waste Mqt in response 
to 920221 Itr. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/20. DUFFY L P 
Energy, Dept. of. Ip. 61190:353-61190:353. 

9203270238 Notation vote response sheet approving,SECY-92-025, “Resolution of Ge¬ 
neric Safety Issue B-56, ’DG Reliability.’’’ 

ROGERS.K.C. Commissioners (Post 750119). 92/02/11. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 61109:351-61109:351. 

9203270244 Notation vote response sheet approving w/comments, SECY-92-025, 
“Resolution of Generic Safety Issue B-56.DG Reliability." 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/12. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 61109:352-61109:353. 

9203270250 Notation vote response sheet approving w/comments SECY-92-025,resolu¬ 
tion of generic safety Issue B-56 “DG Reliability." 

CURTISS,J.R. Commissioners (Post 750119). 92/02/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 16pp. 61109:354-61110:008. 

9203270252 Notation vote response sheet,approving SECY-92-025, resolution of gener¬ 
ic safety Issue B-56 “DG Reliability.’’ 

DE PLANQUE.E. Commissioners (Post 750119). 92/02/26. CHILK.S.J. Office of the 
Secretary of the Commission. 1 p. 61111:208-6l 111:208. 

9203270254 Positive ballot re SECY-92-049 - "Proposed Agreement Between State of 
ME & US NRC per Section 274 of Atomic Energy Act of 1954,As Amended.” 

ROGERS,K.C. Commissioners (Post 750119). 92/02/20. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 1 p. 61111:209-61 111 :209. 

9203270264 Positive ballot re SECY-92-049 - Proposed Agreement Between State of 
ME & US NRC Per Section 274 of Atomic Energy Act of 1954,As Amended. 

CURTISS,J.R. Commissioners (Post 750119). 92/02/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. Ip. 61111:211-61111:211. 

9203270266 Positive ballot re SECY-92-049, “Proposed Agreement Between State of 
ME & US NRC Per Section 274 of Atomic Energy Act of 1954,As Amended.” 

DE PLANQUE.E.G. Commissioners (Post 750119). 92/02/28. CHILK.S.J. Office of the 
Secretary of the Commission. 1 p. 61111:212-61111:212. 

9203300347 Weekly info rept for wk ending 920320. 

BLAHA.J.L. Assistant for Operations (Post 890205). 92/03/26. 34pp. 61122:126- 
SI 122:159. 

9203310205 Responds to joint Itr written by Senator Metzenbaum & Congresswoman 
Oakar dtd 920303 re Chemetron Corp site in Newburg Heights,OH.Agrees that site 
should be remediated as soon as possible. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/20. GLENN.J. 
Senate. Ip. 61195:324-61195:324. 

9203310207 Responds to joint Itr written by Senators Glenn & Metzenbaum dtd 920203 
re Chemetron Corp site in Newburg Heights,OH. Agrees that site should be remediat¬ 
ed as soon as possible. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/20. OAKAR,M.R. 
House of Rep. Ip. 61194:356-61194:356. 

9203310211 Responds to joint Itr written by Senator Glenn & Congresswoman Oakar 
dtd 920203 re Chemetron Corp site in Newburgh Heights,OH.Agrees that site should 
be remediated as soon as possible. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/20. 

METZENBAUM,H. Senate. Ip. 61194:355-61194:355. 

9203310215 Expresses concern re delay in remediation of Bert Avenue dumpsite in 
Newburgh Heights,OH.Understands that NRC currently engaged in process 
which,within months time, will yield guidance concerning how to proceed. 

GLENN.J., METZENBAUM,H., OAKAR,M.R. Senate. 92/02/03. THE CHAIRMAN, 
SELIN.I. Commissioners (Post 750119). Ip. 61195:320-61195:320. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


9203020122 Notification of contract execution: “Annual Newsletter Subscription,” 
awarded to McGraw-Hill,Inc. 

CLARK,D. Division of Contracts & Property Management (Post 890205). NRC-33-92- 
189. FIN D-1879-2. 92/02/25. SHELTON,B. Information & Records Management 
Branch (Post 890827). REDMOND,J. NRC - No Detailed Affiliation Given. Ip. 
60793:054-60793:087. 

-9203020126 Contract: “Annual Newsletter Subscription,” awarded to Mcgraw-Hill.lnc. 
FIELDS,J.A. McGraw-Hill Publications Co. MATTIA.M.J. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN D-1879-2. 92/02/25. 33pp. 60793:055- 
60793:087. 

9203020133 Notification of contract execution,awarding task order 15,to “Agency Up¬ 
grade of Technology for Ofc Sys (AUTOS).” 
Contractor.SBA.Subcontractor.CEXEC.Inc. 

KINNEY,P. Contract Administration Branch 2 (Post 900603). NRC-33-90-178. FIN L- 
2422-2. 92/02/25. KRUZIC.P.G. Office of Information Resources Management (Post 
890205). SCHAEFFER,J. NRC - No Detailed Affiliation Given. Ip. 60781:124- 
60781:143. 

-9203020145 Task order 15: “Agency Upgrade Technology for Ofc Sys (AUTOS).” 

* Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-2422-2. 92/02/25. 19pp. 
60781:125-60781:143. 

9203020270 Notification of contract execution,mod 9,to "NRC Supervisory,Managerial & 
Organizational Development Plan.” ContractonResolution Dynamics,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-23002. 
NRC-38-90-329. 92/02/27. BASSIN.C. Ofc of Personnel (Post 870413). SPECTOR.A. 
NRC - No Detailed Affiliation Given. Ip. 60755:145-60755:146. 

-9203020277 Mod 9,providing incremental funding,to “NRC Supervisory, Managerial & 
Organizational Development Plan." 

* Resolution Dynamics, Inc. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-23002. 92/02/27. Ip. 60755:146-60755:146. 


9203020284 Notification of contract execution,mod 37,to “Commercial Facilities Mgt of 
One White Flint North.” Contractor:Parsons Brinckerhoff Maint Svcs.lnc. 

PLEASANT,E.M. Division of Contracts & Property Management (Post 890205). FIN R- 
01252. NRC-10-87-171. 92/02/26. HAGAN.T. Office of Administration (Post 890205). 
ROLLINS.T. NRC - No Detailed Affiliation Given. Ip. 60755:256-60755:258. 

-9203020287 Mod 37,obligating FY92 funds to “Prices for Basic Svcs Schedule" & in¬ 
creasing contract ceiling to, “Commercial Facilities Mgt of One White Flint." 

* Parsons Brinckerhoff Maintenance Services, Inc. MATTIA.M.J. Division of Contracts 
& Property Management (Post 890205). FIN R-01252. 92/02/26. 2pp. 60755:257- 
60755:258. 

9203030348 Notification of contract execution,mod 1 to task order 127, “Fuel Handler 
Operator Licensing Exams,Limerick Nuclear Power Plant.” Contractor:Sonalysts,lnc. 
HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. NRC-03-89-031. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation. Di¬ 
rector (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 
60773:097-60773:098. 

-9203030356 Ltr Contract NRC-03-89-031,Mod 1 to task order 127,providing incremen¬ 
tal funding,to “Fuel Handler Operator Licensing Exams,Limerick Nuclear Power Plant.” 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60773:098-60773:098. 

9203030350 Notification of contract execution.mod 12,to “Radiation Monitoring Program 
Requirements.” Contractor-South Carolina Dept of Health & Environ Control. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
29-83-624. FIN B-8403-2. 92/02/19. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60782:019-60782:034. 

-9203030357 Mod 12,extending period of performance,providing CY92 funds,revising 
article V,incorporating revised statement of work & changing accounting & appropria¬ 
tion data to, “Radiation Monitoring Program Requirements." 

* South Carolina, State of. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN B-8403-2. 92/02/19. 14pp. 60782:021-60782:034. 

9203030367 Notification of contract execution.mod 1,to “ADP Sys Maint & Support 
Services." Contractor:System Automation Corp. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). NRC-33-92- 
337. 92/02/27. KRUZIC.P. Division of Computer & Telecommunications Services 
(Post 890205). MADISON,W. NRC - No Detailed Affiliation Given. Ip. 60773:125- 
60773:127. 

-9203030371 Mod 1,extending definitization date,to “ADP Sys Maint & Support Serv¬ 
ices. 

* System Automation Corp. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). 92/02/27. 2pp. 60773:126-60773:127. 

9203030378 Notification of contract execution.mod 1 task order 131,to “Re-take Opera¬ 
tor Licensing Exams,Cook Nuclear Power Plant." ContractonSonalysts.Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. NRC-03-89-031. 92/02/27. SCHWINK.W., PULSIPHER,K. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 60793:101-60793:102. 

-9203030399 Ltr contract NRC-03-89-031,Mod 1 to task order 131,providing incremen¬ 
tal funding to, "Re-take Operator Licensing Exams, Cook Nuclear Power Plant.” 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/27. PETERSEN,L.R. Sonalysts, Inc. Ip. 60793:102-60793:102. 

9203030425 Notification of contract execution.mod 15,to "Radiation Monitoring Program 
Requirements." Contractor:Department of Health. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8551-2. NRC-32-83-682. 92/02/21. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). FRIGILLANA.E. NRC - No Detailed Affili¬ 
ation Given. Ip. 60773:107-60773:124. 

—9203030432 Mod 15,extending period of performance,to “Radiation Monitoring Pro¬ 
gram Requirements.” 

CONGEL.F.J. Washington, State of. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). FIN B-8551-2. 92/02/21. 20pp. 60773:108-60773:124. 

9203030435 Notification of contract execution.task order 30,to “Nuclear Power Reactor 
Operations,Mod & Maint Insp Svcs.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-2. NRC-03-89-027. 92/02/28. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 60773:099-60773:106. 

—9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task 
order 30, “Integrated Performance Assessment Team Insp - Peach Bottom," under 
contract. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. NRC-03-89- 
027. 92/02/14. LOFY.R.A. PARAMETER, Inc. 7pp. 60773:100-60773:106. 

9203030443 Notification of contract execution.mod 1 task order 128,to “Reactor Opera¬ 
tor Licensing Exams,Yankee Power Plant.” ContractonSonalysts.Inc. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. NRC-03-89-031. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given, ip. 
60793:088-60793:089. 

-9203030444 Ltr contract NRC-03-89-031,mod 1 to task order 128,providing incremen¬ 
tal funding to, “Reactor Operator Licensing Exams, Vermont Yankee Power Plant." 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/27. PETERSEN.L.R. Sonalysts, Inc. Ip. 60793:089-60793:089. 

9203030460 Notification of contract execution.mod 12,to “R&D In Area of Performance 
Indicators of Nuclear Power Plants.” Contractor:Star Mountain,Inc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). NRC-04-89-071. 92/ 
02/28. SHERON.B. Division of Systems Research (Post 880717). KRAMER,J. NRC - 
No Detailed Affiliation Given. Ip. 60773:006-60773:008. 

-9203030464 Mod 12,extending period of performance at no addl cost,to “R&D in Area 
of Performance Indicators of Nuclear Power Plants.’’ 

* Star Mountain, Inc. SCOTT.M.L. Contract Administration Branch (890205-900602). 
NRC-04-89-071. 92/02/28. 2pp. 60773:007-60773:008. 
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°* contract execution: "Severe Accident Independent Assess- 
RA 7 IM ! D °o me 4 nolo 9y)' awarded to Energy Research,Inc. 

fir^TAuc ract Negotiation Branch-2. NRC-04-92-046. FIN L-19422. 92/02/26. 
SiiAH ™ ncial Management Branch (Post 910310). BASU.S. NRC - No De¬ 

tailed Affiliation Given. Ip. 60773:009-60773:052 


-9203050176 Ltr contract NRC-03-89-031 .definitizing task order 138, “Reactor Operator 
Licensing Initial Exams,Calvert Cliffs Nuclear Power Plant,” under contract. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60807:134-60807:137. 


SSI 4 ? 0 t P ontra 9£ "Severe Accident Independent Assessment (Phenomenology),” 
awarded to Energy Researcy.lnc. 

SritLS' 1Resear ch & Consultants Corp. MACE.M.H. Contract Admin- 
60773-01 0-60773 052 15 ' 900602) - NR C-04-92-046. FIN L-19422. 92/02/26. 43pp. 

of contract execution,mod 11 to task order 13. “PC Sys Sup- 
&?MM C v°o tr ^ Ctor:A PP |iecl Sys.lnc. H 

o Kiorw E™™ 1 Pi Contracts & Property Management (Post 890205). FIN D-1391- 
fnom 9 - 32. 92/02/27. CRANFORD,G.F. Office of Information Resources Man- 

60799 305-60799 8 3oI° 5) ' D0LLECK * A - NRC ' No Detailed Affiliation Given. Ip. 


—9203040267 Ltr contract NRC-33-89-132,mod 11 to task order 13,providing incremen¬ 
tal funding,to “PC Sys Support.” 

Division of Contracts & Property Management (Post 890205). FIN D- 
1391-2. NRC-33-89-132. 92/02/14. HUTCHINSON,M. Applied Management Systems, 
Inc. Ip. 60799:306-60799:306. 

92 ?^? 26 ® Notification of contract execution.mod 4,to “Upgrade of Data General MV/ 
10000 to Data General MV/40000 HA for NUDOCS." Contractor:Data General Corpo¬ 
ration. 

£^ R J^^L Dlvision of Contracts & Property Management (Post 890205). FIN L-1693-2. 
NRC-33-90-212. 92/02/27. CRANFORD,G.F. Office of Information Resources Man- 
(R ° st 8902 °5)- SEEHERMAN.J. NRC - No Detailed Affiliation Given, ip. 
60793:161-60793:163. 


“9203040279 Mod 4,exercising option period two (months 14-24 for 24 month LTOP),to 
Upgrade of Data General MV/10000 to Data General MV/40000 HA for NUDOCS.” 
General Corp. MATTIA.MJ. NRC - No Detailed Affiliation Given. FIN Li 693-2. 
92/02/27. 2pp. 60793:162-60793:163. 

9203040283 Notification of contract execution.mod 11,to "Radiation Monitoring Program 
Requirements.” ContractonState of VT. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8351-2. NRC-28-83-605. 92/02/14. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60799:338-60799:351. 


9203050177 Notification of contract execution,task order 139,to "Technical Assistance 
to Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Millstone 
Nuclear Power Plant." Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 8704", 1). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:353- 
60806:357. 

~9203050184 Ltr contract NRC-03-89-031,task order 139,to “Technical Assistance to 
Support Licensing Activities" to “Reactor Operator Licensing Initial Exams.Millstone 
Nuclear Power Plant. 1 * 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:354-60806:357. 

9203050193 Notification of contract execution,task order 137,to “Technical Assistance 
to Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Farley 
Nuclear Power Plant.” Contractor:Sonaiysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60806:348- 
60806:352. 

“9203050195 Ltr contract NRC-03-89-031 .task order 137,to “Technical Assistance to 
Support Licensing Activities” to “Reactor Operator Licensing Initial Exams,Farley Nu¬ 
clear Power Plant." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60806:349-60806:352. 

9203050198 Notification of contract execution, “Haulien SSI Experiment,” awarded to 
City Univ of State of NY. 

BAZIN,J. Contract Negotiation Branch-2. FIN L-16872. NRC-04-92-049. 92/03/03. 
GUSTAVE,R. Financial Management Branch (Post 910310). GRAVES,H. NRC - No 
Detailed Affiliation Given. Ip. 60806:307-60806:347. 

“9203050199 Contract: “Haulien SSI Experiment,” awarded to City Univ of State of NY. 
FACCIOLO.T. City College of New York, New York, NY. MACE.M.H. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-16872. 92/03/03. 40pp. 
60806:308-60806:347. 


“9203040287 Mod 11 .extending period of performance,to “Radiation Monitoring Pro¬ 
gram Requirements.” 

Vermont, State of. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN B-8351-2. 92/02/14. 13pp. 60799:339-60799:351. 


9203040300 Notification of contract execution, “Uraninite from Oklo, Gabon:Natural 
Analog for Corrosion & Alteration of Spent Fuel." Contractor:Univ of Arizona. 
TAYLOR.S. Contract Negotiation Branch-2. FIN L-22832. NRC-04-92-064. 92/02/28. 
MORRIS,B. Division of Regulatory Applications (Post 870413). KOVACH.L. NRC - No 
Detailed Affiliation Given. Ip. 60804:277-60804:306. 


“9203040305 Contract: "Uraninite from Oklo,Gabon:Natural Analog for Corrosion & Al¬ 
teration of Spent Fuel," awarded to Univ of Arizona. 

PEYTON,C.H. Arizona, Univ. of, Tucson, AZ. MACE.M.H. Contract Administration 
Branch 2 (Post 900603). FIN L-22832. 92/02/28. 29pp. 60804:278-60804:306. 

9203050137 Notification of contract execution.mod 12,to “Telecommunications Services 
to Support ENS & HPN." Contractor-Southern New England Telephone. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-1851- 
2. NRC-10-86-259. 92/03/03. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 
60807:093-60807:097. 


~9203050141 Mod 12,extending period of performance & increasing contract ceiling & 
obligated amounts to, “Telecommunications Svcs to Support ENS & HPN.” 
HOEY.M.T. Southern New England Telephone Co. MATTIA.M.J. Division of Contracts 
& Property Management (Post 890205). FIN D-1851-2. 92/03/03. 4pp. 60807:094- 
60807:097. 


9203050143 Notification of contract execution.mod 4,to “Archival Record Storage & Re¬ 
lated Svcs.” Contractor:Data Base Co,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-1871- 
2. NRC-33-90-210. 92/03/03. CRANFORD,G. Office of Information Resources Man¬ 
agement (Post 890205). DAVIS,W. NRC - No Detailed Affiliation Given. Ip. 
60807:099-60807:115. 

“9203050147 Mod 4,extending period of performance to, “Archival Record Storage & 
Roldtod Svcs 11 

TOMOVCSIK.J. Data Base, Inc. MATTIA.M.J. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN D-1871-2. 92/03/03.16pp. 60807:100-60807:115. 

9203050155 Notification of contract execution,task order 140, “Reactor Operator Li¬ 
censing Initial Exams,Davis Besse Nuclear Power Plant,” to “Technical Assistance to 
Support Licensing Activities." ContractorSonalysts.Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60807:121- 
60807:125. 


9203050202 Notification of cooperative agreement,mod 6,to “Maint & Operation of 
LPDR." ContractorChattanooga-Hamilton County Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-428. 92/03/03. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 60806:297-60806:300. 

“9203050208 Mod 6,deobligating funds in listed amount,to “Maint & Operation of 
LPDR." 

* Chattanooga, TN. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN D-24161. 92/03/03. 3pp. 60806:298-60806:300. 

9203050212 Notification of cooperative agreement,mod 6,to “Maint & Operation of 
LPDR." Contractor.-Wheeler Basin Regional Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
25161. NRC-10-87-358. 92/03/03. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 60806:293-60806:296. 

“9203050214 Mod 6,deobligating funds in listed amount,to “Maint & Operation of 
LPDR." 

* Decatur, AL. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN D-25161. 92/03/03. 3pp. 60806:294-60806:296. 

9203050216 Notification of contract execution.mod 9,to “Installation & Maint of Data & 
Voice Telecommunications Equipment & Svcs.” ContractonHenkels & McCoy,Inc. 
HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN D- 
1862-2. NRC-33-90-191. 92/03/03. CRANFORD,G. Office of Information Resources 
Management (Post 890205). LOPEZ,G. NRC - No Detailed Affiliation Given. Ip. 
60806:301-60806:303. 

“9203050219 Mod 9,changing project officer & alternate project officer, to “Installation 
& Maint of Data & Voice Telecommunications Equipment & Svcs." 

* Henkels & McCoy, Inc. SCOTT,M.L. Division of Contracts & Property Management 
(Post 890205). FIN D-1862-2. 92/03/03. 2pp. 60806:302-60806:303. 

9203050222 Notification of contract execution.mod 3,to “Technical Support Svcs for 
Telecommunications Network Analysis." Contractor:l-NET. 

HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN D- 
1862-2. NRC-33-91-186. 92/03/03. KRUZIC.P.G. Division of Computer & Telecom¬ 
munications Services (Post 890205). LOPEZ,G. NRC - No Detailed Affiliation Given. 
Ip. 60806:304-60806:306. 

“9203050223 Mod 3,changing project officer & alternate project officer, to “Technical 
Support Svcs for Telecommunications Network Analysis.” 

* l-NET, Inc. SCOTT.M.L Division of Contracts & Property Management (Post 
890205). FIN D-1862-2. 92/03/03. 2pp. 60806:305-60806:306. 


-9203050164 Ltr contract NRC-03-89-031,definitizing task order 140, “Reactor Operator 
Licensing Initial Exams,Davis Besse Nuclear Power Plant," under contract. 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/20. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60807:122-60807:125. 

9203050169 Notification of contract execution.task order 138, “Reactor Operator Li¬ 
censing Initial Exams,Calvert Cliffs Nuclear Power Plant," to “Technical Assistance to 
Support Licensing Acitivities." Contractor:Sonalysts,lnc. 

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60807:133- 
60807:137. 


9203050248 Notification of contract execution.mod 15,to “Radiation Monitoring Program 
Requirements.” Contractor.Dept of Health Svcs. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8553-2. NRC-32-83-684. 92/02/25. CONGEL.FJ. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). TENBROOK.W. NRC - No Detailed Affili¬ 
ation Given. Ip. 60807:012-60807:026. 

“9203050255 Mod 15,extending period of performance,to “Radiation Monitoring Pro¬ 
gram Requirements." 

5TAHLBERG.E.E. Sacramento, CA. SCOTT.M.L Division of Contracts & Property 
Management (Post 890205). FIN B-8553-2. 92/02/25. 14pp. 60807:013-60807:026. 
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9203050263 Notification of contract execution.mod 4,to "Human Factors Evaluation of 
Industrial Radiography.” Contractor:Battelle. 

MEEHAN.B. Division of Contracts & Property Management (Post 890200), FIMI L- 
15312. NRC-04-90-047. 92/02/26. SHERON.B.W. Division of Systems Research P*cst 
880717). SCHOENFELD.I. NRC - No Detailed Affiliation Given. 1 p. 60807:035- 
60807:039. 

-9203050269 Mod 4,revising period of performance.to “Human Factors Evaluation of 
Industrial Radiography.” 

SCOTT.M.L Battelle Human Affairs Research Centers. SCOTT.lv! .L Divisioim of Con¬ 
tracts & Property Management (Post 890205). FIN L-15312. 92702/" 26. 4-pp, 
60807:036-60807:039. 

9203050272 Notification of contract execution.mod 1,to “NRC HL\A/ Licensing Support 
Sys.” Contractor:Labat Anderson Inc. 

KING.D.A. Division of Contracts & Property Management (Post 890205). NFRC-40-t90- 
346. 91/12/30. DONNELLY,L.J. Office of Licensing Support System Adnninistraator 
(Post 890301). SHELBURNE,E. NRC - No Detailed Affiliation Givren. Ip. 60807:0-40- 
60807:042. 

-9203050274 Mod 1 .changing indirect rates,to “NRC HLW Licensing Support Stys." 
MALINOWSKI,W.S. Labat-Anderson, Inc. SCOTT,M.L. Division of Contracts &. Property 
Management (Post 890205). 91/12/30.2pp. 60807:041-60807:042- 

9203050277 Notification of contract execution.mod 2,to "Support for NPP License FRe- 
newal Environ Protection Rulemaking." Contractor: Mitre Corp. 

CLARK,D. Division of Contracts & Property Management (Post 890205). FIN B-572S92. 
NRC-04-92-051. 92/02/25. MINNERS.W. Division of Safety Issues Resolution (Paost 
880717). CLEARLY,D. NRC - No Detailed Affiliation Given. Ip. 60©08:081-60808:0a63. 

—9203050283 Mod 2,adding incremental funding,to "Support for NPP License Renewval 
Environ Protection Rulemaking." 

PAWLOWSKI.W.R. MITRE Corp. MATTIA.M.J. Division of Contracts & Property Msin- 
agement (Post 890205). FIN B-57292. 92/02/25. 2pp. 60808:082-6C808 z083. 

9203060193 Notification of contract execution: “On-line Maint & Storage of HI OPE Pri¬ 
vate Libcary,” awarded to Meade Data Central,Inc. 

HOPKINS,S. Division of Contracts & Property Management (Posst 89O205>. FIN L- 
22752. NRC-18-92-331. 92/02/27. PARLOR,W. Office of the General Counsel (tost 
860701). CARNAHAN,C. NRC - No Detailed Affiliation Given. Ip. 604316:103- 
60816:144. 

—9203060197 Contract: “On-line Maint & Storage of HOPE Private Li braiy,” awarded to 
Meade Data Central,Inc. 

BERGER,D.A. Mead Data Central. WIGGINS.E.J. Division of Contracts & Propessrty 
Management (Post 890205). FIN L-22752. 92/02/27. 41pp. 60816:1 04-6081 Sr 144, 

9203060203 Notification of contract execution.mod 3,task order 2,to ‘“NRG HLVW Licens¬ 
ing Support Sys.” Contractor:Labat-Anderson Inc. 

KING.D.A. Contract Administration Branch 1 (Post 900603). FIN L-1 <623-2. NR <C-40-9»O- 
346. 92/02/25. DONNELLY.LJ. Office of Licensing Support System Adm inistraltor 
(Post 890301). SHELBURNE.E. NRC - No Detailed Affiliation Givsn. Ip. 604316:08*5- 
60816:102. 

-9203060222 Ltr Contract NRC-40-90-346,Mod 3,task order 2,obligating addl funds*.to 
"NRC HLW Licensing Support Sys." 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN L-1623-2. rMRC-4-C* 
90-346. 92/02/06. MALINOWSKI,W.S. Labat-Anderson, Inc. -17pp. 60616:08*6- 
60816:102. 

9203100030 Notification of contract execution.mod 4,to “Purchase of Mhcrocromput- er 
Svs." Contractor:SBA.Subcontractor:Pulsar Data Sys,Inc. 

CLARK,D. Contract Administration Branch 1 (Post 900603). NRC-33-91 -189. 92/03/ 
04. KRUZIC.P. Division of Computer & Telecommunications Services (Post ©90205). 
NIZER.C. NRC - No Detailed Affiliation Given. Ip. 60885:115-60885: 117. 

-9203100055 Mod 4,revising section B.5 & adding incremental funding,to “Purchase «of 
Microcomputer Sys." 

* Small Business Administration. * Pulsar Data Systems, Inc. MATTIA.M.J. Diwision ®of 
Contracts & Property Management (Post 890205). 92/03/04. 2pp. 60085:11 §6- 
60885:117. 

9203100260 Notification of cooperative agreement,mod 7,to “Maint & Operation ooi 
LPDR.” Contractor:Emporia State Univ. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205) - FIN CD- 
2416-1. NRC-39-88-172. 92/03/06. GRIMSLEY,D.H. Division of Freedom of 8 nformaa- 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC- NoDetailed AifiMi- 
ation Given. Ip. 60865:193-60865:197. 

-9203100263 Mod 7,deoblk)ating funds,to “Miaint & Operation of LPDR.” 

* Emporia State Univ., Emporia, KS. SCOTT,M.L Division of Cor*tracts & Rroper®y 

Management (Post 890205). FIN D-2416-1. NRC-39-88-172. 92/03/00. 4p|p. 

60865:194-60865:197. 

9203100265 Notification of cooperative agreement,mod 6,to “Main* & Operation of 
LPDR.” Contractor:Washburn Univ of Topeka. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205)- FIN CD- 
2416-1. NRC-39-88-236. 92/03/06. GRIMSLEY.D.H. Division of Freedom of I mfornusa- 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC- NoDetailed Affilli- 
ation Given. Ip. 60865:182-60865:185. 

-9203100268 Mod 6,deobligating funds,to “Maint & Operation of LPDR." 

* Washburn Univ. of Topeka, Topeka, KS. SCOTT,M.L. Division of Contracts Prop¬ 
erty Management (Post 890205). FIN D-2416-1. NRC-39-88-236- 92/03/0^. 3pp». 
60865:183-60865:185. 

9203100271 Notification of cooperative agreement,mod 7,to “Maint: & Operation of 
LPDR." Contractor:Scottsboro Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN DP- 
2416-1. NRC-10-87-214. 92/03/06. GRIMSLEY.D.H. Division of Freedom of Imformaa- 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC- No Detailed Affili¬ 
ation Given. Ip. 60865:186-60865:189. 

-9203100273 Mod 7,deobligating funds,to “Maint & Operation of LPDR.” 

* Scottsboro, AL. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN D-2416-1. NRC-10-87-214. 92/03/06. 3pp. 60865:187-60865:189. 


9203100272 Notification of grant execution.mod 1,to “Integration of Workstation,Job & 
Team Structure Design in Control Rooms of Complex Human-Machine Sys to En¬ 
hance Reliability." Grantee: Univ of Southern California. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
04-91-102. FIN G-20022. 92/03/09. SHERON.B.W. Division of Systems Research 
(Post 880717). BELTRACCHI.L. NRC - No Detailed Affiliation Given. Ip. 60866:070- 
60866:071. 

—9203100281 Mod 1 .obligating FY92 funds to “Integration of Workstation, Job & Team 
Structure Design in Control Rooms of Complex Human-Machine Sys to Enhance Reli¬ 
ability.” 

* Southern California, Univ. of, Los Angeles, CA. SCOTT.M.L. Division of Contracts & 
Property Management (Post 890205). FIN G-20022. 92/03/09. Ip. 60866:071- 
60866:071. 

9203100276 Notification of contract execution.mod 9,to "Review & Analysis of Selected 
Topics in Nuclear Safety Regulation.” ContractorNatl Academy of Sciences. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN B-8686. NRC-03- 
84-069. 92/02/12. LARKINS,J. Planning, Program & Management Support Branch 
(Post 870411). SPEIS.T. NRC - No Detailed Affiliation Given. Ip. 60865:179- 
60865:181. 

—9203100279 Mod 9,deobligating excess funds remaining under contract after comple¬ 
tion of closeout process,to "Review & Analysis of Selected Topics in Nuclear Safety 
Regulation.” 

DWOSKIN.G.E. National Academy of Sciences. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN B-8686. NRC-03-84-069. 92/02/12. 2pp. 
60865:180-60865:181. 

9203100282 Notification of contract execution.mod 10,to "Update of NRC Rules & Reg¬ 
ulations.” Contractor:SBA.Subcontractor:Metrotec, Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). NRC-10-83-350. 92/02/ 
21. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). PHILLIPS,J. NRC - No Detailed Affiliation Given. Ip. 60865:174-60865:176. 

-9203100284 Mod 10,deobligating excess funds remaining under contract after closeout 
completion,to “Update of NRC Rules & Regulations.” 

* Small Business Administration. * Metrotec, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). NRC-10-83-350. 92/02/21. 2pp. 60865:175- 
60865:176. 

9203100286 Notification of contract execution.mod 3,to "Geophysical Data & Weather 
Svc." Contractor:Accu-Weather,lnc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-33- 
89-153. 92/03/09. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). HIMES.J. NRC - No Detailed Affiliation Given. Ip. 60865:331-60865:333. 

-9203100293 Mod 3,providing administrative change revising name of project officer,to 
“Geophysical Data & Weather Svc.” 

* Accu-Weather, Inc. SCOTT.M.L. Division of Contracts & Property Management (Post 
890205). 92/03/09. 2pp. 60865:332-60865:333. 

9203100295 Notification of contract execution.mod 64,to “Technical Assistance in Li¬ 
censing Actions." Contractor:Science Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch 1 (Post 900603). NRC-03-87-029. 92/03/ 
09. GILLESPIE,F.P. Program Management, Policy Development & Analysis Staff (Post 
870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 60865:325-60865:330. 

-9203100296 Mod 64,obligating funds & clarifying which COI policy applies to new 
bridge contract/mod.to “Technical Assistance in Licensing Actions." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
SCOTT.M.L. Division of Contracts & Property Management (Post 890205). 92/03/09. 
5pp. 60865:326-60865:330. 

9203110124 Notification of contract execution: “NRC Radiation Dosimetry Program," 
awarded to Radiation Detection Co. 

TAYLOR,S. Contract Negotiation Branch-2. FIN D-22552. NRC-38-92-287. 92/03/04. 
BIRD.P. Ofc of Personnel (Post 870413). HOLDEN,B. NRC - No Detailed Affiliation 
Given. Ip. 60875:128-60875:162. 

-9203110131 Contract: “NRC Radiation Dosimetry Program,” awarded to Radiation De¬ 
tection Co. 

* Radiation Detection Co. MACE.M.H. Contract Negotiation Branch-2. FIN D-22552. 
92/03/04. 34pp. 60875:129-60875:162. 

9203110142 Notification of contract execution.mod 1,to "Motorized Valve Actuator 
Course." Contractor:PowerSafety Inti,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-26- 
91-295. 92/03/09. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). ANDERSON.R.L. NRC - No Detailed Affiliation Given. Ip. 60875:166- 
60875:168. 

-9203110153 Mod 1,providing changes to correct total estimated amount for 
performance.to “Motorized VaTve Actuator Course." 

* Power Safety International. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). 92/03/09. 2pp. 60875:167-60875:168. 

9203110161 Notification of contract execution,task order 31,to "Nuclear Power Reactor 
Operations,Mod & Maint Insp Services.” Contractor:Parameter,lnc. 

DUBOSE,B.J. Contract Administration Branch (890205-900602). FIN L-1343-2. NRC- 
03-89-027. 92/02/18. SCHWINK,W.S. Planning, Program & Management Support 
Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 
60875:171-60875:177. 

-9203110172 Ltr contract NRC-02-89-027,authorizing commencement of work on task 
order 31, “Svc Water Operational Insp - Quad Cities,” under "Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-2. NRC-03- 
89-027. 92/02/12. LOFY.R.A. PARAMETER, Inc. 6pp. 60875:172-60875:177. 

9203110171 Notification of contract execution: “Establishment and Operation of Audit- 
Related Training Ctr at Ft Belvior.VA,” awarded to Dept of Treasury. 

UMBEL,D. Contract Negotiation Branch-2. FIN L-13632. NRC-20-92-371. 92/02/11. 
WILLIAMS.D.C. Office of the Inspector General (Post 890417). HICKS,M. NRC - No 
Detailed Affiliation Given. Ip. 60875:182-60875:188. 
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—9203110189 Ltr contract NRC-20-92-371: “Establishment of Operation of Audit-Relat¬ 
ed Training Ctr at Ft Belvoir.VA." 

MaCE.M.H. Division of Contracts & Property Management (Post 890205). FIN L- 
13632. NRC-20-92-371. 92/02/12. NEWBOLD.S. Treasury, Dept. of. 6pp. 60875:183- 
60875:188. 

9203110198 Notification of contract execution,mod 17,to “Telecommunications Svc.” 
Contractor:AT&T Communications/ Contracts. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN D-1851- 
1. NRC-39-88-178. 92/03/04. KRUZIC.P. Office of Information Resources Manage¬ 
ment (Post 890205). WOOD.S. NRC - No Detailed Affiliation Given. Ip. 60875:202- 
60875:205. 


9203110338 Notification of contract execution,mod 4 task order 11 ,to “ADP Sys Devel¬ 
opment” ContractonSys Automation Corp. __ 

KINNEY,P. Division of Contracts & Property Management (Post 890205). NRC-33-87- 
224 92/03/09. KRUZIC.P. Division of Computer & Telecommunications Services 
(Post 890205). MADISON,W. NRC - No Detailed Affiliation Given. Ip. 60876:061- 
60876:062. 


-9203110345 Ltr Contract NRC-33-87-224,mod 4 task order 11,issuing correction of 


ceiling,to “ADP Sys Development” 

MATTIA,MJ. Division of Contracts & Property Management (Post 890205). NRC-33- 
87-224. 92/03/09. HALLIWELL.R. System Automation Corp. Ip. 60876:062* 


60876:062. 


—9203110205 Mod 17,incorporating Federal Acquisition Regulation Provision 52.203-11 
& 52.203-12,to “Telecommunications Svcs.” 

SMITH,R.B. AT&T Communications. MATTIA.M.J. Division of Contracts & Property 
Management (Post 890205). FIN D-1851-1. 92/03/04. 3pp. 60875:203-60875:205. 

9203110209 Notification of contract execution,Mod 9,task order 4,to "Maint of Users 
Guide Library.” ContractorApplied Mgt Sys, Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1392- 
1. NRC-33-89-132. 92/03/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
60875:301-60875:302. 


9203120018 Notification of cooperative agreement,mod 7,to “Maint & Operation of 
LPDR.” Contractor:Perry Public Library. 

CRAMPTON.S.A. Contract Administration Branch 1 (Post 900603). FIN D-241 61. 
NRC-10-87-437. 92/03/04. GRIMSLEY.D.H. Division of Freedom of Information & 
Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation 
Given. Ip. 60919:226-60919:229. 

-9203120026 Mod 7,deobligating funds.to “Maint & Operation of LPDR.” 

* Ohio, State of. SCOTT,M.L Division of Contracts & Property Management (Post 
890205). FIN D-24161. NRC-10-87-437. 92/03/04. 3pp. 60919:227-60919:229. 


—9203110214 Ltr contract NRC-33-89-132,Mod 9,Task Order 4,providing incremental 
funding,to “Maint of Users Guide Library.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/09. HUTCHISON,M. Applied Management Systems, Inc. Ip. 
60875:302-60875:302. 


9203120043 Notification of contract execution,mod 5,to “Aquisition for Project Managers 
and Senior Managers.” Contractor:Mgt Concepts.lnc. 

ANKER.B. Contract Administration Branch 2 (Post 900603). NRC-38-90-326. 92/03/ 
04. GOLDMAN,P. Ofc of Personnel (Post 870413). VANSANTEN.L. NRC - No De¬ 
tailed Affiliation Given. Ip. 60888:149-60888:152. 


9203110215 Notification of Cooperative AgreemenLMod 7,to “Maint & Operation of 
LPDR.” Contractor:Dixon Public Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24161. NRC-10-87-452. 92/03/04. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 60875:305-60875:308. 

—9203110219 Mod 7,deobligating funds to, “Maint & Operation of LPDR.” 

* Dixon, IL. SCOTT,M.L. Division of Contracts & Property Management (Post 890205). 
FIN D-24161. 92/03/04. 3pp. 60875:306-60875:308. 

9203110218 Notification of contract execution.mod 4,task order 11, “ADP 
Planning,Requirements Analyses & Preliminary Design Studies.” ContractorApplied 
Mgt Sys,Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
2. NRC-33-89-132. 92/03/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
60875:309-60875:310. 

—9203110224 Ltr contract NRC-33-89-132,Mod 4,Task Order 11 .providing incremental 
funding,to “ADP Planning,Requirements Analyses & Preliminary Design Studies.” 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/09. HUTCHISON,M. Applied Management Systems, Inc. Ip. 
60875:310-60875:310. 


-9203120049 Mod 5,providing matls.to “Acquisition for Project Managers & Senior Man¬ 
agers.” 

* Management Concepts, Inc. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). NRC-38-90-326. 92/03/04. 3pp. 60888:150-60888:152. 

9203120055 Notification of contract execution.mod 4,to “Career Counseling Svcs.” 
ContractorCareer Counseling. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN D-230O-1. 
NRC-38-90-322. 92/03/04. MASON,E.B. Ofc of Personnel (Post 870413). RUBIN,H. 
NRC - No Detailed Affiliation Given. Ip. 60888:146-60888:148. 

-9203120060 Mod 4,increasing estimated quantities,raising ceiling amount & providing 
increments funding.to “Career Counseling Svcs.” 

HASKELL,P.C. Career Counseling Services. SCOTT.M.L. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN D-2300-1. NRC-38-90-322. 92/03/04. 2pp. 
60888:147-60888:148. 

9203120067 Notification of contract execution.mod 5,to “Contract Close-out Support 
Svcs.” Contractor:SBASubcontractor. Wilkens Sys,Inc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN D-2360-2. 
NRC-10-90-128. 92/03/09. HOGAN,T.F. Division of Contracts & Property Manage¬ 
ment (Post 890205). HUGHES.A. NRC - No Detailed Affiliation Given. Ip. 60888:143- 
60888:145. 


9203110261 Notification of contract execution.mod 5,task order 15,to “NRC ADP Devel¬ 
opment & Maint.” Contractor:Applied Mgt Sys, Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
2. NRC-33-89-132. 92/03/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
60875:311-60875:312. 


-9203120086 Mod 5,providing incremental funding.to “Contract Closeout Support 


ovua. 

* Small Business Administration. * Wilkins Systems, Inc. MATTIA.M.J. Division of Con¬ 
tracts & Property Management (Post 890205). FIN D-2360-2. NRC-10-90-128. 92/03/ 
09. 2pp. 60888:144-60888:145. 


-9203110269 Ltr Contract NRC-33-89-132,mod 5,task order 15,providing incremental 
funding.to “NRC ADP Development & Maint.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/09. HUTCHISON,M. Applied Management Systems, Inc. Ip. 
60875:312-60875:312. 

9203110281 Notification of contract execution.mod 15,task order 2,to “ADP Sys Devel¬ 
opment & Maint-Task:Other Direct Costs.” ContractorApplied Mgt Sys,Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
2. NRC-33-89-132. 92/03/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
60875:323-60875:324. 

-9203110299 Ltr contract NRC-33-89-132,mod 15,task order 2,providing incremental 
funding.to “ADP Sys Development & Maint-Task: Other Direct Costs.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/09. HUTCHISON,M. Applied Management Systems, Inc. Ip. 
60875:324-60875:324. 


9203120094 Notification of contract execution,Task order 59: “Electrical Distribution Sys 
Functional Insp - VC Summer.” 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2. 
NRC-03-90-031. 92/03/02. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 60888:129-60888:131. 

-9203120107 Ltr contract NRC-03-90-031 .awarding task order 59, “Electrical Distribu¬ 
tion Sys Functional Insp - VC Summer.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. FIN L- 
1527. 92/02/26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60888:130-60888:131 _ 

9203120115 Notification of contract execution: “Mobile Radiological Measurements 
Lab,” awarded to Dodgen Mobile Technologies. 

HOPKINS.S. Division of Contracts & Property Management (Post 890205). FIN C- 
10192. NRC-28-92-208. 92/03/03. MCOSCAR.J.J. Region 1 (Post 820201). Ip. 
60912:063-60912:109. 


9203110309 Notification of contract execution,mod lO.task order 3,to “Software 
Admin.” ContractorApplied Mgt Sys,Inc. 

KINNEY,P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
2. NRC-33-89-132. 92/03/09. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
60875:325-60875:326. 

-9203110313 Ltr Contract NRC-33-89-132,mod 10 task order 3,providing incremental 
funding.to “Software Admin.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/09. HUTCHISON,M. Applied Management Systems, Inc. Ip. 
60875:326-60875:326. 


-9203120122 Contract: “Mobile Radiological Measurements Lab.” 

EASTMAN,J.W. Dodgen Mobile Technologies. WIGGINS,E.J. Division of Contracts a 
Property Management (Post 890205). FIN C-10192. NRC-28-92-208. 92/03/03.45pp. 
60912:064-60912:109. 

9203120135 Notification of contract execution.mod 11 ,to “Lease of CENTREX Svcs.” 
ContractorChesapeake and Potomac Telephone Company. 

ANKER.B. Contract Administration Branch 1 (Post 900603). FIN D-1851-1. NRG-39- 
88-240. 92/03/04. CRANFORD,G.F. Office of Information Resources Management 
(Post 890205). RILEY,C. NRC - No Detailed Affiliation Given. Ip. 60888:125- 
60888:128. 


9203110322 Notification of grant execution.mod 3,to “Research on Use of Accident Pre¬ 
cursor Data to Improve Probabilistic Risk Assessment Models & Results." 
Grantee:Univ of Maryland. 

KNOX-DAVIN.E. Division of Contracts & Property Management (Post 890205). FIN G- 
16041. NRC-04-90-114. 92/03/09. SHERON.B. Division of Systems Research (Post 
880717). GLYNN,J. NRC - No Detailed Affiliation Given. Ip. 60885:326-60885:327. 


-9203110335 Mod 3,issuing correct administrative error in total ceiling amount shown in 
Mod 2,to “Research on Use of Accident Precursor Data to Improve Probabilistic Risk 
Assessment Models & Results.” 

MATTIA.M.J. Maryland, Univ. of, College Park, MD. FIN G-16041. 92/03/09. Ip. 
60885:327-60885:327. 


-9203120139 Mod 11 .incorporating FAR clause 52.203-11 & 12 to “Lease of CENTREX 
Svcs.” 

DENNIS,D. C&P Telephone Co. of Maryland. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). NRC-39-88-240. FIN D-1851-1. 89/12/23. 3pp. 
60888:126-60888:128. 


9203120144 Notification of contract execution.mod 12,to “Radiation Monitoring Program 
Requirement.” Contractor. Commonwealth of PA. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8356-2. NRC-28-83-607. 92/02/28. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60895:117-60895:131. 
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—9203120155 Mod 12,extending period of performance & providing CY92 funds.to “Ra¬ 
diation Monitoring Program Requirements.” 

DAVIS,A.A. Pennsylvania, Commonwealth of. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). FIN B-8356-2. 92/02/28. 14pp. 60895:118- 
60895:131. 

9203120164 Notification of contract execution,mod 9,to “Development of Regulatory 
Guide & Regulatory Analysis.” ContractonAnalysis & Technology Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN B-8645. NRC-03- 
83-107. 92/02/27. ROE.J.W. Human Factors Assessment Branch. SHANKMAN.S. 
NRC - No Detailed Affiliation Given. Ip. 60895:114-60895:116. 

-9203120171 Mod 9,deobligating funds to “Development of Regulatory Guide & Regu¬ 
latory Analysis." 

SKAHILL.J.L. Analysis & Technology, Inc. MATTIA.M.J. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN B-8645. 92/02/27. 2pp. 60895:115-60895:116. 

9203120194 Notification of contract execution,task order 60, “Electrical Distribution Sys 
Functional Insp - Wolf Creek.” ContractorAECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2. 
NRC-03-90-031. 92/03/02. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 60895:111-60895:113. 

—9203120183 Ltr contract NRC-03-90-031,definitizing task order 60, “Electrical Distribu¬ 
tion Sys Functional Insp - Wolf Creek," under contract. 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-2. NRC-03- 
90-031. 92/03/26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60895:112-60895:113. 

9203120201 Notification of contract execution: “Seismic Pumping & Cementation Fault 
Zones,” awarded to Michigan Technological Univ. 

TAYLOR,S. Contract Negotiation Branch-2. FIN L-20552. NRC-04-92-054. 92/03/04. 
MORRIS,B. Division of Regulatory Applications (Post 870413). KOVACH,L. NRC - No 
Detailed Affiliation Given. Ip. 60895:078-60895:110. 

—9203120205 Contract: “Seismic Pumping & Cementation in Fault Zone,” awarded to 
Michigan Technological Univ. 

LEE.S.M. Michigan Technological Univ., Houghton, Ml. MACE.M.H. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-20552. 92/03/04. 32pp. 
60895:079-60895:110. 

9203120364 Notification of contract execution,task order 58,to “Electrical Distribution 
Sys Functional Insp - Calvert Cliffs.” ContractorAECL Technologies. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-2. 
NRC-03-90-031. 92/03/02. SCHWINK.W.S. Program Management, Policy Develop¬ 
ment & Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation 
Given. Ip. 60894:217-60894:219. 

-9203120375 Ltr contract NRC-03-90-031 .task order 58,definitizes task order proce¬ 
dures for subj contract,to “Electrical Distribution Sys Functional Insp - Calvert Cliffs.” 
SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1527-2. NRC-03- 
90-031. 92/02/26. SHIFTLETT.D.R. AECL Technologies. 2pp. 60894:218-60894:219. 

9203120380 Notification of contract execution,mod 16,to “Radiation Monitoring Program 
Requirements." Contractor.Michigan Dept of Public Health. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8451-2. NRC-30-83-644. 92/02/27. CONGEL.FJ. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60894:220-60894:233. 

-9203120388 Mod 16,extending period of performance,to “Radiation Monitoring Pro¬ 
gram Requirements.” 

ANTHONY,V.D. Michigan, State of. SCOTT.M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN B-8451-2. 92/02/27. 13pp. 60894:221-60894:233. 

9203130028 Notification of grant execution,mod 1,to “Dynamics of Magna Within 
CrustStudy Using Crystal Size Distributions.” Grantee:John Hopkins Univ. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
20012. NRCG-04-91-101. 92/03/11. GUSTAVE,R. Program Management, Policy De¬ 
velopment & Analysis Staff (Post 870413). BIRCHARD,G. NRC - No Detailed Affili¬ 
ation Given. Ip. 60912:270-60912:271. 

-9203130042 Mod 1 .providing FY92 funds.to “Dynamics of Magna Within CrustStudy 
Using Crystal Size Distributions." 

* Johns Hopkins Univ., Baltimore, MD. SCOTT.M.L Division of Contracts & Property 
Management (Post 890205). FIN G-20012. NRC-04-91-101. 92/03/11. Ip. 60912:271- 
60912:271. 

9203130065 Notification of contract execution,mod 1 .task order 134,to “Reactor Opera¬ 
tor Licensing Exams,Surry Nuclear Power Plant” to "Technical Assistance to Support 
Licensing Activities.” Contractor:Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60912:129- 
60912:131. 

-9203130071 Ltr contract NRC-03-89-031,mod l.task order 134,increasing ceiling & ob¬ 
ligating funds.to "Reactor Operating Licensing Initial Exams,Surry Nuclear Power 
Plant, to “Technical Assistance to Support Licensing Activities.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). NRC-03-89-031. FIN L- 
1289-2. 92/02/28. PETERSEN,L.R. Sonalysts, Inc. 2pp. 60912:130-60912:131. 

9203130167 Notification of grant execution,mod 1,to “Residual Lifetime Assessment of 
Reactor Pressure Vessels. Grantee:Univ of Missouri-Rolla. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
19962. NRC-04-91-096. 92/03/11. GUSTAVE,R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). TABOADA.A. NRC - No Detailed Affiliation Given. Ip. 
60919:234-60919:235. 

-9203130181 Mod 1,providing FY92 funds.to “Residual Lifetime Assessment of Reactor 
Pressure Vessels " 

* Missouri, Univ. of, Rolla, MO. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN G-19962. NRC-04-91-096. 92/03/11. Ip. 60919:235- 
60919:235. 


9203130172 Notification of contract execution.awarding Task Order 130, “Reactor Oper¬ 
ator Licensing Requalification Exams,Palisades Nuclear Power Plant.” to “Technical 
Assistance to Support Licensing Activities.” 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 60911:345- 
60911:349. 

-9203130180 Ltr contract NRC-03-89-031 .awarding task order 130,to “Reactor Opera¬ 
tor Licensing Requalification Exam,Palisades Nuclear Power Plant" to “Technical As¬ 
sistance to Support Licensing Activities.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/27. PETERSEN,L.R. Sonalysts. Inc. 4pp. 60911:346-60911:349. 

9203130187 Notification of grant execution.mod 1,to “Effective Dose Equivalent from 
External Irradiation by Low Energy Photo.” Grantee:Univ of Pittsburgh. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
20572. NRC-04-91-359. 92/03/11. GUSTAVE,R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). ROECKLEIN.A. NRC - No Detailed Affiliation Given. Ip. 
60919:268-60919:269. 

-9203130193 Mod 1 .providing FY92 funds.to “Effective Dose Equivalent from External 
Irradiation by Low Energy Photo.” 

* Pittsburgh, Univ. of, Pittsburgh, PA. * Division of Contracts & Property Management 
(Post 890205). FIN G-20572. NRC-04-91-359. 92/03/11. Ip. 60919:269-60919:269. 

9203130259 Notification of grant execution,Mod 1 .to “Expert Sys to Enhance Software 
Reliability.” Grantee:Univ of Texas at Austin. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
19942. NRC-04-91-094. 92/03/11. GUSTAVE,R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). BELTRACCHI.L. NRC - No Detailed Affiliation Given. Ip. 
60919:232-60919:233. 


-9203130268 Mod 1 .providing FY92 funds.to “Expert Sys to Enhance Software Reliabil¬ 
ity.” 

SCOTT.M.L. Division of Contracts & Property Management (Post 890205). FIN G- 
1994-2. NRC-04-91-094. 92/03/10. Ip. 60919:233-60919:233. 

9203130272 Notification of grant execution.mod 1,to “Application of New Magnetic 
Monitoring Techniques to In Situ Evaluation of Fatigue Damage in Ferrous Compo¬ 
nents of Nuclear Primary Sys.” Grantee:lowa State Univ. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
19982. NRC-04-91-098. 92/03/11. GUSTAVE.R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). MUSCARA.J. NRC - No Detailed Affiliation Given. Ip. 
60919:240-60919:241. 

-9203130280 Mod 1,providing funds for FY92,to “Application of New Magnetic Monitor¬ 
ing Techniques to In Situ Evaluation of Fatigue Damage in Ferrous Components of 
Nuclear Primary Sys." 

* Iowa State Univ., Ames, I A. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN G-19982. NRC-04-91-098. 92/03/11. Ip. 60919:241- 
60919:241. 

9203130275 Notification of grant execution.Mod 1,to “Development of Model to Predict 
Objective Human Error Rates From Taxonomic Ratings of Task Requirements.” 
Grantee:George Mason Univ. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
2059-2. NRC-04-91-361. 92/03/11. GUSTAVE.R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). Ip. 60919:230-60919:231. 

—9203130305 Mod 1 .designating new project officer,to “Development of Model to Pre¬ 
dict Objective Human Error Rates From Taxonomic Ratings of Task Requirements." 
SCOTT.M.L. Division of Contracts & Property Management (Post 890205). FIN G- 
2059-2. NRC-04-91-361. 92/03/10. Ip. 60919:231-60919:231. 

9203130291 Notification of grant execution.mod 1,to “Radiological Safety Evaluation of 
Contamination in Forest & Natural Ecosystems.” Grantee:Univ of Pittsburgh. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
19932. NRC-04-91-093. 92/03/11. GUSTAVE.R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). DAILY.C. NRC - No Detailed Affiliation Given. Ip. 60919:238- 
60919:239. 

-9203130293 Mod 1,providing FY92 funds.to “Radiological Safety Evaluation of Con¬ 
tamination in Forest & Natural Ecosystems.” 

* Pittsburgh, Univ. of, Pittsburgh, PA. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). FIN G-19932. NRC-04-91-093. 92/03/11. Ip. 60919:239- 
60919:239. 

9203130308 Notification of grant execution.mod 1,to “Dielectric Strength vs Ages for 
Cable Insulation Matls.” Grantee:Univ of Virginia. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
2000-2. NRC-04-91-100. 92/03/11. GUSTAVE.R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). FARMER,W. NRC - No Detailed Affiliation Given. Ip. 
60919:236-60919:237. 

—9203130311 Mod 1,providing FY92 funds.to “Dielectric Strength vs Ages for Cable In¬ 
sulation Matls." 

* Virginia, Univ. of, Charlottesville, VA. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). FIN G-2002. NRC-04-91-100. 92/03/11. Ip. 60919:237- 
60919:237. 

9203130344 Notification of contract execution.mod 38,to “Commercial Facilities Mgt of 
One White Flint North." Contractor:Parsons Brinckerhoff Maint Svc.lnc. 

PLEASANT,E.M. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-171. 92/02/27. HAGAN,T.F. Division of Contracts & Property Management 
(Post 890205). ROLLINS,T. NRC - No Detailed Affiliation Given. Ip. 60912:290- 
60912:292. 

—9203130347 Mod 38,finalizing agreement,to "Commercial Facilities Mgt of One White 
Flint North.” 

WILSON.J.R. Parsons Brinckerhoff Maintenance Services, Inc. MATTIA.M.J. Division 
of Contracts & Property Management (Post 890205). NRC-10-87-171. 92/02/27. 2pp. 
60912:291-60912:292. 
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9203130348 Notification of contract execution,mod 11,to “Radiation Monitoring Program 
Requirements.” ContractorrState of Delaware. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
83522. NRC-28-83-602. 92/02/18. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60912:299-60912:312. 

—9203130349 Mod 11,extending period of performance.to “Radiation Monitoring Pro¬ 
gram Requirements.” 

* Delaware, State of. SCOTT.M.L. Division of Contracts & Property Management (Post 
890205). FIN B-83522. 92/02/18. 13pp. 60912:300-60912:312. 

9203130350 Notification of contract execution,mod 8,to “Effective 

Communication:Media Training Workshop.” Contractor:CommCore, Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN D-23000. NRC-38- 
89-331. 92/03/11. GOLDMAN,P. Ofc of Personnel (Post 870413). RUCCI-DOLAN.M. 
NRC - No Detailed Affiliation Given. Ip. 60912:296-60912:298. 

—9203130352 Mod 8,deobligation excess funds,to “Effective Communication: Media 
Training Workshop.” 

BERG.K. CommCore, Inc. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). FIN D-23000. 92/03/11. 2pp. 60912:297-60912:298. 

9203130353 Notification of contract execution,mod 13,to "Integrated Library Sys.” 
Contractor:On-Line Computer Sys,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN D-14189. NRC-33- 
86-268. 92/03/11. KRUZIC.P.G. Division of Computer & Telecommunications Services 
(Post 890205). REDMOND,J. NRC - No Detailed Affiliation Given. Ip. 60912:293- 
60912:295. 

-9203130355 Mod 13,deobligating excess funds,to “Integrated Library Sys." 

ESTEFAN.N. On-Line Computer Systems, Inc. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN D-14189. 92/03/11. 2pp. 60912:294- 
60912:295. 

9203160104 Notification of contract execution,mod 1 to task order 132, “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60919:287- 
60919:289. 

-9203160096 Ltr contract NRC-03-89-031 ,mod 1 increasing negotiated task order ceil¬ 
ing to task order 132, “Operator Licensing Exams, Oconee Nuclear Power Plant." 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/02/28. PETERSEN,L.R. Sonalysts, Inc. 2pp. 60919:288-60919:289. 

9203160136 Notification of contract execution,mod 1,to “Purchase of Telephone Instru¬ 
ments for FTS 2000 Lines for Emergency Communications." ContractonComdial Corp. 
NEFF.D. Division of Contracts & Property Management (Post 890205). FIN D-1883-1. 
NRC-33-91-213. 92/03/10. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). HOBBES.N. NRC - No Detailed Affiliation Given. Ip. 
60919:290-60919:293. 

-9203160153 Mod 1 .revising estimated quantity max order number & decreasing con¬ 
tract ceiling & obligated amounts to “Purchase of Telephone Instruments for FTS 
2000 Lines for Emergency Communications.” 

POTEAT.R.C. Comdial Corp. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN D-1883-1. 92/03/10. 3pp. 60919:291-60919:293. 

9203160270 Notification of contract execution,task order 141 to “Technical Assistance 
to Support Licensing Activities." Contractor:Sonalysts,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60942:302- 
60942:306. 

-9203160278 Ltr contract NRC-03-89-031 .definitizing task order 141,to “Reactor Opera¬ 
tor Licensing Exam,Prairie Nuclear Power Plant." 

SCOTT,M. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60942:303-60942:306. 

9203160290 Notification of contract execution,mod 12,to “Northeastern Seismic Pro¬ 
gram Task 4.” ContractorPennsylvania State Univ. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN D-16099. NRC-04- 
85-113-4. 92/03/12. GUSTAVE.R.P. Program Management, Policy Development & 
Analysis Staff (Post 870413). ZURFLUEH.E. NRC - No Detailed Affiliation Given. Ip. 
60932:331-60932:333. 

-9203160296 Mod 12,deobligating all remaining excess funds,to “Northeastern Seismic 
Program Task 4.” 

KILLOREN.R. Pennsylvania State Univ., University Park, PA. MATTIA,M.J. Division of 
Contracts & Property Management (Post 890205). FIN D-16099. NRC-04-85-113-4. 
92/03/12. 2pp. 60932:332-60932:333. 

9203160299 Notification of contract execution,mod 1 to task order 28,to “Shutdown 
Risk & Outage Mat Insp - Oconee 2,” to “Nuclear Power Reactor Operations,Mods & 
Maint Insp Svc." contractor Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
1343-2. NRC-03-89-027. 92/03/12. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. Ip. 60932:334-60932:338. 

-9203160301 Ltr contract NRC-03-89-027 awarding mod l.task order 28, “Shutdown 
Risk & Outage Mgt Insp - Oconee 2,” to “Nuclear Power Reactor Operations Mods & 
Maint Insp Svcs.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343-2. NRC-03- 
89-027. 92/02/18. LOFY.R.A. PARAMETER, Inc. 4pp. 60932:335-60932:338. 

9203160302 Notification of contract execution,task order 142 to “Technical Assistance 
to Support Licensing Activities.” ContractorSonalysts.Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 60963:015- 
60963:019. 


—9203170172 Ltr contract NRC-03-89-031 .definitizing task order 142, “Reactor Operator 
Licensing Exam.Nine Mile Point Nuclear Power Plant,” under contract 
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031 . 92/03/02. PETERSEN,L.R. Sonalysts, Inc. 4pp. 60963:016-60963:019. 

9203160307 Notification of contract execution,mod 6,to “NRC Headquarters Steno¬ 
graphic Reporting Svcs (Excluding In-Town Requirements of Commissioner Ofcs).” 
Contractor:Heritage Reporting Corp. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). NRC-21-87- 
342. 92/03/12. COTTER,B.P. Atomic Safety & Licensing Board Panel. FITTI.C., 
MORAN.D. NRC - No Detailed Affiliation Given. Ip. 60932:339-60932:341. 

-9203160306 Mod 6,implementing final settlement to contractor claim, to “NRC Head¬ 
quarters Stenographic Reporting Svcs (Excluding In-Town Requirements of Commis¬ 
sioner Ofcs).” 

* Heritage Reporting Corp. MATTIA.M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). NRC-21-87-342. 92/03/12. 2pp. 60932:340-60932:341. 

9203180157 Notification of contract execution,mod 4,to “Human Factors Evaluation of 
Teletherapy.” Contractor:CAE-Link Corp. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L- 
15322. NRC-04-90-053. 92/02/28. SHERON.B.W. Division of Systems Technology 
(Post 890827). MORRISEAU.D. NRC - No Detailed Affiliation Given. Ip. 60962:052- 
60962:056. 

-9203180163 Mod 4,providing comprehensive literature search to optional task 6,in- 
creasing contract ceiling.extending performance period & changing contractor mailing 
address,to “Human Factors Evaluation of Teletherapy." 

MILLER,J. CAE-Link Corp. SCOTT.M.L. Division of Contracts & Property Management 
(Post 890205). FIN L-15322. NRC-04-90-053. 92/02/28. 4pp. 60962:053-60962:056. 

9203180296 Notification of contract execution,mod 6,to “Telephone Operator Svcs.” 
Contractor:Facilities Mgt Co,Inc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN L-1423-2. 
NRC-33-90-204. 92/03/12. CRANFORD,G.F Office of Information Resources Man¬ 
agement (Post 890205). HOBBES.N. NRC - No Detailed Affiliation Given. Ip. 
60964:126-60964:127. 


-9203180300 Mod 6,changing Project Officer,to “Telephone Operator Svcs." 

* Facilities Management Co., Inc., Lanham, MD. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN L-1423-2. 92/03/12. Ip. 60964:127- 
60964:127. 


9203180303 Notification of contract execution.mod 5,to “Telecommunications Message 
Ctr Operator Svcs.” Contractor. SBA.SubcontractorFacilities Mgt Co,Inc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN L-1423-2. 
NRC-33-91-214. 92/03/12. CRANFORD.G.F. Office of Information Resources Man¬ 
agement (Post 890205). HOBBES.N. NRC - No Detailed Affiliation Given. Ip. 
60964:128-60964:129. 

-9203180315 Mod 5,changing project office,to “Teleccommunications Message Ctr Op¬ 
erator Services.” 

* Facilities Management Co., Inc., Lanham, MD. MATTIA.M.J. Division of Contracts & 
Property Management (Post 890205). FIN L-1423-2. 92/03/12. Ip. 60964:129- 
60964:129. 

9203180439 Notification of grant execution.mod 1,to “Hydrochemical Modeling of U De¬ 
posits as Analogous for Nuclear Waste Repositories." Grantee:John Hopkins Univ. 
CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN G- 
19972. NRCG-04-91-009. 92/03/11. GUSTAVE,R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). BIRCHARD,G. NRC - No Detailed Affiliation Given. Ip. 
60972:316-60972:317. 


-9203180442 Mod 1 providing funds,to “Hydrochemical Modeling of U Deposits as 
Analogous for Nuclear Waste Repositories.” 

* Johns Hopkins Univ., Baltimore, MD. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). FIN G-19972. 92/03/11. Ip. 60972:317-60972:317. 

9203190037 Notification of contract execution.mod 4,to “Determination of Qualifications 
for Facility Instructors.” Contractor: Analysis & Technology,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN D-1302. NRC-03- 
84-080. 92/03/10. BURDA.A.J. Program Management, Policy Development & Analysis 
Staff (Post 870413). BLUMER.A. NRC - No Detailed Affiliation Given. Ip. 60985:336- 
60985:338. 

-9203190048 Mod 4,deobligating remaining contract funds after closeout, to “Determi¬ 
nation of Qualifications for Facility Instructors.” 

SKAHILL.J.L Analysis & Technology, Inc. MATTIA.M.J. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN D-1302. 92/03/10. 2pp. 60985:337-60985:338. 

9203190074 Notification of contract execution.mod 1 to task order 1, “Recruitment Ad¬ 
vertising.” Contractor: Bernard Hodes Advertising. 

CUCURA.J. Contract Administration Branch 1 (Post 900603). FIN D-22522. NRC-38- 
91-322. 92/03/12. BIRD.P. Ofc of Personnel (Post 870413). HARWELL,M. NRC - No 
Detailed Affiliation Given. Ip. 60985:344-60985:345. 

-9203190083 Ltr contract NRC-38-91 -322,mod 1 to task order 1 .adding addl funding,to 
“Recruitment Advertising.” 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-22522. NRC-38- 
91-322. 92/03/12. SWIRCHAK.J. Bernard Hodes Advertising. Ip. 60985:345- 
60985:345. 

9203190091 Notification of contract execution.mod l.to “Haulien SSI Experiment." 
Contractor.City Univ of New York. 

KING.D.A. Contract Administration Branch 1 (Post 900603). FIN L-16872. NRC-04-92- 
049. 92/03/12. SHAI.L.C. Division of Engineering (Post 870413). GRAVES,H. NRC - 
No Detailed Affiliation Given. 1 p. 60985:334-60985:335. 

-9203190101 Mod 1 .providing incremental funding to “Haulien SSI Experiment" 

* City College of New York, New York, NY. SCOTT.M.L. Division of Contracts & Prop¬ 
erty Management (Post 890205). FIN L-16872. NRC-04-92-049. 92/03/12. Ip. 
60985:335-60985:335. 
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9203190124 Notification of contract execution,mod 2,Task Order 11,to “Agency Up¬ 
grade of Technology for Ofc Sys (AUTOS).” 
Contractor:SBA.Subcontractor:CEXEC,lnc. 

KINNEY.P. Contract Administration Branch 2 (Post 900603). FIN L-2285-2. NRC-33- 

90- 178. 92/03/09. Office Automation & Network Development Branch (Post 890827). 
SCHAEFFER,J. NRC - No Detailed Affiliation Given. Ip. 60985:346-60985:350. 

-9203190132 Mod 2 to task order 11 .revising statement of work,to “Agency Upgrade of 
Technology for Ofc Sys (AUTOS).” 

* Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.MJ. Division of Con¬ 
tracts & Property Management (Post 890205). FIN L-2285-2. NRC-33-90-178. 92/03/ 
09. 4pp. 60985:347-60985:350. 

9203190136 Notification of contract execution,mod 8,to "Operation & Maint of NRC 
Computer Facilities (Interim).” Contractor:SBA SubcontractorData Computer Corp of 
America. 

NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-33-91- 
215. 92/03/12. MESSENGER.G. Division of Information Support Services (Post 
890205). BARROW,D. NRC - No Detailed Affiliation Given. Ip. 60971:162-60971:164. 

-9203190179 Mod 8,revising section H.1 re key personnel,to “Operation & Maint of 
NRC Computer Facilities (Interim).” 

* Small Business Administration. * Data Computer Corp. of America. MATTIA.MJ. Di¬ 
vision of Contracts & Property Management (Post 890205). NRC-33-91-215. 92/03/ 
12. 2pp. 60971:163-60971:164. 

9203190229 Notification of contract execution: “Procedures for Evaluating Aging Effects 
on Plant Risk,” awarded to Science Applications Inti Corp. 

LITTLE,M. Contract Negotiation Branch-2. FIN L-23882. NRC-04-92-063. 92/03/05. 
SHAO.L. Division of Engineering (Post 870413). WEIDENHAMER.G. NRC - No De¬ 
tailed Affiliation Given. Ip. 60971:253-60971:291. 

-9203190230 Contract: “Procedures for Evaluating Aging Effects on Plant Risk.” 
MUZIO.B.J. Science Applications International Corp. (formerly Science Applications, 
Inc.). MACE.M.H. Division of Contracts & Property Management (Post 890205). FIN L- 
23882. 92/03/05. 38pp. 60971:254-60971:291. 

9203190385 Notification of contract execution,mod 6,to “Maint & Operation of LPDR.” 
Contractor: Oconee County Library. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). NRC- 
10-87-338. FIN D-24161. 92/03/16. GRIMSLEY.D.H. Division of Freedom of Informa¬ 
tion & Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affili¬ 
ation Given. Ip. 60972:199-60972:202. 

-9203190388 Mod 6,deobligating funds in stated amount,to “Maint & Operation of 
LPDR.” 

* Walhalla, SC. LINTON,T.D. Division of Contracts & Property Management (Post 
890205). FIN D-24161. 92/03/16. 3pp. 60972:200-60972:202. 

9203190430 Notification of contract execution,mod 4,to "Technical Assistance for NRC 
Ememency Telecommunications Sys." Contractor:l-Net,lnc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-33-91- 
203. FIN D-1862-1. 92/03/16. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). RANDALL,B. NRC - No Detailed Affiliation Given. Ip. 
60972:195-60972:198. 

-9203190435 Mod 4,confirming 911022 verbal authorization extending period of per¬ 
formance to 911031 at no increase to contract ceiling or obligation to govt & deobli- 
gating funds,to “Technical Assistance for NRC Emergency...Sys.” 

JOHNSON,H. Small Business Administration. WELLS,D.W. I-NET, Inc. MATTIA.M.J. 
Division of Contracts & Property Management (Post 890205). NRC-33-91-203. FIN D- 
1862-1. 92/03/16. 3pp. 60972:196-60972:198. 

9203190431 Notification of contract execution,mod 2,to “Motorized Valve Actuator 
Course.” Contractor.PowerSafety Inti,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-26- 

91- 295. 92/03/13. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). ANDERSON,R.L. NRC - No Detailed Affiliation Given. Ip. 60971:169- 
60971:172. 

—9203190433 Mod 2,increasing total estimated cost & establishing specific course 
dates,to “Motorized Valve Actuator Course.” 

LEE.D.E. Power Safety International. SCOTT,M.L. Division of Contracts & Property 
Management (Post 890205). 92/03/13. 3pp. 60971:170-60971:172. 

9203190436 Notification of contract execution,mod 12,to "Northeastern Seismic Re¬ 
search Program - Task 3.” Contractor:MIT. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-04- 
85-113. 92/03/13. GUSTAVE,R.P. Program Management, Policy Development & Anal¬ 
ysis Staff (Post 870413). MCMULLEN,R. NRC - No Detailed Affiliation Given. Ip. 
60971:165-60971:167. 

-9203190437 Mod 12,extending period of performance,to “Northeastern Seismic Re¬ 
search Program - Task 3.” 

HARRIGAN.D.J. Massachusetts Institute of Technology, Cambridge, MA. SCOTT,M.L. 
Division of Contracts & Property Management (Post 890205). 92/03/13. 2pp. 
60971:166-60971:167. 

9203190439 Notification of contract execution,mod 4,to "Telecommunication Switching 
Svcs for Region V.” Contractor: Pacific Bell Telephone Co. 

ANKER,B. Contract Administration Branch 2 (Post 900603). NRC-32-90-283. FIN C- 
50091. 92/03/16. HAMILL.K. Region 5 (Post 820201). ALEXANDER,!. NRC - No De¬ 
tailed Affiliation Given. Ip. 60972:287-60972:304. 

-9203190441 Mod 4,extending period of performance,raising ceiling,adding dial 0 fea¬ 
tures to v-mail & defining schedule of prices,to "Telecommunication Switching Svcs 
for Region V.” 

NELSON.B.A. Pacific Bell. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). NRC-32-90-283. FIN C-50091. 92/03/16. 17pp. 60972:288-60972:304. 

9203190440 Corrected notification of contract execution.mod 9,to “Lease/Purchase of 
B&W NSSS PWR Simulator." Contractor: PowerSafety Inti. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN D- 
2177-1. NRC-26-88-316. 92/03/17. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). SHOWE.S. NRC - No Detailed Affiliation Given. Ip. 60971:168- 
60971:168. 


9203190442 Notification of contract execution: “Medical Review Officer Svcs," award 
to McCormack Levitis Chartered. 

UMBEL,D. Contract Administration Branch 2 (Post 900603). FIN D-23752. NRC-1CM 
169. 92/03/14. BRADY,R.J. Division of Security (Post 890205). SECOR.C.F. NRC 
No Detailed Affiliation Given. Ip. 60985:293-60985:333. 

-9203190444 Contract: “Medical Review Officer Svcs,” awarded to McCormack Lev 
Chartered. 

MCCORMACK,J.A. McCormack Levitis Chartered, Bethesda, MD. MACE.M.W. C< 
tract Administration Branch 2 (Post 900603). FIN D-23752. 92/03/14. 40| 
60985:294-60985:333. 

9203190443 Notification of contract execution: “Technical Support Svcs for ETi 
awarded to SBA & l-Net.Inc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-33-S 
340. FIN D-1862-2. 92/03/16. KRUZIC.P. Division of Computer & Telecommunk 
tions Services (Post 890205). BALDESI.T. NRC - No Detailed Affiliation Given. ‘ 
60972:203-60972:261. 

-9203190448 Contract: “Technical Support Svcs for ETS,” awarded to SBA & 1-Net,li 
JOHNSON,H. Small Business Administration. * l-NET, Inc. MATTIA.M.J. Division 
Contracts & Property Management (Post 890205). NRC-33-92-340. FIN D-1862-2. 9 
03/16. 58pp. 60972:204-60972:261. 

9203200265 Notification of contract execution.mod 16,to “Telecommunications Svcs 
Contractor:AT&T Communications/ Contracts. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-185 
2. NRC-39-88-178. 92/03/17. KRUZIC.P. Division of Computer & Telecommunicatio 
Services (Post 890205). WOOD.S. NRC - No Detailed Affiliation Given. 1 p. 60991:1C 
60991:109. 


-9203200267 Mod 16,increasing ceiling amount & providing incremental funding 
"Telecommunications Svcs.” 

* AT&T Communications. MATTIA.M.J. Office of Administration (Post 890205). FIN 
1851-2. 92/03/17. 2pp. 60991:108-60991:109. 

9203200273 Notification of contract execution.mod 10,to “NRC Supervisory,Manager 
& Organizational Development Plan." ContractorResolution Dynamics,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN D-230C 
NRC-38-90-329. 92/03/16. BASSIN.C. Ofc of Personnel (Post 870413). SPECTOR, 
NRC - No Detailed Affiliation Given. Ip. 60991:105-60991:106. 

—9203200280 Mod 10,providing incremental funding,to "NRC Supervisory, Managerial 
Organizational Development Plan." 

* Resolution Dynamics, Inc. MATTIA.M.J. Division of Contracts & Property Manag 
ment (Post 890205). FIN D-23002. 92/03/16. Ip. 60991:106-60991:106. 

9203200292 Notification of contract execution.mod 2,task order 4,to “Agency Upgrai 
of Technology for Ofc Sys (AUTOS).” Prin 
contractor:SBA.Subcontractor:CEXEC,lnc. 

KINNEY.P. Contract Administration Branch 2 (Post 900603). FIN L-1954-2. NRC-3 
90-178. 92/03/17. KRU2IC.P.G. Office of Information Resources Management (Pc 
890205). SCHAEFFER,J. NRC - No Detailed Affiliation Given. Ip. 61056:33 
61056:334. 

-9203200310 Mod 2,task order 4,providing incremental funding & revising statement 
work,to “Agency Upgrade of Technology for Ofc Sys (AUTOS).” 

* Small Business Administration. LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Co 
tracts & Property Management (Post 890205). FIN L-1954-2. 92/03/17. 3p 
61056:332-61056:334. 

9203200293 Notification of contract execution.mod 11 task order 1 ,to "Agency Upgra< 
of Technology for Ofc Sys.” Contractor:SBA. Subcontractor:CEXEC. 

KINNEY.P. Contract Administration Branch 2 (Post 900603). FIN D-1926-2. NRC-3 
90-178. 92/03/17. KRUZIC.P.G. Office Automation & Network Development Bran* 
(Post 890827). SCHAEFFER,J. NRC - No Detailed Affiliation Given. Ip. 60991:10 
60991:104. 

—9203200299 Mod 11,providing incremental funding,to “Agency Upgrade of Technolo 
for Ofc Sys.” 

LIN.B.T. CEXEC, Inc. MATTIA.M.J. Division of Contracts & Property Manageme 
(Post 890205). FIN D-1926-2. 92/03/17. 3pp. 60991:102-60991:104. 

9203200295 Notification of contract execution.mod 12,to Task Order 6,to “Data Em 
for ARM/DAF.” Contractor:SBA.Subcontractor:Data Computer Corp of America. 
NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-39-8 
133. 92/03/11. CRANFORD,G. Office of Information Resources Management (Pc 
890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 60998:348-60998:34 

-9203200302 Ltr contract NRC-39-89-133,mod 12 to Task Order 6,extending period 
performance from 920305 to 920313 at no addl cost or obligation to govt,to “Da 
Entry for ARM/DAF." 

MATTIA.MJ. Contract Administration Branch 2 (Post 900603). NRC-39-89-133. 9 
03/09. DOYLE,M. Data Computer Corp. of America. Ip. 60998:349-60998:349. 

9203200312 Notification of contract execution.mod 2,to Task Order 9, “Support for Cc 
troller” to "NRC Sys Data Entry.” Contractor:SBA.Subcontractor:Data Computer Cc 
of America. 

NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-39-6 
133. 92/03/11. CRANFORD,G Office of Information Resources Management (Pc 
890205). DOLLECK.A. NRC - No Detailed Affiliation Given. 1 p. 60999:346-60999:3' 

-9203200316 Ltr contract NRC-39-89-133,mod 2 to Task Order 9,extending period 
performance from 920305 to 920313 at no addl cost or obligation to govt,to “Supp< 
for Controller" to “NRC Sys Data Entry." 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). NRC-39-89-133. 9 
03/09. DOYLE,M. Data Computer Corp. of America. Ip. 60999:347-60999:347. 

9203200322 Notification of contract execution.mod 6,to “Performance Indicators 
NPP.” ContractonUniv of Minnesota. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN 
11852. NRC-04-89-069. 92/03/12. SHERON.B.W. Division of Systems Research (P< 
880717). LEWIS,P. NRC - No Detailed Affiliation Given. Ip. 60999:341-60999:345. 
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—9203200325 Mod 6,modifying tasks 4,5 & 7,extending period of performance & provid¬ 
ing funds,to “Performance Indicators at NPP. n 

DUNN.R.A. Minnesota, Univ. of, Minneapolis, MN. SCOTT,M.L Division of Contracts & 
Property Management (Post 890205). FIN L-11852. NRC-04-99-069. 92/03/12. 4pp. 
60999:342-60999:345. 

9203200329 Notification of contract execution,mod 8,to “2D/3D Cooperative Program.” 
Contractor^ PR Assocs.lnc. 

EASTMAN,J. Division of Contracts & Property Management (Post 890205). NRC-04- 
88-092. 92/03/12. GUSTAVE,R. Program Management, Policy Development & Analy¬ 
sis Staff (Post 870413). RHEE.G. NRC - No Detailed Affiliation Given. Ip. 60999:348- 
60999:349. 

-9203200334 Mod 8,extending contract at no addl cost through 921230,to “2D/3D Co¬ 
operative Program.” 

CHAPIN,D.M. MPR Associates, Inc. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). NRC-04-88-092. 92/03/12. Ip. 60999:349-60999:349. 

9203200347 Notification of contract execution,awarding task order 15,to “NDE Support 
at McGuire Nuclear Power Plant.” Contractor: TET.Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN L- 
14742. NRC-03-90-028. 92/03/09. SCHWINK.W.S. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). MODES,M. NRC - No Detailed Affiliation Given. Ip. 
60999:350-60999:352. 

-9203200353 Ltr contract NRC-03-90-028,awarding Task Order 15: “NDE Support at 
McGuire Nuclear Power Plant.” 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-14742. NRC-03- 
90-028. 92/02/25. PAYNE,D. Thompson Engineering Testing, Inc. (formerly Vester J. 
Thompson, Jr., Inc.). 2pp. 60999:351-60999:352. 

9203230368 Notification of contract execution: "Acquisition Training,” awarded to Mgt 
Concepts,Inc. 

HAGEY.H. Contract Administration Branch 1 (Post 900603). FIN D-23002. NRC-38-92- 
285. 92/03/18. MASON,E.B. Ofc of Personnel (Post 870413). VANSANTEN.L NRC - 
No Detailed Affiliation Given. Ip. 61057:192-61057:236. 

—9203230371 Contract: “Acquistition Training." 

FLAMMEY.B. Management Concepts, Inc. WIGGINS,E.J. Division of Contracts & 
Property Management (Post 890205). FIN D-23002. NRC-38-92-285. 92/03/18. 44pp. 
61057:193-61057:236. 

9203230373 Notification of contract execution,mod l.to “Purchase of Disk Drive & Tape 
Drive Unit for IBM 9370 Computer.” Contractor.Municipal Leasing Co. 

CLARK,D. Division of Contracts & Property Management (Post 890205). NRC-33-92- 
338. 92/03/19. CRANFORD,G. Office of Information Resources Management (Post 
890205). BARROW,D. NRC - No Detailed Affiliation Given. Ip. 61057:189-61057:191. 

-9203230376 Mod 1,extending period of performance to “Purchase of Disk Drive & 
Tape Drive Unit for IBM 9370 Computer.” 

* Municipal Leasing Co. MATTIA.M.J. Division of Contracts & Property Management 
(Post 890205). NRC-33-92-338. 92/03/19. 2pp. 61057:190-61057:191. 

9203240039 Notification of contract execution,mod 9,to “Incident Investigation Team 
(IIT) Training Course.” Contractor.EG&G Intertech,Inc. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D- 
21912. NRC-26-89-293. 92/03/12. SPESSARD.R.L. Division of Operational Assess¬ 
ment (Post 870413). MILLER.L NRC - No Detailed Affiliation Given. Ip. 61069:164- 
61069:174. 

-9203240045 Mod 9,revising course date for root cause workshop,changing contractor 
name per novation & exercising option 2, “Incident Investigation Team (flT) Training 
Course.” 

CONGER,D.S. EG&G Intertech, Inc. SCOTT.M.L. Division of Contracts & Property 
Management (Post 890205). FIN D-21912. NRC-26-89-293. 92/03/12. 10pp. 
61069:165-61069:174. 

9203240375 Notification of contract execution,mod 4,to "Organizational & Mgt Influ¬ 
ences on Safety of Nuclear Power Plants:Modeling & Measurements." 
Contractor.-Accident Prevention Group. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN B-59842. 
NRC-04-90-381. 92/03/20. SHERON.B. Division of Systems Research (Post 880717). 
KRAMER,J. NRC - No Detailed Affiliation Given. Ip. 61086:019-61086:020. 

-9203240377 Mod 4,providing incremental funding.to “Organizational & Mgt Influences 
on Safety of Nuclear Power Plants: Modeling & Measurements." 

* Accident Prevention Group. SCOTT.M.L. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN B-59842. NRC-04-90-381. 92/03/20. Ip. 61086:020- 
61086:020. 

9203250012 Notification of contract execution,mod 5,to “Data Entry Support Svcs for 
Region III.” ContractonSBA.Subcontractor: NORCOM Inti Corp. 

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN C- 
30082. NRC-30-91-256. 92/03/20. ROY.G. Region 3 (Post 820201). ABRAYTIS.J. 
NRC - No Detailed Affiliation Given. Ip. 61100:143-61100:145. 

—9203250016 Mod 5,providing incremental funding.to "Data Entry Support Svcs for 
Region III.” 

* Small Business Administration. * Norcom International Corp. (formerly Noriega Com¬ 
munications Corp.). SCOTT.M.L. Division of Contracts & Property Management (Post 
890205). FIN C-30082. NRC-30-91-256. 92/03/20. 2pp. 61100:144-61100:145. 

9203250055 Notification,of contract execution,mod 12,to “Radiation Monitoring Program 
Requirement." Contractor-Radiological Health Program for State of NH. 
CRAMTON.S.A. Property & Procurement Branch. FIN B-8364-2. NRC-28-83-611. 92/ 
03/20. CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness 
(Post 870411). KOTTAN.J. NRC - No Detailed Affiliation Given, ip. 61100:101- 
61100:103. 

-9203250062 Mod 12,obligating CY92 funds,to “Radiation Monitoring Program Require¬ 
ment” 

* New Hampshire, State of. TARNER.D. Division of Contracts & Property Management 
(Post 890205). FIN B-8364-2. NRC-28-83-611. 92/03/20. 2pp. 61100:102-61100:103. 

9203250072 Notification of contract execution,mod 1 to task order 6,to “Procedures for 
Evaluating Aging Effects on Plant Risk.” Contractor:Science Applications Inti Corp. 
LITTLE,M Contract Administration Branch 2 (Post 900603). FIN L-23882. NRC-04-92- 
063. 92/03/19. SHOA.L. Division of Engineering (Post 870413). WEIDENHAMER.G. 
NRC - No Detailed Affiliation Given. Ip. 61100:097-61100:100. 


-9203250078 Mod 1,revising task order 6,to “Procedures for Evaluating Aging Effects 
on Plant Risk." 

MUZIO.B.J. Science Applications International Corp. (formerly Science Applications, 
Inc.). MACE.M.H. Division of Contracts & Property Management (Post 890205). FIN L- 
23882. NRC-04-92-063. 92/03/19. 3pp. 61100:098-61100:100. 

9203260027 Notification of contract execution,mod 3 to task order 1 ,to “Network Archi¬ 
tecture.” ContractonSBA.Subcontractorl-Net, Inc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN L-1782-2. 
NRC-33-91-219. 92/03/19. CRANFORD.G.F. Office of Information Resources Man¬ 
agement (Post 890205). RUNION.D. NRC - No Detailed Affiliation Given. Ip. 
61113:342-61113:343. 


-9203260033 Ltr contract NRC-33-91-219,mod 3 to task order 1,providing incremental 
funding.to “Network Architecture.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-1782-2. NRC-33- 
91-219. 92/03/19. HANAU.S. I-NET, Inc. Ip. 61113:343-61113:343. 

9203260039 Notification of contract execution,mod 3,to “Elimination of Marginal Safety 
Requirements.” Contractor:SBA.Subcontractor Scientech.lnc. 

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-13032. 
NRC-04-90-059. 92/03/12. MORRIS.B. Division of Regulatory Applications (Post 
870413). DEY.M. NRC - No Detailed Affiliation Given. Ip. 61113:344-61113:348. 

-9203260046 Mod 3,providing funding,raising ceiling amount,increasing level of 
effort,reinstating task orders 3 & 5,extending period of performance & revising indirect 
rates,to “Elimination of Marginal Safety Requirements." 

BAKER,L.J. Small Business Administration. MATTSON,R.J. SCIENTECH, Inc. 
SCOTT.M.L. Division of Contracts & Property Management (Post 890205). FIN L- 
13032. NRC-04-90-059. 92/03/12. 4pp. 61113:345-61113:348. 

9203260055 Notification of contract execution.mod 2,to “Natural Circulation Induced 
Heating of Primary Sys Components.” Contractor:Univ of MD at College Park. 

KING,D.A. Contract Administration Branch 1 (Post 900603). FIN L-1816-2. NRC-04-91- 
072. 92/03/20. SHERON.B.W. Division of Systems Research (Post 880717). 
SCOTT,H. NRC - No Detailed Affiliation Given. Ip. 61113:349-61113:350. 

-9203260062 Mod 2,adding accounting & appropriation data to mod 1 dtd 920203,to 
“Natural Circulation Induced Heating of Primary Sys Components." 

* Maryland, Univ. of, College Park, MD. MATTIA,M.J. Division of Contracts & Property 
Management (Post 890205). FIN L-1816-2. NRC-04-91-072. 92/03/20. Ip. 61113:350- 
61113:350. 


9203260067 Notification of grant execution.mod 2,to “Development & Study of Finite 
Difference Finite Soil-Structure Model for Seismic Response.” Grantee-.Howard Univ. 
CLARK,D. Division of Contracts & Property Management (Post 890205). NRCG-04-90- 
362. 92/03/19. SHAO.L. Division of Engineering (Post 870413). COSTELLO,J. NRC - 
No Detailed Affiliation Given. Ip. 61113:351-61113:352. 

-9203260075 Mod 2,extending period of performance at no addl cost,to “Development 
& Study of Finite Difference Finite Soil- Structure Model for Seismic Response.” 

* Howard Univ., Washington, DC. MATTIA.M.J. Division of Contracts & Property Man¬ 
agement (Post 890205). NRCG-04-90-362. 92/03/19. Ip. 61113:352-61113:352. 

9203260081 Notification of contract execution.mod 42,to “Lease of Telecommunications 
Equipment." Contractor:AT&T Info Sys. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN C-30242. 
NRC-33-87-238. 92/03/19. KRUZIC.P. Division of Computer & Telecommunications 
Services (Post 890205). WILCOX,L. NRC - No Detailed Affiliation Given. Ip. 
61113:353-61113:355. 

-9203260086 Mod 42,providing addl funding for Region III,to “Lease of Telecommunica¬ 
tions Equipment.” 

* AT&T Information Systems. MATTIA,M.J. Division of Contracts & Property Manage¬ 
ment (Post 890205). FIN C-30242. NRC-33-87-238. 92/03/19. 2pp. 61113:354- 
61113:355. 

9203270059 Notification of contract execution,Task Order 2 to, “Recruitment Advertis¬ 
ing." ContractonBernard Hodes Advertising. 

CUCURA.J. Contract Administration Branch 1 (Post 900603). FIN D-22522. NRC-38- 
91-322. 92/03/13. BIRD.P. Ofc of Personnel (Post 870413). HARWELL,M. NRC - No 
Detailed Affiliation Given. Ip. 61109:256-61109:261. 

-9203270067 Ltr contract NRC-38-91-322,confirming commencement of work under 
task order 2, “Distinguished Engineers & Scientists Program” to “Recruitment Adver¬ 
tising.” 

SCOTT.M.L. Division of Contracts & Property Management (Post 890205). FIN D- 
22522. NRC-38-91-322. 92/03/09. SWIRCHAK.J. Bernard Hodes Advertising. 5pp. 
61109:257-61109:261. 


9203270082 Notification of contract execution.mod 1,to “Extension of WR Johnson 
Technical Membership on ASLAP.” Contractor.Univ of VA. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). NRC-10-85-250. 92/02/ 
07. BURNS,S.G. Office of Commission Appellate Adjudication (Post 910701). 
ROSENTHAL,A.S. NRC - No Detailed Affiliation Given. Ip. 61109:324-61109:327. 

-9203270084 Mod 1 .deobligating excess funds to “Extension of WR Johnson Technical 
Membership on ASLAP.” 

JENNINGS,D.W. Virginia, Univ. of, Charlottesville, VA. MATTIA,M.J. Division of Con¬ 
tracts & Property Management (Post 890205). 92/02/07. 2pp. 61109:326-61109:327. 

9203270093 Notification of contract execution,Task Order 2, “Individual Plant Exam 
Submittal Reviews (for Internal Events Only) - Back-End Containment,McGuire,” 
awarded to Scientech.lnc. 

ANKER.B. Division of Contracts & Property Management (Post 890205). FIN L-1933- 
2. NRC-04-91-068. 92/03/20. MINNERS.W. Division of Safety Issue Resolution (Post 
880717). FLACK,J. NRC - No Detailed Affiliation Given. Ip. 61109:329-61109:331. 

-9203270096 Ltr contracLNRC-04-91-068,defining Task Order 2, “Individual Plant Exam 
Reviews,Internal Events:Back End Only:McGuire," awarded to Scientech.lnc. 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-1993-2. NRC-04- 
91-068. 92/03/10. MATTSON,R.J. SCIENTECH, Inc. 12pp. 61109:330-61109:331. 
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9203270114 Corrected notification of contract execution:task order 130, “Technical As¬ 
sistance to Support Licensing Activities,” awarded to Sonalysts.lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603)- FIN L-1289-2. NRC-03- 
89-031. 92/03/02. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 61109:283- 
61109:283. 

9203270118 Notification of contract execution,mod 5,to Task Order 1, “Review & Super¬ 
vision.” Contractors:SBA & Data Computer Corp of America. 

NEFF.D. Division of Contracts & Properly Management (Post 890205). FIN D-1920-2. 
NRC-39-89-133. 92/03/17. CRANFORD,G. Office of Information Resources Manage¬ 
ment (861109-870412). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip 
61109:286-61109:289. ^ 

-9203270122 Ltr contract NRC-39-89-133,mod 5 to Task Order 1,increasing level of 
effort,extending period of performance & increasing task order ceiling to “Review & 
Supervision.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1920-2. NRC-39- 

89- 133. 92/03/12. DOYLE,M. Data Computer Corp. of America. 3pp. 61109:287- 
61109:289. 

9203270120 Notification of contract execution,Mod l.task order 9, “Technical Assist¬ 
ance for Possible Rulemaking.Financial Responsibility for Cleanup of Accidental Re¬ 
leases of Radioactive Matls....' Contractors Cohen & Assoc,Inc. 

ANKER,B. Division of Contracts & Property Management (Post 890205). FIN L-12242. 
NRC-04-90-070. 92/03/16. MORRIS,W.M. Division of Regulatory Applications (Post 
870413). FELD,S. NRC - No Detailed Affiliation Given. Ip. 61109:290-61109:291. 

—9203270131 Ltr contract NRC-04-90-070,Mod l.task order 9,extending period of 
performance,to “Technical Assistance for Possible Rulemaking.Financial Responsibil¬ 
ity for Cleanup of Accidental Releases of Radioactive Mats by Matls Licensees." 
MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-12242. NRC-04- 

90- 070. 92/03/13. GOLDIN,D. S. Cohen & Associates, Inc. Ip. 61109:291-61109:291. 

9203270210 Corrected Mod 6,modifying tasks 4,5 & 7,extending period of performance 
& provides funds,to “Performance Indicators of NPP." 

DUNN.R.A. Minnesota, Univ. of, Minneapolis, MN. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). FIN L-11852. NRC-04-89-069. 92/03/12. 4pp. 
61109:319-61109:322. 

9203300029 Notification of contract execution,mod 14,to “Lease/Purchase of Westing- 
house PWR Simulator.” Contractor:Westinghouse. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). NRC-05- 
87-116. 92/03/24. SPESSARD.R.L. Division of Operational Events Assessment (Post 
870411). SHOWE.S. NRC - No Detailed Affiliation Given. Ip. 61168:156-61168:158. 

-9203300035 Mod 14,revising option period for leasing simulator,revising obligated 
amount & revising period of performance for basic contract,to “Lease/Purchase of 
Westinghouse PWR Simulator.” 

* Westinghouse Electric Corp. SCOTT,M.L. Contract Administration Branch 1 (Post 
900603). NRC-05-87-116. 92/03/24. 2pp. 61168:157-61168:158. 

9203300109 Notification of contract execution,mod 4,to “Rev of NRC Guidance on Res- 
piratoiy." ContractonRadiation Safety Assocs.lnc. 

KING.D.A. Contract Administration Branch 1 (Post 900603). NRC-04-90-073. 92/03/ 
20. MORRIS,B. Division of Regulatory Applications (Post 870413). STEINMEYER.P. 
NRC - No Detailed Affiliation Given. Ip. 61167:342-61167:344. 

-9203300114 Mod 4,changing project officer,to “Rev of NRC Guidance on Respirato¬ 
ry." 

* Radiation Safety Associates, Inc. SCOTT,M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). NRC-04-90-073. 92/03/20. 2pp. 61167:343-61167:344. 

9203300119 Notification of contract execution,mod 2,to "Hydrogen Combustion Re¬ 
search.” Contractor:Rensselaer Polytechnic Inst. 

KING.D.A. Contract Administration Branch 1 (Post 900603). NRC-04-91-076. 92/03/ 
20. SHERON.B. Division of Systems Research (Post 880717). MALLIAKOS.A. NRC - 
No Detailed Affiliation Given, ip. 61167:339-61167:341. 

-9203300127 Mod 2,changing project officer,to "Hydrogen Combustion Research.” 

* Rensselaer Polytechnic Institute, Troy, NY. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). NRC-04-91-076. 92/03/20. 2pp. 61167:340- 
61167:341. 

9203300324 Notification of contract execution,mod 65,to “Technical Assistance in Li¬ 
censing Actions.” Contractor.Science Applications Intl.Corp. 

MEEHAN,B. Contract Administration Branch 1 (Post 900603). NRC-03-87-029. 92/03/ 
23. GILLESPIE,F.P. Program Management, Policy Development & Analysis Staff (Post 
870411). GILL,A. NRC - No Detailed Affiliation Given. Ip. 61167:302-61167:305. 

—9203300325 Mod 65,revising indirect cost rates,to “Technical Assistance in Licensing 
Actions.” 

RODEHAU.T.J. Science Applications International Corp. (formerly Science Applica¬ 
tions, Inc.). SCOTT,M.L. Division of Contracts & Property Management (Post 890205). 
NRC-03-87-029. 92/03/23. 3pp. 61167:303-61167:305. 

9203300329 Notification of contract execution,awarding task order 34, “GE Advanced 
BWR Testing Requirements” to “Nuclear Power Reactor Operations,Mods & Maint 
Insp Svcs." Contractor: Parameter,Inc. 

DUBOSE,B.J. Division of Contracts & Property Management (Post 890205). FIN L- 
2439-2. NRC-03-89-027. 92/03/17. SCHWINK.W.S. Planning, Program & Manage¬ 
ment Support Branch (Post 870411). THOMAS,B.E. NRC - No Detailed Affiliation 
Given. 1 p. 61167:296-61167:301. 

-9203300332 Ltr contract NRC-03-89-027,awarding task order 34, "GE Advanced BWR 
Testing Requirements” to “Nuclear Power Reactor Operations,Mods & Maint Insp 
Svcs.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-2439-2. NRC-03- 
89-027. 92/03/12. LOFY.R.A. PARAMETER, Inc. 5pp. 61167:297-61167:301. 

9203300339 Notification of contract execution,awarding task order 146, “Reactor Oper¬ 
ator Licensing Requalification Exams,Pilgrim Nuclear Power Plant,” to “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts.lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. NRC-03-89-031. 92/03/20. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation Given, ip. 
61167:282-61167:286. 


-9203300343 Ltr contract NRC-03-89-031,awarding task order 146,“Reactor Operator 
Licensing Requalification Exams,Pilgrim Nuclear Power Plant,” to "Technical Assist¬ 
ance to Support Licensing Activities." 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/12. PETERSEN,L.R. Sonalysts, Inc. 4pp. 61167:283-61167:286. 

9203300350 Notification of contract execution,awarding task order 145: “Reactor Oper¬ 
ator Licensing Requalification Exams.Big Rock Point Nuclear Plant," to “Technical As¬ 
sistance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Division of Contracts & Property Management (Post 890205). FIN L-1289- 
2. NRC-03-89-031. 92/03/20. SCHWINK.W.J. Office of Nuclear Reactor Regulation, 
Director (Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 
61167:291-61167:295. 

-9203300353 Task order 145: “Reactor Operator Licensing Requalification Exams.Big 
Rock Point Nuclear Power Plant," to “Technical Assistance to Support Licensing Ac¬ 
tivities.” 

* Sonalysts, Inc. SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L- 
1289-2. NRC-03-89-031. 92/03/20. 4pp. 61167:292-61167:295. 

9203300357 Notification of contract execution,mod 1 to task order 135, “Reactor Oper¬ 
ator Licensing Initial Exams,North Anna Nuclear Power Plant,” to “Technical Assist¬ 
ance to Support Licensing Activities.” Contractor:Sonalysts,lnc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/19. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 61167:287- 
61167:290. 

-9203300361 Ltr contract NRC-03-89-031,mod 1 to task order 135,providing incremen¬ 
tal funding & providing funding,to “Reactor Operator Licensing Initial Exams,NAPS,” 
to “Technical Assistance to Support Licensing Activities.” 

SCOTT,M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. NRC-03- 
89-031. 92/03/12. PETERSEN.L.R. Sonalysts, Inc. 3pp. 61167:288-61167:290. 

9203300360 Notification of contract execution,mod 21,to “Operational & Maint of the 
NUDOCS." Contractor:SBA.Subcontractor: Statistics,Inc. 

FIELDS.J. Division of Contracts & Property Management (Post 890205). NRC-39-88- 
211. 92/03/25. MESSENGER.G. Division of Information Support Services (Post 
890205). BLANTON,J. NRC - No Detailed Affiliation Given. Ip. 61164:033-61164:036. 

-9203300367 Mod 21 .increasing total cost ceiling for option yr 1 to “Operational & 
Maint of NUDOCS” 

SMITH,L.P. Small Business Administration. POST.H. Statistica, Inc. MATTIA,M.J. Divi¬ 
sion of Contracts & Property Management (Post 890205). 92/03/25. 3pp. 61164:034- 
61164:036. 

9203300374 Notification of contract execution,mod 2,to “Generic Deregulation of Below 
Regulatory Concern Radwaste." Contractor:S.Cohen & Assoc. 

FIELDS.J. Division of Contracts & Property Management (Post 890205). NRC-04-90- 
071. 92/03/26. MORRIS,B. Division of Regulatory Applications (Post 870413). 
MECK.R. NRC - No Detailed Affiliation Given. Ip. 61164:037-61164:040. 

—9203300377 Mod 2,changing period of performance task no 1 & making editorial 
changes to Section C,to “Generic Deregulation of Below Regulatory Concern Rad- 
wastes." 

COHEN,S. S. Cohen & Associates, Inc. MATTIA.MJ. Division of Contracts & Property 
Management (Post 890205). 92/03/26. 3pp. 61164:038-61164:040. 

9203300379 Notification of contract execution.mod 1,to “Photographic Reproduction 
Svcs." Contractor.Domus Design Studio,Inc. 

HUGHES,A. Contract Administration Branch 1 (Post 900603). NRC-10-84-270. 92/03/ 
25. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). DEHN,D. NRC - No Detailed Affiliation Given. Ip. 61164:041-61164:042. 

—9203300381 Mod 1 .deobligating excess funds to “Photographic Reproduction Svcs.” 
PRATT,S.l. Domus Design Studios, Inc. MATTIA.M.J. Division of Contracts & Property 
Management (Post 890205). 92/03/25. Ip. 61164:042-61164:042. 

9203310044 Notification of contract execution.mod 11 to task order 14, “General Sys 
Maint.” Contractor:Applied Mgt Sys,Inc. 

KINNEY.P. Division of Contracts & Property Management (Post 890205). FIN D-1391- 
2. NRC-33-89-132. 92/03/25. CRANFORD,G.F. Office of Information Resources Man¬ 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 
61195:325-61195:327. 

-9203310046 Ltr contract NRC-33-89-132,mod 11 to Task Order 14, increasing ceiling 
amounts,to “General Sys Maint." 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN D-1391-2. NRC-33- 
89-132. 92/03/20. HUTCHISON,M. Applied Management Systems, Inc. 2pp. 
61195:326-61195:327. 

9203310150 Notification of contract execution.mod l,to "Task Network Modeling of 
Human Operators in Nuclear Power Plant Control Rooms.” Contractor:Micro Analysis 
& Design,Inc. 

EASTMAN,J. Division of Contracts & Property Management (Post 890205). FIN L- 
20091. NRC-04-91-085. 92/03/16. GUSTAVE,R. Office of Nuclear Regulatory Re¬ 
search (Post 860720). PERSENKY.J. NRC - No Detailed Affiliation Given. Ip. 
61195:317-61195:319. 

-9203310155 Mod 1,revising completion date for task 4,extending contract expiration 
date & revising submittal date for final rept,to “Task Network Modeling of Human Op¬ 
erators in Nuclear Power Plant Control Rooms.” 

LAUGHERY.R.R. Micro Analysis & Design, Inc. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). FIN L-20091. NRC-04-91-085. 92/03/16. 2pp. 
61195:318-61195:319. 

9203310325 Notification of contract execution.mod 1,to “Mobile Radiological Measure¬ 
ments Lab." Contractor:Dodgen Mobile Technologies. 

EASTMAN,J.G. Division of Contracts & Property Management (Post 890205). NRC-28- 
92-208. 92/03/26. MCOSCAR.J.J. Region 1 (Post 820201). KOTTAN.J. NRC - No De¬ 
tailed Affiliation Given. Ip. 61195:322-61195:323. 

-9203310328 Mod 1,changing spec G.1 under section C.1.3,to “Mobile Radiological 
Measurements Lab.” 

* Dodgen Mobile Technologies. SCOTT,M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). NRC-28-92-208. 92/03/26. Ip. 61195:323-61195:323. 
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FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

8507230064 License 42-23539-01AF for US Air Force Radioisotope 
Committee,authorizing possession of any byproduct,source or SNM in quantities as 
needed but not to exceed quantities specified in 10CFR150.11(a). 

MILLER.V.L Materials Licensing Branch. 85/06/26. 2pp. 60758:100-60758:103. 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEV.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

-8202220666 Forwards preliminary account of 820125 steam generator tube rupture in¬ 
cident at facility. 

HELTEMES.C.J. Office for Analysis & Evaluation of Operational Data, Director. 82/02/ 
01. LAFLEUR.J.D. Office of International Programs (Pre 870413). 9pp. 60810:209- 
60810:217. 

-8205060611 Forwards draft Commission paper w/proposed FR notice re potential AO 
pertaining to steam generator tube rupture on 820125. 

MICHELSON.C. Office for Analysis & Evaluation of Operational Data, Director. 82/04/ 
23. DENTON.H.R. Office of Nuclear Reactor Regulation (800428-851124). 19pp. 
60810:218-60810:236. 


-9203030463 Rev 3 to Procedure 1-AP-24.1, “Large Steam Generator Tube Leak Re¬ 
quiring Immediate & Rapid Unit Shutdown." 

* Virginia Power (Virginia Electric & Power Co.). 87/10/08. 8pp. 60810:345-60810:352. 


-9203030465 Rev 3 to Procedure 1-AP-24.2, “Small Steam Generator Tube Leak." 

* Virginia Power (Virginia Electric & Power Co.). 87/10/09. 4pp. 60810:353-60810:356. 


-9203030466 Rev 3 to Procedure 1-AP-5.1, “Unit 1 Radiation Monitoring Sys.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/20. 36pp. 60810:357- 
60811:031. 


-9203030467 Rev 3 to Procedure 1-PT-46.2A, “Condenser Air Ejector Radiation Moni¬ 
tor Alarm Setpoint Calculation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 8pp. 60811:032-60811:039. 

-9203030469 Rev 3 to Procedure 1-PT-46.2B, “N-16 Radiation Monitor Alarm Setpoint 
Calculation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 12pp. 60811:040- 
60811:051. 


-9203040351 Safety evaluation accepting licensee 870915 response re SG tube rupture 
event rept describing plan of action for returning plant to full power operation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/12/02. 41pp. 
60811:053-60811:093. 


-8306020563 Disagrees w/conclusions in P Harmon memo re tube rupture event 
analysis.Problems w/terminology in memo discussed. 

HOLAHAN.G. Operating Reactors Assessment Branch. 83/05/24. LANNING.W.D. 
Office for Analysis & Evaluation of Operational Data, Director. 2pp. 60810:237- 
60810:238. 

-8307110602 Forwards G Holahan 830524 memo re steam generator tube rupture 
event analysis.No superheated conditions nor thermal-hydraulic behavior attributable 
to superheated steam identified. 

SEYFRIT.K.V. Reactor Operations Analysis Branch. 83/06/21. HARMON,P. NRC - No 
Detailed Affiliation Given. 2pp. 60810:239-60810:240. 

-8404270010 Discusses completion of facility steam generator tube rupture RETRAN 
calculation.Final rept,providing details on all calculations made,forthcoming. 
TESSIER.J.H. Argonne National Laboratory. FIN A-2311. 84/04/19. GUTTMANN.J. 
Reactor Systems Branch. 3pp. 60810:241-60810:243. 

-8502150101 Forwards ANL/LWR/NRC 84-5, “TRAC Simulation of Ginna Steam Gen¬ 
erator Tube Rupture Event” Task II of FIN A-2311 complete. 

AVERY.R. Argonne National Laboratory. FIN A-2311. 85/02/11. GUTTMANN.J. Reac¬ 
tor Systems Branch. Ip. 60811:132-60811:132. 

-8708130323 Trip rept of 870722,23,29 & 30 site visit re investigation of 870715 steam 
enerator tube rupture.Chronology of event, preliminary evaluation,insp & repair 
istory,probe types used for tests,insp plan & insp status end. 

CONRAD,H.F. Materials Engineering Branch (870411-890702). 87/08/11. 
CHENG,C.Y. Materials Engineering Branch (870411-890702). 23pp. 60810:244- 
60810:266. 

-8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna 
steam generator tube rupture event on 870715 should be added to Enel l.Page 4 & 
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4. 
MACKINNON,J.B. Incident Response Branch. 87/10/29. HARPER,M.R. Trends & Pat¬ 
terns Analysis Branch, ip. 60811:052-60811:052. 

-8801050585 Forwards proprietary & nonproprietary versions of safety evaluation sup¬ 
porting licensee efforts to restore steam generator to acceptable condition following 
870715 steam generator tube rupture event.Proprietary rept withheld. 

RICHARDSON,J.E. Assistant Director for Engineering (870411-890826). 87/12/03. 
BERKOW.H.N. Project Directorate 11-2. 41pp. 60811:133-60811:133. 

-8804110138 Forwards info requested during 871109 briefing of Commission re 870715 
steam generator tube rupture evenLActions taken by plant operators before reactor 
manually tripped appropriate & have no generic implications. 

STELLO.V. Ofc of the Executive Director for Operations. 88/03/31. ZECH Commis¬ 
sioners (Post 750119). 4pp. 60811:096-60811:099. 

-8807080274 Discusses generic implications of steam generator tube rupture event on 
870715,per 871109 request for addl info. Actions required by NRC Bulletin 88-002 will 
be effective in minimizing future tube rupture. 

STELLO.V. Ofc of the Executive Director for Operations. M871109. 88/07/01. ZECH 
Commissioners (Post 750119). 4pp. 60811:094-60811:095. 

-8808300186 Forwards proprietary SER accepting Westinghouse approach to resolve 
Item C.2 of NRC Bulletin 88-002, “Rapidly Propagating Fatigue Cracks in Steam Gen¬ 
erator Tubes.” SER withheld. 

CHENG,C.Y. Materials Engineering Branch (870411-890702). IEB-88-002. 88/08/19. 
NEIGHBORS.D. Project Directorate 1-1. 2pp. 60811:134-60811:138. 

-8910160184 Forwards SER re NRC review of generic program developed by Westin- 
house to resolve Item C.2 of NRC Bulletin 88-002, “Rapidly Propagating Fatigue 
Cracks in Steam Generator Tubes.” Approach will guard against future failures. 
RICHARDSON,J.E. Division of Engineering & Systems Technology (870411-890826). 
IEB-88-002. 89/10/02. JOHNSON,W.J. Westinghouse Electric Corp. 32pp. 60811:100- 
60811:131. 

-9203030454 Requests that task force be established to review & evaluate Ginna 
event. 

PALLADINO.N.J. Commissioners (Post 750119). 82/01/29. Ofc of the Executive Di¬ 
rector for Operations. Ip. 60810:208-60810:208. 

-9203030459 Rev 3 to Procedure 1-OP-2.2, “Unit Power Operation Mode 1 to Mode 2.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/20. 30pp. 60810:267- 
60810:296. 

-9203030461 Rev 3 to Procedure 1-PT-46.2C, “S/G Blowdown Radiation Monitor Alarm 
Setpoint Calculation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 6pp. 60810:297-60810:302. 

-9203030462 Rev 3 to Procedure t-PT-46.2, “Primary-to-Secondary Leak Rate Determi¬ 
nation.” 

* Virginia Power (Virginia Electric & Power Co.). 87/10/02. 41pp. 60810:303- 
60810:343. 


9203040004 Partial response to FOIA request for records.App A & B records end & 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/06/12. LEHRENBAUM.W.U. Perkins, Coie (formerly Perkins, Coie, Stone, 
Olsen & Williams). 5pp. 61078:001-61082:025. 

-7901090346 Application for renewal of Matl/Byproduct License 34-00054-06 for Cs- 
137,Co-60, & H-3 used for glass level determination in glass furnaces,self luminated 
calibrated light sources & other measurement purposes. 

WEISS.M. General Electric Co. 97977. 78/12/20.11pp. 61080:159-61080:169. 

-7904120257 Ack receipt of 781220 application for renewal of Byproduct/ Matl License 
34-00054-06.Requests submittal of complete up-to-date application w/o ref to previ¬ 
ously submitted info. License will not expire until final action taken on renewal. 
GUINN.P.R. Radioisotopes Licensing Branch (Pre 790501). 97977. 79/03/07. 
MATELSKY.I. General Electric Co. 3pp. 61080:155-61080:157. 

-7905080034 Submits addl info requested by NRC 790307 Itr to support application to 
renew Matl/Byproduct License 34-00054-06 re use of Cs-137 & any matl w/atomic 
No 1-83 & licensee’s qualifications & scope & function of committee. 

MATELSKY.I. General Electric Co. 97977. 79/04/05. GUINN.P.R. Radioisotopes Li¬ 
censing Branch (Pre 790501). 5pp. 61080:150-61080:154. 

-7907020285 Requests amend to License 34-00054-06 authorizing use of licensed 
matls at all plants & facilities of GE,Lighting Business Group. 

KELLY,J.P. General Electric Co. 00008. 79/05/15. GUINN,P. Materials Licensing 
Branch. Ip. 61080:149-61080:149. 

-7911080005 Forwards application for amend of Matl/Byproduct License 13-10455-01 
to include Cd-109 & Am-241. 

UHDE.J. General Electric Co. 79/10/23. Materials Licensing Branch. Ip. 61081:183- 
61081:183. 

-7911080007 Application for amend of Matl/Byproduct License 13-10455-01. Amend 
authorizes use of Cd-109 & Am-241 sealed sources. 

UDHE.J. General Electric Co. 79/10/23. 4pp. 61081:184-61081:187. 

—8006060225 Forwards application for amend of Matl/Byproduct License 13-10455-01. 
UHDE.J.L. General Electric Co. 03071. 80/03/13. Region III, IE (720101-810228). Ip. 
61081:188-61081:188. 

-8006060233 Application for amend of Matl/Byproduct License 13-10455-01. Amend 
adds use of Cs-137,sealed source TX Nuclear Model 570-57157C, in four source 
holders. 

UHDE.J. General Electric Co. 03071. 80/03/13. 7pp. 61081:189-61081:195. 

-8008130114 Forwards Amend 14 to Matl/Byproduct License 13-10455-01. Indicates 
that only Condition 12 has been amended to add J Gayetsky & J Uhde. 
PETTIJOHN.S.L. Region III, IE (720101-810228). 80/04/10. UHDE.J. General Electric 
Co. ip. 61081:196-61081:196. 

-8412070273 Ack receipt of 841023 Itr informing NRC of steps taken to correct viola¬ 
tions noted in insp of Licenses 34-00054-04, 34-00054-05 & SMB-191 .Response did 
not address concern re internal deposition of persons handling thorium. 

AXELSON.W.L Region 3 (Post 820201). 84/12/04. ZIELINSKI,A.M. General Electric 
Co. Ip. 61079:262-61079:275. 

-8412070288 Responds to NRC 841017 Itr re violations noted in insp of Licenses 34- 
00054-04,34-00054-05 & SMB-191 .Corrective actions:training scheduled for employ¬ 
ees at chemical & tungsten products plants. 

ZIELINSKI,A.M. General Electric Co. 1350-1488. 84/10/23. AXELSON.W.L Region 3 
(Post 820201). 13pp. 61079:263-61079:275. 

-8505020558 Amend 16 to License 34-00054-04 for GE Lighting Business 
Group.amending license in entirety. 

HOLT.B.J. Region 3 (Post 820201). 85/04/17. 2pp. 61078:009-61078:224. 

-8505020563 Forwards Amend 16,renewing License 34-00054-04. 

HOLT.B.J. Region 3 (Post 820201). 85/04/19. ZIELINSKI,A.M. General Electric Co. 
2pp. 61079:068-61079:069. 

-8505020568 Responds to 841129 request for addl info re application for renewal of 
License 34-00054-04.Sketch of radioisotope storage room & current inventory of stor¬ 
age room radioactive matls end. 

ZIELINSKI,A.M. General Electric Co. 75673. 84/12/19. HOLT.B.J. Region 3 (Post 
820201). 5pp. 61079:063-61079:067. 

-8505020579 Requests addl info re 830909 application for renewal of License 34- 
00054-04,including sketch of radioactive matls storage room & procedures to prevent 
leakage of liquid sources & airborne release of gaseous or volatile sources. 

HOLT.B.J. Region 3 (Post 820201). 75673. 84/11/29. ZIEUNSKI.A.M. General Elec¬ 
tric Co. 2pp. 61079:059-61079:060. 
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—8505020582 Advises of refund of fee for 830909 application for renewal of License 34- 
00054-04 due to overpayment.Record of 840101 telcon end. 

JACKSON,G. License Fee Management Branch (Pre 861124). 83/11/14. 

KAPLAN,A.L. General Electric Co. Ip. 61079:061-61079:061. 

-8505020591 Ack receipt of application for renewal of License 34-00054-04.License will 
not expire until final NRC action taken. 

* Region 3 (Post 820201). 75673. 83/11/05. ZIELINSKI,A.M. General Electric Co. Ip. 
61079:062-61079:062. 

—8505020594 Forwards application for renewal of License 34-00054-04. 

ZIELINSKI,A.M. General Electric Co. 1350-1050. 83/09/08. Region 3 (Post 820201). 
Ip. 61079:011-61079:056. 

—8505020600 Application for renewal of License 34-00054-04,authorizing possession & 
use of Ni-63 sealed source in gas chromatograph detector for chemical analysis.Fee 
paid. 

KAPLAN,A.L. General Electric Co. 75673. 83/09/09. 45pp. 61079:012-61079:056. 

-8507150083 Amend 21 to License 13-10455-01 for GE,authorizing use of 50 mCi Cs- 
137 in Texas Nuclear Models 5205 & 5195 source holders for level measurements & 
revising Condition 20. 

ADAM.W.J. Region 3 (Post 820201). 85/06/19. Ip. 61080:360-61080:360. 

-8507150090 Forwards Amend 21 to License 13-10455-01. 

ADAM.W.J. Region 3 (Post 820201). 85/06/19. UHDE.J. General Electric Co. 2pp. 
61081:245-61081:246. 

-8507150099 Application for amend to License 13-10455-01 .adding Texas Nuclear 
Model 5205 in Model 696894 capsule.w/no single source to exceed 50 mCi & Model 
5195,containing Cs-137,in Model 696-696833 capsule.Fee paid. 

UHDE.J. General Electric Co. 79034. 85/05/22. Region 3 (Post 820201). 36pp. 
61081:208-61081:243. 

-8601070457 Discusses safety insp of Licenses 13-10455-01 & 13-10455-03 on 
851211 & 13 & forwards notice of violation. 

WIEDEMAN.D.G. Region 3 (Post 820201). 85/12/27. SIMPSON.D. General Electric 
Co. Ip. 61081:289-61081:292. 

-8601070519 Notice of violation from insp on 851211 & 13.Violation noted:records of 
designated individuals not maintained, sealed sources not leak tested at proper inter¬ 
vals & physical inventory not conducted every 6 months. 

WIEDEMAN.D.G. Region 3 (Post 820201). 85/12/27. 3pp. 61081:290-61081:292. 

-8601130068 Discusses NRC insp of License 13-10455-01 on 851211-13 & violations 
noted.Corrective actions:inventory form developed for use by designated people on 
units & signs placed on required radioactive sources. 

DRAKE,T. General Electric Co. 85/12/20. SIMPSON.G. General Electric Co. 3pp. 
61081:286-61081:288. 

-8602190117 Responds to violations noted in NRC 851211-13 safety insp of Licenses 
13-10455-01 & 13-10455-03.Corrective actions: authorized list of users updated & in¬ 
ventory set up w/authorized users. 

DRAKE,T.L. General Electric Co. 86/01/13. WIEDEMAN.D.G. Region 3 (Post 
820201). 2pp. 61081:304-61081:305. 


—8708240180 Forwards Amend 38,renewing License 34-00054-06.License written listing 
specific radionuclides to be used in gauges & gas chromatographs,per 870421 telcon. 
MATSON.E.R. Region 3 (Post 820201). 87/04/28. KAPLAN,A.L. General Electric Co. 
2pp. 61080:004-61080:005. 

-8708240188 Forwards application for renewal of License 34-00054-06 & radiation pro¬ 
tection safety manual.Changes will be made to manual w/o NRC notification only 
when changes administrative or do not adversely impact program effectiveness. 
ZIELINSKI,A.M. General Electric Co. 76809. 87/04/07. MATSON.E.R. Region 3 (Post 
820201). 5pp. 61080:006-61080:087. 

-8708240200 Application for renewal of License 34-00054-06,authorizing use of Cs- 
137,H-3,Co-60 & Ni-63 sources in gauges. 

KAPLAN,A.L. General Electric Co. 87/04/08. 22pp. 61080:011-61080:032. 

-8708240208 “Lighting Business Group Radiation Safety Manual.” Record of 870126 
telcon & related info end. 

* General Electric Co. 76809. 87/04/07. 55pp. 61080:033-61080:087. 

-8708240219 Ack receipt of application for renewal of License 34-00054-06. 

* Region 3 (Post 820201). 76809. 84/05/25. General Electric Co. Ip. 61080:092- 
61080:092. 

-8708240226 Forwards application for renewal of License 34-00054-06. License in¬ 
cludes only gauges or instruments utilizing sealed sources.Fee paid. 

ZIELINSKI,A.M. General Electric Co. 76809. 84/05/08. Region 3 (Post 820201). 2pp. 
61080:093-61080:137. 

-8708240230 Application for renewal of License 34-00054-06,authorizing 
possession,storage &/or use of sealed sources in gauging 

devices.detectors,analyzers,calibrators & light sources. 

KAPLAN,A.L. General Electric Co. 76809. 84/05/08. 43pp. 61080:095-61080:137. 

-8804210383 Amend 25 to License 13-10455-01 for GE,authorizing use of Co-60,Cs- 
137 & Am-241 sealed sources for possession & use in Berthold devices evaluated & 
approved for licensing purposes & Condition 20 re conduct of program. 

MATSON.E.R. Region 3 (Post 820201). 83584. 87/09/02. Ip. 61081:005-61081:005. 

-8804210390 Application for amend to License 13-10455-01,authorizing use of Co- 
60, Cs-137 & Am-241 sealed sources for possession & use in Berthold devices evalu¬ 
ated & approved for licensing purposes & authorized for distribution.Fee paid. 

UHDE.J. General Electric Co. 83584. 87/05/05. Region 3 (Post 820201). Ip. 
61081:256-61081:256. 

-8811160074 Discusses safety insp on 880811-12 of Licenses 34-00054-06 & SMB-191 
& forwards notice of violation.lnsp identified new areas of listed concerns.including 
survey not being performed after handling thorium. 

WIEDEMAN.D.G. Region 3 (Post 820201). 88/11/07. KAPLAN,A.L. General Electric 
Co. 3pp. 61080:291-61080:296. 

-8811160084 Notice of violation from insp on 880811-12.Violations noted: licensee has 
not conducted contamination surveys since 870825 & licensee failed to perform re¬ 
quired bioassays from 850326 to 871013. 

WIEDEMAN.D.G. Region 3 (Post 820201). 88/11/07. 3pp. 61080:294-61080:296. 


-8602260671 Amend 22 to License 13-10455-01 for GE,authorizing use of Kr-85,Co- 
60, Cs-137,Cd-109 & Am-241 sealed sources for listed reasons,including measurement 
of thickness of sheet & film. 

MATSON.E.R. Region 3 (Post 820201). 85/08/06. 2pp. 61081:001-61081:002. 


-8812220091 Forwards 881130 Itr & data sheet which corresponds w/results of insp of 
Edison Park facility.lnfo inadvertently omitted from Itr first time submitted. 

ZIELINSKI,A.M. General Electric Co. 88/12/05. WIEDEMAN.D.G. Region 3 (Post 
820201). Ip. 61080:313-61080:320. 


-8602260676 Application for amend to License 13-10455-01 .authorizing use of Cs-137 
sealed source in Texas Nuclear devices.Fee paid. 

UHDE.J.L. General Electric Co. 79445. 85/07/26. Ip. 61081:244-61081:244. 

-8605010062 Amend 23 to License 13-10455-01 for GE,authorizing use of Co-60 & Cs- 
137 sealed sources in Berthold Model LB-300-1 source head & Kay-Ray Model 
7062BP source holder for level measurements. 

ADAM.W.J. Region 3 (Post 820201). 86/02/25. Ip. 61081:003-61081:003. 

-8605010066 Application for amend to License 13-10455-01 .authorizing use of Berthold 
Model LB-300-1 source head containing Co-60 & Kay-Ray source holder Model 
7062BP w/Amersham source capsule containing Cs-l37.Addl info encl.Fee paid. 
UHDE.J. General Electric Co. 80528. 86/01/09. KUNOWSKI.M. Region 3 (Post 
820201). 8pp. 61081:247-61081:254. 


-8812220111 Responds to insp of License 34-00054-06 on 880811 & 12.Some viola¬ 
tions & concerns re misunderstanding of NRC licensing requirements.Corrective 
actions:wipe sample collection training conducted. 

ZIELINSKI,A.M. General Electric Co. 88/11/30. WIEDEMAN.D.G. Region 3 (Post 
820201). 7pp. 61080:314-61080:320. 

-8903020266 Amend 26 to License 13-10455-01 for General Electric Co, amending 
Condition 12,authorizing J Uhde as radiation protection officer & 0 Clendenen as al¬ 
ternate. 

MADERA,J.R. Region 3 (Post 820201). 88/03/03. Ip. 61081:006-61081:006. 

-8903020276 Forwards Amend 26 to License 13-10455-01.W/880302 telcon record. 
MADERA,J.R. Region 3 (Post 820201). 84979. 88/03/03. VHDE.J. General Electric 
Co. 3pp. 61081:271-61081:273. 


-8610060127 Amend 24 to License 13-10455-01 for GE,authorizing possession & use 
of Cs-137 & Am-241 sealed sources in Kay- Ray devices evaluated & approved for 
licensing purposes & authorized for distribution. 

MCCANN,G.M. Region 3 (Post 820201). 86/08/11. Ip. 61081:004-61081:004. 

-8610060147 Application for amend to License 13-10455-01,authorizing possession & 
use of Cs-137 & Am-241 :Be in Kay-Ray devices evaluated & approved for licensing 
purposes & authorized for distribution.Fee paid. 

UHDE.J. General Electric Co. 81735. 86/07/15. Region 3 (Post 820201). Ip. 
61081:255-61081:255. 


-8903020282 Application for amend to License 13-10455-01 & 13-10455-03 authorizing 
D Clendenen as alternate radiation protection officer & D Morlock as authorized indi¬ 
vidual performing relocation,maint,replacement & radiation surveys.Fee paid. 

UHDE.J. General Electric Co. 84979. 87/07/22. Region 3 (Post 820201). 2pp. 
61081:257-61081:258. 

-8903020287 Responds to telcon re return of check in payment of license fee,due to 
no record of receiving application.W/871211 telcon record. 

JACKSON,G. License Fee Management Branch. 84979. 87/12/14. ANDERSON,P. 
General Electric Co. 7pp. 61081:259-61081:265. 


-8704230086 Amend 37 to License 34-00054-06 for GE,authorizing use of 95-Ci Cs-137 
sealed sources. 

MATSON.E.R. Region 3 (Post 820201). 86/12/10. Ip. 61079:293-61079:293. 

-8704230095 Forwards Amend 37 to License 34-00054-06.License amended to in¬ 
crease possession limit for Cs-137,per 861205 telcon. Remaining info described in 
860226 Itr not incorporated into license.lnfo will be combined & reviewed w/pending 
renewal. 

MATSON,E.R. Region 3 (Post 820201). 86/12/10. ZIELINSKI,A.M. General Electric 
Co. Ip. 61080:138-61080:138. 

-8704230105 Application for amend to License 34-00054-06,increasing possession limit 
from 60 Ci to 95 Ci Cs-137 & transferring sealed source units to plants operating 
under NRC jurisdiction.Fee paid. 

ZIELINSKI,A.M. General Electric Co. 80902. 86/02/26. Region 3 (Post 820201). 7pp. 
61080:139-61080:146. 


-8708240163 Amend 38 to License 34-00054-06 for GE Lighting Business 
Group,amending license in entirety. 

MATSON.E.R. Region 3 (Post 820201). 87/04/28. 4pp. 61079:289-61079:292. 


-8906230256 Amend 27 to License 13-10455-01 for GE,changing Conditions 17 re per¬ 
sons authorized to perform installation,initial radiation survey,relocation & removal 
from svc & Condition 20 concerning conduct of program.Forwarding Itr end. 

MADERA,J.R. Region 3 (Post 820201). 385830. 88/08/18. Ip. 61081:007-61081:007. 

-8906230259 Application for amend to License 13-10455-01,authorizing D Morlock & J 
Hoehn to perform installation,relocation, replacement,radiation surveys & emergency 
response.Training & certification info encl.Fee paid. 

UHDE.J. General Electric Co. 385830. 88/06/29. MADERA,J.R. Region 3 (Post 
820201). 8pp. 61081:278-61081:285. 

-9004050394 Matls licensing package for Amend 28 to License 13-10455-01 for 
GE.Contro!:385493. 

PELKE.PJ. Region 3 (Post 820201). 385493. 89/02/06. 4pp. 61081:008-61081:011. 

-9006250105 Forwards safety insp on 900530 of License 34-00499-12.No violations 
noted. 

KING.W.T. Region 3 (Post 820201). 90/06/15. General Electric Co. Ip. 61081:343- 
61081:355. 
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-9006250108 Safety insp on 900530 of License 34-00499-12.lnsp findings: no violations 
observed. 

KING.W.T. Region 3 (Post 820201). 90/06/06. 12pp. 61081:344-61081:355. 

-9008060205 Matls licensing package for Amend 17 to License 34-00054-04 for GE 
Lighting.Control:389069. 

ADAM.WJ. Region 3 (Post 820201). 389069. 90/05/18. 3pp. 61078:006-61078:008. 

-9012030018 Forwards demand for info ttr dtd 901102.Ltr issued to Part 30 
licensees,per 900727 Itr requiring 10CFR30.35 compliance. 

PAPPAS,H. Region 3 (Post 820201). 90/11/09. Region 3 (Post 820201). Ip. 
61081:356-61082:025. 

-9012030046 Forwards demand for info re decommissioning funding plan or certificate 
that financial assurance for decommissioning has been provided. 

DAVIS,A.B. Region 3 (Post 820201). 90/11/02. SteriGenics International (formerly Ra¬ 
diation Sterilizers, Inc.). Ip. 61081:357-61082:025. 

-9012180275 Matls licensing package for Amend 39 to License 34-00054-06 for GE 
Co.Control:390222. 

PISKURA.D.A. Region 3 (Post 820201). 390222. 90/10/23. 2pp. 61079:287- 
61079:288. 

-9102180119 Reviews 901102 demand for info Itr & 901107 response & agrees that 
facility in compliance w/10CFR30.35, “Financial Assurance & Recordkeeping for De¬ 
commissioning." 

MCCANN,G.M. Region 3 (Post 820201). 91/01/30. ZIELINSKI.A.M. General Electric 
Co. Ip. 61080:321-61080:321. 

-9203040007 Matls licensing package for amend 15 to license 34-00054-04 for GE. 
MCCANN,G.M. Office of Nuclear Material Safety & Safeguards. 82/10/21. Ip. 
61078:225-61078:225. 

—9203040015 Matls licensing package for amend 14 to license 34-00054-04 for GE. 
GUINN.P.R. Radioisotopes Licensing Branch (Pre 790501). 78/10/25. 3pp. 
61078:226-61078:228. 

-9203040021 Matls licensing package for amend 13 to license 34-00054-04 for GE. 

* Atomic Energy Commission, Directorate of Licensing (720101-750118). 73/12/11. 
3pp. 61078:229-61078:231. 

-9203040023 Matls licensing package for amend 12 to license 34-00054-04 for GE. 
BRINKMAN Atomic Energy Commission (Pre 750119). 69/08/07. Ip. 61078:232- 
61078:232. 

-9203040025 Matls licensing package for amend 11 to license 34-00054-04 for GE. 

* Atomic Energy Commission (Pre 750119). 68/09/13. Ip. 61078:233-61078:233. 

-9203040026 Matls licensing package for amend 10 to license 34-00054-04 for GE. 
MILLER,W.O. Atomic Energy Commission (Pre 750119). 67/01/04. 2pp. 61078:234- 
61078:235. 

-9203040027 Matls licensing package for amend 9 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 66/09/08. Ip. 61078:236- 
61078:236. 

-9203040028 Matls licensing package for amend 8 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 65/04/16. Ip. 61078:237- 
61078:237. 

-9203040031 Matls licensing package for amend 7 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 64/08/28. 3pp. 
61078:238-61078:240. 

-9203040035 Matls licensing package for amend 6 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 63/07/26. Ip. 61078:241- 
61078:241. 

-9203040044 Matls licensing package for amend 5 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 63/06/06. Ip. 61078:242- 
61078:242. 

-9203040045 Matls licensing package for amend 4 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 63/05/03. Ip. 61078:243- 
61078:243. 

-9203040047 Matls licensing package for amend 3 to License 34-00054-04 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 62/08/30. 3pp. 
61078:244-61078:246. 

-9203040050 Matls licensing package for amend 2 to License 34-00054-04 for GE. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/09/02. 4pp. 61078:247- 
61078:250. 

-9203040060 Matls licensing package for amend 1 to license 34-00054-04 for GE. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 59/04/29. Ip. 61078:251- 
61078:251. 

-9203040063 Matls licensing package for license 34-00054-04 for GE. 

MASON,J.R. Atomic Energy Commission (Pre 750119). 58/09/08. 2pp. 61078:252- 
61078:253. 

-9203040070 Application for license,authorizing possession & use of 500 mCi all radioi¬ 
sotopes between 3 & 83 plus tritium for R&D. 

CLARKE,S.B. General Electric Co. 9990. 58/04/04. 7pp. 61078:254-61078:260. 

—9203040085 Advises that Radioisotope Committee established in Feb 1956, per J 
Kastner request 

* General Electric Co. 58/04/02. Atomic Energy Commission (Pre 750119). 5pp. 
61078:261-61078:265. 

-9203040087 Forwards application for broad specific license. 

KASTNER,J. General Electric Co. 58/04/04. HITCH.J.W. Atomic Energy Commission 
(Pre 750119). Ip. 61078:266-61078:266. 

—9203040306 Requests addl listed info to complete review of 580404 application for 
broad license for R&D. 

BOWYER.J.E. Atomic Energy Commission (Pre 750119). 9990. 58/06/09. 

CLARKE,S.B. General Electric Co. 2pp. 61078:267-61078:268. 


-9203040311 Responds to 580609 Itr re application for broad license. Radioisotope 
committee has complete radiological control over all radioactive matls. 

KASTNER,J. General Electric Co. 2182. 58/07/01. BOWYER.J.E. Atomic Energy 
Commission (Pre 750119). 2pp. 61078:269-61078:270. 

-9203040313 Ack receipt of 581014 Itr.Proposed radiological safety procedures suffi¬ 
ciently complete to be put into final form. 

SIMS.R.W. Atomic Energy Commission (Pre 750119). 58/10/31. KASTNER,J. General 
Electric Co. Ip. 61078:271-61078:271. 

-9203040316 Expresses appreciation for prompt consideration & action re application 
for broad license. 

KASTNER,J. General Electric Co. 4597. 58/10/14. SIMS.G. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61078:272-61078:272. 

-9203040319 Application for amend to license 34-00054-04,authorizing possession of 
tritiated water at activity of 1 Ci per gram. 

KASTNER,J. General Electric Co. 3281. 59/04/13. BRINKMAN,R. Atomic Energy 
Commission (Pre 750119). Ip. 61078:273-61078:273. 

-9203040322 Forwards radiation protection bulletin,per 581031 request. 

PENNINGTON,E.J. General Electric Co. 6157. 58/12/17. SIMS.R.W. Atomic Energy 
Commission (Pre 750119). Ip. 61078:274-61078:274. 

-9203050095 Responds to 600126 Itr re tagging requirements of License 34-00054- 
04.Waming tag to be attached to source capsule rather than lead storage container. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/03/31. MATELSKY.I. Gen¬ 
eral Electric Co. Ip. 61078:275-61078:275. 

-9203050103 Responds to insp of License 34-00054-04 on 590903.Assures that licens¬ 
ee in compliance W/10CFR20 & license requirements. 

MATELSKY.I. General Electric Co. 0492. 60/01/26. MASON,J.R. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 61078:276-61078:277. 

-9203050109 Application for amend,renewing license 34-00054-04. 

CLARKE,S.B. General Electric Co. 60/08/09. 3pp. 61078:278-61078:280. 

-9203050110 Application for amend,renewing license 34-00054-04. 

* General Electric Co. 45523. 62/08/08. 3pp. 61078:281-61078:283. 

-9203050113 Forwards application for renewal of License 34-00054-04.W/o end. 
MATELSKY.I. General Electric Co. 62/08/08. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61078:284-61078:284. 

-9203050119 Forwards application for renewal of License 34-00054-04. 

MATELSKY.I. General Electric Co. 28554. 60/08/12. MASON,J.R. Atomic Energy 
Commission (Pre 750119). Ip. 61078:285-61078:285. 

-9203050159 Application for amend to license 34-00054-04,authorizing use of mat! at 
Cleveland Lamp Plant 

MATELSKY.I. General Electric Co. 63/04/30. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61078:286-61078:286. 

-9203050168 Forwards application for amend to License 34-00054-04, authorizing 
transfer of possession & control of Tungsten Products. 

MATELSKY.I. General Electric Co. 51307. 63/05/06. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:287-61078:287. 

-9203050173 Application for amend to license 34-00054-04,authorizing possession & 
use of .06 mCi Tungsten-181,1.65 mCi Tungsten-185 & 500 mCi Tungsten-187. 

* General Electric Co. 51307. 63/05/06. 3pp. 61078:288-61078:290. 

-9203050178 Requests addl info re 630506 application for byproduct matls authorizing 
blending tests w/Tungsten-181,185 & 187. 

BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 51307. 63/05/21. 
MATELSKY.I. General Electric Co. Ip. 61078:291-61078:291. 

-9203050180 Forwards application for amend to License 34-00054-04, authorizing pos¬ 
session & use of Tungsten-185. 

MATELSKY.I. General Electric Co. 51307. 63/05/29. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:292-61078:292. 

-9203050182 Application for amend to license 34-00054-04,authorizing possession of 
Tungsten-181,185 & 187. 

* General Electric Co. 63/05/29. 4pp. 61078:293-61078:296. 

-9203050185 Responds to 630415 request for addl info re application for amend to Li¬ 
cense 34-00054-04-Ground plan end. 

MATELSKY.I. General Electric Co. 63/06/13. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). 4pp. 61078:297-61078:300. 

-9203050187 Informs of typo in first paragraph of 630613 Itr re 5 Ci H-3 possession per 
license period. 

MATELSKY.I. General Electric Co. 50870. 63/06/14. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:301-61078:301. 

-9203050192 Requests addl info re 630415 application for amend to License 34-00054- 
04. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 50870. 63/05/07. 
MATELSKY.I. General Electric Co. Ip. 61078:302-61078:302. 

—9203090259 Application for amend to license 34-00054-04,authorizing release of up to 
5 Ci Kr-85 & 5 Ci tritium to atmosphere per license period. 

MATELSKY.I. General Electric Co. 58370. 63/04/15. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:303-61078:303. 

—9203090264 Forwards corrected Amend 6 to License 34-00054-04.W/o end. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/07/26. MATELSKY.I. 
General Electric Co. Ip. 61078:304-61078:304. 

—9203090267 Application for amend,renewing license 34-00054-04. 

* General Electric Co. 81893. 64/08/14. 2pp. 61078:305-61078:306. 

—9203090269 Forwards application for renewal of License 34-00054-04. W/o end. 
MATELSKY.I. General Electric Co. 64/08/14. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61078:307-61078:307. 
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-9203090271 Discusses transfer of listed products containing byproduct matt in exempt 
concentrations. 

MATELSKY.I. General Electric Co. 65/01/04. Atomic Energy Commission (Pre 
750119). 2pp. 61078:308-61078:309. 

—9203090273 Application for amend to license 34-00054-04,authorizing possession & 
use of 5,500 mCi Cs-137 for R&D. 

MATELSKY.I. General Electric Co. 65/03/19. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61078:310-61078:310. 

-9203090274 Application for amend to license 34-00054-04,authorizing transfer of 
Ohmart Corp Source Holder HM-8. 

MATELSKY.I. General Electric Co. 66838. 65/04/12. HADDICAN.W. Atomic Enerqy 
Commission (Pre 750119). Ip. 61078:311-61078:311. 

—9203090275 Forwards application for renewal of License 34-00054-04 
MATELSKY.I. General Electric Co. 79756. 66/08/26. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:312-61078:312. 

—9203090277 Application for amend,renewing license 34-00054-04. 

* General Electric Co. 79756. 66/08/26. 2pp. 61078:313-61078:314. 

—9203090281 Forwards Amend 10 to License 34-00054-04.W/o end. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 67/01/04. MATELSKY.I. 
General Electric Co. Ip. 61078:315-61078:315. 

—9203090283 Forwards application for renewal of License 34-00054-04. 

MATELSKY.I. General Electric Co. 05068. 68/08/27. CUNNINGHAM.R.E. Atomic 
Energy Commission (Pre 750119). Ip. 61078:316-61078:316. 

—9203090285 Application for amend,renewing license 34-00054-04. 

* General Electric Co. 05068. 68/08/27. 2pp. 61078:317-61078:318. 

-9203090288 Application for amend to license 34-00054-04,authorizing possession & 
use of 10 Ci Am-241 for R&D. 

MATELSKY.I. General Electric Co. 11531. 69/07/28. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61078:319-61078:319. 

—9203090292 Forwards application for renewal of License 34-00054-04. 

MATELSKY.I. General Electric Co. 40446. 73/08/24. CUNNINGHAM,R.E. Atomic 
Energy Commission (Pre 750119). Ip. 61078:320-61078:320. 

-9203090298 Application for amend,renewing license 34-00054-04. 

* General Electric Co. 40446. 73/08/24. 3pp. 61078:321-61078:323. 

-9203090303 Responds to 731011 request for addl info re 730824 application for re¬ 
newal of License 34-00054-04. 

MATELSKY.I. General Electric Co. 4525. 73/11/07. COLLINS,D.M. Atomic Energy 
Commission (Pre 750119). 36pp. 61078:324-61078:359. 

-9203090306 Application for amend, renewing license 34-00054-04. 

WEISS,M. General Electric Co. 4525. 73/11/01. 5pp. 61078:360-61079:003. 

-9203090309 Forwards application for renewal of License 34-00054-04. 

KELLY,J.P. General Electric Co. 78/09/18. Atomic Energy Commission (Pre 750119). 
Ip. 61079:004-61079:004. 

-9203090311 Application for amend, renewing license 34-00054-04. 

* General Electric Co. 96562. 78/09/11. 6pp. 61079:005-61079:010. 

-9203090315 Application for amend to license 34-00054-04,authorizing A Kaplan as ra¬ 
diation safety officer. Fee paid. 

ZIELINSKI,A.M. General Electric Co. 06902. 82/09/10. Region 3 (Post 820201). 2pp. 
61079:057-61079:058. 

-9203090321 Forwards Amend 17 to License 34-00054-04.W/o end. 

ADAM.W.J. Region 3 (Post 820201). 90/05/18. ZIELINSKI,A.M. General Electric Co. 
2pp. 61079:070-61079:071. 

-9203090324 Ack receipt of application for renewal of License 34-00054-04. 
VACHERLON.P.M. Region 3 (Post 820201). 89069. 90/05/04. ZIELINSKI,A.M. Gener¬ 
al Electric Co. 2pp. 61079:072-61079:073. 

-9203090327 Forwards application for renewal of License 34-00054-04. 

ZIELINSKI,A.M. General Electric Co. 89069. 90/03/28. Region 3 (Post 820201). Ip. 
61079:074-61079:074. 

-9203090332 Application for amend,renewing license 34-00054-04. 

ZIELINSKI,A.M. General Electric Co. 89069. 90/03/28. 11pp. 61079:075-61079:085. 

-9203090334 “Radiation Safety Manual for Byproduct Matl." 

* General Electric Co. 89069. 90/03/28. 49pp. 61079:086-61079:134. 

-9203090338 Advises that License 34-00054-03,54-00054-04 & R-119 assigned to Chi¬ 
cago Operations Ofc for compliance insp. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/09/09. CLARKE,S.B. 
General Electric Co. Ip. 61079:135-61079:135. 

-9203100183 Insp of License 34-00054-04 on 590923.No violations noted. Major areas 
inspected:mfg of spark gap tubes & authorized activities. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/10/21. 7pp. 61079:136- 
61079:142. 

-9203100191 Forwards insp rept for licenses 34-00054-04,34-00054-03 & R-119.Two 
items of noncompliance noted. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/12/04. PRICE,H.L. 
Atomic Energy Commission (Pre 750119). Ip. 61079:143-61079:143. 

-9203110234 Forwards Itrs from GE in response to insp of licenses 34-00054-03 & 34- 
00054-04 on 590923. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 59/12/15. LOW.L.D. 
Atomic Energy Commission (Pre 750119). Ip. 61079:144-61079:144. 

-9203110236 Comments on insp of facility on 590923,including leak testing,tagging of 
sealed sources, loss of radioactive matls, concentrations in effluents to unrestricted 
areas,lab surveys & labelling of thorium area. 

MATELSKY.I. General Electric Co. 59/10/16. JEZIK.R.M. Atomic Energy Commission 
(Pre 750119). 3pp. 61079:145-61079:147. 


-9203110241 Advises of noncompliances noted in insp of licenses 34-00054-03,34- 
00054-04 & R-119 on 590923. 

MASON,J.R. Atomic Energy Commission (Pre 750119). 60/01/18. CLARKE,S.B. Gen¬ 
eral Electric Co. Ip. 61079:148-61079:148. 

—9203110243 Requests inquiry into Mar 1959 incident re loss of 1 Ci KR-85. 

MANN.M.M. Atomic Energy Commission (Pre 750119). 60/01/19. PRICE,H.L. Atomic 
Energy Commission (Pre 750119). Ip. 61079:149-61079:149. 

-9203110249 Forwards insp of licenses 34-00054-04,34-00054-05 & SMB-191 on 
631021 & 22.Noncompliances noted. 

NORELIUS.C.E. Atomic Energy Commission (Pre 750119). 63/10/30. MATELSKY.I. 
General Electric Co. Ip. 61079:150-61079:150. 

-9203110251 Safety insp on 631021 & 22 of licenses 34-00043-04, 34-00054-05 & 
SMB-191.No noncompliance noted. 

NORELIUS.C.E. Atomic Energy Commission (Pre 750119). * General Electric Co. 63/ 
10/22. 11pp. 61079:151-61079:161. 

-9203110254 Advises that insp of Licenses 34-00054-03,34-00054-04, 34-00054-05 & 
R-119 scheduled for wk of 600926. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/09/19. MATELSKI.I. 
General Electric Co. Ip. 61079:162-61079:162. 

-9203110256 Advises that no items of noncompliance noted during 600929 insp of li¬ 
censes 34-00054-03,34-00054-04,34-00054-05 & R-119. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 60/11/09. MATELSKY.I. 
General Electric Co. Ip. 61079:163-61079:163. 

-9203110258 Advises that no items of noncompliance noted during 610822-23 insp of 
licenses 34-00054-04,34-00054-05, 34-00054-06 & SMB-191. 

KLAN.L.W. Atomic Energy Commission (Pre 750119). 61/08/13. MATELSKY.I. Gener¬ 
al Electric Co. 2pp. 61079:164-61079:165. 

-9203110262 Safety insp on 650119 & 20 of Licenses 34-00054-04 & 34-0Q054-05.No 
noncompliances noted. 

ASHLEY,E.C. Atomic Energy Commission (Pre 750119). * General Electric Co. 65/01/ 
20. 10pp. 61079:166-61079:175. 

-9203110267 Forwards Form AEC-591 for 660810 & 11 insp of licenses 34-00054- 
04,34-00054-05 & SMB-191.No noncompliances noted. 

HUETER.L.J. Atomic Energy Commission (Pre 750119). 66/08/29. MATELSKY.I. Gen¬ 
eral Electric Co. 19pp. 61079:176-61079:194. 

-9203110271 Safety insp on 660810 & 11 of Licenses 34-00054-04, 34-00054-05 & 
SMB-191.No noncompliances found. 

HUETER.L.J. Atomic Energy Commission (Pre 750119). * General Electric Co. 66/08/ 
11.2pp. 61079:195-61079:196. 

—9203110274 Safety insp on 680315 of license 34-00054-04.Insp findings: no noncom¬ 
pliances noted. 

MAPP.E.T. Atomic Energy Commission (Pre 750119). * General Electric Co. 68/03/ 
15. 15pp. 61079:197-61079:211. 

-9203110282 Safety insp on 710406 of license 34-00054-04.Insp findings: no noncom¬ 
pliance noted. 

* Atomic Energy Commission (Pre 750119). * General Electric Co. 71/04/06. Ip. 
61079:212-61079:212. 

-9203110287 Safety insp on 730510 of licenses 34-00054-04,34-00054-05 & SMB- 
191.No noncompliances noted. 

SCHULTZ,W.H. Atomic Energy Commission (Pre 750119). * General Electric Co. 73/ 
05/10. 9pp. 61079:213-61079:221. 

-9203110290 Safety insp on 750529 of licenses 34-00054-04 & 34-00054-05. No non- 
compliance noted. 

SCHULTZ,W.H. Region III, IE (720101-810228). * General Electric Co. 75/05/29. 8pp. 
61079:222-61079:229. 

-9203110296 Safety insp on 770503 & 05 of Licenses 34-00054-06 & SMB-191.No 
noncompliances noted. 

* Region III, IE (720101-810228). * General Electric Co. 77/05/05. Ip. 61079:230- 
61079:230. 

-9203110304 Insp Repts 30-05606/77-01 & 40-0534/77-01 on 770503 & 05.No non- 
compliances noted.Major areas inspected:program requirements,independent insp 
efforts,followup on noncompliances & deviations. 

* Region III, IE (720101-810228). 40-0534/77-01. 77/05/19. 17pp. 61079:231- 
61079:247. 

-9203110312 Insp Repts 30-05604/81-01 & 30-05605/81-01 on 810623. Noncompli¬ 
ance noted.Major areas inspected:organization, summary of licensed program,internal 
audits or insps, training or retraining of workers & radiological procedures. 

* Region III, IE (720101-810228). 30-05605/81-01. 81/07/08. 14pp. 61079:248- 
61079:261. 

-9203110327 Insp Repts 30-05604/84-01 & 30-05605/84-01 on 840925-27.No non- 
compliance noted.Major areas inspected:organization, internal audits or 
insps,training,retraining & instruction to workers & radiological protection procedures. 

* Region 3 (Post 820201). 30-05605/84-01. 84/10/16. 11pp. 61079:276-61079:286. 

-9203120010 Matls licensing package for amend 36 to license 34-00054-06 for GE. 
MCCANN,G.M. Division of Fuel Cycle & Material Safety (Pre 870413). 82/10/20. Ip. 
61079:294-61079:294. 

-9203120012 Matls licensing package for amend 35 to license 34-00054-06 for GE. 
GUINN.P.R. Materials Licensing Branch. 79/07/12. Ip. 61079:295-61079:295. 

—9203120014 Matls licensing package for corrected amend 35 to License 34-00054-06 
for GE. 

GUINN.P.R. Materials Licensing Branch. 79/07/12. ip. 61079:296-61079:296. 

-9203120017 Matls licensing package for amend 34 to license 34-00054-06 for GE. 
GUINN.P.R. Materials Licensing Branch. 79/05/11. 3pp. 61079:297-61079:299. 
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-9203120021 Matls licensing package for amend 33 to license 34-00054-06 for GE 
COOPER,J.W. Radioisotopes Licensing Branch (Pre 790501). 78/06/30. Ip. 
61079:300-61079:300. W 

-9203120023 Matls licensing package for amend 32 to license 34-00054-06 for GE 
BRINKMAN,R.E. Atomic Energy Commission, Directorate of Licensing (720101- 
750118). 74/02/27. 4pp. 61079:301-61079:304. 

-9203120025 Matls licensing package for amend 31 to license 34-00054-06 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 73/06/14. Ip. 61079:305- 


-9203120029 Matls licensing package for amend 30 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 73/03/08. Ip. 61079:306- 
61079:306. 

—9203120030 Matls licensing package for amend 29 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 72/11/16. Ip. 61079:307- 
61079:307. F 

-9203120035 Matls licensing package for amend 28 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 72/11/02. Ip. 61079:308- 
61079:308. 

-9203120039 Matls licensing package for amend 27 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 72/04/05. Ip. 61079:309- 
61079:309. 

-9203120042 Matls licensing package for amend 26 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 71/04/21. Ip. 61079:310- 
61079:310. 

-9203120052 Matls licensing package for amend 25 to license 34-00054-06 for GE. 

* Atomic Energy Commission (Pre 750119). 71/01/22. Ip. 61079:311-61079:311. 

-9203120072 Matls licensing package for amend 24 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 70/06/16. Ip. 61079:312- 
61079:312. 

-9203120074 Matls licensing package for amend 23 to license 34-00054-06 for GE. 
BOWYER.J.E. Atomic Energy Commission (Pre 750119). 70/04/02. 2pp. 61079:313- 
61079:314. 

-9203120079 Matls licensing package for amend 22 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 69/08/22. Ip. 61079:315- 
61079:315. 

-9203120085 Matls licensing package for amend 21 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 68/12/24. 4pp. 
61079:316-61079:319. 

-9203120089 Matls licensing package for amend 20 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 68/09/06. Ip. 61079:320- 
61079:320. 

-9203120093 Matls licensing package for amend 19 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 68/08/07. Ip. 61079:321- 
61079:321. 

-9203120095 Matls licensing package for amend 18 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 67/09/22. Ip. 61079:322- 
61079:322. 

-9203120101 Matls licensing package for amend 17 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 67/01/06. 4pp. 

61079:323-61079:326. 

-9203120104 Matls licensing package for amend 16 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 66/09/20. ip. 61079:327- 
61079:327. 

-9203120106 Matls licensing package for amend 15 to license 34-00054-06 for GE. 

* Atomic Energy Commission (Pre 750119). 66/05/04. Ip. 61079:328-61079:328. 

-9203120110 Matls licensing package for amend 14 to license 34-00054-06 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 65/06/29. 2pp. 

61079:329-61079:330. 

-9203120113 Matls licensing package for amend 13 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 65/04/10. Ip. 61079:331- 
61079:331. 

-9203120132 Matls licensing package for amend 12 to license 34-00054-06 for GE. 
BRINKMAN,R.S. Atomic Energy Commission (Pre 750119). 65/01/22. 3pp. 

61079:332-61079:334. 

-9203120136 Matls licensing package for amend 10 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 64/07/21. Ip. 61079:335- 
61079:335. 

-9203120137 Matls licensing package for amend 11 to license 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 64/10/26. Ip. 61079:336- 
61079:336. 

-9203120148 Matls licensing package for amend 9 to license 34-00054-06 for GE. 
BRINKMAN,R.E. Atomic Energy Commission (Pre 750119). 63/12/18. 3pp. 

61079:337-61079:339. 

-9203120150 Matls licensing package for amend 8 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/09/25. Ip. 61079:340- 
61079:340. 

-9203120153 Matls licensing package for amend 7 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 63/05/28. Ip. 61079:341- 
61079:341. 

-9203120158 Matls licensing package for amend 6 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 62/12/20. Ip. 61079:342- 
61079:342. 


-9203120165 Matls licensing package for amend 5 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 62/11/26. Ip. 61079:343- 
61079:343. 

-9203120170 Matls licensing package for amend 4 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 62/08/29. Ip. 61079:344- 
61079:344. 

-9203120174 Matls licensing package for amend 3 to License 34-00054-06 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 62/06/05. 2pp. 
61079:345-61079:346. 

-9203120175 Matls licensing package for amend 2 to License 34-00054-06 for GE. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 61/12/11. 2pp. 61079:347- 
61079:348. 

-9203120176 Matls licensing package for amend 1 to License 34-00054-06 for GE. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 61/05/08. Ip. 61079:349- 
61079:349. 

-9203120179 Matls licensing package for License 34-00054-06 for GE. 

MASON,J.R. Atomic Energy Commission (Pre 750119). 61/01/05. 3pp. 61079:350- 
61079:352. 

-9203120182 Forwards Amend 39 to License 34-00054-06. 

PISKURA.D.A. Region 3 (Post 820201). 90/10/28. ZIELINSKI.A.M. General Electric 
Co. 3pp. 61079:353-61079:355. 

-9203120188 Application for amend to license 34-00054-06,authorizing use of byprod¬ 
uct matls in non-portable gauging devices. 

ZIELINSKI.A.M. General Electric Co. 90222. 90/09/05. Region 3 (Post 820201). 9pp. 
61079:356-61080:003. 

-9203120322 Advises that licensee health physics program conducted w/ adequate 
regard for radiation safety. 

SCHULTZ,W.H. Atomic Energy Commission (Pre 750119). 71/04/02. ALLAN.J.M. 
Atomic Energy Commission (Pre 750119). 4pp. 61080:088-61080:091. 

-9203120334 Application for amend to license 34-00054-06,authorizing A Kaplan as ra¬ 
diation safety officer.Fee paid. 

ZIELINSKI.A.M. General Electric Co. 82/09/10. Region 3 (Post 820201). 2pp. 
61080:147-61080:148. 

-9203130087 Forwards application for renewal of License 34-00054-06.Fee paid. 
MATELSKY.I. General Electric Co. 97977. 78/12/20. Atomic Energy Commission. Di¬ 
rectorate of Licensing (720101-750118). Ip. 61080:158-61080:158. 

-9203130091 Forwards amend fee for 780515 application for amend to License 34- 
00054-06. 

KELLY,J.P. General Electric Co. 78/05/30. Region 3 (Post 820201). Ip. 61080:170- 
61080:170. 

-9203130111 Application for amend to license 34-00054-06,authorizing possession of 
addl 25 mCi Cs-137.Fee paid. 

KELLY,J.P. General Electric Co. 78/05/15. ROUSE,L. Atomic Energy Commission 
(Pre 750119). 2pp. 61080:171-61080:172. 

-9203130132 Submits revised info re application for renewal of License 34-00054-06. 
MARCERO.D.H. General Electric Co. 0660. 74/02/04. COLLINS,D.M. Atomic Energy 
Commission (Pre 750119). Ip. 61080:173-61080:173. 

-9203130137 Requests addl listed info re application for renewal of license 34-00054- 
06. 

COLLINS,D.M. Atomic Energy Commission (Pre 750119). 74/01/17. MATELSKY.I. 
General Electric Co. 2pp. 61080:174-61080:175. 

—9203130222 Application for amend,renewing license 34-00054-06. 

MATELSKY.I. General Electric Co. 43684. 73/12/19. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 11pp. 61080:176-61080:186. 

-9203130224 Application for amend to license 34-00054-06,authorizing purchase & use 
of addl glass level gauge. 

MATELSKY.I. General Electric Co. 37675. 73/05/11. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 2pp. 61080:187-61080:188. 

—9203130227 Application for amend to license 34-00054-06,authorizing possession & 
use of radiation glass-level gauge. 

MATELSKY.I. General Electric Co. 34766. 73/02/21. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 3pp. 61080:189-61080:191. 

-9203130229 Application for amend to license 34-00054-06,authorizing transfer of spe¬ 
cial Sr-90 sealed source to Nela Park, Cleveland,OH site. 

MATELSKY.I. General Electric Co. 31774. 72/11/02. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:192-61080:192. 

-9203130242 Application for amend to license 34-00054-06,authorizing two addl glass- 
level gauges at Logan,OH location. 

MATELSKY.I. General Electric Co. 31352. 72/10/18. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:193-61080:193. 

-9203130251 Application for amend to license 34-00054-06,authorizing addition of glass 
level gauge at Bridgeville.PA site. 

MATELSKY.I. General Electric Co. 27066. 72/03/23. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 3pp. 61080:194-61080:196. 

-9203160100 Application for amend to license 34-00054-06,authorizing possession & 
use of .5 mCi Sr-90 sealed source in custon fit source holder. 

MATELSKY.I. General Electric Co. 71/03/29. BRINKMAN,R.W. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:197-61080:197. 

-9203160105 Application for amend to license 34-00054-06,authorizing addl sealed 
source containing 2 Ci Tritium. 

MATELSKY.I. General Electric Co. 71/01/13. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 61080:198-61080:199. 
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—9203160113 Application for amend to license 34-00054-06,authorizing sealed source 
containing up to 50 mCi tritium. 

MATELSKY.I. General Electric Co. 16362. 70/06/05. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). 3pp. 61080:200-61080:202. 

-9203160118 Application for amend to license 34-00054-06,authorizing prototype thick¬ 
ness gauge to include up to .5 mCi Sr-90 as sealed source in Model BF-90-SS. 
MATELSKY.I. General Electric Co. 21508. 69/11/06. BRINKMAN,R.E. Atomic Energy 
Commission (Pre 750119). 2pp. 61080:203-61080:204. 

-9203160125 Application for amend to license 34-00054-06,authorizing transfer of glass 
level gauge to Bridgeville Glass Plant. 

MATELSKY.I. General Electric Co. 69/08/14. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 61080:205-61080:206. 

-9203160137 Application for amend to license 34-00054-06,authorizing possession & 
use of Cs-137,Sr-90,Co-60 & H-3. 

* General Electric Co. 58/12/05. 3pp. 61080:207-61080:209. 

-9203160143 Forwards application for renewal of License 34-00054-06, deleting 4 Ci 
Co-60 source.W/o end. 

MATELSKY.I. General Electric Co. 68/12/05. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:210-61080:210. 

—9203160203 Advises that application for amend to License 20-03316-06 or application 
for new license necessary for transfer of tritium foil to Mount Vernon.lN. 

ALLAN,J.M. Atomic Energy Commission (Pre 750119). 68/11/06. STRAUSE.S.F. Gen¬ 
eral Electric Co. Ip. 61080:211-61080:211. 

-9203160266 Advises that gas chromatograph licensed under license 20-03316-06 will 
be moved to Mount Vernon.lN. 

STRAUSE.S.F. General Electric Co. 68/10/29. Atomic Energy Commission (Pre 
750119). Ip. 61080:212-61080:212. 

-9203170049 Matls licensing package for license 20-03316-06 for GE. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 67/05/26. 2pp. 
61080:213-61080:214. 

-9203170052 Application for amend to license 34-00054-06,authorizing possession & 
use of glass level gauge at Logan,OH facility. 

MATELSKY.I. General Electric Co. 68/07/31. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 61080:215-61080:216. 

-9203170056 Application for amend to license 34-00054-06,authorizing possession & 
use of glass level gauge at Cleveland,OH facility. 

MATELSKY.I. General Electric Co. 66/09/09. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). 3pp. 61080:217-61080:219. 

-9203170069 Application for amend to license 34-00054-06,authorizing possession & 
use of glass level gauge at Niles,OH facility. 

MATELSKY.I. General Electric Co. 76550. 66/04/12. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 4pp. 61080:220-61080:223. 

—9203170070 Application for amend,renewing license 34-00054-06. 

* General Electric Co. 91062. 66/12/15. 5pp. 61080:224-61080:228. 

-9203170074 Forwards application for renewal of License 34-00054-06. 

MATELSKY.I. General Electric Co. 66/12/15. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:229-61080:229. 

-9203170079 Provides addl info re application for amend to license 34-00054-06,per 
650610 telcon. 

GREEN,D.H. General Electric Co. 6400. 65/06/11. HADDICAN.W. Atomic Energy 
Commission (Pre 750119). Ip. 61080:230-61080:230. 

-9203170091 Application for amend to license 34-00054-06,authorizing possession & 
use of gamma-ray density measuring device, containing 100 mCi Cs-137 source. 
MATELSKY.I. General Electric Co. 68216. 65/05/14. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 2pp. 61080:231-61080:232. 

-9203170104 Application for amend to license 34-00054-06,authorizing amend to condi¬ 
tion 11 to include Cleveland,OH facility. 

MATELSKY.I. General Electric Co. 65/03/19. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:233-61080:233. 

-9203170109 Application for amend,renewing license 34-00054-06. 

* General Electric Co. 04810. 64/12/31. 5pp. 61080:234-61080:238. 

-9203170113 Forwards application for renewal of License 34-00054-06.W/o end. 
MATELSKY.I. General Electric Co. 64/12/31. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:239-61080:239. 

-9203170116 Application for amend to license 34-00054-05,authorizing extending 
period of wipe testing on two gauges containing SR-90. 

MATELSKY.I. General Electric Co. 63379. 64/10/23. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:240-61080:240. 

—9203170118 Application for amend to license 34-00054-06,authorizing addl Industrial 
Nucleonics Corp Class S-6 sealed source in Model SH-302 source holder. 
MATELSKY.I. General Electric Co. 64/06/26. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). 2pp. 61080:241-61080:242. 

-9203170124 Application for amend to license 35-00054-06,authorizing beta-thickness 

Ba¥eLSKY,I. General Electric Co. 54577. 63/10/03. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:243-61080:243. 

-9203170134 Application for amend to license 34-00054-06,authorizing possession of 
dddl botd'thicknoss qhuq© 

MATELSKY.I. General Electric Co. 54026. 63/09/11. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 2pp. 61080:244-61080:245. 

-9203170140 Application for amend to license 34-00054-06,authorizing addl Industrial 
Nucleonics Corp sealed source Model BB-10071 in LS-104 source holder. 
MATELSKY.I. General Electric Co. 51554. 63/05/17. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 4pp. 61080:246-61080:249. 

—9203170146 Forwards application for renewal of License 34-00054-06.W/o end. 
MATELSKY.I. General Electric Co. 48258. 62/12/11. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:250-61080:250. 


-9203170151 Application for amend to license 34-00054-06,authorizing possession & 
use of 1.5 Ci Cs-137 in sealed source. 

MATELSKY.I. General Electric Co. 47550. 62/11/09. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 3pp. 61080:251-61080:253. 

-9203170156 Application for amend to license 34-00054-06,authorizing possession & 
use of up to 5 Ci Cs-137 instead of 100 mCi as listed. 

MATELSKY.I. General Electric Co. 62/08/10. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:254-61080:254. 

-9203170162 Application for amend to license 34-00054-06,authorizing possession & 
use of 25 mCi Sr-90. 

* General Electric Co. 43389. 62/03/07. 4pp. 61080:255-61080:258. 

-9203170167 Application for amend to license 34-00054-06,authorizing purchase & use 
of sealed source containing 25 mCi Sr-90. 

MATELSKY.I. General Electric Co. 43389. 62/05/14. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). Ip. 61080:259-61080:259. 

-9203170256 Application for amend to license 34-00054-06,authorizing purchase & use 
of 100 mCi Cs-137 in sealed source. 

MATELSKY.I. General Electric Co. 61/11/17. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61080:260-61080:260. 

-9203170268 Application for amend to license 34-00054-06,authorizing 1,500 mCi Cs- 
137 in sealed source. 

MATELSKY.I. General Electric Co. 61/04/18. MASON,J.R. Atomic Energy Commis¬ 
sion (Pre 750119). 4pp. 61080:261-61080:264. 

-9203170273 Application for amend to license 34-00054-05,authorizing possession & 
use of 1,500 mui Cs-137 in sealed source. 

MATELSKY.I. General Electric Co. 31298. 60/12/21. MASON.J.R. Atomic Energy 
Commission (Pre 750119). Ip. 61080:265-61080:265. 

-9203170276 Application for amend to license 34-00054-06,authorizing possession & 
use of trace gas analyzer containing 500 mCi H-3. 

MATELSKY.I. General Electric Co. 96948. 67/08/31. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 6pp. 61080:266-61080:271. 

-9203170283 Requests position re violation noted in insp of license 34-00054-06. 
HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 63/11/06. MATELSKY.I. 
General Electric Co. 2pp. 61080:272-61080:273. 

-9203170286 Safety insp on 631021 & 22 of License 34-00054-06.Insp findings:25 mCi 
Sr-90 source & 5 Ci Cs-137 source not leak tested within 6 month interval. 
NORELIUS.C.E. Atomic Energy Commission (Pre 750119). * General Electric Co. 63/ 

11 /06. 11 pp. 61080:274-61080:284. 

-9203170297 Forwards 631115 Itr re noncompliance noted in 631021 & 22 insp of li¬ 
cense 34-00054-06. 

MORETTI.E.J. Atomic Energy Commission (Pre 750119). 63/11/27. PAGE.R.G. 
Atomic Energy Commission (Pre 750119). Ip. 61080:285-61080:285. 

-9203170303 Ack receipt of 631106 Itr & notice of noncompliance re Condition 16A of 
license 34-00054-06. 

MATELSKY.I. General Electric Co. 63/11/15. HAGEMAN.R.C. Atomic Energy Com¬ 
mission (Pre 750119). 3pp. 61080:286-61080:288. 

-9203190038 Advises that leak rate test records will be reviewed during next scheduled 
insp of license 34-00054-06. 

PRICE,E.R. Atomic Energy Commission (Pre 750119). 63/12/11. MATELSKY.I. Gen¬ 
eral Electric Co. Ip. 61080:289-61080:289. 

-9203190050 Safety insp on 770503-05 of licenses 34-00054-06 & SMB-191. Insp 
findings:no items of noncompliance noted. 

* Atomic Energy Commission (Pre 750119). * General Electric Co. 77/05/05. Ip. 
61080:290-61080:290. 

-9203190075 Insp Repts 30-05606/88-01 & 40-0534/88-01 on 880811-12.No violations 
noted for License 34-00054-06.Violations noted for License SMB-191.Major areas 
inspected:organization, internal audits or insps & training/retraining of workers. 
GIBBONS,D.R. Region 3 (Post 820201). 88/09/19. 16pp. 61080:297-61080:312. 

-9203190093 Matls licensing package for amend 1 to License 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 65/03/08. 2pp. 

61080:322-61080:323. 

-9203190111 Matls licensing package for license 13-10455-01 for GE. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 64/11/03. 2pp. 

61080:324-61080:325. 

-9203190119 Matls licensing package for amend 2 to License 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 65/06/29. Ip. 61080:326- 
61080:326. 

-9203190138 Matls licensing package for Amend 3 to License 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 67/01/20. 3pp. 

61080:327-61080:329. 

-9203190141 Matls licensing package for amend 4 to License 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 68/04/11. 2pp. 

61080:330-61080:331. 

—9203190143 Matls licensing package for amend 5 to License 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 69/06/11. 2pp. 

61080:333-61080:334. 

-9203190147 Matls licensing package for amend 6 to license 13-10455-01 for GE. 
BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 73/04/27. Ip. 61080:335- 
61080:335. 

—9203190152 Matls licensing package for amend 7 to license 13-10455-01 for GE. 

* Atomic Energy Commission (Pre 750119). 74/03/26. Ip. 61080:336-61080:336. 

-9203190154 Matls licensing package for amend 8 to License 13-10455-01 for GE. 

* Atomic Energy Commission (Pre 750119). 74/06/24. Ip. 61080:337-61080:337. 
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—9203190161 Mails licensing package for corrected amend to License 13-10455-01 for 
GE. 

* Atomic Energy Commission (Pre 750119). 74/08/16. Ip. 61080:338-61080:338. 

-9203190163 Mails licensing package for amend 9 to License 13-10455-01 for GE. 
BASSIN.N. Materials Licensing Branch. 75/06/16. Ip. 61080:339-61080:339. 

-9203190170 Matls licensing package for amend 10 to license 13-10455-01 for GE. 
BASSIN.N. Materials Licensing Branch. 75/09/15. Ip. 61080:340-61080:340. 

—9203190171 Matls licensing package for amend 11 to license 13-10455-01 for GE. 
BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 78/02/06. Ip. 61080:341- 
61080:341. 

-9203190172 Matls licensing package for amend 12 to license 13-10455-01 for GE. 
COOPER.J.W. Radioisotopes Ucensing Branch (Pre 790501). 78/06/27. 3pp. 
61080:342-61080:344. 

-9203190174 Matls licensing package for amend 14 to license 13-10455-01 for GE. 
PETTI JOHN,S.L. Materials Licensing Branch. 80/04/10. Ip. 61080:345-61080:345. 

-9203190176 Matls licensing package for amend 13 to license 13-10455-01 for GE. 
COOPER,J.W. Materials Licensing Branch. 80/01/04. 2pp. 61080:346-61080:347. 

—9203190181 Matls licensing package for amend 15 to license 13-10455-01 for GE. 
PETTIJOHN.S.I. Materials Licensing Branch. 80/09/26. Ip. 61080:348-61080:348. 

-9203190184 Matls licensing package for amend 16 to license 13-10455-01 for GE. 
MALLETT.B.S. Materials Licensing Branch. 82/01/07. Ip. 61080:349-61080:349. 

—9203190193 Matls licensing package for amend 17 to license 13-10455-01 for GE. 
MCCANN.G.M. Materials Licensing Branch. 82/08/25. 4pp. 61080:350-61080:353. 

-9203190197 Matls licensing package for amend 18 to license 13-10455-01 for GE. 
MALLETT.B.S. Division of Fuel Cycle & Material Safety (Pre 870413). 83/01/13. Ip. 
61080:354-61080:354. 

-9203190205 Matls licensing package for amend 19 to License 13-10455-01 for GE. 
MEYER,R. Region 3 (Post 820201). 83/07/19. 4pp. 61080:355-61080:358. 

-9203190210 Matls licensing package for amend 20 to license 13-10455-01 for GE. 
ADAM.W.J. Region 3 (Post 820201). 83/08/18. Ip. 61080:359-61080:359. 

—9203200167 Application for license,authorizing possession & use of 600 mCi Kr-85 to 
measure thickness of polycarbonate film in mfg process. 

KREMER.R.J. General Electric Co. 65/02/08. 3pp. 61081:012-61081:014. 

—9203200168 Application for license,authorizing possession & use of 100 mCi Cs-137 in 
gauge to act as complete storage container for source. 

KREMER.R.J. General Electric Co. 63158. 64/10/14. 3pp. 61081:015-61081:017. 

—9203200174 Application for amend to License 13-10455-01 .authorizing two Nuclear 
Chicago Model 5182 gauges. 

JAMES.R.G. General Electric Co. 65/02/08. Atomic Energy Commission (Pre 
750119). Ip. 61081:018-61081:018. 

—9203200181 Application for amend to license 13-10455-01 .authorizing performance of 
leak tests per Nuclear-Chicago Corp recommended procedure type QT/1 or EST/1. 
JAMES.R.G. General Electric Co. 65/06/04. Atomic Energy Commission (Pre 
750119). Ip. 61081:019-61081:019. 

—9203200183 Forwards application for reinstatement of License 13-10455-01. 

ALLISON,D.M. General Electric Co. 91499. 67/01/06. CUNNINGHAM.R.E. Atomic 
Energy Commission (Pre 750119). Ip. 61081:020-61081:020. 

-9203200188 Application for amend to license 13-10455-01,authorizing possession & 
use of 300 mCi Cs-137 & 600 mCi Kr-85. 

ALLISON,D.M. General Electric Co. 91499. 67/01/06. 3pp. 61081:021-61081:023. 

-9203200190 Forwards application for amend to License 13-10455-01, authorizing pos¬ 
session & use of 100 mCi Sr-90. 

ALLISON.D.M. General Electric Co. 68/03/15. BRINKMAN,R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61081:024-61081:024. 

—9203200250 Application for amend to license 13-10455-01,authorizing possession & 
use of 100 mCi Sr-90 to measure thickness of sheets. 

ALLISON.D.M. General Electric Co. 01157. 68/03/15. 3pp. 61081:025-61081:027. 

-9203200251 Forwards application for amend to License 13-10455-01 to include 1,000 
mCi Am-241 in Ohmart Model BG Gauge. 

FLEMING,J.R. General Electric Co. 69/02/17. BRINKMAN.R.E. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61081:028-61081:028. 

-9203200252 Forwards request for addl info re Items 6 & 7 of application for amend to 
License 13-10455-01. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 69/03/20. FLEMING,J.R. 
General Electric Co. 2pp. 61081:029-61081:030. 

—9203200255 Requests that 690320 application for license to use Model BG gauge 
containing Am-241 be held open until info evaluated. 

KELLY,G.A. Ohmart Corp. 69/06/02. BRINKMAN.R.E. Atomic Energy Commission 
(Pre 750119). Ip. 61081:031-61081:031. 

—9203200258 Requests confirmation that test intervals for licensed sources can be 
changed to three yrs. 

UHDE.J.L. General Electric Co. 76783. 70/04/10. BELL.J. Atomic Energy Commission 
(Pre 750119). Ip. 61081:032-61081:032. 

—9203200261 Advises that extended leak test interval for gauge provided in revised 
Condition 14.A(1),Amend 5 to License 13-10455-01. License 13-10455-02 does not in¬ 
clude condition requiring periodic leak testing. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 15557. 70/04/15. 
UHDE.J.L General Electric Co. Ip. 61081:033-61081:033. 

—9203200275 Discusses telcon w/J Uhde re receipt of license fee invoice for 
license.Uhde advised of changes to 10CFR170. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 71/02/09. Atomic Energy 
Commission (Pre 750119). Ip. 61081:034-61081:034. 


-9203200279 Application for amend,renewing license 13-10455-01. 

* General Electric Co. 35602. 63/08/31. 3pp. 61081:035-61081:037. 

-9203200284 Advises that annual fee for License 13-10455-01 required within 20 days 
of Itr date or appropriate actions will be taken. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 73/05/31. UHDE.J. General 
Electric Co. 2pp. 61081:038-61081:039. 

—9203200287 Order to show cause why License 13-10455-01 should not be revoked 
permanently due to failure to pay annual fees. 

MILLER,W.O. Atomic Energy Commission (Pre 750119). 73/07/17. General Electric 
Co. 53pp. 61081:040-61081:092. 

-9203200294 Forwards info in support of application for amend to license 13-10455-01. 
UHDE.J.L General Electric Co. 48853. 74/05/22. COLLINS,D.M. Atomic Energy Com¬ 
mission, Directorate of Licensing (720101-750118). 10pp. 61081:093-61081:102. 

-9203200296 Forwards 750124 application for signature. 

BROWN,J.M. Materials Licensing Branch. 55218. 75/04/04. WASHO.G.A. General 
Electric Co. Ip. 61081:103-61081:103. 

-9203200300 Application for amend to license 13-10455-01 .authorizing possession & 
use of 200 mCi Cs-137 in pressure vessel. 

WASHO.G.A. General Electric Co. 55218. 75/01/24. 3pp. 61081:104-61081:106. 

-9203200301 Provides addl info re application for amend to License 13-10455-01. 
UHDE.J.L. General Electric Co. 55218. 75/06/05. BROWN,J.M. Materials Licensing 
Branch. Ip. 61081:107-61081:107. 

-9203200306 Affirms that F Bunger has been trained by other experienced individual 
user in BPA plant & considered responsible individual user. 

UHDE.J.L. General Electric Co. 2491. 75/06/10. BROWN,J.M. Materials Licensing 
Branch. Ip. 61081:108-61081:108. 

-9203200309 Application for amend to license 13-10455-01,authorizing possession & 
use of 100 mCi Cs-137 in pressure vessel. 

* General Electric Co. 57379. 75/07/10. 3pp. 61081:109-61081:111. 

—9203200317 Requests addl info in support of application for amend to License 13- 
10455-01. 

BROWN,J.M. Materials Licensing Branch. 57379. 75/07/28. WASHO.G.A. General 
Electric Co. Ip. 61081:112-61081:112. 

-9203230056 Responds to 750728 Itr requesting supplementary info to support 750710 
application for amend to License 13-10455-01. Mfg field svc representative will per¬ 
form or supervise all work re installation & initial radiation survey. 

WASHO.G.A. General Electric Co. 57379. 75/08/18. BROWN,J.M. Materials Licensing 
Branch. 2pp. 61081:113-61081:114. 

-9203230061 Forwards application for amend to License 13-10455-01 to include Cs- 
137. 

UHDE.J. General Electric Co. 83546. 76/09/03. BROWN,J.M. Materials Licensing 
Branch. 3pp. 61081:115-61081:117. 

-9203230065 Requests addl listed info re 760903 application for amend to license 13- 
10455-01 .including description of training & instruction in use of gauge for R Hancock 
& R Raab & of precautions,restrictions & lock-out techniques. 

COMBS,F. Radioisotopes Ucensing Branch (Pre 790501). 83546. 76/10/18. UHDE.J. 
General Electric Co. Ip. 61081:118-61081:118. 

-9203230067 Submits addl info re 760903 application for amend to License 13-10455- 
01.Instructions in use of Model EDS-6 density gauge given to R Raab & R Hancock 
by C Ledtje, Field Engineer for Ohmart Corp. 

UHDE.J.L. General Electric Co. 0031. 76/12/27. COMBS,F. Radioisotopes Licensing 
Branch (Pre 790501). 2pp. 61081:119-61081:120. 

-9203230069 Requests addl info re 760903 application for amend to license 13-10455- 
01.Description of procedures to control access not provided in 761227 Itr. 

COMBS,F. Radioisotopes Licensing Branch (Pre 790501). 83546. 77/01/26. 
UHDE.J.L General Electric Co. Ip. 61081:121-61081:121. 

-9203230073 Advises that response to request for addl info re application for amend to 
License 13-10455-01 required within 30 days of notice date or application will be con¬ 
sidered abandoned. 

COMBS.F. Radioisotopes Ucensing Branch (Pre 790501). 77/04/05. UHDE.J.L. Gen¬ 
eral Electric Co. Ip. 61081:122-61081:122. 

—9203230094 Submits addl info re 770314 Itr on application for amend to license 13- 
10455-01. 

SHIPLEY.L.W. General Electric Co. 2519. 77/07/20. BASSIN.N. Radioisotopes Li¬ 
censing Branch (Pre 790501). 26pp. 61081:123-61081:148. 

-9203230099 Advises that response to 770314 request for addl info re 770223 applica¬ 
tion for renewal of license 13-10455-01 required within 30 days or application will be 
considered abandoned. 

BASSIN.N. Radioisotopes Ucensing Branch (Pre 790501). 77/07/10. UHDE.J. Gener¬ 
al Electric Co. Ip. 61081:149-61081:149. 

—9203230102 Requests addl listed info re 770223 application for renewal of license 13- 
10455-01 for Co-60 sealed sources in continuous level gauging equipment,including 
complete & detailed description of both source & source holder. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 86160. 77/03/14. UHDE.J. 
General Electric Co. 3pp. 61081:150-61081:152. 

-9203230104 Forwards application for amend to License 13-10455-01 to include Co-60. 
UHDE.J. General Electric Co. 86160. 77/02/23. COMBS.F. Radioisotopes Licensing 
Branch (Pre 790501). 13pp. 61081:153-61081:165. 

-9203230106 Application for amend to license 13-10455-01,authorizing storage of two 
Co-60 & two Cs-137 sealed sources. 

SHIPLEY.L.W. General Electric Co. 2918. 77/08/10. BASSIN.N. Radioisotopes Li¬ 
censing Branch (Pre 790501). 5pp. 61081:166-61081:170. 

-9203230108 Application for amend,renewing license 13-10455-01. 

* General Electric Co. 78/04/24.12pp. 61081:171-61081:182. 
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-9203230118 Application for amend to license 13-10455-01 .authorizing addition of 
Texas Nuclear Model 5196 source holder containing 50 mCi Cs-137.Fee paid 
UHDE.J.L. General Electric Co. 03676. 80/07/30. PETTIJOHN.S.L. Reqion 3 (Post 
820201). Ip. 61081:197-61081:197. 

—9203230121 Remits fee for 800730 application for amend to License 13-10455-01 
UHDE.J.L. General Electric Co. 80/08/29. PETTIJOHN.S.L. Region 3 (Post 820201) 
Ip. 61081:198-61081:198. 

-9203230123 Application for amend to license 13-10455-01 .authorizing R Vavra.D Phil- 
leo or R Shelton as users.Fee paid. 

UHDE.J.L. General Electric Co. 05393. 81/09/16. PETTIJOHN.S.L Region 3 (Post 
820201). Ip. 61081:199-61081:199. 

-9203230203 Application for amend to license 13-10455-01 .authorizing possession & 
use of Texas Nuclear Model 5196,5178 source holders & Ohmart devices containing 
Cs-137.Fee paid. 

UHDE.J.L. General Electric Co. 06705. 82/07/30. PETTIJOHN.S.L. Reqion 3 (Post 

820201). 1 p. 61081 .-200-61081:200. 

-9203230207 Application for amend to license 13-10455-01 .authorizing possession & 
use of Co-60 in Ohmart Corp device. 

UHDE.J.L. General Electric Co. 07261. 82/12/14. KEPPLER.J.G. Region 3 (Post 
820201). Ip. 61081:201-61081:201. 

-9203230210 Application for amend,renewing license 13-10455-01. 

UHDE.J.L. General Electric Co. 75045. 83/05/27. MALLETT.B. Region 3 (Post 
820201). Ip. 61081:202-61081:202. 

-9203230214 Application for amend to license 13-10455-01,authorizing possession & 
use of 100 mCi Cs-137 in Texas Nuclear Model 5201 density gauge. 

UHDE.J.L. General Electric Co. 75293. 83/07/15. HOLT.B.J. Region 3 (Post 820201). 
Ip. 61081:203-61081:203. 

-9203230219 Advises of addition of three radioactive sources in Valox Resin III plant 
that contained Co-60 in Berthold sealed sources. 

UHDE.J. General Electric Co. 84/05/10. HOLT.B.J. Region 3 (Post 820201). 4pp. 
61081:204-61081:207. 

-9203230228 Forwards Amend 28,renewing license 13-10455-01. 

PELKE.P.J. Region 3 (Post 820201). 89/02/03. UHDE.J.L. General Electric Co. 2pp. 
61081:266-61081:267. 

-9203230233 Ack receipt of application for renewal of license 13-10455-01. 
WHISTON.P.J. Region 3 (Post 820201). 385493. 88/06/16. UHDE.J. General Electric 
Co. 2pp. 61081:268-61081:269. 

-9203230236 Application for amend,renewing license 13-10455-01. 

UHDE.J.L. General Electric Co. 85493. 88/04/20. Region 3 (Post 820201). Ip. 
61081:270-61081:270. 

-9203230305 Returns licensee fee due to failure to locate application. 

JACKSON,G. License Fee Management Branch (Pre 861124). 84979. 87/12/14. 
ANDERSON.P. General Electric Co. 2pp. 61081:274-61081:275. 

-9203230309 Forwards Amend 27 to License 13-10455-01. 

MADERA,J.R. Region 3 (Post 820201). 88/08/22. UHDE.J. General Electric Co. 2pp. 
61081:276-61081:277. 

-9203230319 Insp Rept 30-04383/85-01 on 851211 & 13.Noncompliance noted. Major 
areas inspected:operations. 

KUNOWSKI.M. Region 3 (Post 820201). 85/12/20. 11pp. 61081:293-61081:303. 

-9203240001 Forwards Amend 1 to License 34-00499-12. 

MADERA,J.R. Region 3 (Post 820201). 89/08/02. ENGEL,J.D. General Electric Co. 
2pp. 61081:306-61081:307. 

-9203240002 Ack receipt of application for renewal of License 34-00499-12. 
WHISTON.P.J. Region 3 (Post 820201). 384622. 88/01/28. ENGEL,J.D. General Elec¬ 
tric Co. Ip. 61081:308-61081:308. 

-9203240003 Forwards application for renewal of License 34-00499-12. 

ENGEL.J.D. General Electric Co. 84622. 87/12/18. Region 3 (Post 820201). Ip. 
61081:309-61081:309. 

-9203240005 Application for amend.renewing license 34-00499-12. 

ENGEL.J.D. General Electric Co. 84622. 87/12/18. 5pp. 61081:310-61081:314. 

-9203240006 Forwards corrected copy of Amend 1 to License 34-00499-12. W/o end. 
MADERA,J.R. Region 3 (Post 820201). 89/11/03. ENGEL.J.D. General Electric Co. 
Ip. 61081:315-61081:315. 

-9203240011 Forwards application for license to permit electrical testing on electronic 
control devices previously irradiated at US Army facility. 

ENGEL,J.D. General Electric Co. 1332. 82/12/10. Office of Nuclear Material Safety & 
Safeguards. 2pp. 61081:317-61081:318. 

-9203240014 Application for license,authorizing possession & use of 10 mCi any by¬ 
product matl w/Atomic Numbers 3-83.Fee paid. 

ENGEL,J.D. General Electric Co. 13322. 82/12/10. 7pp. 61081:319-61081:325. 

-9203240017 Responds to 830125 request for addl info re application for license.No 
loose surface contamination will exist on irradiated electronic control sys. 

ENGEL,J.D. General Electric Co. 13322. 83/02/09. Region 3 (Post 820201). 2pp. 
61081:326-61081:327. 

-9203240023 Insp Repts 30-20083/84-01 & 40-0659/84-01 on 840416-17. Noncompli¬ 
ance noted.Major areas inspected:licensed programs. 

LASUK.S.R. Region 3 (Post 820201). 40-0659/84-01. 84/05/01. 15pp. 61081:328- 
61081:342. 


9203040346 Final response to FOIA request for documents re NUREG-0902 Apr 
1982.NUREG-1199,Jan 1988.NUREG-1200 Rev I.Jan 1988 & NUREG-1300 for Apr 
1987. Forwards App A documents. 

PHILIPS,J.S. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. PELAN.E.G. Affiliation Not Assigned. 4pp. 60808:175-60808:276. 

9203040362 Final response to FOIA request for documents re plant.App J documents 
already available in PDR.App K records end & being made available in PDR.App L 
records partially withheld & app M withheld in entirety (ref FOIA examption 5). 

PHILIPS,J. Division of Freedom of Information & Publications Services (Post 890205). 
91/08/09. JONES,B.W. Akin. Gump, Strauss. Hauer & Feld (formerly Akin, Gump, 
Hauer & Feld). 6pp. 60839:132-60839:160. 

-8910050179 Forwards evaluation concluding that inadequate preventive maint on 
emergency & essential lighting sys caused dark conditions & proposed corrective 
action measures acceptable. 

ROSA.F. Electrical Systems Branch. TAC 73592. 89/09/18. KNIGHTON.G.W. Project 
Directorate V. 8pp. 60839:152-60839:160. 

-9203040366 Forwards draft proposed info notice, “Adequacy of Emergency & Essen¬ 
tial Lighting." Recommends info notice be issued. 

DYER.J.E. Project Directorate V. 90/09/05. BERLINGER.C.H. Generic Communica¬ 
tions Branch. 3pp. 60839:147-60839:149. 

-9203040370 Discusses Region V 890626 request that NRR review adequacy of cur¬ 
rent regulations re emergency lighting.Current NRC emergency lighting guidance 
listed. 

CHAN.T. NRC - No Detailed Affiliation Given. 90/06/22. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 2pp. 60839:150-60839:151. 

9203040379 FOIA request for documents re McGean-Roho.Inc & Chemetron Corp. 
MITCHELL,W. Armstrong, Gordon, Mitchell & Damiani. 91/07/01. Division of Freedom 
of Information & Publications Sen/ices (Post 890205). 6pp. 60808:277-60808:282. 

9203040380 Partial response to FOIA request for documents re McGean-Roho.Inc & 
Chemetron Corp.Forwards App A documents. App A documents available in PDR. 
PHILIP.J.D. Division of Freedom of Information & Publications Services (Post 890205). 
91/08/09. MITCHELL,W. Armstrong, Gordon, Mitchell & Damiani. 4pp. 60808:283- 
60809:010. 

-9103260191 Responds to 910128 Itr re violations noted in Insp Rept 40-08724/91- 
01 .Corrective actions-.Chemetron took direct responsibility for site & changed organiza¬ 
tional structure re contractors rept to company. 

LEDERMAN.M.G. Chemetron Corp. 91/02/28. GROBE.J.A. Region 3 (Post 820201). 
3pp. 60808:287-60808:331. 

-9203040381 Discusses 850410 meeting w/J Lusher re status of Chemetron Corp de¬ 
contamination activities. 

SLAWINSKI.W.J. Region 3 (Post 820201). 85/04/23. Region 3 (Post 820201). Ip. 
60808:332-60809:010. 

9203050233 Responds to 910114 Itr appealing DH Grimsley 910920 response to FOIA 
request for documents re design & const of facility. Appeal partially granted & partially 
denied.Documents listed in App A end & being made available in PDR. 

THOMPSON,H.L. Dep Exec Dir for Nuc Matls Safety,Safeguards & Operations Sup¬ 
port (Post 890205). 91/08/02. PERSON,J.C. Newman & Holtzinger. 4pp. 60815:110- 
60815:181. 

—9203060122 Partially deleted memo forwarding proposed enforcement action involving 
imposition of civil penalty for violation noted in NOV & proposed imposition of civil 
penalty issued on 830426. 

HOLODY.D.J. Region 1 (Post 820201). 83/08/04. AXELRAD.J. Ofc of Inspection & 
Enforcement, Director (820201-870413). 10pp. 60815:114-60815:123. 

-9203060129 Partially deleted memo forwarding proposed enforcement action for viola¬ 
tions at facility involving degradation of containment integrity & failure to adequately 
test closure time for isolation valve on condensate return line of 1C. 

HOLODY.D.J. Region 1 (Post 820201). 83/12/14. AXELRAD.J. Ofc of Inspection & 
Enforcement, Director (820201-870413). 8pp. 60815:124-60815:181. 

—9203060122 Partially deleted memo forwarding proposed enforcement action involving 
imposition of civil penalty for violation noted in NOV & proposed imposition of civil 
penalty issued on 830426. 

HOLODY.D.J. Region 1 (Post 820201). 83/08/04. AXELRAD.J. Ofc of Inspection & 
Enforcement, Director (820201-870413). 10pp. 60815:114-60815:123. 

-9203060129 Partially deleted memo forwarding proposed enforcement action for viola¬ 
tions at facility involving degradation of containment integrity & failure to adequately 
test closure time for isolation valve on condensate return line of 1C. 

HOLODY.D.J. Region 1 (Post 820201). 83/12/14. AXELRAD.J. Ofc of Inspection & 
Enforcement, Director (820201-870413). 8pp. 60815:124-60815:181. 

9203050295 FOIA request for documents re procurement insps training manual. 
WILLIAMS,O.G. JRA Associates. OGW-91-094. 91/07/25. GRIMSLEY,D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 60841:001- 
60841:001. 

9203050296 Final response to FOIA request for procurement insps training manual.App 
A records end & being made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 2pp. 60841:002-60841:361. 

—9203050300 Manual, “Procurement of Replacement Nuclear Parts & Components.” 

* Technical Seminars. Inc. 91/08/19. 357pp. 60841:004-60841:361. 

9203050306 Partial response to FOIA request for documents.App A documents end & 
being made available in PDR.App B records partially withheld (ref FOIA exemptions 
5,6 & 7(F)).App C records completely withheld (ref FOIA exemption 5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. SLEEK,S. Jack Anderson, Syndicated Columnist. 5pp. 60842:001- 
finA4?-?7? 
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-9203050309 Notifies that NRC has transferred $140,000 from salaries & expenses ap¬ 
propriation to Ofc of inspector General appropriation to ensure adequate funding for 
audits of NRC contracts. 

SCROGGINS,R.M. Office of the Controller (Post 890205). 90/10/01. 
EDMONDSON.A.D., JONES,W.P. House of Rep., Appropriations. 2pp. 60842:050- 
60842:051. 

—9203050310 Forwards statement submitted by OIG for 910228 hearing before sub¬ 
committee on Energy & Environ of House Committee on Interior & Insular Affairs re 
FY92 budget for OIG. 

RATHBUN.D.K. Congressional Affairs (870413-911116). 91/02/26. CARR, ROGERS, 
CURTISS Commissioners (Post 750119). 10pp. 60842:052-60842:061. 

-9203050311 Forwards revised FY91 financial plan & advice allotment,in response to D 
Huber 910619 request for add! travel funds. 

RABIDEAU.P.J. Office of the Controller (Post 890205). 91/06/21. WILLIAMS.D.C. 
Office of the Inspector General (Post 890417). 5pp. 60842:062-60842:066. 

—9203050312 Forwards revised FY91 financial plan & advice of allotment to provide 
FY90 carryover funds for personnel compensation & personnel benefits. 

RABIDEAU.P.J. Office of the Controller (Post 890205). 91/06/23. WILLIAMS,D.C. 
Office of the Inspector General (Post 890417). 206pp. 60842:067-60842:272. 

9203060405 Partial response to FOIA request for documents re shutdown & low power 
operations provided to NRC from Electricite de France or from OECD/NEA Commit¬ 
tee for Nuclear Activities. App B & C documents end & being made available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. REDDA.T. Southern Technical Services, Inc. 3pp. 60815:215- 
60815:356. 

-9203060412 Forwards Rev 1 to EGG-EAST-9337, “Thermal-Hydraulic Processes In¬ 
volved in Loss of RHR During Reduced Inventory Operation,” technical rept. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/03/01. CARR, 
ROGERS, CURTISS Commissioners (Post 750119). 3pp. 60815:218-60815:220. 

-9203060414 EGG-EAST-9337 R01 Rev 1 to “Thermal-Hydraulic Processes Involved in 
Loss of RHR During Reduced Inventory Operation," technical rept. 

FLETCHER,C.D:, MCHUGH,P.R., NAFF.S.A. EG&G Idaho, Inc. 91/02/28. NRC - No 
Detailed Affiliation Given. 104pp. 60815:221 -60815:356. 

9203060421 Partial response to FOIA request for documents on allegations re Millstone 
& Connecticut Yankee plants.Apps F & G documents end & also available in 
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post 
890205). 91/08/21. GUILD,C. Winston & Strawn. 12pp. 60919:299-60920:260. 

-9203060425 Forwards allegation panel decisions re hearsay allegation of NRC inspec¬ 
tor “on the take.” Since alleger was not able to provide any specific info,author plans 
to take no further action. 

RUSSELL,W.T. Region 1 (Post 820201). 88/07/28. CONNELLY,S.R. Office of Inspec¬ 
tor & Auditor (Pre 890417). 2pp. 60919:312-60919:313. 

-9203060426 Informs that Allegation RI-88-A-0014 closed. 

HAVERKAMP.D. NRC - No Detailed Affiliation Given. 89/12/15. PERKINS,M. NRC - 
No Detailed Affiliation Given. 4pp. 60919:314-60919:317. 

-9203060427 Documents results of licensee investigations re allegation of drug use at 
facility. 

RAYMOND.W.J. NRC - No Detailed Affiliation Given. 88/04/15. SHOPSHIRE.A. NRC 
- No Detailed Affiliation Given. 2pp. 60919:318-60919:319. 

-9203060428 Forwards memo describing licensee actions re allegation RI-88-A- 
0Q36.lssue of drug testing could not be resolved, due to insufficient basis “for cause” 
testinalndividual terminated for other reasons.Allegation closed. 

BETTENHAUSEN.L Region 1 (Post 820201). 88/04/26. SHROPSHIRE.A. NRC - No 
Detailed Affiliation Given. 4pp. 60919:320-60919:323. 

-9203060429 Forwards info for use & consideration during 880413 meeting to review 
NRC actions on Rosemount 1153 & 1154 transmitters. 

RAYMOND.W.J. Region 1 (Post 820201). 88/04/12. GUILLEN,J. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 22pp. 60919:324-60919:358. 

-9203060430 Discusses closeout of allegation file RI-88-A-0101 .Follow-up insp of alle¬ 
gation accomplished by Unit 2 allegation team insp & will be documented in Insp Rept 
50-336/89-13. 

MCCABE,E.C. Region 1 (Post 820201). 89/09/19. PERKINS.M. Region 1 (Post 
820201). 7pp. 60919:359-60920:012. 

—9203060431 Provides addl info re allegation received on 881206 concerning MOVATs 
testing at facility. 

HABIGHORST.P. Region 1 (Post 820201). 88/12/21. SHROPSHIRE^. NRC - No De¬ 
tailed Affiliation Given. 6pp. 60920:013-60920:023. 

-9203060432 Forwards util 890531 Itr re facility being granted EQ exemption for two 
RWCU containment isolation valves.Apr 1988 exemption request incorrectly stated 
that valves isolated on high steam line flow. 

MCCABE,E. NRC - No Detailed Affiliation Given. 89/06/12. WENZINGER.E. NRC - 
No Detailed Affiliation Given. 15pp. 60920:024-60920:053. 

-9203060433 Forwards relevant part of insp rept 50-213/89-10 which discusses senior 
resident review of licensee investigation of anonymous allegation which questioned in¬ 
dividual fitness for empioyment.No unacceptable conditions noted. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/11/06. PERKINS.M. NRC - No De¬ 
tailed Affiliation Given. 3pp. 60920:054-60920:061. 

-9203060434 Partially withheld Itr ack matters identified in 880713 telcon & identifies 
status NRC followup on items such as fire watch & quality of work by contractors 
other than Flagg Co. 

MCCABE.E.C. Region 1 (Post 820201). 88/07/28. Affiliation Not Assigned. 3pp. 
60920:063-60920:065. 

-9203060435 Partially withheld Itr forwarding Dept of Labor 29CFR24 regulations re 
procedures for handling of discrimination complaints under federal employee protec¬ 
tion statutes. 

HABIGHORST.P. Region 1 (Post 820201). 88/07/14. Affiliation Not Assigned. 7pp. 
60920:066-60920:072. 

-9203090371 Partially withheld Itr ack end 881019 info re drug use/ abuse at facilities. 
WHITE,C.W. Region 1 (Post 820201). 88/10/24. KLEIN.S. Federal Bureau of Investi- 


-9203090421 Partially deleted Itr informing of status of NRC follow up to 880202 
allegations.Licensee evaluating means of preventing pigeon access.NRC plans no fur¬ 
ther action on subj item. 

MCCABE.E.C. Region 1 (Post 820201). 88/06/01. Affiliation Not Assigned. 3pp. 
60920:078-60920:080. 

-9203090435 Partially withheld Itr responding to 880209 allegation re unfair treatment 
when terminated by contractor at site. 

MCCABE.E.C. Region 1 (Post 820201). 88/06/09. Affiliation Not Assigned. 3pp. 
60920:081-60920:083. 

-9203090456 Partially withheld Itr forwarding allegation package for section chiefs for 
use. 

WHITE,C.W. Office of Investigations (Pre 880201). 88/03/22. KANE.W.F. NRC - No 
Detailed Affiliation Given. 6pp. 60920:084-60920:089. 

-9203110145 Partially withheld Itr addressing NRC disposition of matters identified on 
880426 re problems w/field makeup of Litton- Veam connectors & obtaining data for 
turn over packages 

MCCABE,E.C. Region 1 (Post 820201). 88/05/31. Affiliation Not Assigned. 3pp. 
60920:090-60920:092. 

-9203110164 Partially withheld Itr responding to question re ability of contingency secu¬ 
rity force to responds to security events. Evaluation by resident inspectors & NRC se¬ 
curity specialists found that force meets NRC requirements. 

MCCABE,E.C. Region 1 (Post 820201). 88/05/10. Affiliation Not Assigned. 6pp. 
60920:093-60920:098. 

-9203110286 Partially withheld Itr responding to concerns expressed to NRC during 
880505 telcon re contingency security force staffing & capabilities. 

MCCABE,E.C. Region 1 (Post 820201). 88/06/07. Affiliation Not Assigned. 6pp. 
60920:099-60920:104. 

-9203110302 Partially withheld Itr re 880610 concerns about truck trailer parked in 
downtown New London & posted w/“Radioactive” markings.During investigation no 
radiation found.No followup needed.Matter closed out. 

MCCABE.E.C. Region 1 (Post 820201). 88/08/24. Affiliation Not Assigned. 2pp. 
60920:105-60920:106. 

-9203110317 Partially withheld Itr informing NRC that pressure gauge calibr procedure 
revised.Acceptance criteria used will allow gauges to pass which have error of almost 
twice mfg spec. 

* Affiliation Not Assigned. 88/10/06. NABIGHORST.P. NRC - No Detailed Affiliation 
Given. Ip. 60920:107-60920:107. 

-9203110324 Partially withheld Itr re 881012 meeting re clarification on initial allegation. 
HABIGHORST.P. Region 1 (Post 820201). 91/08/21. MCCABE,E. Region 1 (Post 
820201). 5pp. 60920:108-60920:112. 

-9203110336 Partially withheld Itr informing of NRC findings re recipient allegation on 
supervisory harassment involving work on loose parts monitoring sys at facility. 
MCCABE,E.C. Region 1 (Post 820201). 89/05/11. Affiliation Not Assigned. 2pp. 
60920:113-60920:114. 

-9203110369 Partially withheld Itr informing of NRC findings on recipient allegation re 
motor-operated valve testing & related radiation exposure at Unit 2.lnsp rept 50-336/ 
88-28 end documenting insp of Unit 2. 

MCCABE,E.C. Region 1 (Post 820201). 89/05/26. Affiliation Not Assigned. 3pp. 
60920:115-60920:123. 

-9203110393 Partially withheld Itr confirming 890130 telcon re employment at facility 
between Sept 1983 & Nov 1985. Listed concerns include Westinghouse valves con¬ 
tained fasteners w/o matl test repts. 

MCCABE,E.C. Region 1 (Post 820201). 89/05/08. Affiliation Not Assigned. 2pp. 
60920:124-60920:125. 

-9203110399 Partially withheld memo forwarding info in response to allegation RI-89-A- 
0018.Ltr returned w/no forwarding address.Subj allegation considered closed. 
MCCABE.E.C. Region 1 (Post 820201). 89/05/24. PERKINS.M. Region 1 (Post 
820201). 30pp. 60920:126-60920:155. 

-9203110401 Partially withheld Itr discussing 890228 allegation re potential false state¬ 
ment being used as justification in facility EQ exemption request. Findings documented 
in Insp Rept 50-245/90-17.Allegation closed. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/12/19. Region 1 (Post 820201). 37pp. 
60920:156-60920:197. 

-9203110404 Partially withheld Itr re status of allegation RI-89-A-0038 concerning rose- 
mount pressure transmitters.NRC can not order individual redress.DOL regulations call 
for submission of discrimination complaints within 30 days. 

MCCABE,E.C. Region 1 (Post 820201). 89/05/11. Affiliation Not Assigned. 13pp. 
60920:198-60920:210. 

-9203110409 Partially withheld Itr responding to listed issues discussed during 890422 
& 0511 meetings.! nsp rept 50-423/81-09 re concrete pouring for containment struc¬ 
ture end. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. 6pp. 
60920:211-60920:230. 

-9203110410 Ack receipt of end Itr & forwarded as document requested in that Itr sent 
to Region I attached to memo re allegation RI-89-A65. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/07/06. NRC - No Detailed 
Affiliation Given. 2pp. 60920:231-60920:232. 

-9203110411 Partially withheld Itr re anonymous Itr sent to NRC which claims unstable 
conditions existed in employee at plant 

* Affiliation Not Assigned. 89/05/24. SHEDLOSKY.J.T. NRC - No Detailed Affiliation 
Given. Ip. 60920:233-60920:233. 

-9203110415 Partially withheld Itr re 890502 anonymous allegation by female caller 
who questioned job suitability of named individual because person received treatment 
at psychiatric institution. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/23. NRC - No Detailed 
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—9203110418 Partially withheld memo re Allegation RI-89-A65. 

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/29. NRC - No Detailed 
Affiliation Given. Ip. 60920:237-60920:237. 

—9203110419 Partially withheld Itr ack receipt of 890629 Itr. 

SHEDLOSKY.J.T. Region 1 (Post 820201). 89/07/06. Affiliation Not Assiqned. Ip. 
60920:239-60920:239. 

-9203110420 Partially withheld Itr ack telcon request to NRC senior resident inspector 
for original of recent allegation made on recipient fitness for employment at plant & 
recipient 890629 follow up Itr. 

MCCABE,E.C. Region 1 (Post 820201). 89/07/12. Affiliation Not Assigned. Ip. 
60920:240-60920:240. 

-9203110423 Partially withheld Itr informing of NRC insp of allegation RI-89-A-0065 re 
fitness for duty .Author unable to directly release any info associated w/allegation.lnfo 
may be releasable through FOIA process. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/12/20. Affiliation Not Assigned. 6pp. 
60920:241-60920:251. 

-9203110424 Forwards 890721 Itr & insp rept 50-336/89-11 to alleger. Allegation con- 
sidered clossd 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. PERKINS,M. Region 1 (Post 
820201). Ip. 60920:252-60920:252. 

-9203110426 Partially withheld Itr re finding on allegation RI-89-A-0071 concerning work 
done on personnel air lock hatch that could have prevented personnel egress from 
containment structure. Relevant parts of insp rept 50/336/89-11 end. 
HAVERKAMP.D.R. Region 1 (Post 820201). 89/08/31. Affiliation Not Assigned. Ip. 
60920:253-60920:260. 

-9203160223 Partially deleted let informing of NRC findings on 880113 allegation made 
to Region I ofc.Allegation examined onsite by Millstone resident inspectors & no 
cases of allegations found. 

MCCABE.E.C. Region 1 (Post 820201). 88/06/09. Affiliation Not Assigned. Ip. 
60920:062-60920:062. 

—9203170032 Partially withheld Itr re recent inquiry on plant worker w/ unstable mental 
stabilities w/unlimited access to secured areas. 

* Affiliation Not Assigned. 89/06/29. SHEDLOSKY.T. NRC - No Detailed Affiliation 
Given. Ip. 60920:238-60920:238. 

9203060423 Final response to FOIA request for documents.Releasable portions of 
records identified in app D encl.Portions of app D records withheld (ref FOIA exemp¬ 
tions 5 & 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/12. DAVIS.D. Plain Dealer, Cleveland, OH. 3pp. 60899:001- 
60899:126. 

-8612020490 Responds to 860701 request for addl info re License 34-00466-01.All 
therapy doses of liquid 1-131 opened inside nuclear medicine dept radiation fume 
hood by personnel wearing gloves. 

ARON.S.J. Cleveland Clinic Foundation, Cleveland, OH. 78168. 86/08/13. ADAM.W.J. 
Region 3 (Post 820201). 37pp. 60899:065-60899:101. 

-8704290199 Forwards Insp Rept 30-00394/86-01 on 861120-870210 & notice of viola¬ 
tion & proposed imposition of civil penalty in amount of $2,500.Enforcement confer¬ 
ence held on 870304.Notes breakdown of mgt control of radiation therapy program. 
DAVIS.A.B. Region 3 (Post 820201). EA-87-042. 87/04/15. KISER,W.S. Cleveland 
Clinic Foundation, Cleveland, OH. 3pp. 60899:024-60899:028. 

-8704290203 Notice of violation & proposed imposition of civil penalty in amount of 
$2 500 

DAVIS.A.B. Region 3 (Post 820201). EA-87-042. 87/04/15. 2pp. 60899:027- 
60899:028. 

-8705260306 Responds to 870415 notice of violation & proposed imposition of civil 
penalty from insp on 861120-870210.Corrective actions:technical staff meeting held 
on 861205 to advise of 24 h notification & other NRC requirements. 

KISER,W.S. Cleveland Clinic Foundation, Cleveland, OH. EA-87-042. 87/05/14. NRC - 
No Detailed Affiliation Given. 5pp. 60899:029-60899:055. 

-8903030494 Discusses Insp 30-00394/88-01 on 880811 & forwards notice of 
violation.Advises that NRC carefully reviewed two cases discussed in licensee 880418 
Itr.In Case l.dose appears to have been delivered from Co-60 sources as was pre¬ 
scribed. 

DAVIS.A.B. Region 3 (Post 820201). EA-88-273. 89/02/23. KISER,W.S. Cleveland 
Clinic Foundation, Cleveland, OH. 4pp. 60899:122-60899:126. 

-8903030498 Notice of violation from insp on 880811 .Violation noted: misadministration 
of radiopharm occurred in Aug 1985 & licensee did not rept event until 880408. 
DAVIS.A.B. Region 3 (Post 820201). EA-88-273. 89/02/23. Ip. 60899:126-60899:126. 

-8906290376 Clarifies NRC requirements for reporting misadministrations, per 
10CFR35.33(a).NRC views therapeutic misadministrations as serious matter & will 
issue notice of violation if reporting not in accordance w/regulations. 

NORELIUS.C.E. Region 3 (Post 820201). EA-88-273. 89/06/22. ARON.S.J. Cleveland 
Clinic Foundation, Cleveland, OH. 2pp. 60899:119-60899:121. 

-8906290379 Requests clarification of 24 h rule per 10CFR35.33(a) for 
misadministrations.per 890309 telcon re NRC 890223 notice of violation. 

ARON.S.J. Cleveland Clinic Foundation, Cleveland, OH. 89/03/15. WIEDEMAN.D. 
Region 3 (Post 820201). Ip. 60899:121-60899:121. 

-9003130061 Matls licensing package for Amend 41 to License 34-00466-01 for Cleve¬ 
land Clinic Foundation.Control:83789. 

PELKE.P.J. Region 3 (Post 820201). 83789. 89/01/13. 8pp. 60899:056-60899:064. 

-9006270287 Forwards Insp Repts 30-00394/90-01 & 30-02649/90-01 on 900307-09 & 
14-16 & notice of violation & proposed imposition of civil penalty in amount of $6,875. 
DAVIS,A.B. Region 3 (Post 820201). EA-90-074. 90/06/21. LOOP.F. Cleveland Clinic 
Foundation, Cleveland, OH. 4pp. 60899:102-60899:118. 

-9006270294 Notice of violation & proposed imposition of civil penalty from insp on 
900307-09 & 14-16.Violations noted:fai!ure to notify NRC of therapy misadministration 
within required 24 h & survey instrument not calibr from 1988-1990. 

DAVIS,A^B. Region 3 (Post 820201). EA-90-074. 90/06/21. 3pp. 60899:106- 
60899:118. 


—9105300050 Confirmatory of action Itr re 910520 telcons concerning activities followin 
discovery of contamination event involving Ph-32 that occurred on 910516. 

DAVIS,A.B. Region 3 (Post 820201). CAL-RIII-04. 91/05/21. LOOP.F. Cleveland Clim 
Foundation, Cleveland, OH. 2pp. 60899:007-60899:008. 

—9106140190 Revised Confirmation of Action Ltr CAL-RIII-04A. Understands that licem 
ee will not use licensed matls in Lab NCI-140 until listed actions taken.per 91060 
telcon. 

DAVIS,A.B. Region 3 (Post 820201). CAL-RIII-04A. 91/06/06. LOOP.F. Clevelan 
Clinic Foundation, Cleveland, OH. Ip. 60899:023-60899:023. 

-9107080215 Addresses specific issues re use of radioactive matls in lab of PL Fo 
concerning confirmatory action Itr dtd 910521. 

KEYS.T.F. Cleveland Clinic Foundation, Cleveland, OH. CAL. 91/06/20. DAVIS,A.E 
Region 3 (Post 820201). 3pp. 60899:020-60899:022. 

-9107080220 Responds to confirmatory action Itr of 910521.Corrective actions:all nei 
members of all labs using radioisotopes will be instructed in proper handling & use c 
matls & proper response in case of radioactive spill. 

ARON.S.J. Cleveland Clinic Foundation, Cleveland, OH. CAL. 91/06/12. DAVIS,A.E 
Region 3 (Post 820201). 11pp. 60899:009-60899:019. 

9203090336 Partial response to FOIA request.App A documents already available i 
PDR (filed under FOIA-81 -276).App B documents end & placed in PDR.Review c 
documents subj to request continuing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Poj 
890205). 91/08/16. JENNINGS,L.K. Dechert, Price & Rhoads. 52pp. 60837:196 
60837:355. 

—9203090347 Informs that author recently received questions on safety of using Thorc 
trast & similar media for x-ray purposes. Comments requested. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/08/07. DUNHAM,C.L 
Atomic Energy Commission (Pre 750119). Ip. 60837:264-60837:264. 

-9203090359 Dicussess insp conducted on 620330 of activities authorized under L 
cense STB-404.Noncompliance noted. 

PRICE,E.R. Atomic Energy Commission (Pre 750119). 62/08/09. HEINRICH,S. Tests 
gar & Co., Inc. 2pp. 60837:280-60837:281. 

-9203090363 Ack receipt of 620809 Itr re insp conducted on 620330. Correctiv 
actions:special area built for equipment used in processing.Biological assays end. 
CARRIGAN.R.H. Atomic Energy Commission (Pre 750119). 62/08/14. PRICE,E.F 
Testagar & Co., Inc. 3pp. 60837:282-60837:285. 

-9203090369 Responds to 640618 memo re medical use of source matl.Review of li 
cense files indicates no licensee other than Fellows- Testagar Co authorized to us< 
thorium preparations for administration to humans. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 64/10/05. WESTERN,F 
Atomic Energy Commission (Pre 750119). Ip. 60837:306-60837:306. 

-9203090373 Forwards application for renewal of license STB-678,in response t 
680126 Itr. 

CARRIGAN.R.H. Fellows Medical Mfg. Co.. Inc. 68/02/16. NUSSBAUMER.D./ 
Atomic Energy Commission (Pre 750119). Ip. 60837:320-60837:320. 

-9203090379 Informs that City of Detroit,Ml issued cease & desist order to licensee oi 
680725.Licensee compliance record reveals no significant problems. 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 68/10/07. SEABORG, RAMEV 
TAPE Atomic Energy Commission (Pre 750119). 2pp. 60837:325-60837:326. 

—9203090382 Forwards renewal of License R-152.lnfo re disposal of radwaste encl.W/i 
end. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/04/23. CARRIGAN.R.H 
Testagar & Co., Inc. 1 p. 60837:345-60837:347. 

9203090479 Responds to FOIA request for info.Records identified in app A end & beim 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Pos 
890205). 91/08/22. THOMAS.W. Winthrop, Stimson, Putnam & Roberts. 6pp 
60884:272-60885:114. 

—9203090480 Expresses appreciation for opportunity to meet w/redpient & members c 
staff on 901003 & extends invitation to visit facility. 

GRAVES,R. Sequoyah Fuels Corp. 90160-CN. 90/10/05. SYNAR.M. House of Rep 
146pp. 60884:281-60885:114. 

9203090481 Confirms 910826 telcon.requesting documents including closure rept.whicl 
NRC utilized in reaching determination that bldg 24-D & H-tract facility could be re 
leased for unrestricted use by public. 

WINTHROP.D.F. Olin Corp. 91/08/26. LAVINS.D. NRC - No Detailed Affiliation Giver 
Ip. 60962:185-60962:186. 

-9203090482 FOIA request for info re license SNM-368 granted to UNC of Ne\ 
Haven.CT,including documents relating to insps of 750516 & 760308-10. 
WINTHROP.D.F. Olin Corp. 91/08/13. GRIMSLEY.D.H. Division of Freedom of Infoi 
mation & Publications Services (Post 890205). Ip. 60962:186-60962:186. 

9203090483 Final response to FOIA request for documents.App A records end & bein 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Poj 
890205). 91/09/11. WINTHROP.D.F. Olin Corp. 2pp. 60962:187-60963:009. 

-9203090484 Discusses insp of license SNM-368 which confirmed that SNM remove 
from New Haven plant & transferred to Montville plant.No violations noted. 
CROCKER,H.W. Region I, IE (720101-810228). 74/10/02. Region I, IE (72010 1 
810228). Ip. 60962:189-60962:189. 

-9203090485 Forwards insp rept 70-0371/74-12 on 740917-19.No violations or safel 
items noted. 

MARTIN,W.G. Region I, IE (720101-810228). 74/10/02. GEISE.G.D. United Nude, 
Corp. (subs, of UNC, Inc.). 2pp. 60962:190-60962:191. 

-9203090486 Insp rept 70-0371/74-12 on 740917-19.No violations noted. Major area 
inspected:regulatory operations. 

CROCKER,H.W., MARTIN,W.G. Region I, IE (720101-810228). 74/10/02. 9pi 
60962:192-60962:200. 
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-9203090487 Forwards insp rept 70-0371/75-02 on 750303-06.No items of noncompli¬ 
ance observed. 

NELSON.P.R. Region I, SE (720101-810228). 75/03/31. GEISE.G.D. United Nuclear 
Corp. (subs, of UNC, Inc.). 2pp. 60962:201-60962:202. 

-920309048S Insp rept 70-0371/75-02 on 750303-06.No violations noted. Major areas 
inspected:licensee corrective action re failure to perform bi-monthly analyses of septic 
tank overflow. 

JERMAN.P.C., COHEN,1.. KNAPP,P.J. Region I, IE (720101-810228). 75/03/31. 9pp. 
60962:203-60962:235. 

-9203170404 Requests that all ref to H-Tract facility in New Haven.CT be deleted from 
SNM license & premises be released for unrestricted use. 

GEISE.G.D. United Nuclear Corp. (subs, of UNC, Inc.). 76/02/26. CROW.W.T. Division 
of Fuel Cycle & Material Safety (Pre 870413). 111pp. 60962:236-60962:345. 

-9203170408 Advises that calibr sources located in H-Tract facility during NRC insp of 
760308-10 have been transferred to Mentville site as of 760312. 

PYZEL.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 76/03/12. NELSON.P.R. 
Region I. IE (720101-810228). Ip. 60962:346-60962:346. 

-9203170411 Amend 36 to License SNM-368,removing bldg 24-D & H-Tract facility 
from license as authorized place of use for SNM. 

CROW.W.T. Division of Fuel Cycle & Material Safety (Pre 870413). 76/03/22. 
PYZEL.R.J. United Nuclear Corp. (subs, of UNC. Inc.). Ip. 60962:347-60962:347. 

-9203170413 Advises that end document entitled, “Guidelines for Decontamination of 
Facilities & Equipment-Mat!," dtd 730503,used as guide for decontamination of H- 
Tract facility. 

LUSTER,D.R. United Nuclear Corp. (subs, of UNC, Inc.). 76/03/30. PLUMLEE.K. 
Region I, IE (720101-810228). 5pp. 60962:348-60962:361. 

-9203170421 Discusses closeout insp rept 70-371/76-06 on 760308-10. H-Tract facility 
radiation levels found to be within acceptable surface contamination levels stated in 
reg guide 1.86. 

PLUM LEE, K.E. Region I, IE (720101-810228). 76/04/12. NELSON.P.R. Region I, IE 
(720101-810228). 2pp. 60963:002-60963:003. 

-9203170441 Advises of completion of decommission insp documented in end insp 
rept 70-371 /76-06.Ofc of Insp & Enforcement findings are in agreement w/UNC rept 
dtd 760226. 

ROY.G.W. Office of Inspection & Enforcement (750101-801210). 76/04/19. 
CROW.W.T. Fuel Process. & Fab. Branch (Pre 790727). Ip. 60963:004-60963:004. 

-9203170444 Forwards info documenting completion of closeout insp of UNC H-Tract 
facility. 

NELSON.P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 76/04/01. 
ROY.W. Office of Inspection & Enforcement (750101-801210). Ip. 60963:005- 
60963:009. 

9203100300 FOIA request for documents re investigations of Zack Co by NRC. 
BASIAGA.R.J. Zack Co. 91/04/29. Division of Freedom of Information & Publications 
Services (Post 890205). Ip. 60853:279-60853:279. 

9203100301 Partial response to FOIA request for documents re Zack Co. App A docu¬ 
ments already available in PDR.Forwards App B documents.App B documents also 
being placed in PDR.App C documents withheld in entirety (ref FOIA Exemption 5,6 & 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/27. ZACK,C. Zack Co. 10pp. 60853:280-60854:335. 

—9203100302 Responds to 831103 memo requesting investigation of allegations by 
former Midland employee re alleged improper termination.Ofc of Investigations will 
combine that allegation w/investigation under Case 3-82-057. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 83/11/18. KEPPLER.J.G. Region 
3 (Post 820201). 16pp. 60853:290-60853:305. 

-9203100303 Discusses administrative closure of Case 03-82-057 re alleged improper 
termination by Zack Co of two QA employees for reporting deficiencies.Supporting 
documentation end. 

PAWLIK.E.T. Office of Investigations (Pre 880201). 87/03/20. DAVIS,A.B. Region 3 
(Post 820201). 200pp. 60853:306-60854:157. 

-9203100304 M01-602-2 Audit Rept M01-602-2 re audit conducted at Zack Co on 
820517-20. 

* Consumers Power Co. 82/07/13. 19pp. 60854:158-60854:176. 

-9203100306 M01-601-2 Audit Rept M0-601 -2 re audit conducted of Zack Co on 
820419- 22 to verify Zack Co compliance w/program requirements as defined in Zack 
QA manual,plant QC procedures & weld procedure specs.Related info end. 

* Consumers Power Co. 82/05/14. 43pp. 60854:177-60854:224. 

-9203100308 Informs that author reviewed affidavits presented to Region III by GAP re 
Zack Co.Numerous documents identified that appear to relate directly to Midland 
project.Allegation will be placed on Midland tracking sys.W/related info. 

SHAFER,W.D. Region 3 (Post 820201). 82/09/01. DAVIS,A.B. Region 3 (Post 
820201). 58pp. 60854:225-60854:325. 

-9203100310 Forwards Ofc of Investigations final correspondence re Investigation Rept 
3-82-025 re altered certified matl test rept at Zack Co. 

WEIL,C.H. Office of Investigations (Pre 880201). 85/02/04. MCCORMICK,C.J. NRC - 
No Detailed Affiliation Given. 1 p. 60854:326-60854:326. 

-9203100311 Discusses alleged harassment & intimidation of Zack Co QC 
inspector.New new info found which is not already included in NRC allegation files.FBI 
now has jurisdiction over case. 

NORELIUS.C.E. NRC - No Detailed Affiliation Given. 85/02/11. KEPPLER.J.G. Region 
3 (Post 820201). 2pp. 60854:327-60854:328. 

-9203100313 Informs that on 870320,Ofc of Investigations administratively closed re¬ 
quest for investigation dtd 870310 re allegation RIII-83-A-0140 due to lack of investi¬ 
gative resources.Case closed,per AB Davis end memo.W/o memo. 

GREENMAN.E.G. Region 3 (Post 820201). 88/02/26. Region 3 (Post 820201). Ip. 
60854:329-60854:329. 

-9203100315 Informs that on 870320,Ofc of Investigations administratively closed In¬ 
vestigation 3-82-057 re Allegation RIU-83-A-0140 at plant due to lack of investigative 
resources. 

GREENMAN.E.G. Region 3 (Post 820201). 88/08/01. Region 3 (Post 820201). 5pp. 
60854:330-60854:335. 


9203100321 Partial response to FOIA request for documents.Apps X,Y & Z documents 
end & also placed in PDR. 

GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. CURRAN.D. Harmon. Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 11pp. 60904:001-60905:130. 

—9203100324 Rev 3 to Operating Procedure HS-001, “Establishing & Posting Radiation 
Control Areas." 

* Sequoyah Fuels Corp. 89/01/06. 7pp. 60904:014-60904:020. 

—9203100326 Rev 6 to Operating Procedure HS-010, “Radiation & Radioactive Matl In¬ 
cident Investigation & Reporting." Related info end. 

* Sequoyah Fuels Corp. 89/02/15. 15pp. 60904:021-60904:035. 

-9203100327 Rev 4 to Operating Procedure HS-101, “Bioassay Program.” Related info 
end. 

* Sequoyah Fuels Corp. 89/06/09. 11pp. 60904:036-60904:075. 

-9203100329 Rev 2 to Operating Procedure G-153, “Use of 5-Minute Emergency 
Escape Breathing Apparatus.” 

* Sequoyah Fuels Corp. 89/10/31. 4pp. 60904:076-60904:079. 

-9203100330 Rev 4 to Operating Procedure G-110, “Personnel Radiation Exposure 
Monitoring.” 

* Sequoyah Fuels Corp. 89/11/07. 8pp. 60904:080-60904:087. 

-9203100332 Rev 1 to Operating Procedure G-114, “Change Room Procedure.” Relat¬ 
ed info end. 

* Sequoyah Fuels Corp. 89/11/07. 54pp. 60904:088-60904:141. 

-9203100338 Forwards facility progress rept & analytical data rept for 901221-28. 
GRAVES,R. Sequoyah Fuels Corp. 91/01/02. ROBINSON,C. Office of Nuclear Materi¬ 
al Safety & Safeguards. 4pp. 60904:142-60904:145. 

-9203100339 Forwards facility progress rept & analytical data rept for 901228-910103. 
GRAVES.R. Sequoyah Fuels Corp. 91/01/04. ROBINSON,C. Office of Nuclear Materi¬ 
al Safety & Safeguards. 12pp. 60904:146-60904:164. 

-9203100341 Informs that NRC agreed w/licensee that security guards would no longer 
notify control room during off hours. 

BEACH,A.B. Region 4 (Post 820201). 91/01/08. NRC - No Detailed Affiliation Given. 
13pp. 60904:165-60904:180. 

-9203100343 Rev 4 to Operating Procedure N-290-13, “Plant Pond,Pit & Pad Pump- 
Out." Related info end. 

* Sequoyah Fuels Corp. 91/02/01. 29pp. 60904:181-60904:210. 

-9203100344 Forwards analytical results of low level radiochemical,per request. 
FERGUSON,M. Oak Ridge National Laboratory. 91/02/13. KONWINSK1.G. NRC - No 
Detailed Affiliation Given. 17pp. 60904:211-60904:227. 

-9203100346 Rev 7 to Operating Procedure G-304, “Hazardous Work Permits.” 

* Sequoyah Fuels Corp. 91/02/13. 28pp. 60904:228-60904:257. 

-9203100348 Rev 0 to Operating Procedure G-113, “Non-Routine Handling of Radioac¬ 
tive Matls." 

' Sequoyah Fuels Corp. 89/10/18. 35pp. 60904:258-60904:293. 

-9203110412 Rev 6 to Operating Procedure G-160, "Health & Safety Precautions & Re¬ 
quirements." 

* Sequoyah Fuels Corp. 90/01/31. 23pp. 60904:294-60904:316. 

-9203110413 Rev 6 to Operating Procedure G-111, “Access to Restricted Areas & 
Controlled Access Areas.” 

* Sequoyah Fuels Corp. 90/01/30. 18pp. 60904:317-60904:334. 

-9203110414 Submits daily staff note re licensee 900216 notification that fluoride 
sludge retention basin overflowed. 

* Region 4 (Post 820201). 90/02/20. Region 4 (Post 820201). 10pp. 60904:335- 
60904:344. 

-9203110416 Rev 9 to Operating Procedure G-004, “Reporting Requirements for Ab¬ 
normal Events.” 

* Sequoyah Fuels Corp. 90/04/26. 34pp. 60904:345-60905:017. 

-9203110417 Trip rept of 900516 visit to Sequoyah Fuel Corp re organization changes 
& plant & operational improvements. 

FISHER,W.L. NRC - No Detailed Affiliation Given. 90/05/22. NRC - No Detailed Affili¬ 
ation Given. 14pp. 60905:018-60905:031. 

-9203110421 Rev 7 to Operating Procedure G-111, “Access to Restricted Areas & 
Controlled Access Areas." Supporting documentation end. 

* Sequoyah Fuels Corp. 90/08/03. 60pp. 60905:032-60905:092. 

-9203110422 Rev 6 to Operating Procedure HS-301, “Radiation, Contamination & Re¬ 
lease Surveys." 

* Sequoyah Fuels Corp. 89/07/12. 38pp. 60905:093-60905:130. 

9203110425 Partial response to FOIA request for documents.App H documents end & 
also made available in PDR. 

GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/13. WILLIAMS,O.G. JRA Associates. 2pp. 60905:131-60905:225. 

-8202220324 Requests no escort badges for three persons in addition to those listed 
w/820212 Itr re Ginna Steam Generator Tube Rupture Event Inquiry Group.Status ex¬ 
pires 820731. 

HAYNES,R.C. Region 1 (Post 820201). 82/02/17. MAIER.J.E. Rochester Gas & Elec¬ 
tric Corp. ip. 60905:134-60905:134. 

-8203040030 Submits summary of 820204 discussion re facility 820125 steam genera¬ 
tor tube rupture eventReview of end outline for NRC inquiry requested. 

HAYNES,R.C. Region 1 (Post 820201). 82/02/04. EISENHUT.D.G. Division of Licens¬ 
ing (800428-851124). JORDAN,E.L. Div of Engineering & Quality Assurance,IE (Pre 
830103). MICHELSON.C. Office for Analysis & Evaluation of Operational Data, Direc¬ 
tor. 5pp. 60905:135-60905:139. 
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-9203110427 Discusses preliminary review of steam generator tube rupture event at 
plant on 820125.W/listed attachments. 

STAROSTECKLR. Region 1 (Post 820201). 82/02/08. HELTEMES.C.J., 

EISENHUT.D., JORDAN,E. NRC - No Detailed Affiliation Given. 45pp. 60905:140- 
60905:184. 

-9203110428 Rev 10 to Procedure E-1.4, “Steam Generator Tube Rupture." W/sup- 
porting documentation end. 

* Rochester Gas & Electric Corp. 81/03/13. 40pp. 60905:185-60905:225. 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-8506240672 Consents to transfer of Licenses XB-37-138,37-04456-01, 37-08467- 
03,37-04456-03,37-04456-04 & 37-04456-06 to Nuclear Matls & Equipment Corp per 
licensee 670331 Itr.EncI App A incorporates Amend 24 to License 37-04456-03.W/O 
end. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/04/14. SHAPIRO,Z.D. 
Nuclear Materials & Equipment Corp. (NUMEC). Ip. 61317:093-61317:093. 

—9203120317 Application for amend to License R-72,reflecting transfer of reactor from 
Commonwealth of PA to Nuclear Matls & Equipment Corp. 

GRAY.O.S. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/24. MORRIS,P.A. 
Atomic Energy Commission (Pre 750119). 3pp. 61316:025-61316:029. 

-9203120323 Order terminating Pennsylvania State Univ interest in License R-72 & 
transferring license to Curtiss-Wright Nuclear Research Lab. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 67/10/09. Pennsylvania 
State Univ., University Park, PA. Ip. 61316:030-61316:030. 

-9203120327 Forwards Amend 3 to License R-72,Indemnity Agreement R-33 & FR 
notice of issuance.Amend transfers title to reactor to Curtiss-Wright Nuclear Research 
Lab.W/o indemnity agreement. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 

GODDARD,M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). 2pp. 61316:031-61316:032. 

-9203120330 Forwards signed copy of Amend 3 to License R-72.Amend initially submit¬ 
ted in Itr dtd 671108 was unsigned. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/16. 

GODDARD,M.K. Pennsylvania, Commonwealth of. GRAY.O.S. Nuclear Materials & 
Equipment Corp. (NUMEC). Ip. 61316:033-61316:036. 

-9203120337 Application for amend to License R-72,reflecting relocation of reactor 
components from reactor to storage site at Clearfield site. 

CALDWELL,R. Nuclear Materials & Equipment Corp. (NUMEC). 68/11/06. Atomic 
Energy Commission (Pre 750119). Ip. 61316:037-61316:037. 

—9203120340 Forwards Insp Rept 50-310/71-01 on 710921 .No deficiencies or unre¬ 
solved items noted. 

CARLSON,R.T. Atomic Energy Commission (Pre 750119). 71/10/13. KEPPLER.J.G. 
Atomic Energy Commission (Pre 750119). Ip. 61316:038-61316:038. 

-9203120345 Insp Rept 50-310/71-01 on 710921 .No deficiencies or unresolved items 
noted.Major areas inspected:transfer of matl,residual contamination .core & 
internals,fuel handling, radiation protection & radwaste sys. 

LOIBL.E.R., CARLSON,R.T. Atomic Energy Commission (Pre 750119). 71/10/13. 4pp. 
61316:039-61316:042. 

-9203120347 Advises that 711202 order terminating License R-72 published in FR on 
711214. 

DUBE.N.L. Atomic Energy Commission (Pre 750119). 71/12/20. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61316:043-61316:043. 

-9203120351 Forwards FR notice of issuance of order terminating License R-72. 
MCCOOL.W.B. Atomic Energy Commission (Pre 750119). 71/12/08. Office of the 
Federal Register. Ip. 61316:044-61316:044. 

-9203120353 Forwards 711202 order terminating License R-72 for FR publication. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/08, ROBINSON,S.T. 
Atomic Energy Commission (Pre 750119). Ip. 61316:045-61316:045. 

-9203120356 Forwards order to Commonwealth of PA & Nuclear Matls & Equipment 
Corp terminating License R-72. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/08. Clearfield.PA. 
Ip. 61316:046-61316:046. 

-9203120360 Forwards order to Commonwealth of PA & Nuclear Matls & Equipment 
Corp terminating License R-72. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/08. GERUSKY.T.M. 
Pennsylvania, Commonwealth of. Ip. 61316:047-61316:047. 

-9203120376 Forwards 711202 Itr transmitting termination order to Commonwealth of 
PA & Nuclear Matls & Equipment Corp & application & suppls requesting termination. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 71/12/08. Environmental 
Protection Agency. Ip. 61316:048-61316:052. 

-9203120378 Submits results of review of 710104 application for termination of License 
R-72.Supports application. 

BRAUNER.A. Atomic Energy Commission (Pre 750119). 71/12/02. Atomic Energy 
Commission (Pre 750119). 2pp. 61316:053-61316:054. 

-9203120381 Forwards info in support of application for termination of License R-72. 
BICEHOUSE.H.J. Atlantic Richfield Co. (ARCO). 71/03/05. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:055-61316:055. 

—9203120384 Application for termination of License R-72.Facility dismantled by transfer¬ 
ring unirradiated fuel elements to BNL. 

R0TLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/01/04. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 2pp. 61316:056- 
61316:068. 

-9203120387 Confirms recent telcon re termination of License R-72. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/05/11. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). Ip. 61316:069-61316:070. 


-9203130002 Application for amend to License 37-02416-01 .authorizing use of irradiat¬ 
ed matl to study effect of irradiations. 

CAMPBELL,K. Curtiss-Wright Corp. 56/05/04. 2pp. 61316:071-61316:072. 

-9203130004 Application for amend to License 37-02416-01,authorizing use of Mercury 
203 for gamma spectrometer energy calibr & promethium 147 in film thickness source 
studies. 

WOLKOWITZ.W.J. Curtiss-Wright Corp. 56/07/20. 3pp. 61316:073-61316:075. 

-9203130005 Application for license,authorizing use of listed matls to test for purity of 
matls. 

* Curtiss-Wright Corp. 56/05/16. 2pp. 61316:076-61316:077. 

—9203130008 Application for license,authorizing use of 7,000 mCi lr-192 for experimen¬ 
tal radiography of small turbine wheels & similar parts. 

ROBERTS,CJ. Curtiss-Wright Corp. 56/07/02. 3pp. 61316:078-61316:080. 

-9203130010 Application for license,authorizing use of 10 mCi Ag-110 in feasibility 
study to measure speed of rotation of turbojet engine. 

ROBERTS,C.J. Curtiss-Wright Corp. 56/07/27. 2pp. 61316:081-61316:082. 

-9203130011 Application for license,authorizing use of 0.1 me Co-60 for instrument 
calibr & standardization of radiochemical techniques. 

ROBERTS,C.J. Curtiss-Wright Corp. 56/10/29. 2pp. 61316:083-61316:084. 

-9203130018 “Curtiss-Wright Annual Rept for Yr Ended 561231.” 

* Curtiss-Wright Corp. 56/12/31. 29pp. 61316:085-61316:113. 

-9203130021 Application for license,authorizing use of 0.5 mCi Ru-Rh-106 300 mCi Co- 
60,2 mCi Tm-170 & 100 mCi Ag-110 for experimental beta gauge 

calibr.radiography,experimental radiography & experimental radiotachometer. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/01/23. 4pp. 61316:114-61316:118. 

-9203130023 Responds to recent Itrs re revised licensing procedures for byproduct 
matl.Authorization previously issued by listed individuals. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/01/23. Atomic Energy Commission (Pre 
750119). 2pp. 61316:119-61316:120. 

-9203130026 Application for license,authorizing use of 10 mCi P-32, Ca-45,Pm-147,C- 
14 & TI-204 for miscellaneous radiochemical studies & radiation damage studies. 
ROBERTS.C.J. Curtiss-Wright Corp. 57/01/23. 2pp. 61316:121-61316:122. 

-9203130029 Application for license,authorizing use of 10 mCi Ce-141, Ce-Ba-137-P,l- 
131 -P,Hg-203-P,Sc-46-P,Fe-59-P,Ni-63-P & Ta-182-P in tracer work & ion chamber 
studies. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/02/22. 3pp. 61316:123-61316:125. 

-9203130036 Application for license,authorizing use of 2 mCi Sr-90 as calibr source in 
Jordan Model AGB-50-CR source. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/03/07. 4pp. 61316:126-61316:129. 

-9203130038 Application for license,authorizing use of 10 mCi Sr-90 & lr-192 for calibr 
of detection & measuring instruments once per wk using external & internal calibr 
sources. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/03/19. 3pp. 61316:130-61316:132. 

-9203130041 Forwards list of licensed matls authorized under License 37-02416-01 .All 
listed matls & future matls will be used at Quehanna,PA facility. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/03/19. MILLER,W.O. Atomic Energy Commis¬ 
sion (Pre 750119). 2pp. 61316:133-61316:134. 

-9203130122 Forwards applications for byproduct matl licenses. 

BEAM.M.T. Curtiss-Wright Corp. 57/03/25. Atomic Energy Commission (Pre 750119). 
Ip. 61316:135-61316:135. 

-9203130126 Application for license,authorizing use of 1,000 mCi U oxide matrix in re¬ 
fractory oxides. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/03/22. 2pp. 61316:136-61316:137. 

-9203130129 Application for license,authorizing use of 5,000 mCi commercial titanium 
for activation analysis & monitoring of induced radioactivities. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/03/22. 2pp. 61316:138-61316:139. 

-9203130133 Application for license,authorizing use of 105 g Inconel, 500 g magnesia 
powder,5 g nichrome wire,5 g chromel & 10 g titanium. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/03/20. 3pp. 61316:140-61316:142. 

-9203130136 Application for license, authorizing use of 20,000 mCi Po-210-Be,in sealed 
sources,to calibr reactor instrumentation & in reactor startup. 

ROBERTS,C.J. Curtiss-Wright Corp. 57/04/05. 4pp. 61316:143-61316:146. 

-9203130140 Forwards rough draft of health physics manual,per 570319 telcon w/ 
AEC.Control procedures outlined in manual sufficient to ensure safe handling of radioi¬ 
sotopes by vendor personnel.W/o end. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/05/07. MILLER,W.O. Atomic Energy Commis¬ 
sion (Pre 750119). 2pp. 61316:147-61316:148. 

-9203130142 Analysis & findings supporting 570401 application for SNM 
license,authorizing use of up to 10 g U-235 in encapsulated fission counter tubes for 
use in control sys in proposed reactor & for experimental use. 

DELANEY,J.C., JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/09. Ip. 
61316:149-61316:149. 

-9203130144 Forwards License SNM-92. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/10. HILL.G.R. Curtiss- 
Wright Corp. Ip. 61316:150-61316:150. 

-9203130161 License SNM-0092 issued to Curtiss-Wright Corp,authorizing use of 10 g 
U,contained in U-235,at Quehanna,PA site. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/03/10. Ip. 61316:151- 
61316:151. 

-9203130163 Ack receipt of 570401 application for SNM license. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 57/05/03. HILL.G.R. Curtiss- 
Wright Corp. ip. 61316:152-61316:152. 
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-9203130165 Forwards application for SNM license to possess & use addl 10 g U-235. 
HILL.G.R. Curtiss-Wright Corp. 57/04/01. JOHNSON.L Atomic Energy Commission 
(Pre 750119). 2pp. 61316:153-61316:154. 

“9203130166 Application for SNM license.authorizing use of 10 g U-235 in five fission 
chambers for control of research reactor & in experimental work. Principal corporate 
directors & officers listed. 

HILL.G.R. Curtiss-Wright Corp. 57/05/01. 4pp. 61316:155-61316:158. 

-9203130171 Record of 570510 telcon w/C Roberts (Curtiss-Wright) re requirements 
for issuance of broad license for R&D. Items discussed listed. 

' Atomic Energy Commission (Pre 750119). 57/05/10. Ip. 61316:159-61316:159. 

“9203130176 License 37-02416-01 for Curtiss-Wright,authorizing use of 7 Ci lr-192 & 12 
mCi Pr-147 for lab research involving radiation damage studies,instrument calibr & 
standardization & activation studies. 

* Atomic Energy Commission (Pre 750119). 57/05/15. 3pp. 61316:160-61316:162. 

“9203130182 Amend 1 to License 37-02416-01 for Curtiss-Wright Corp, changing Li¬ 
cense Condition 12 to require that licensee comply w/provisions of 10CFR20 re stds 
for protection against radiation. 

* Atomic Energy Commission (Pre 750119). 57/05/20. Ip. 61316:163-61316:163. 

“9203130184 Amend 2 to License 37-02416-01 .adding 1 mCi Fe-55 for use in instru¬ 
ment testing & calibr. 

* Atomic Energy Commission (Pre 750119). 57/05/28. Ip. 61316:164-61316:164. 

“9203130186 Forwards License 37-02416-01 .All svc irradiations or irradiated compo¬ 
nents listed under one possession limit. 

HITCH.J.W. Atomic Energy Commission (Pre 750119). 57/05/15. ROBERTS.C.J. Cur¬ 
tiss-Wright Corp. Ip. 61316:165-61316:165. 

“9203130189 Application for license.authorizing use of 1 mCi Fe-55, deposited on plan- 
chets for testing of proportional counters. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/05/16. 2pp. 61316:166-61316:167. 

“9203130191 Ack receipt of 570515 Itr transmitting License 37-02416-01. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/05/20. HITCH.J.W. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:168-61316:168. 

“9203130195 License 29-00460-01 for Curtiss-Wright Corp.authorizing use of 1,000 mCi 
beryllium,magnesium & U compounds to study effects of radiation of irradiated matl. 
ROGERS,L.R. Atomic Energy Commission (Pre 750119). 56/05/17. 2pp. 61316:169- 
61316:170. 

“9203130206 License 29-00460-03 for Curtiss-Wright Corp.authorizing use of 7 Ci lr-192 
in radioisotope lab for experimental radiography. 

ROGERS,L.R. Atomic Energy Commission (Pre 750119). 56/07/12. 2pp. 61316:171- 
61316:172. 

“9203130208 License 29-00460-04 for Curtiss-Wright Corp authorizing use of 3 mCi 
Mercury-203 & 2 mCi Pr-147 for gamma spectrometer energy calibr & film thickness 
source studies. 

ROGERS,LR. Atomic Energy Commission (Pre 750119). 56/07/26. Ip. 61316:173- 
61316:173. 

“9203130209 License 29-00460-05 for Curtiss-Wright Corp.authorizing use of 10 mCi 
Ag-110 in feasibility study for method of measuring speed of rotation of turbojet en- 
giner. 

ROGERS,L.R. Atomic Energy Commission (Pre 750119). 56/08/02. Ip. 61316:174- 
61316:174. 

“9203130211 Amend 1 to License 29-00460-05,authorizing use of 0.1 mCi Co-60 for 
instrument standardization in radiochemical techniques. 

* Atomic Energy Commission (Pre 750119). 56/11/02. Ip. 61316:175-61316:175. 

“9203130212 Amend 2 to License 29-00460-05,authorizing use of 10 mCi P-32,Ca- 
45,Pr-147,C-14 & Th-204 in lab studies. 

* Atomic Energy Commission (Pre 750119). 57/02/14. Ip. 61316:176-61316:176. 

“9203130213 Amend 3 to License 29-00460-05,authorizing use of 10 mCi of listed by¬ 
product matls in lab studies. 

* Atomic Energy Commission (Pre 750119). 57/03/06. Ip. 61316:177-61316:177. 

“9203130216 Amend 4 to License 29-00460-05,authorizing use of 300 mCi of 
magnesia,alumina,alumel.chromel & ceramic insulators in radiation damage studies. 

* Atomic Energy Commission (Pre 750119). 57/03/12. Ip. 61316:178-61316:178. 

“9203130218 Requests info as to whether current license can be amended to irradiate 
matl at Pennsylvania State Univ reactor or at BNL reactor or if SNM license must be 
issued. 

ROBERTS.C.J. Curtiss-Wright Corp. 57/05/21. JOHNSON.L. Atomic Energy Commis¬ 
sion (Pre 750119). 2pp. 61316:179-61316:180. 

“9203130219 Forwards application for SNM license. 

HILL.G.R. Curtiss-Wright Corp, 57/11/04. Atomic Energy Commission (Pre 750119). 
Ip. 61316:181-61316:181. 

“9203130221 Application for SNM license.authorizing use of 25 g U, enriched in 235 
isotope,33 g Pu-239 & 10 milligrams U-233. 

HILL.G.R. Curtiss-Wright Corp. 57/11/26. 5pp. 61316:182-61316:186. 

“9203130223 Forwards application for SNM license for placement in AEC PDR. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 57/12/09. STRAUSSER.W.A. 
Atomic Energy Commission (Pre 750119). Ip. 61316:187-61316:187. 

“9203130225 Requests that document re SNM license be classified secret restricted 
data. 

NASH.M.L. Atomic Energy Commission (Pre 750119). 57/12/16. JOHNSON.L Atomic 
Energy Commission (Pre 750119). Ip. 61316:188-61316:188. 

“9203130235 Safety evaluation supporting Curtiss-Wright Corp 571126 application for 
SNM license. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 57/12/20. Ip. 61316:189- 
61316:189. 


“9203130238 Advises that 571126 application for SNM license determined to be classi¬ 
fied secret - restricted data.Document may be declassified by deleting second word in 
second line in part 4A on Page 2 of application. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 57/12/20. H1LL.G.R. Curtiss- 
Wright Corp. Ip. 61316:190-61316:190. 

“9203130240 Forwards License SNM-156. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 57/12/20. HILL.G.R. Curtiss- 
Wright Corp. Ip. 61316:191-61316:191. 

“9203130243 License SNM-156 issued to Curtiss-Wright Corp.authorizing use of up to 
25 g U.enriched in U-235 isotope,10 milligrams U-233 & 33 g Pu. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 57/12/20. Ip. 61316:192- 
61316:192. 

“9203130246 Requests info re obtaining 25 g highly enriched U,as oxide,from 
ORNLcost of matl,particle size of matl, pyrophoric characteristics & time required for 
delivery. 

ROBERTS,C.J. Curtiss-Wright Corp. 58/01/08. ROTH.H.M. Atomic Energy Commis¬ 
sion (Pre 750119). 2pp. 61316:193-61316:194. 

“9203130250 Responds to 580108 Itr re possibility of procuring 25 g U, as enriched 
U02 from ORNLMatl,other than UF6,can be supplied only after receipt of authoriza¬ 
tion from AEC. 

CORLEY.A.M. Atomic Energy Commission (Pre 750119). 58/01/28. ROBERTS.C.J. 
Curtiss-Wright Corp. 2pp. 61316:195-61316:196. 

“9203130254 Advises that all remaining copies of 571126 application for SNM license 
declassified by deleting ref in question. 

GREENE,R.S. Curtiss-Wright Corp. 58/01/10. JOHNSON.L. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:197-61316:197. 

“9203130256 Advises that isotopic samples may be available as U-308 by having 
approx enrichments of U-235 as listed. 

CORLEY,A.M. Atomic Energy Commission (Pre 750119). 58/04/08. SMITH,G.W. Cur¬ 
tiss-Wright Corp. 3pp. 61316:198-61316:200. 

“9203130258 Forwards application for SNM license. 

HILL.G.R. Curtiss-Wright Corp. 58/05/12. PRICE,H.L. Atomic Energy Commission (Pre 
750119). Ip. 61316:201-61316:201. 

“9203130261 Application for SNM license authorizing use of U-308 enriched in U-235 
isotope & 2.5 kg U-308 enriched in U-235 isotope to fabricate two prototype research 
reactor fuel elements. 

HALLG.R. Curtiss-Wright Corp. 58/05/16. Atomic Energy Commission (Pre 750119). 
9pp. 61316:202-61316:210. 

“9203130264 Requests info re steps to be taken to obtain 25 g U, highly enriched in U- 
235 isotope. 

ROBERTS,C.J. Curtiss-Wright Corp. 58/05/26. JOHNSON.L. Atomic Energy Commis¬ 
sion (Pre 750119). 1 p. 61316:211 -61316:211. 

“9203130266 Safety evaluation supporting 580512 application for amend to License 
SNM-156,authorizing possession of up to 45 g U of varying assays of U-235 & 2.5 kg 
U oxide,enriched to 20% in U-235 isotope. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/05. Ip. 61316:212- 
61316:212. 

“9203130279 Forwards listed applications &/or amends to SNM licenses. W/o end. 
DELANEY,J.D. Atomic Energy Commission (Pre 750119). 58/06/06. MANN.M.M. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:213-61316:214. 

“9203130285 Forwards License SNM-156,as amended. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/13. HILL.G.R. Cur¬ 
tiss-Wright Corp. Ip. 61316:215-61316:215. 

“9203130287 License SNM-156,as amended,authorizing possession of 70 g U, enriched 
in U-235 isotope & 2.5 kg U.enriched to 20% in U-235 isotope.Nuclear matl draft end. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/13. 2pp. 61316:216- 
61316:217. 

“9203130297 Forwards SNM licenses issued to Curtiss-Wright Corp & Nuclear Matls & 
Equipment Corp. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 58/07/11. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:218-61316:218. 

“9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 

“9203160001 Forwards licenses issued to Curtiss-Wright Corp,Nuclear Electronics 
Corp,Pennsylvania State Univ & Westinghouse.W/o ends. 

PITTMAN,F.K. Atomic Energy Commission (Pre 750119). 57/05/31. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:220-61316:220. 

“9203160002 Discusses alarm sys & emergency procedures required by 10CFR70.25. 
* Curtiss-Wright Corp. 58/12/16. Atomic Energy Commission (Pre 750119). 6pp. 
61316:221-61316:226. 

“9203160003 Forwards listed applications for licenses.Applications should be returned 
w/comments.W/o ends. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/01/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:227-61316:227. 

“9203160004 Advises that amends to listed licenses acceptable,as noted. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:228-61316:228. 

“9203160016 Advises that Item 8 to License SNM-156 amended re procedures & 
equipment described in 581216 Itr to NRC. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 59/02/03. LAKE.W.T. Cur¬ 
tiss-Wright Corp. Ip. 61316:229-61316:229. 
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-9203160018 Certification of status of radioisotope program under AEC authorization 
for radioisotope procurement. 

BEAM.M.T. Atomic Energy Commission (Pre 750119). 59/04/08. Ip. 61316:230- 
61316:230. 

-9203160023 AEC nuclear matl draft re transfer of U.enriched in U-235 isotope as U02. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/01/07. Ip. 61316:231- 
61316:232. 

—9203160027 Application for amend to License SNM-156,increasing possession limit on 
Pu.contained in sealed Pu-Be neutron sources from 33 g to 115 g & extending license 
for addl 5 yrs. 

LAKE.W.T. Curtiss-Wright Corp. 60/03/08. Atomic Energy Commission (Pre 750119). 
2pp. 61316:233-61316:234. 

—9203160028 Requests listed addl info to continue review of 600309 application for 
amend to License SNM-156,authorizing fabrication of fuel elements. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/04/25. FALLON,F.E. 
Curtiss-Wright Corp. Ip. 61316:235-61316:235. 

-9203160030 Forwards application for license for possession & use of SNM.W/o end. 
FALLON.F.E. Curtiss-Wright Corp. 60/03/09. Atomic Energy Commission (Pre 
750119). 2pp. 61316:236-61316:237. 

-9203160033 Requests review of 600309 application for amend to License SNM-156 re 
adequacy of applicant procedures to avoid condition of accidental criticality. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/03/22. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:238-61316:238. 

-9203160037 Submits results of review of 600309 application for amend to License 
SNM-156 re approval of fuel element fabrication facility at Quehanna,PA. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/04/22. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 61316:239-61316:240. 

-9203160039 Forwards application for amend to License SNM-156. 

FALLON.F.E. Curtiss-Wright Corp. 60/05/12. DELANEY,J.C. Atomic Energy Commis¬ 
sion (Pre 750119). Ip. 61316:241-61316:241. 

-9203160043 Application for amend to License SNM-156,authorizing fabrication of fuel 
elements & changing radiation contamination surveys,monitoring & protective equip¬ 
ment & radiation monitors & alarm sys. 

HILL.G.R. Curtiss-Wright Corp. 60/05/12. Atomic Energy Commission (Pre 750119). 
3pp. 61316:242-61316:244. 

-9203160046 Requests review of addl info provided in licensee 600512 memo. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/05/20. CASE.E. Atomic 
Energy Commission (Pre 750119). Ip. 61316:245-61316:245. 

-9203160050 Recommends approval of 600512 application for amend to License SNM- 
156 re monitor/alarm sys. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 60/05/31. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:246-61316:246. 

-9203160051 Supplement to 600309 application for amend to License SNM-156 re radi¬ 
ation contamination surveys & monitoring & protective equipment. 

DICKEY,J.W. Curtiss-Wright Corp. 60/06/03. Atomic Energy Commission (Pre 
750119). 3pp. 61316:247-61316:249. 

—9203160056 Discusses insp of License SNM-156 on 600425,26 & 27.No noncompli¬ 
ance noted.Violations noted re failure to subj sealed sources to compressed air test. 
MASON,J.R. Atomic Energy Commission (Pre 750119). 60/08/25. BEAM.M.T. Curtiss- 
Wright Corp. Ip. 61316:250-61316:250. 

—9203160152 Requests three copies of latest financial rept in order to bring AEC files 
up to date & to expedite action on future requests from licensee for matls. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/25. DICKEY,J.W. 
Curtiss-Wright Corp. Ip. 61316:251-61316:251. 

-9203160154 Forwards addl info submitted by licensee to supplement 600509 & 12 ap¬ 
plications for amend to License SNM-156. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/06/09. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 61316:252-61316:252. 

-9203160158 Recommends approval of 600603 application for amend to License SNM- 
156,proposing to sample & analyze contents of chemical cleaning solution tanks each 

gjgy U sed 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/06/21. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). Ip. 61316:253-61316:253. 

—9203160163 Supports 900309 application for amend to License SNM-156, authorizing 
fabrication of fuel elements. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/23. Atomic Energy 
Commission (Pre 750119). Ip. 61316:254-61316:254. 

-9203160166 Forwards amended License SNM-156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/27. DICKEY,J.W. 
Curtiss-Wright Corp. Ip. 61316:255-61316:255. 

-9203160172 Amended License SNM-156,authorizing use of up to 70 g U, enriched in 
U-235 isotope & up to 2,5 kg U,enriched to 20% in U-235 isotope. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/06/24. ip. 61316:256- 
61316:256. 

-9203160174 Forwards corrected License SNM-156,eliminating error in Item 7 re quan¬ 
tity of SNM authorized for possession. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/07/19. DICKEY,J.W. 
Curtiss-Wright Corp. Ip. 61316:257-61316:257. 

-9203160178 Corrected License SNM-156,eliminating error in Item 7 re quantity of SNM 
authorized for possession. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/07/19. Ip. 61316:258- 
61316:258. 

-9203160182 Analysis & findings supporting 600623 application for amend to License 
SNM-156,increasing possession limit of Pu-Be neutron sources from 33 g to 115 g Pu. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/17. Ip. 61316:259- 
61316:259. 


-9203160195 Forwards amended License SNM-156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/24. Curtiss-Wright 
Corp. ip. 61316:260-61316:260. 

-9203160198 Amended License SNM-156,authorizing possession of up to 67.6 kg 
U,enriched in U-235 isotope & up to 2.5 kg U.enriched up to 20%,in U-235 isotope. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/08/29. Ip. 61316:261- 
61316:261. 

-9203160201 Ack receipt of 600914 Itr transmitting 1959 annual rept. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/09/29. KIRCHNER.H.H. 
Curtiss-Wright Corp. Ip. 61316:262-61316:262. 

-9203160202 Forwards “1959 Annual Rept,Curtiss-Wright Corp.” 

KIRCHNER.H.H. Curtiss-Wright Corp. 60/09/14. Atomic Energy Commission (Pre 
750119). Ip. 61316:263-61316:263. 

-9203160206 “1959 Annual Rept,Curtiss-Wright Corp.” 

* Curtiss-Wright Corp. 59/12/31. 24pp. 61316:264-61316:286. 

-9203160210 Forwards "Shipping Procedures Under License SNM-156.” 

SANDERS,J.E. Curtiss-Wright Corp. 60/10/20. Atomic Energy Commission (Pre 
750119). Ip. 61316:287-61316:287. 

-9203160211 “Shipping Procedures Under License SNM-156.” 

* Curtiss-Wright Corp. 60/10/20. 7pp. 61316:288-61316:294. 

-9203160212 Forwards sketches of shipping containers inadvertently omitted from 
601020 application of approval for approval of shipping procedures. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/10/24. Atomic Energy Commission (Pre 
750119). 4pp. 61316:295-61316:298. 

-9203160214 Application for SNM license.Detailed procedure for processing listed. 
SANDERS,J.E. Curtiss-Wright Corp. WNQ 60-10-4. 60/10/25. 4pp. 61 Sieg¬ 
el 316:302. 

—9203160216 Forwards application for SNM license. 

HILL.G.B. Curtiss-Wright Corp. 60/10/25. Atomic Energy Commission (Pre 750119). 
Ip. 61316:303-61316:303. 

-9203160217 Application for SNM license,authorizing fabrication & testing of bodies 
which contain U.enriched in U-235 isotope. 

HILL.G.B. Curtiss-Wright Corp. 60/10/25. 4pp. 61316:304-61316:307. 

-9203160224 Requests review of 601020 application for SNM license. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/10/31. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip.l. 61316:308-61316:308. 

-9203160225 Requests review of 601024 application for SNM license. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/03. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 61316:309-61316:309. 

-9203160228 Forwards 601025 application for SNM license.Requests that application 
be reviewed for proprietary classification. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/08. STRAUSER.W.A. 
Atomic Energy Commission (Pre 750119). Ip. 61316:310-61316:310. 

—9203160231 Analysis & findings supporting 601025 application for amend to License 
SNM-156. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/16. Ip. 61316:311- 
61316:311. 

-9203160233 Ack receipt of application for SNM license. 

* Atomic Energy Commission (Pre 750119). 60/11/18. KIRKMAN.R.W. Atomic Energy 
Commission (Pre 750119). 3pp. 61316:312-61316:314. 

-9203160235 Forwards amended License SNM-156. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/23. HILL.G.R. Cur¬ 
tiss-Wright Corp. Ip. 61316:315-61316:315. 

-9203160236 Amended License SNM-156,authorizing possession of 67.6 kg U, en¬ 
riched in U-235 isotope & 2.5 kg U.enriched up to 20% in U-235 isotope. 
DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/11/23. Ip. 61316:316- 
61316:316. 

-9203160240 Application for amend to License SNM-156,reflecting mod of shipping 
containers,described in 601020 Itr to provide increased assurance that spacing be¬ 
tween adjacent inner container will be maintained in event of accident. 
WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/16. LANE.J. Atomic Energy Commission 
(Pre 750119). 3pp. 61316:317-61316:319. 

p-9203160256 Requests review of 601216 application for amend to License SNM-156. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/12/27. LUKE.C. Atomic 
Energy Commission (Pre 750119). 2pp. 61316:320-61316:321. 

-9203160259 Authorizes shipment of nonirradiated MTR-type fuel elements per proce¬ 
dures submitted via 601220,24 & 1216 applications. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/12/27. WHEELOCK.N.R. 
Curtiss-Wright Corp. Ip. 61316:322-61316:322. 

-9203160262 Requests list of commercial suppliers in order to continue review of 
601216 request for authorization to procure 100 g 20% enriched U metal,in form of 
metallic powder from AEC. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 60/12/21. WHEELOCK.N.R. 
Curtiss-Wright Corp. 2pp. 61316:323-61316:324. 

-9203160265 Requests allocation of U.enriched in U-235 isotope,to provide 100 g of 
20% enriched U metal,in form of metallic powder of -200 mesh for use in experiement 
described in 601025 application. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/16. Atomic Energy Commission (Pre 
750119). ip. 61316:325-61316:325. 

-9203170001 Supports licensee request for mods to MTR-type fuel element shipping 
container,originally submitted in 601024 Itr,per 601227 memo. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/01/12. DELANEY.J. Atomic 
Energy Commission (Pre 750119). Ip. 61316:326-61316:326. 
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-9203170002 Advises that listed info will be included in bills of lading for shipment of 
SNM. 

WHEELOCK.N. Curtiss-Wright Corp. 61/01/18. LANE.J. Atomic Energy Commission 
(Pre 750119). 1 p. 61316:327-61316:328. 

-9203170003 Lists names of suppliers contacted to secure 100 g of 20% enriched U 
metal powder. 

WHEELOCK.N.R. Curtiss-Wright Corp. 60/12/27. DELANEY,J.C. Atomic Energy Com¬ 
mission (Pre 750119). Ip. 61316:329-61316:329. 

-9203170004 Allocates,for use under License SNM-156,20 g of contained U, as 100 g 
U metal power containing U enriched to 20% in U-235 isotope,per 601216 & 27 Itrs. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 61/01/18. WHEELOCK.N.R. 
Curtiss-Wright Corp. 2pp. 61316:330-61316:331. 

-9203170005 Application for amend to License SNM-156,increasing number of U-235 
in-process inventory control areas & including more detailed procedures for heating & 
rolling clad fuel compacts into fuel pieces. 

LAKE.W.T. Curtiss-Wright Corp. 61/03/13. Atomic Energy Commission (Pre 750119). 
4pp. 61316:332-61316:335. 

-9203170006 Application for amend to License SNM-156,authorizing fabrication of fuel 
elements made by bonding aluminum cladding over U-aluminum metallic alloy core & 
assembling into arrays suitable for use in reactor. 

LAKE.W.T. Curtiss-Wright Corp. 61/03/17. Atomic Energy Commission (Pre 750119). 
3pp. 61316:336-61316:338. 

-9203170007 Requests review of 610313 & 17 applications for amend to License SNM- 
156. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 61/04/05. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 61316:339-61316:339. 

-9203170008 Recommends approval of 610313 & 17 applications for amend to License 
SNM-156,changing procedures for heating & rolling clad fuel compacts into fuel 
plates. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/05/18. NUSSBAUMER.D. 
Atomic Energy Commission (Pre 750119). Ip. 61316:340-61316:340. 

-9203170009 Forwards amended License SNM-156. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/05/25. LAKE.W.T. 
Curtiss-Wright Corp. Ip. 61316:341-61316:341. 

-9203170010 Amended License SNM-156,authorizing possession & use of 67.6 kg 
U,enriched in U-235 isotope.2.5 kg U,enriched up to 20%,in U-235 isotope as U-308. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/05/25. Ip. 
61316:342-61316:342. 

-9203170011 Requests authorization to ship SNM per listed procedures. 
WHEELOCK.N.R. Curtiss-Wright Corp. 62/03/12. Atomic Energy Commission (Pre 
750119). 13pp. 61316:343-61316:355. 

-9203170012 Forwards 620312 application for amend to License SNM-156 for review. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/03/18. BECK.C. 
Atomic Energy Commission (Pre 750119). 2pp. 61316:356-61316:357. 

-9203170019 Submits results of review of shipping containers,per 620319 
memo.Strength of container appears satisfactory. 

BECK.C. Atomic Energy Commission (Pre 750119). 62/03/22. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). Ip. 61317:001-61317:001. 

-9203170022 Submits results of review of 620312 application requesting approval of 
proposed shipping procedures. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 62/03/23. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:002-61317:003. 

—9203170025 Advises that License SNM-156 expires on 620531.Application for renewal 
should be submitted at least 30 days prior to expiration date.lf renewal not 
desired,end form should be completed & returned to AEC.W/o form. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/03/30. 

WHEELOCK.N.R. Curtiss-Wright Corp. Ip. 61317:004-61317:004. 

—9203170031 Advises that License SNM-156 further amended to authorize shipment of 
U,enriched in U-235 isotope per procedures & conditions described in licensee 
620312 application. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/04/04. 

WHEELOCK.N.R. Curtiss-Wright Corp. Ip. 61317:005-61317:005. 

-9203170033 Requests that License SNM-156 be permitted to expire.per AEC 620320 
Itr. 

WHEELOCK.N.R. Curtiss-Wright Corp. 62/04/13. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). Ip. 61317:006-61317:006. 

-9203170037 Requests latest annual financial rept to keep records for License SNM- 
156 up to date. 

LAYFIELD.R.L. Atomic Energy Commission (Pre 750119). 64/09/14. 

WHEELOCK.N.R. Curtiss-Wright Corp. 2pp. 61317:007-61317:008. 

-9203170039 Advises that Research Div operations suspended due to shutdown in 
1962 & SNM License SNM-92 no longer in effect 

SUTHERLAND.A.A. Curtiss-Wright Corp. 64/09/28. LAYFIELD.R.L Atomic Energy 
Commission (Pre 750119). 2pp. 61317:009-61317:010. 

—9203170044 Forwards listed Itrs & memos re classification review items from applica¬ 
tion for SNM license. . 

HUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/04/15. 

KNESEL.C.K. Atomic Energy Commission (Pre 750119). 2pp. 61317:011-61317:012. 

-9203170128 Ack receipt of 601025 application & unclassified matl contained in appli¬ 
cation. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/04/15. 

KNESELC.K. Atomic Energy Commission (Pre 750119). Ip. 61317:013-61317:013. 

—9203170130 Forwards listed items submitted in connection w/application for SNM 
license W/o ends. 

NUSSBAUMER.D. A. Atomic Energy Commission (Pre 750119). 64/04/15. 

KNESELC.K. Atomic Energy Commission (Pre 750119). Ip. 61317:014-61317:014. 

-9203170133 Advises that 601025 application for SNM license declassified. 

DIGGS,R.M. Atomic Energy Commission (Pre 750119). 65/06/01. SUTHERLAND,A.A. 
Curtiss-Wright Corp. 12pp. 61317:015-61317:026. 


-9203170141 Application for license,designating R Caldwell & S Haram as authorized 
users. 

PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 65/09/10. 2pp. 
61317:027-61317:028. 

-9203170148 Application for amend to License 37-04456-03,authorizing possession & 
operation of field irradiator,containing 17,000 Ci Co-60 at offsite location. 

PUECHLK.H. Nuclear Materials & Equipment Corp. (NUMEC). 65/09/10. 

CUNNINGHAM,R. Atomic Energy Commission (Pre 750119). 9pp. 61317:029- 
61317:037. 

-9203170152 Advises that Nuclear Mails & Engineering Co plans to use Co-60 irradia¬ 
tor in conjunction w/Pillsbury experiment. 

CUNNINGHAM,R.E. Atomic Energy Commission (Pre 750119). 65/09/16. HOWELL,D. 
Atomic Energy Commission (Pre 750119). Ip. 61317:038-61317:038. 

-9203170157 Forwards addl info re request for amend to License 37-04456-03 to in¬ 
clude operation of Co-60 irradiator at offsite location.per AEC verbal request. 
PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 65/10/05. 

CUNNINGHAM,R.E. Atomic Energy Commission (Pre 750119). 3pp. 61317:039- 
61317:041. 

-9203170163 Forwards License 37-08467-03,authorizing use of 20,000 Ci irradiator at 
Grand Forks,ND. 

HOWELL,D.B. Atomic Energy Commission (Pre 750119). 65/10/14. CALDWELL,R., 
CORRIDONI.R., HARAM.S. Nuclear Materials & Equipment Corp. (NUMEC). Ip. 
61317:042-61317:042. 

-9203170169 License 37-08457-03 for Nuclear Matls & Engineering Corp, authorizing 
use of 20,000 Ci Co-60 in irradiator for irradiation of potatoes. 

HOWELLD.B. Atomic Energy Commission (Pre 750119). 65/10/14. 2pp. 61317:043- 
61317:044. 

-9203170173 Application for amend to License 37-08467-03,designating M Turkanis.D 
Sgarlata & G Paul as authorized users. 

CALDWELL,R. Nuclear Materials & Equipment Corp. (NUMEC). 65/11/01. 
HOWELLD.B. Atomic Energy Commission (Pre 750119). Ip. 61317:045-61317:045. 

-9203170176 Forwards application for amend to License 37-08457-03, adding M 
Turkanis.D Sgarlata & G Paul as authorized users. 

CALDWELL,R. Nuclear Materials & Equipment Corp. (NUMEC). 65/11/03. 
HOWELLD.B. Atomic Energy Commission (Pre 750119). Ip. 61317:046-61317:046. 

-9203170181 Application for license,designating G Paul.D Sgarlata & M Turkanis as au¬ 
thorized users.Curriculum vitae end. 

CALDWELL,R. Nuclear Materials & Equipment Corp. (NUMEC). 65/11/03. 5pp. 
61317:047-61317:051. 

-9203170185 Advises that License SNM-156 expires on 651231 .Request for renewal 
should be submitted at least 30 days prior to expiration.lf renewal not 
desired,completed form should be submitted to AEC W/o form. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 65/11/03. 

SUTHERLAND,A.A. Curtiss-Wright Corp. Ip. 61317:052-61317:052. 

-9203170188 Advises that License 37-08467-03 amended,revising license condition 13 
to designate users/supervisors of licensed matls. 

HOWELL,D.B. Atomic Energy Commission (Pre 750119). 65/11/08. Nuclear Materials 
& Equipment Corp. (NUMEC). 1. 61317:053-61317:053. 

-9203170190 Advises that License SNM-156 will not be renewed since vendor no 
longer in possession of SNM.Certificate of Disposition of matls end. 

GRAHAM,J.J. Curtiss-Wright Corp. 64/12/01. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). Ip. 61317:054-61317:054. 

-9203170193 Certificate of disposition of matls:all matls procured or possessed under 
License SNM-156 transferred to Davidson Chemical Co & Union Carbide Nuclear Co. 
GRAHAM.J.J. Curtiss-Wright Corp. 65/12/01. 2pp. 61317:055-61317:056. 

-9203170209 Forwards application for amend to License 37-08467-03. 

PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/04/20. 
CUNNINGHAM,R. Atomic Energy Commission (Pre 750119). Ip. 61317:057- 
61317:057. 

-9203170213 Application for amend to License 37-08467-03,authorizing operation of 
irradiator.containing 30,000 Ci of licensed matls at various facilities within vendor cor¬ 
poration & outside continental limits of US. 

PUECHLK.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/04/20. 2pp. 
61317:058-61317:059. 

-9203170215 Requests administrative procedures established to assure that safety 
analysis of each new irradiation will be made by qualified committee prior to authoriz¬ 
ing use of irradiator, per 660420 application for amend to License 37-08467-03. 
HOWELLD.B. Atomic Energy Commission (Pre 750119). 66/05/06. PUECHLK.H. Nu¬ 
clear Materials & Equipment Corp. (NUMEC). Ip. 61317:060-61317:060. 

-9203170221 Responds to 660506 request for addl info to support request for amend 
to License 37-08467-03.Members of hazards review committee listed. 

PUECHLK.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/06/13. 
HOWELL.D.B. Atomic Energy Commission (Pre 750119). 2pp. 61317:061-61317:062. 

—9203170223 Forwards response to verbal request for addl info re application for 
amend to License 37-04456-03 re operation of Co-60 irradiator at offsite location. 
PUECHLK.H. Nuclear Materials & Equipment Corp. (NUMEC). 65/10/05. 

CUNNINGHAM,R. Atomic Energy Commission (Pre 750119). 12pp. 61317:063- 
61317:074. 

—9203170227 Amend 2 to License 37-08467-03,authorizing use of 30,000 Ci Co-60 in 
irradiator described in NUMEC Drawing 11-D-888 for svc irradiations. 

HOWELL.D.B. Atomic Energy Commission (Pre 750119). 66/07/22. 3pp. 61317:075- 
61317:077. 

—9203170232 Provides addl info to suppl vendor 660613 Itr re function of hazards 

review committee.Committee will be concerned w/ evaluation of all safety 

aspects,including evaluation of normal hazards & radiological safety. 

PUECHLK.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/07/06. 

HOWELLD.B. Atomic Energy Commission (Pre 750119). 2pp. 61317:078-61317:079. 
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-9203170236 Forwards application for amend to License 37-08467-03, increasing max 
amount of radioactivity for portable field irradiator from 30,000 to 40,000 Ci Co-60. 
PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/12/20. 
CUNNINGHAM.R. Atomic Energy Commission (Pre 750119). Ip. 61317:080- 
61317:080. 

-9203170242 Application for amend to License 37-08467-03,increasing max amount of 
radioactivity for portable field irradiator from 30,000 to 40,000 Ci Co-60. 

PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 66/12/20. 6 pd 
61317:081-61317:086. 

-9203170243 Amend 3 to License 37-08467-03,designating R Caldwell, S Haram.R 
Corridoni.R Wallace,G Paul.D Sgarlata & M Turkanis as authorized users/supervisors 
of licensed mats. 

CHURCHILL.B.W. Atomic Energy Commission (Pre 750119). 67/01/13. Ip. 

61317:087-61317:087. 

-9203170250 Application for amend to License 37-08467-03.allowing storage of field ir¬ 
radiator in shippping container w/source shielded below shipping requirements. 
PUECHL.K.H. Nuclear Materials & Equipment Corp. (NUMEC). 67/02/06. 
CUNNINGHAM.R. Atomic Energy Commission (Pre 750119). Ip. 61317:088- 

61317:088. 

—9203170254 Amend 4 to License 37-08467-03,amending Condition 10 to specify use & 
storage of byproduct matls. 

CHURCHILL.B.W. Atomic Energy Commission (Pre 750119). 67/02/13. ip. 

61317:089-61317:089. 

-9203170259 Forwards sketch of vertical tie bolts & vertical short bolts to be used in 
Model 300 shipping container,per 680325 telcon. 

VIZZINI.T.A. Nuclear Materials & Equipment Corp. (NUMEC). 67/03/27. Atomic 
Energy Commission (Pre 750119). 3pp. 61317:090-61317:092. 

-9203170271 Requests approval,on behalf of Pennsylvania State Univ.for shipment of 
spent MTR-type fuel elements from University Park,PA to US AEC Savannah River 
operations at Dunbarton.SC. 

BROWN,S.H. National Lead Co. 67/04/25. AIKENS.A.E. Atomic Energy Commission 
(Pre 750119). 3pp. 61317:094-61317:096. 

-9203170274 “Safety Summary Rept for Shipping MTR-Type Irradiated Nuclear Ele¬ 
ments from Pennsylvania State Univ to US AEC Savannah River Plant,Dunbarton,SC.'' 

* National Lead Co. 67/05/31.100pp. 61317:097-61317:220. 

—9203180001 Advises that univ authorized Natl Lead Co to ship irradiated reactor fuel. 
GEISLER.G.C. Pennsylvania State Univ., University Park, PA. 67/05/02. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:221-61317:222. 

-9203180002 Application for SNM license,authorizing shipment of irradiated fuels per 
10CFR71 by Natl Lead Co. 

OSBORN.E.F. Pennsylvania State Univ., University Park, PA. 67/05/08. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:223-61317:224. 

—9203180003 “Safety Summary Rept for Shipping MTR-Type Irradiated Nuclear Ele¬ 
ments from Pennsylvania State Univ to US AEC Savannah River Plant,Dunbarton,SC." 

* National Lead Co. 67/06/21. 34pp. 61317:225-61317:258. 

—9203180004 Application for license,on behalf of Pennsylvania State Univ to ship slight¬ 
ly irradiated & practically fresh MTR-type fuel elements from Pennsylvania State Univ 
to Savannah River Plant in Dunbarton.SC. 

BROWN,J.F. National Lead Co. 67/06/27. AIKENS.A.E. Atomic Energy Commission 
(Pre 750119). 4pp. 61317:259-61317:262. 

-9203180005 Application for license to authorize shipment of irradiated fuel elements & 
incorporating Natl Lead Co as part of application. 

OSBORN.E.F. Pennsylvania State Univ., University Park, PA. 67/07/07. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). 2pp. 61317:263-61317:264. 

-9203180006 Amend 1 to License SNM-1006,revising Items 1 & 2 re loading mat! into 
shipping cask at Pennsylvania State Univ or at Curtiss-Wright Research Lab. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/07/12. OSBORN.E.F. 
Pennsylvania State Univ., University Park, PA. Ip. 61317:265-61317:265. 

-9203180007 Forwards License SNM-1006,issued in response to 670508 application. 
AIKENS.A.E. Atomic Energy Commission (Pre 750119). 67/05/10. OSBORN.E.F. 
Pennsylvania State Univ., University Park, PA. ip. 61317:266-61317:266. 

—9203180008 License SNM-1006 issued to Pennsylvania State Univ, authorizing loading 
of radioactive matl into shipping cask at univ & delivery of cask to carrier for transport 
as fissile Class III shipment. 

MCBRIDE,J.A. Atomic Energy Commission (Pre 750119). 67/05/10. 2pp. 61317:267- 
61317:268. 

-9203180009 Recommends that existing License SNM-1006 be amended to accomo¬ 
date loading & delivery of Curtiss-Wright Nuclear Research Lab fuel. 

UNDBERG.B.G. Atomic Energy Commission (Pre 750119). 67/07/12. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). Ip. 61317:269-61317:270. 

-9203180010 Recommends approval of Cask NL-BF-MTR-175 to ship 23 irradiated fuel 
elements,provided effectiveness of boral in five divider walls confirmed prior to each 
cask loading. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 67/05/11. AIKENS.A.E. Atomic 
Energy Commission (Pre 750119). Ip. 61317:271 -61317:272. 

-9203180012 Recommends approval of Pennsylvania State Univ 670508 application for 
SNM license,authorizing loading of irradiated MTR-type fuel assemblies from univ to 
carrier for delivery to Savannah River Plant. 

BROWN,B.P. Atomic Energy Commission (Pre 750119). 67/05/09. AIKENS.A.E. 
Atomic Energy Commission (Pre 750119). Ip. 61317:273-61317:274. 

—9203180014 Requests review of 670425 safety analysis re Natl Lead Shipping Cask 
NL-BF-MTR-775 for compliance W/10CFR71. 

AIKENS.A.E. Atomic Energy Commission (Pre 750119). 67/05/01. LUKE.C.D. Atomic 
Energy Commission (Pre 750119). Ip. 61317:275-61317:275. 

-9203180016 Application for license to encapulate irradiation sources & load irradiators 
at Quehanna Nuclear Facility in Quehanna.PA. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 67/08/17. 
BRINKMAN,R. Atomic Energy Commission (Pre 750119). Ip. 61317:276-61317:276. 


—9203180028 License 37-04456-08 issued to Nuclear Matls & Engineering 
Corp,authorizing use of 50,000 Ci Co-60 & 200 mCi Sr-90 to be used in encapsulation 
of irradiation sources & loading of irradiation equipment. 

CHURCHILL.B.W. Atomic Energy Commission (Pre 750119). 67/08/24. 3pp. 
61317:277-61317:281. 

-9203180033 Application for license.authorizing use of 40,000 Ci Co-60 in BNL std strip 
sources described in Drawing 11-0346. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/27. 2pp. 
61317:282-61317:283. 

-9203180038 Forwards application for renewal of License 37-08467-03. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/27. 
CUNNINGHAM.R. Atomic Energy Commission (Pre 750119). Ip. 61317:284- 
61317:284. 

-9203180045 Forwards application for amend to License 37-04456-08, adding R Duff.W 
McKimm & T Vizzini to list of authorized users & increasing quantity of Co-60 from 
50,000 Ci to 100,000 Ci. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/30. 
CHURCHILL,B. Atomic Energy Commission (Pre 750119). Ip. 61317:285-61317:285. 

-9203180048 Application for amend to License 37-04456-08,authorizing use of 100,000 
Ci Co-60 & 200 mCi Sr-90 in encapsulation of irradiation sources & loading of irradia¬ 
tion equipment. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 67/10/30. 8pp. 
61317:286-61317:293. 

—9203180051 Forwards resumes of Duff.McKim & Vizzini in response to 671114 telcon 
re application for amend to License 37-04456-08. 

SMEDLEY.C.E. Nuclear Materials & Equipment Corp. (NUMEC). 67/11/14. DAVIS,F. 
Atomic Energy Commission (Pre 750119). 9pp. 61317:294-61317:304. 

—9203180057 Amend 1 to License 37-04456-08,revising Subitems 8 to increase quantity 
of Co-60 to 100,000 Ci & designating authorized users of licensed matls. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 67/11/16. Ip. 61317:305- 
61317:305. 

-9203180068 Application for amend to Ucense 37-08467-03,revising Condition 12 to 
delete R Corridoni.R Wallace,M Turkanis, R Horgos & VD Gabriael & adding R 
Caldwell,S Haram.G Paul, D Sgarlata & AL Meckley as authorized users. 
SMEDLEY.C.E. Nuclear Materials & Equipment Corp. (NUMEC). 67/11/17. DAVIS,F. 
Atomic Energy Commission (Pre 750119). 3pp. 61317:306-61317:313. 

-9203180070 Amend 5 to License 37-08467-03.authorizing use of 40,000 Ci Co-60 in 
BNL std strip sources in irradiator described in NUMEC Drawing 11-D-888 for svc irra¬ 
diations. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 67/12/18. 3pp. 
61317:314-61317:316. 

-9203180073 Forwards application for amend to License 37-04456-03. 

POTTER,T.W. Nuclear Materials & Equipment Corp. (NUMEC). 68/01/19. 
BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 2pp. 61317:317- 
61317:318. 

-9203180076 Application for amend to License 37-04456-08,adding G Taylor to list of 
authorized users,changing radiation safety officer to R Caldwell & increasing max 
quantity of Co-60 from 100,000 Ci to 250,000 Ci. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 68/01/19. 26pp. 
61317:319-61317:344. 

-9203180078 Requests permission to use Model 300 shipping package, described in 
Attachment A,as protective packaging for Model NRI-300 irradiator. 

VIZZINI.T.A. Nuclear Materials & Equipment Corp. (NUMEC). 68/02/22. Atomic 
Energy Commission (Pre 750119). 24pp. 61317:345-61318:007. 

-9203180079 Rev to 680119 application for amend to Ucense 37-04456-08, incorporat¬ 
ing info re training of A Brueuer,operating procedures & routine health & safety sur¬ 
veillance procedures. 

POTTER,T.E. Nuclear Materials & Equipment Corp. (NUMEC). 68/03/01. DAVIS,F. 
Atomic Energy Commission (Pre 750119). 14pp. 61318:008-61318:021. 

-9203180083 Submits analysis of NUMEC 150,000 Ci Co-60 pool irradiator, under Li¬ 
cense 37-04456-08. 

DAVIS,F.C. Atomic Energy Commission (Pre 750119). 68/03/11. Atomic Energy Com¬ 
mission (Pre 750119). 3pp. 61318:022-61318:024. 

-9203180085 Forwards sketches of vertical tie bolts,per 680312 telcon. Tie bolts to be 
used in Model 300 shipping package. 

VIZZINI,T.A. Nuclear Materials & Equipment Corp. (NUMEC). 68/03/13. Atomic 
Energy Commission (Pre 750119). 4pp. 61318:025-61318:028. 

-9203180087 Amend 2 to License 37-04456-08,revising Condition 12 to add SC 
Caldwell,D sgarlata.J Costrini & WW McKimm as authorized users. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 68/03/15. 3pp. 
61318:029-61318:030. 

-9203180093 Forwards application for amend to License 37-04456-08, adding J Beatty 
to list of authorized users,increasing max amount of Co-60 from 250,000 to 1,100,000 
Ci & adding 50 mCi Co-60 sealed source. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 68/06/27. 
BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 2pp. 61318:031- 
61318:032. 

-9203180207 Application for amend to License 37-04456-08,increasing possession limit 
for Co-60 inventory from 250,000 Ci to 1,100,000 Ci.in form of metallic pellets. 
CALDWELL.R.D. Nuclear Materials & Equipment Corp. (NUMEC). 68/06/27. 31pp. 
61318:033-61318:063. 

-9203180209 Forwards application for amend to License 37-04456-08. 

POTTER,T.E. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/14. 
BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). Ip. 61318:064- 
61318:064. 
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-9203180212 Application for amend to License 37-04456-08,increasing quantity of Co- 
60 used for irradiation of commercial products from 150,000 Ci to 200,000 Ci. 
POTTER.T.E. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/14. 2pp. 
61318:065-61318:066. 

-9203180214 Amend 3 to License 37-04456-08,increasing quantity of Co-60 to 200,000 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 68/08/22. 2pp. 
61318:067-61318:068. 

-9203180217 Application for amend to License 37-04456-08,adding A Witt as licensed 
user of byproduct matls. 

CALDWELL.R.D. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/22. 
BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). Ip. 61318:069- 
61318:069. 

-9203180221 Application for amend to License 37-04456-08,designating listed individ¬ 
uals as users of byproduct matls.Training & experience listed on end. 

* Nuclear Materials & Equipment Corp. (NUMEC). 68/08/23. 3pp. 61318:070- 
61318:072. 

-9203180239 Application for amend to License 37-04456-08,adding S Campbell,J 
Campbell,L Smith,L Swartz,J Andrejcik & H Helm as authorized users of licensed 
matls. 

BRUEUER.A.T. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/23. Atomic 
Energy Commission (Pre 750119). Ip. 61318:073-61318:073. 

-9203180242 Forwards application for amend to License 37-04456-08, designating EK 
Reitler as radiation protection officer. 

BREUER.A.T. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/26. Atomic 
Energy Commission (Pre 750119). ip. 61318:074-61318:074. 

-9203180244 Application for amend to License 37-04456-08,designating EK Reitler as 
radiation protection officer. 

BREUER.A.T. Nuclear Materials & Equipment Corp. (NUMEC). 68/08/26. 3pp. 
61318:075-61318:078. 

-9203180246 Amend 4 to License 37-00456-08.adding listed individuate as authorized 
users of byproduct matls. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 68/08/30. Nuclear Mate¬ 
rials & Equipment Corp. (NUMEC). Ip. 61318:079-61318:080. 

“9203180249 Suppl to 680627 application for amend to License 37-04456-08,consisting 
of info re detailed irradiator design including,product container design & source encap¬ 
sulation. 

POTTER.T.E Nuclear Materials & Equipment Corp. (NUMEC). 68/11/05. DAVIS.F. 
Atomic Energy Commission (Pre 750119). 5pp. 61318:081-61318:085. 

“9203180254 Amend 5 to License 37-04456-08,authorizing use of 850,000 Ci & 50 mCi 
Co-60 in sealed sources in large section of former pool for irradiation of commercial 
products & as instrument calibr source. 

" Atomic Energy Commission (Pre 750119). 68/11/26. 4pp. 61318:086-61318:089. 

“9203180263 Application for amend to License 37-04456-08,adding B Bell, L Bosco.M 
Ebert,G Ensminger,A Gormont & H Smith as authorized users of radioactive matls. 

* Nuclear Materials & Equipment Corp. (NUMEC). 69/01/13. 3pp. 61318:090- 
61318:092. 

“9203180265 Forwards application for amend to License 37-04456-08, adding listed in¬ 
dividuals as users of byproduct matls. 

CALDWELL.R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/01/13. 
CUNNINGHAM,R. Atomic Energy Commission (Pre 750119). Ip. 61318:093- 
61318:105. 

“9203180271 Application for amend to License 37-04456-08,adding listed individuals as 
authorized users of licensed matte. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/01/13. 
CUNNINGHAM,R. Atomic Energy Commission (Pre 750119). Ip. 61318:106- 
61318:125. 

-9203180278 Amend 6 to License 37-04456-08,authorizing use of 10,000 Ci lr-192 as 
metallic wafers or pellets to be used in encapsulation of radiography sources & loaded 
into radiography equipment. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 69/01/31. 2pp. 
61318:126-61318:127. 

“9203180279 Application for amend to License 37-04456-08,adding A Smith, A Gor¬ 
mont & R Valimont to approved users list. 

* Nuclear Materials & Equipment Corp. (NUMEC). 69/01/31. DAVIS.F. Atomic Energy 
Commission (Pre 750119). Ip. 61318:128-61318:128. 

-9203180280 Forwards Amend 6 to Ucense 37-04456-08. 

DAVIS,F.C. Atomic Energy Commission (Pre 750119). 69/01/31. CALDWELL,R.D. Nu¬ 
clear Materials & Equipment Corp. (NUMEC). Ip. 61318:129-61318:129. 

-9203180281 Advises that vendor removed confidential note from Drawings 11-A-156 & 
1 l-A-157.0riginal copies of drawings should be destroyed & replaced w/revised draw- 
ings. 

CALDWELL,R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/02/06. 
CUNNINGHAM.R. Atomic Energy Commission (Pre 750119). Ip. 61318:130- 
61318:130. 

“9203180283 Application for amend to License 37-04456-08,increasing max amount of 
Co-60 to be used in NUMEC pool irradiator from 850,000 Ci to 1,500,000 Ci. 
CALDWELL.R. Nuclear Materials & Equipment Corp. (NUMEC). 69/03/10. 2pp. 
61318:131-61318:132. 

~92O3180284 Forwards application for amend to License 37-04456-08, increasing max 
amount of Co-60 to be used in NUMEC pool irradiator from 850,000 Ci to 1,500,000 

a. 

CALDWELL.R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/03/10. DAVIS.F. 
Atomic Energy Commission (Pre 750119). Ip. 61318:133-61318:133. 

“9203180288 Amend 7 to License 37-04456-08.revising Subitem 8.E to read 1,500,000 
Ci. 

BUCHANAN,C.R. Atomic Energy Commission (Pre 750119). 69/04/02. 15pp. 
61318:134-61318:148. 


-9203180288 Requests permission to ship 50,000 Ci Co-60,contained in NUMEC field 
irradiator.under License 37-04456-08,from Quehanna,PA to Shed 141-145 at Maher 
Terminal in Port Newark,NJ. 

EBERT, M.J. Nuclear Materials & Equipment Corp. (NUMEC). 69/04/16. 
CHITWOOD,R. Atomic Energy Commission (Pre 750119). 2pp. 61318:149-61318:150. 

-9203180291 Forwards Amend 6 to 37-08467-03,authorizing delivery of 40,000 Ci Co- 
60 to carrier for one-time only shipment from Quehanna.PA to Port Newark,NJ. 
CHITWOOD.R.B. Atomic Energy Commission (Pre 750119). 69/04/21. SHAPIRO,Z.M. 
Nuclear Materials & Equipment Corp. (NUMEC). Ip. 61318:151-61318:151. 

-9203180292 Amend 6 to License 37-08467-03,authorizing one-time shipment of 
40,000 Ci Co-60 from Quehanna.PA to Port Newark,NJ. 

CHITWOOD.R.B. Atomic Energy Commission (Pre 750119). 69/04/21. 2pp. 
61318:152-61318:153. 

~9203180297 Safety evaluation supporting 690416 application for amend to Ucense 37- 
08467-03,authorizing one-time transfer of 40,000 Ci Co-60 from Quehanna,PA to Port 
Newark NJ 

BROWN,B.P., CHITWOOD.R.B. Atomic Energy Commission (Pre 750119). 69/04/21. 
5pp. 61318:154-61318:158. 

~9203180302 Application for amend to Ucense 37-04556-08,adding W Cowder.R Fye.T 
Hoover,D Price,J Stewart & W Ballimont to list of authorized users. 

CALDWELL.R.D. Nuclear Materials & Equipment Corp. (NUMEC). 69/05/29. DAVIS.F. 
Atomic Energy Commission (Pre 750119). Ip. 61318:159-61318:159. 

“9203180306 Application for amend to Ucense 37-04456-08,designating listed individ¬ 
uals as users of licensed matls. 

CALDWELL.R. Nuclear Materials & Equipment Corp. (NUMEC). 69/06/06. 4pp. 
61318:160-61318:163. 

-9203180307 Amend 8 to Ucense 37-04456-08,designating listed individuals as users 
of licensed matls 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 69/01/18. Ip. 61318:164- 
61318:164. 

~9203180308 Application for amend to License 37-04456-08,designating EK Reitler as 
radiation protection officer. 

CALDWELL.R. Nuclear Materials & Equipment Corp. (NUMEC). 69/06/30. 6pp. 
61318:165-61318:170. 

“9203180309 Forwards application for amend to Ucense 37-04456-08, authorizing load¬ 
ing of doubly encapsulated Co-60 sources in NUMEC pool irradiator. 

REITLER,E.K. Nuclear Materials & Equipment Corp. (NUMEC). 69/06/30. DAVIS.F. 
Atomic Energy Commission (Pre 750119). Ip. 61318:171-61318:171. 

-9203180311 Forwards application for amend to License 37-04556-08, adding B Picard 
to approved users list. 

REITLER,E.K. Nuclear Materials & Equipment Corp. (NUMEC). 69/08/13. DAVIS.F. 
Atomic Energy Commission (Pre 750119). Ip. 61318:172-61318:172. 

“9203180316 Application for amend to Ucense 37-04456-08,adding B Pickard to ap¬ 
proved users list. 

REITLER,E.K. Nuclear Materials & Equipment Corp. (NUMEC). 69/08/13. 2pp. 
61318:173-61318:174. 

“9203180317 Amend 9 to Ucense 37-04456-08,designating listed individuals as users 
of authorized matls. 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 69/08/26. Ip. 61318:175- 
61318:175. 

“9203180319 Forwards application for amend to Ucense 37-04456-08, revising Subitem 
7.C to permit loading double-encapuslated Co-60 sources in NUMEC interim pool irra¬ 
diator. 

REITLER,E.K. Nuclear Materials & Equipment Corp. (NUMEC). 69/10/27. DAVIS.F. 
Atomic Energy Commission (Pre 750119). Ip. 61318:176-61318:176. 

“9203180328 Application for amend to Ucense 37-04456-08,revising Subitem 7.C to 
permit loading of doubly-encapsulated Co-60 sources in NUMEC interim pool irradia¬ 
tor. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 69/10/27. 2pp. 
61318:177-61318:178. 

~9203180332 Amend 10 to Ucense 37-04456-08,authorizing use of listed byproduct 
matls in encapsulation of irradiation sources & loading of irradiation equipment. 
BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 69/11/20. 4pp. 
61318:179-61318:186. 

“9203180336 Amend 11 to License 37-04456-08,terminating license concurrent w/issu¬ 
ance of Ucense 37-12307-02. 

BUCHANAN.C.R. Atomic Energy Commission (Pre 750119). 70/03/25. Ip. 61318:187- 
61318:187. 

“9203180340 Advises that Atlantic Richfield exempted from paying license application 
fee of $500,per 691215 request to transfer Ucense 37-04456-08. 

HENDERSON,C.L. Atomic Energy Commission (Pre 750119). 70/05/05. Atomic 
Energy Commission (Pre 750119). Ip. 61318:188-61318:190. 

-9203180348 Application for amend to License 37-04456-08,authorizing transfer of li¬ 
cense from NUMEC to Atlantic Richfield Co. 

CALDWELL.R.D. Atlantic Richfield Co. (ARCO). 69/12/15. 4pp. 61318:191-61318:195. 

-9203180350 Authorizes transfer of responsibilities from NUMEC License 37-08467-03 
to ARCO Ucense 37-12307-02. 

REITLER.E.K. Nuclear Materials & Equipment Corp. (NUMEC). 71/04/07. MALARO.J. 
Atomic Energy Commission (Pre 750119). Ip. 61318:196-61318:196. 

-9203180354 Amend 7,terminating Ucense 37-08467-03. 

MALARO.J.C. Atomic Energy Commission (Pre 750119). 71/04/26. Ip. 61318:197- 
61318:203. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 
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-8103250338 Forwards proposed draft “Arrangement Between US NRC & Comissao 
Nacional de Energia Nuclear of Brazil for Exchange of Technical Info & Cooperation in 
Safety Research” for consideration for renewal. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 81/01/26. DE 
CASTRO, E.M. Brazil. Ip. 61213:066-61213:066. 

-8904030343 Summary of 890309 meeting w/representative from Club Nuclear of 
Argentina.Representative commented that Argentina had no choice to rely on expand¬ 
ing hydro & nuclear energy sources, as country lacks coal & oil resources. 
HENDERSON,K. Assistant Director for International Security (870413-890225). 89/03/ 
27. Assistant Director for International Security (870413-890225). 2pp. 61213:343- 
61213:344. 

-9203170375 Forwards draft proposed arrangement between NRC & Comissao Na¬ 
cional De Energia Nuclear for exchange of technical info & cooperation in develop¬ 
ment of stds. 

BROWN.H.H. Atomic Energy Commission (Pre 750119). 74/11/29. DE CARVALHO,H. 
Brazil. 7pp. 61213:011-61213:017. 

—9203170378 Discusses NRC-Brazil info exchange arrangement.Embassy should for¬ 
ward questions re text of patent addendum of Nov 1975 document. 

STELLA,R.A. NRC - No Detailed Affiliation Given. 76/04/13. Brazil. 6pp. 61213:018- 
61213:023. 

-9203170381 Forwards arrangement between NRC & Atomic Energy Organization of 
Iran for exchange of technical info & cooperation in nuclear safety matters. 
LAFLEUR.J.D. Office of International Programs (Pre 870413). 77/06/17. YIFTAH.S. 
Israel. Ip. 61213:024-61213:024. 

-9203170382 Agrees to accept arrangement between NRC & Atomic Organization of 
Iran for exchange of technical info & cooperation in nuclear safety matter,w/listed re¬ 
marks. 

ALTER,J. Israel. 77/05/05. LAFLEUR.J.D. Office of International Programs (Pre 
870413). 2pp. 61213:025-61213:026. 

-9203170384 Discusses arrangement between NRC & IAEC for exchange of technical 
info & cooperation in nuclear safety matters. 

LAFLEUR.J.D. NRC - No Detailed Affiliation Given. 77/09/21. Italy, Govt. of. 4pp. 
61213:027-61213:030. 

-9203170386 Informs that NRC concluded arrangement w/lsrael Atomic Energy Com¬ 
mission for exchange of technical info on nuclear regulatory & related safety research 
matters.Discusses Commissioner Gilinsky visit to Egypt. 

LAFLEUR.J.D. NRC - No Detailed Affiliation Given. 77/09/26. Israel. 2pp. 61213:031- 
61213:032. 

-9203170389 Requests that Embassy set up meetings for Commissioner Gilinsky w/ 
officials of ministry of Energy & Infrastructure & w/alternate IAEC officials on 771002- 
06. 

LAFLEUR.J.D. NRC - No Detailed Affiliation Given. 77/09/27. Israel. 2pp. 61213:033- 
61213:034. 

-9203170390 Discusses NRC & IAEC arrangement for exchange of technical info & co¬ 
operation in nuclear safety.NRC should be advised of rationale behind IAEC Adden¬ 
dum A-1 proposal. 

LAFLEUR.J.D. NRC - No Detailed Affiliation Given. 77/10/05. Israel. 2pp. 61213:035- 
61213:036. 

-9203170392 Discusses NRC-IAEC arrangement for exchange of technical info & coop¬ 
eration in nuclear safety.Suggests incorporation of abbreviated addendum language 
contained in REFTEL B into text of proposed arrangement. 

LAFLEUR.J.D. NRC - No Detailed Affiliation Given. 77/12/06. Israel. 2pp. 61213:037- 
61213:060. 

-9203170393 Forwards background statement on NRC-lsrael Atomic Energy Commis¬ 
sion regulatory info exchange & cooperation arrangement signed in Bethesda.MD on 
780509 & in Tel Aviv, Israel on 780519 end. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 78/06/19. 

ROVINE.A.W. State, Dept. of. 3pp. 61213:061-61213:063. 

-9203170396 Authorizes & requests Ambassador to sign NRC-Brazil nuclear safety info 
exchange & cooperation renewal arrangement for NRC. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 81/12/10. Brazil. 2pp. 
61213:064-61213:065. 

-9203170398 Ack receipt of 810519 cable advising that Brazil ready to sign proposed 
renewal text of info exchange arrangement & asking NRC Chairman to come to Brazil 
to participate in ceremony.Chairman unable to visit. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 81/08/26. MALLOY.E., 
BURSON.W. Brazil. 2pp. 61213:067-61213:068. 

-9203170400 Forwards background statement on renewal of NRC-Brazilian Natl Com¬ 
mission for Nuclear Energy arrangement for exchange of technical info & cooperation 
in regulatory & safety research matter. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 82/02/10. 

ROVINE.A.W. State, Dept. of. 2pp. 61213:069-61213:070. 

-9203170403 Advises that arrangement between NRC & Israel Atomic Energy Commis¬ 
sion for exchange of technical info & cooperation in nuclear safety matters signed in 
Bethesda.MD on 780509. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 83/02/23. LITAI.D. 
Israel. 2pp. 61213:071-61213:089. 

—9203170412 Forwards background statement on renewal of NRC-lsrael Atomic Energy 
Commission arrangement for exchange of technical info & cooperation in nuclear 
safety matters. Rept of DP Notley visit to Brazil end. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 83/05/31. 

DALTON,R.E. State, Dept. of. 9pp. 61213:090-61213:098. 

-9203170414 Informs that author received Itr from D Litai of Israel Atomic Energy Com¬ 
mission requesting svcs of L Reiter for 2 wks to advise Israel Atomic Energy Commis¬ 
sion on seismo- geological licensing considerations & general seismicity. 
LAFLEUR.J.D. Office of International Programs (Pre 870413). 83/09/29. VOLLMER.R. 
Division of Engineering (800428-851124). Ip. 61213:099-61213:099. 


—9203170417 Ack receipt of info re recent accident at RA-2.NRC has continuing inter¬ 
est in safety aspects of accident.Copy of investigation & evaluation rept requested 
when available. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 83/10/04. 

BENINSON.D. Argentina. Ip. 61213:100-61213:103. 

—9203170424 Informs that NRC PWR instructors are G Schneider & P Harmon, in re¬ 
sponse to 831213 telex.lnstructors will arrive 840122. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 83/12/16. 

PEREIRA,P.D. Brazil. 2pp. 61213:104-61213:105. 

—9203170425 Ack receipt of preliminary info supplied re accident at RA-2. 

LAFLEUR,J.D. Office of International Programs (Pre 870413). 84/01/10. 

BENINSON.D. Argentina. Ip. 61213:106-61213:106. 

—9203170428 Responds to 831124 questions re risks to plant safety as result of im¬ 
proper identification of equipment in plant. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/01/17. 

PEREIRA,P.D. Brazil. 2pp. 61213:107-61213:108. 

-9203170429 Requests that end trip rept for IAEA - Sponsored Training Course for 
Brazil on 840123-0203 be forwarded to D Segal. 

SENSENEY.R.S. Office of International Programs (Pre 870413). 84/01/23. LITAI.D. 
Israel. 5pp. 61213:109-61213:113. 

-9203170432 Suggests that recipient contact D Litai at listed address to receive NRC 
info for Israel Atomic Energy Commissionjn response to 831215 Itr.Among info Litai 
receives is NUREG-0304. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/02/06. SHIRAY.Y. 
Israel. Ip. 61213:114-61213:114. 

—9203170435 Requests guides on dealing with various problems of security & protec¬ 
tion of vital installations in Israel & abroad. 

SHIRAY.Y. Israel. 83/12/15. Office of Standards Development, Director, ip. 
61213:115-61213:115. 

-9203170437 Informs that B Maskewitz of ORNL expecting SG Ribeiro on 840416 at 
ORNL radiation shielding info ctr.in response to 840406 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/04/11. 

PEREIRA,P.D. Brazil. Ip. 61213:116-61213:116. 

-9203170439 Requests info on shielding & repts issued by ORNL. 

PEREIRA,P. Brazil. 84/06/04. GORE,A. NRC - No Detailed Affiliation Given. Ip. 
61213:117-61213:117. 

-9203170442 Requests that NRC could make appropriate arrangements in order to 
permit visit by SG Ribeiro to ORNL,including access to computer codes on 840416. 
PEREIRA,P. Brazil. 84/03/30. LAFLEUR.J. NRC - No Detailed Affiliation Given. Ip. 
61213:118-61213:118. 

—9203170445 Forwards telex received from regulatory authority in Brazil asking ques¬ 
tions re containment level transmitters.Response to questions requested. 
LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/05/15. ROSA.F. In¬ 
strumentation & Control Systems Branch. Ip. 61213:119-61213:119. 

-9203170446 Requests response to listed questions re US qualified level 
transmitters,per Reg Guide 1.97. 

SALVATORE.J.E. Brazil. 84/05/07. LAFLEUR.J. NRC - No Detailed Affiliation Given. 
2pp. 61213:120-61213:121. 

-9203170447 Informs that App R insp for Surry postponed indefinitely,but insp at North 
Anna now scheduled for 840924-28,in response to 840518 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/06/06. 

SALVATORES,J.E. Brazil. Ip. 61213:122-61213:122. 

—9203170448 Forwards State Dept cable which NRC received from American Consul in 
Brazil which addresses receipient questions on C Carvalho security clearance for site 
visit. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/10/05. WHITTIER.D. 
Maine Yankee Atomic Power Co. 2pp. 61213:123-61213:124. 

—9203170450 Provides guidance re overtemp Delta T setpoint & thermal margin of con¬ 
servatism & design safety limits,in response to 841017 telex. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/10/31. 

SALVATORES.J.E. Brazil. Ip. 61213:125-61213:125. 

-9203170453 Advises that Embassy requested to inquire of D Beninson on whether 
rept could be made available to NRC summarizing causes & safety implications of ac¬ 
cident at Pilcaniyeu. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/12/19. Brazil. Ip. 
61213:126-61213:128. 

-9203170456 Discusses J Lafleur 850315 Itr re proposed 6-month assignment to BNL 
of MC da Silva of FURNAS of Brazil.Request assurance that assignment acceptable 
to DOE & US if authorization required under 10CFR810. 

CHENIER,D.M. Office of International Programs (Pre 870413). 85/04/15. 

THORNE,C.E. Energy, Dept. of. Ip. 61213:129-61213:129. 

-9203170458 Informs that BNL received request for LA Arrieta of Brazilian Natl Nuclear 
Energy Commission to join BNL staff for 1 yr as visiting scientist to participate in NRC 
sponsored programs on reviews of PRA under FIN A-3794. 

KATO.W.Y. Brookhaven National Laboratory. FIN A-3794. 85/03/20. LAFLEUR,J.D. 
Office of International Programs (Pre 870413). 7pp. 61213:130-61213:136. 

-9203170459 Informs that Task SC 521-4,Div I is still draft reg guide & NRC not sure 
when guide will be published as NRC reg guide, in response to 850411 telex.Results 
of studies made in LERs between Jan-July 1984 mailed under separate cover. 

GORE,A. Office of International Programs (Pre 870413). 85/04/16. PEREIRA,P.D. 
Brazil. Ip. 61213:137-61213:137. 

-9203170461 Requests to be inform if Task SC 521-4,Div 1 remains as draft reg guide 
or has been approved as NRC reg guide. Results of AEOD studies made in LERs 
between Jan & July 1984 requested. 

PEREIRA,P. Brazil. 85/11/04. GORE.A. NRC - No Detailed Affiliation Given. Ip. 
61213:138-61213:138. 
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—9203170462 Forwards info on LERs between Jan & July 1984,as requested in 850411 
cable. 

MCLAUGHLIN-GORE Office of International Programs (Pre 870413). 85/04/17. 
PEREIRA.P.D. Brazil. Ip. 61213:139-61213:139. 

-9203170463 Concurs in proposal to assign M Cabra da Silva & L Arrieta of Brazil to 
work on NRR funded PR A work. 

DENTON,H.R. Office of Nuclear Reactor Regulation (800428-851124). 85/05/17. 
HAUBER.R.D. Assistant Director for International Cooperation. Ip. 61213:140- 
61213:140. 

—9203170464 Forwards two Itrs from W Kato.BNL,requesting NRC approval of proposed 
training assignments for M Cabra da Silva & L Arrieta of Brazil.Recommends approval 
of both assignments. 

HAUBER.R.D. Assistant Director for International Cooperation. FIN A-3777. FIN A- 
3794. 85/05/07. DENTON,H.R. Office of Nuclear Reactor Regulation (800428- 
851124). Ip. 61213:141-61213:141. 

—9203170466 Forwards resume of M Cabral da Silva of FURNAS of Brazil. Cabral da 
Silva would like to join Risk Evaluation Group for 6-month on-job-training starting on 
850513 to participate in review of Oconee PRA. 

KATO.W.Y. Brookhaven National Laboratory. 85/02/25. LAFLEUR.J.D. Office of Inter¬ 
national Programs (Pre 870413). Ip. 61213:142-61213:143. 

—9203180171 Informs that J Mendonca,P Ambros & H Soares of Brazil enrolled in NRC 
training course R-603P simulator on 850708- 12,per 850624 telcon w/P Harmon. 
GORE,A. Office of International Programs (Pre 870413). 85/06/24. WILISTAETTER 
International Atomic Energy Agency. Ip. 61213:144-61213:144. 

—9203180174 Requests that NRC enrolled own three engineers in course on 603-P sim¬ 
ulator to be held on 850708-13 at Reactor Training Ctr. 

PEREIRA,P. Brazil. 85/06/21. GORE.A. Office of International Programs (Pre 
870413). Ip. 61213:145-61213:145. 

—9203180177 Discusses enrollment of listed individuals in NRC training course R-603P 
simulator during 850708-12.IAEA awaiting approval from State Dept via Natl Research 
Council. 

PEREIRA,P. Brazil. 85/06/26. GORE.A. Office of International Programs (Pre 
870413). Ip. 61213:146-61213:146. 

—9203180181 Forwards summary rept on minor radioactive contamination incident in¬ 
volving 10-inch pipe imported from Brazil into US.W/o rept. 

SHEA.J.R. Office of International Programs (Pre 870413). 85/07/11. DEVINE.J.B. 
State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 
61213:147-61213:147. 

—9203180184 Summarizes 850627 meeting w/S Barros of Confab Industrial Corp in 
Region IV ofc re steel pipe contaminated w/Co-60. 

DODA.R.J. Region 4 (Post 820201). 85/07/08. MARTIN,R.D. Region 4 (Post 820201). 
2pp. 61213:148-61213:149. 

—9203180185 Discusses slightly radioactive steel pipe casings imported from Brazil. 
GORE.A. NRC - No Detailed Affiliation Given. 85/04/29. Brazil. Ip. 61213:150- 
61213:150. 

—9203180190 PNO-ll-85-037A:State of FL completed radiological survey of LB Foster 
Distribution Ctr in Tampa.Total of 16 casings found w/radiation levels between 15 & 
40 micro r/hr.Casings segregated from rest of inventory. 

TROJANOWSKI.R., STOHR.J.P. Region 2 (Post 820201). 85/04/16. Ip. 61213:151- 
61213:152. 

—9203180195 Provides summary of NRC cooperation w/Comissao Nacional de Energia 
Nuclear of Brazil. 

HAUBER.R.D. Office of International Programs (Pre 870413). 85/11/27. Brazil. 2pp. 
61213:153-61213:154. 

—9203180198 Responds to 850916 Itr re Brazil proposal for 2-wks IAEA technical as¬ 
sistance mission to Brazil to discuss areas of core thermohydraulic evaluation & li¬ 
censing of associated new code methodology. 

HAUBER.R.D. Office of International Programs (Pre 870413). 85/12/04. PEREIRA,P. 
Brazil. Ip. 61213:155-61213:157. 

—9203180201 Requests assistance in performing listed tasks for core thermal hydraulic 
evaluation & licensing of new code methodology for Angra 1 NPP within IAEA techni¬ 
cal assistance program to Brazil. 

PEREIRA.P.D. Brazil. 85/09/16. GORE.A.E. Office of International Programs (Pre 
870413). 2pp. 61213:158-61213:159. 

—9203180203 Responds to 860110 questions on mixed core configuration. Vendor 
methods of calculating mixed core penalty & rod bow penalty proprietary & cannot be 
reieased.Westinghouse should be contacted for obtaining specific info. 

HAUBER.R. Office of International Programs (Pre 870413). 86/02/18. PEREIRA,P. 
Brazil. Ip. 61213:160-61213:160. 

—9203180208 Discusses Angra 1 first reload licensing procedure.Requests guidance on 
how to calculate DNBR correction factor. 

PEREIRA,P. Brazil. 86/01/10. HAUBER.R.D. Office of International Programs (Pre 
870413). Ip. 61213:161-61213:161. 

—9203180210 Informs that NRC has no programmatic objection to NESC providing NRC 
codes in response to Brazil request. 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/03/05. BELL.P. NRC 
- No Detailed Affiliation Given. Ip. 61213:162-61213:162. 

—9203180213 Requests info on incident at Embalse Reactor facility involving loss of 
feedwater to steam generators leading to feed & bleed of primary sys. 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/03/20. Argentina. 
Ip. 61213:163-61213:163. 

—9203180219 Forwards RES proposed Itr responding to Argentina request for access to 
NRC RELAP5/MOD2 computer code on thermal hydraulics,for Executive Branch con¬ 
currence. 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/05/19. 

PROCHNIK.M. State, Dept of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. HENOCH,W. Energy, Dept. of. 3pp. 61213:164-61213:166. 


-9203180222 Advises that no response received to author 851210 Itr requesting info on 
new version of RELAP5/MOD2. 

SOLAN1LLA.R. Argentina. 86/05/03. CHEN.Y. NRC - No Detailed Affiliation Given. Ip. 
61213:167-61213:167. 

-9203180224 Requests info on new version RELAP5/MOD2 computer code to assist in 
performing analysis of small leaks of primary coolant pipeline of Atucha II. 
SOLANILLA.R. Argentina. 85/12/10. CHEN.Y. NRC - No Detailed Affiliation Given. Ip. 
61213:168-61213:168. 

-9203180231 Informs that NRC has never deemed lightning protectors to be beneficial 
use & has never issued distribution license for product,in response to 860514 
telex.NRC does not regulate radium. 

HAUBER.R.D., GORE,A. Office of International Programs (Pre 870413). 86/06/03. 
ROZENTAL.J. Brazil. 4pp. 61213:169-61213:172. 

-9203180233 Requests info on US regulations re mfg & utilization of radioactive light¬ 
ning protector sys w/Am-241. 

ROZENTAL.J. Brazil. 86/05/14. BAGGETT,S. NRC - No Detailed Affiliation Given. Ip. 
61213:173-61213:173. 

-9203180314 Advises that recommendations specified in NUREG-1061,Vol 2, have not 
been implemented in Reg Guide 1.61,in response to 860529 telex. 

GORE.A. Office of International Programs (Pre 870413). 86/06/10. PEREIRA,P. 
Brazil. Ip. 61213:174-61213:174. 

-9203180318 Requests to be inform if recommendations,specified in NUREG-1061,Vol 
2,has already been implemented in Reg Guide 1.61 & in SRP 3.9.2 or if recommenda¬ 
tion accepted by NRR only on case-by-case basis. 

PEREIRA,P. Brazil. 86/05/29. GORE.A. Office of International Programs (Pre 
870413). ip. 61213:175-61213:175. 

-9203180322 Discusses RELAP5/MOD2 computer code.Embassy should see that end 
Itr be delivered to Solanilla. 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/07/08. Argentina. 
Ip. 61213:176-61213:176. 

-9203180325 Ack receipt of 860305 Itr expressing interest in RELAP5/MOD2 computer 
code.NRC making code available to other countries through bilateral 
agreements.Code can be provided as part of bilateral exchange agreement w/Argenti¬ 
na Atomic Energy. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 86/07/07. 
SOLANILLA,R. Argentina. 2pp. 61213:177-61213:180. 

-9203180330 Informs that NRC approved 2-wks technical assistance assignment for F 
Jablonski of Region 111 ofc to advise CNEN on safety evaluation of Angra 1 NPP.in 
response to 860708 telex. 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/07/18. PEREIRA,P. 
Brazil. 2pp. 61213:181-61213:182. 

-9203180333 Requests that NRC consider possibility of releasing FJ Jablonski for 2- 
wks technical assistance task in Brazil in connection w/safety evaluation of Angra 1 
NPP. 

PEREIRA,P. Brazil. 86/08/07. HAUBER.R.D. Office of International Programs (Pre 
870413). Ip. 61213:183-61213:183. 

—9203180335 Discusses preparation for Jablonski visit to Brazil. 

DAMASCENO.E. Brazil. 86/07/22. HAUBER.R. Office of International Programs (Pre 
870413). Ip. 61213:184-61213:184. 

-9203180351 Informs that IAEA requested 1-day visit on 860828 w/NRC as part of ex¬ 
tended US visit for LB Neto.Encl program request & fellowship application should be 
reviewed 

HAUBER.R.D. Office of International Programs (Pre 870413). 86/07/25. TAYLOR,J.M. 
Ofc of Inspection & Enforcement, Director (820201-870413). DAVIS.J.G. Division of 
Fuel Cycle & Material Safety (Pre 870413). 2pp. 61213:185-61213:186. 

-9203180356 Forwards two foreign requests to purchase computer codes from Natl 
Energy Software Ctr (NESC).Wishes to be inform if RES has any progammatic objec¬ 
tion to NESC filling subj requests. 

HAUBER.R.D. Assistant Director for International Cooperation. 86/07/31. 
CORTEX,J.L. Office of Nuclear Regulatory Research (Post 860720). 2pp. 61213:187- 
61213:188. 

-9203180359 Informs that NRC has no objection to Natl Energy Software Ctr providing 
PRAISE-B code to Korea Advanced Energy Research Inst or RELAP5/MOD1/025 
code to Argentina Nuclear Regulatory Commission. 

CHANEY,D.C. Assistant Director for International Cooperation. 86/08/21. BELL.P. 
NRC - No Detailed Affiliation Given. Ip. 61213:189-61213:189. 

-9203180363 Informs that RES has no objections to Natl Energy Software Ctr releasing 
RELAP5/MOD1 to Argentina Nuclear Regulatory Commission & PRAISE-B to Korea 
Adva nced Energy Research Inst,per 860731 memo to J Cortez. 

BESSETTE,D. Office of Nuclear Regulatory Research (Post 860720). 86/08/07. 
HAUBER.R.D. Assistant Director for International Cooperation. 2pp. 61213:190- 
61213:193. 

-9203180367 Informs that author is installation representatvie at NRC for Natl Energy 
Software Ctr (NESC).NESC received request from Korea Advanced Energy Research 
institute for PRAISE-B. Approval of NRC required before NESC honor subj request 
BELL.P. NRC - No Detailed Affiliation Given. 86/07/03. CHANEY,D. Office of Interna¬ 
tional Programs (Pre 870413). Ip. 61213:194-61213:194. 

-9203180368 Forwards Korea Advanced Energy Research Institute request for 
PRAISE-B program & program abstract.NRC approval requested. 

BUTLER,M.K. Argonne National Laboratory. 86/06/23. BELL,P. NRC - No Detailed 
Affiliation Given. 3pp. 61213:195-61213:197. 

-9203180370 Informs that Natl Energy Software Ctr (NESC) received request from Ar¬ 
gentina Commission of Energy Atomic for RELAP5/MOD1/025 computer code.NRC 
approval required before NESC can honor request. 

BELL.P. NRC - No Detailed Affiliation Given. 86/07/09. CHANEY,D. Office of Interna¬ 
tional Programs (Pre 870413). Ip. 61213:198-61213:198. 
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-9203180374 Forwards Itr received from Commission of Nat! Energy Atomic of Argenti¬ 
na requesting copy of RELAP5/MOD1/025 program & program abstract.Wishes to be 
inform if NRC approval to fill request needed. 

BUTLER,M.K. Argonne National Laboratory. 86/07/02. BELL.P. NRC - No Detailed 
Affiliation Given. 6pp. 61213:199-61213:204. 

-9203180376 Forwards proposed Itr to A Blumenkrantz of ENACE in Argentina for 
access to NRC computer code “COMMIX,” for Executive Branch review & clearance. 
HAUBER.R.D. Assistant Director for International Cooperation. 86/08/25. 
PROCHNIK.M. State, Dept. of. HENOCH,W.W. Energy, Dept. of. 2pp. 61213:205- 
61213:206. 

-9203180377 Requests info re availability & price of COMMIX computer code for ther- 
mai-Hydraulic analysis. 

BLUMENKRANTZ,A. Argentina. 86/07/23. WOOD.P. NRC - No Detailed Affiliation 
Given. 3pp. 61213:207-61213:209. 

-9203180390 Forwards one-page chart on operating experience & seven pages of info 
re O-rings in nuclear power plant applications in response to 860919 telex.NUREG/ 
CR-3630 & NUREG/CR-4077 also encl.W/o subj ends. 

HAUBER.R.D. Assistant Director for International Cooperation. 86/10/02. 

DAMASCENO.E. Brazil. Ip. 61213:210-61213:210. 

—9203180391 Requests info on O-rings in nuclear power plant. 

DAMASCENO.E. Brazil. 86/09/19. HAUBER.R. Office of International Programs (Pre 
870413). Ip. 61213:211-61213:211. 

—9203180396 Forwards Ofc of Inti Programs 860821 memo approving release of codes 
requested by Korea & Argentina,in response to 860829 memo.Final outstanding code 
request contained in memo for Indian Bhabha request for BLAZER code not located. 
CHANEY,D.C. Assistant Director for International Cooperation. 86/10/06. 

GOLDBERG,F.F. Office of Information Resources Management (861109-870412). Ip. 
61213:212-61213:212. 

—9203180400 Informs that Natl Energy Software Ctr (NESC) received request from 
Commission of Natl Enemy Atomic of Argentina for MARCH2 computer code.NRC ap¬ 
proval required before NESC can honor request. 

BELL.P. NRC - No Detailed Affiliation Given. 86/10/24. CHANEY,D. Office of Interna¬ 
tional Programs (Pre 870413)Mp. 61213:213-61213:213. 

-9203180404 Informs that Nuclear Energy Software Ctr received number of requests 
from foreign govt agencies for NRC computer codes. NRC programmatic approval re¬ 
quired before subj ctr will honor requests.Chart of foreign requests end. 

HAUBER.R.D. Assistant Director for International Cooperation. 86/11/10. CORTEZ.J. 
Office of Nuclear Regulatory Research (Post 860720). 5pp. 61213:214-61213:218. 

-9203180406 Forwards NUREG/CR-4582 as requested by Prof AS Kertes on end 
card.W/o stated end. 

HAUBER.R.D. Assistant Director for International Cooperation. 86/12/04. LITAl.D. 
Israel. Ip. 61213:219-61213:219. 

-9203180409 Forwards Argentina Commission of Natl Energy Atomic request for 
MARCH2 computer code.Author should be informed if RES has programmatic objec¬ 
tion to Natl Energy Software Ctr providing code to Argentina. 

CHANEY,D.C. Assistant Director for International Cooperation. 86/12/05. CORTEZ.J. 
Office of Nuclear Regulatory Research (Post 860720). Ip. 61213:220-61213:220. 

-9203180412 Forwards copy of telex received from Argentina requesting MARCH2 
software.ANL wishes to be informed if NRC approval needed to fill subj 
request.Program abstract end. 

BUTLER,M.K. Argonne National Laboratory. 86/09/26. BELL.P. NRC - No Detailed 
Affiliation Given. 2pp. 61213:221-61213:224. 

-9203180432 Ack receipt of 861217 Itr re nuclear power plant analyzer info.NUREG- 
0304 rept contains cross index of numbers of repts written by various contractors for 
NRC.NUREG/BR-0017 which describes courses offered by NRC encl.W/o subj end. 
HAUBER.R.D. Assistant Director for International Cooperation. 87/01/28. LITAl.D. 
Israel. Ip. 61213:225-61213:225. 

-9203180433 Requests listed documents on adoption of computer codes for simulation 
of nuclear power plant analyzer. 

LITAl.D. Israel. 86/12/17. HAUBER.R.D. Assistant Director for International Coopera¬ 
tion. 2pp. 61213:226-61213:227. 

-9203180435 Requests Natl Energy Software Ctr be advised that NRC has no objection 
to release of codes to requestors as identified in end memos. 

CHANEY,D.C. Assistant Director for International Cooperation. 87/03/07. 
GOLDBERG,F. NRC - No Detailed Affiliation Given. Ip. 61213:228-61213:230. 

-9203180437 Informs that RES has no objections to providing latest version of FRAP- 
CON-2 to Yugoslavia. 

BESSETTE,D. Office of Nuclear Regulatory Research (Post 860720). 87/02/24. 
HAUBER.R.D. Office of International Programs (Pre 870413). Ip. 61213:231- 

61213:231. 

-9203180438 Advises that RES has no objection to providing RELAP/MODI computer 
code to Yugoslavia & CRAC2 to Brazil.in response to 861210 memo to J Cortez. 
BESSETTETd. Office of Nuclear Regulatory Research (Post 860720). 87/02/24. 
CHANEY,D.C. Office of International Programs (Pre 870413). Ip. 61213:232- 

61213:232. 

-9203180440 Responds to 870205 request for info re pipe restraints.Info end. 
HAUBER.R.D. Assistant Director for International Cooperation. 87/03/31. 

PERE1RA.P.D. Brazil. 4pp. 61213:233-61213:236. 

—9203180444 Requests response to Brazilian request for info re pipe restraints. 
CHANEY,D.C. Assistant Director for International Cooperation. 87/02/09. 

FUNCHES.J.L. Planning & Program Analysis Staff (851125-870411). Ip. 61213:237- 
61213:237. 

—9203180445 Requests technical info on postulated break cross-sections in PWR reac¬ 
tor coolant line. 

PEREIRA,A. Brazil. 87/02/03. HAUBER.D.R. Office of International Programs (Pre 
870413). Ip. 61213:238-61213:238. 

—9203180447 Discusses proposed schedule for Brazilian visitor. 

LAVINE.W.S. International Programs (870413-911116). 87/04/14. GAASERUD.C. 
Federal Emergency Management Agency. 2pp. 61213:239-61213:240. 


—9203180448 Provides dates for Rozental discussions in NRC Region V ofc on 870423 
& 24. 

PEREIRA.P. Brazil. 87/04/22. HAUBER.R. NRC - No Detailed Affiliation Given. Ip. 
61213:241-61213:241. 

—9203180450 Advises that Region V ofc prepared to meet w/Rozental,in response to 
870409 telex.Addl info needed such as date of proposed visit & what type of licensing 
questions would be involved. 

HAUBER.R.D. NRC - No Detailed Affiliation Given. 87/04/21. PEREIRA,P.D. Brazil. 
Ip. 61213:242-61213:242. 

—9203180451 Informs that JJ Rozental would like to visit NRC Region V ofc for informal 
discussions on questions of licensing. Necessary arrangement for visit requested. 
PEREIRA,P.D. Brazil. 87/04/10. HAUBER.R. Office of International Programs (Pre 
870413). Ip. 61213:243-61213:243. 

-9203180454 Responds to 870325 Itr re NRC documentPD Pereira of Brazil CNEN 
should be contacted to inquire re NRC publication NUREG-0304. 

CHANEY,D.C. Office of Governmental & Public Affairs (870413-911116). 87/05/21. 
AMARAL,E. Brazil. Ip. 61213:244-61213:244. 

-9203180455 Requests document on “Generic EIS on U Milling,” vol 2. 

AMARAL,E. Brazil. 87/03/25. Office of Administration (Pre 870413). Ip. 61213:245- 
61213:245. 

—9203180458 Informs that NRC indicated willingness to arrange briefing in Brazil within 
context of NRC/CNEN agreement for sharing safety info. 

HAUBER.R. NRC - No Detailed Affiliation Given. 87/05/20. Brazil. Ip. 61213:246- 
61213:246. 

-9203180460 Discusses E Naim visit at Zion emergency exercise. 

LITAl.D. Israel. 87/08/06. HAUBER.R.D. NRC - No Detailed Affiliation Given. Ip. 
61213:247-61213:247. 

-9203180461 Forwards NUREG/CR-3046 (Vols 1-5) & NUREG/CR-3262 (Vols 1,2, 4 & 
7),per request.W/o NUREGs. 

HAUBER.R.D. Assistant Director for International Cooperation (870413-890225). 87/ 
09/23. RODRIQUES.V.G. Brazil. Ip. 61213:248-61213:248. 

-9203180463 Undtd Itr requesting info on availability of computer codes, COBRA/TRAC 
& COBRA-NC.for purchase. 

RODRIQUES.V.G. Brazil. 91/09/05. NRC - No Detailed Affiliation Given. 30pp. 
61213:249-61213:278. 

-9203180465 Forwards documents that may be of relevant to Brazilian request for info 
in connection w/consideration of reforms to take in wake of incident in Goiania. 
UPSHAW,W. NRC - No Detailed Affiliation Given. 88/01/21. CHAMBERLIN,J.W. 
Brazil. 2pp. 61213:279-61213:280. 

-9203180466 Forwards listed addl documents that may be relevant to Dec 1987 re¬ 
quest. 

UPSHAW,W. Office of Governmental & Public Affairs (870413-911116). 88/02/05. 
CHAMBERLIN,J.W. Brazil. 3pp. 61213:281-61213:283. 

—9203180469 Summarizes author visit to CNEN of Brazil on 880316 re proposed draft 
renewal of NRC-CNEN info exchange arrangement & ongoing bilateral cooperation. 
UPSHAW,W. NRC - No Detailed Affiliation Given. 88/03/30. HAUBER.R.D. NRC - No 
Detailed Affiliation Given. 2pp. 61213:284-61213:285. 

-9203180470 Expresses appreciation for offer to discuss recipient research on behavior 
of Cs-137 deposited in bodies of victims of Goiania accident,per 880315 Itr.Meeting 
requested at Health Physics Society meeting in Boston. 

ALEXANDER,R.E. Radiation Protection & Health Effects Branch. 88/04/07. 
LIPSZTEIN.J. Brazil. Ip. 61213:286-61213:286. 

-9203180473 Forwards revised draft MOU between NRC & Argentina Natl Atomic 
Energy Commission for exchange of nuclear safety info.State Dept should pass MOU 
to Argentines for consideration. 

SHEA.J.R. International Programs (870413-911116). 88/05/25. STRATFORD.R.J. 
State, Dept, of. Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 
61213:287-61213:287. 

-9203180474 Informs of Israeli request for review of two repts re seismic characteristics 
of site Israel currently examining for first commercial nuclear reactor. 

FAULKNER.H.J. International Programs (870413-911116). 88/06/06. THOMAS,C.O. 
Policy Development & Technical Support Branch (Post 870411). Ip. 61213:288- 
61213:288. 

-9203180479 Discusses Brazilian participation in NRC inti code assessment 
program.Status of agreement w/Brazil now seems to be in question due to computer 
code assessment no longer serving primary purpose of ICAP. 

CORTEZ.J.L. Office of Nuclear Regulatory Research (Post 860720). 88/06/06. 
HAUBER.R.D. Assistant Director for International Cooperation (870413-890225). 2pp. 
61213:289-61213:290. 

-9203180480 Confirms arrangements made w/AEOD re Israeli visit request. 
HAUBER.R.D. Assistant Director for International Cooperation (870413-890225). 88/ 
06/08. JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 
2pp. 61213:291-61213:292. 

-9203180481 Requests assistance in arranging meeting on 880614 or 15 for Israeli 
member of survey team w/NRC to discuss topics ranging from methodology to actual 
organization of info & civil emergencies.Names of visitors listed. 

TASSA.M. Israel. 88/05/25. SHEA.J. NRC - No Detailed Affiliation Given. 2pp. 
61213:293-61213:294. 

—9203180483 Forwards proposed renewal text of NRC/lsrael Atomic Energy Commis¬ 
sion arrangement for exchange of technical info & cooperation in nuclear safety 
matters.State clearance for NRC requested. 

SENSENEY.R.S. International Programs (870413-911116). 88/06/13. WILKINSON,T. 
State, Dept. of. Ip. 61213:295-61213:295. 

-9203180484 Forwards current schedule for Ettinger visit to NRC. 

SENSENEY.R.S. International Programs (870413-911116). 88/06/14. LITAl.D. Israel, 
ip. 61213:296-61213:296. 
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—9203180486 Forwards 880414 Commission paper discussing,in part, recipient 880303 
meeting w/Commission on proposed NRC/ Argentina CEA agreement for exchange 
of nuclear safety info. 

SHEA,J.Ft. International Programs (870413-911116). 88/06/15. STRATFORD,RJ. 
State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific Affairs. Ip. 
61213:297-61213:297. 

-9203180488 Discusses NRC/lsrael Atomic Energy Commission bilateral arrangement 
for exchange of technical info & cooperation in nuclear safety matters. 

SENSENEY.R. International Programs (870413-911116). 88/07/14. Israel. 2pp. 
61213:298-61213:299. 

-9203180489 Forwards US State Dept 880727 Itr indicating no objection to NRC releas¬ 
ing transcript of Commission 880303 meeting on proposed Argentina MOU to Senate 
Committee on Governmental Affairs. 

SHEA.J.R. International Programs (870413-911116). 88/08/04. BRADBURNE.J.C. 
Congressional Affairs (870413-911116). Ip. 61213:300-61213:300. 

-9203180492 Forwards NUREG-1309,partial initial decision on emergency planning & 
agreement state programmer 880707 requestNRC still trying to locate sociological 
study of TMI accident. W/o ends. 

UPSHAW.W. International Programs (870413-911116). 88/08/15. CHAMBERLIN,J.W. 
Brazil. Ip. 61213:301-61213:301. 

-9203180494 Discusses M Malsch visit for gathering info on sociological studies of TMI 
accident & mails on regulation of environ impact of nuclear facilities & info on Shore- 
ham reactor case for Congressman Feldman. 

CHAMBERLIN,J.W. U.S. Embassies. 88/07/07. UPSHAW.W. NRC - No Detailed Affili¬ 
ation Given. Ip. 61213:302-61213:302. 

-9203180495 Forwards San Onofre Nuclear Power Plant emergency plan.per request. 
UPSHAW.W. International Programs (870413-911116). 88/08/17. Brazil. Ip. 
61213:303-61213:303. 

—9203180498 Forwards recent proposed rev to 10CFR20 which G Sordi of CNEN re¬ 
quested from C Paperiello during recent meeting in Brazil for Inti Review of Goiania 
Radiological Emergency.W/o end. 

CONGDON.M.B. Assistant Director for International Cooperation (870413-890225). 
88/08/19. PEREIRA.P.D. Brazil. Ip. 61213:304-61213:304. 

-9203180500 Confirms agreement w/terms of draft MOU for NRC/Brazil for exchange 
of technical info & cooperation in regulatory & safety research matters. 

PEREIRA.P.D. Brazil. 88/08/26. UPSHAW.W. NRC - No Detailed Affiliation Given. Ip. 
61213:305-61213:305. 

-9203180501 Ack receipt of 880707 Itr re Shivta PSAR. 

WEILER.Y. Israel. 88/08/28. REITER,L NRC - No Detailed Affiliation Given. Ip. 
61213:306-61213:306. 

-9203180503 Confirms info given to recipient in telcon w/W Upshaw re proposed en¬ 
rollment of CNEN staff in courses offered by Technical Training Ctr under NRC safety 
info exchange agreement,per 880809 telex. 

CONGDON.M.B. Assistant Director for International Cooperation (870413-890225). 
88/08/29. PEREIRA,P.S. Brazil. 2pp. 61213:307-61213:308. 

-9203190336 Ack receipt of 880826 telex confirming CNEN acceptance of terms to 
extend nuclear safety info exchange & cooperation arrangement for another 5 yrs. 
CONGDON.M.B. International Programs (870413-911116). 88/09/01. PEREIRA.P.D. 
Brazil. Ip. 61213:309-61213:309. 


-9203190368 Expresses pleasure in hosting mid-May visit NRC by Rex & accompany¬ 
ing delegation to hold general discussions & to sign renewal of info exchange & coop¬ 
eration arrangement. , 

HAUBER.R.D. International Programs (870413-911116). 89/05/02. PEREIRA,P.D. 
Brazil. 2pp. 61213:346-61213:347. 

—9203190370 Informs of strong possibility that RN Alves would be able to visit US next 
month to sign renewal of technical exchange agreement. 

PEREIRA,P.D. Brazil. 89/04/14. UPSHAW.W. NRC - No Detailed Affiliation Given. Ip. 
61213:348-61213:348. 

—9203190372 Forwards eight vols of NUREG/CR-5250,as requested in 890531 Itr.W/o 
end. 

PETERSON,M.R. Asst Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/06/27. LITAl.D. Israel. Ip. 61213:349-61213:349. 

-9203190374 Confirms revised ofc responsibilities re Israel as mentioned in Itr that 
author replacing R Hauber & K Henderson will be replacing B Senseney.in response 
to 890531 Itr. 

PETERSON,M.R. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/06/27. LITAl.D. Israel. Ip. 61213:350-61213:350. 

-9203190375 Requests copy of NUREG/CR-5250 (8 vols) re seismic risks in US. 
LITAl.D. Israel. 89/05/31. PETERSON,M.R. International Programs (870413-911116). 
Ip. 61213:351-61213:351. 

-9203190376 Advises that author will be happy to meet w/recipient during upcoming 
visit to US to discuss seismic hazard issues. 

REITER,L. Structural & Geosciences Branch. 91/09/05. VAN ECK.T. Israel. Ip. 
61213:352-61213:352. 

-9203190379 Informs that author will visit US in 890902-17 & requests meeting w/ 
author to discuss seismic risk & power plants. 

VAN ECK.T. Israel. 89/07/12. REITER,L. Structural & Geosciences Branch. 2pp. 
61213:353-61213:354. 

-9203190381 Advises that CRAC-2 code still undergoing rev & should be available by 
early Summer,in response to 890307 telex.New designation for code will be MACCS. 
UPSHAW.W. NRC - No Detailed Affiliation Given. 89/03/24. PEREIRA.P.D. Brazil. Ip. 
61213:355-61213:355. 

-9203190384 Requests new version of CRAC-2 code. 

PEREIRA,P. Brazil. 89/03/07. UPSHAW.W. NRC - No Detailed Affiliation Given. Ip. 
61213:356-61213:356. 

-9203190387 Ack receipt of 890531 Itr transmitting seismic risk study. Enel Itr should 
be conveyed to R Hauber. 

LITAl.D. Israel. 89/07/31. PETERSON,M.R. NRC - No Detailed Affiliation Given. Ip. 
61213:357-61213:357. 

-9203190389 Responds to 890612 Itr to Upshaw re NRC publications on water hammer 
experiences.No rept exist on subj matters. 

PETERSON,M.R. Asst Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/08/07. ROSSO,R.D. Argentina. 2pp. 61213:358-61213:359. 

-9203190390 Ack receipt of 881123 Itr. 

ROSSO,R.D. Argentina. 89/06/12. UPSHAW.W. International Programs (870413- 
911116). Ip. 61213:360-61213:361. 


-9203190337 Expresses appreciation for willingness to meet w/author & da Silva of 
Furnas on such short notice to discuss radiological emergency planning in US. 
RIDGWAY.D.A. Shaw, Pittman, Potts & Trowbridge. 88/09/23. UPSHAW.W. Interna¬ 
tional Programs (870413-911116). Ip. 61213:310-61213:310. 

-9203190342 Forwards arrangement between NRC & Israel Atomic Energy Commission 
for exchange of technical info & cooperation in nuclear safety matters. 

CONGDON.M.B. Assistant Director for International Cooperation (870413-890225). 
88/09/28. CROOK,J.R. State, Dept. of. 2pp. 61213:311-61213:329. 

-9203190343 Responds to 881212 telefax re 3-wks mission to Brazil.Region I ofc re¬ 
viewed request & advises that M Austin or any other employee will not be available 
for mission. 

UPSHAW.W. International Programs (870413-911116). 88/12/23. DAY.R. Austria. Ip. 
61213:330-61213:330. 

-9203190347 Extends invitation to MA Austin to carry out 3-wk mission to Belo Hori- 
zionte to review on-going activities in area monitoring & to assist in development of 
counting techniques as applied to radioactivity determination in effluents. 

DAY.R. Austria. 88/12/12. UPSHAW.W. NRC - No Detailed Affiliation Given. Ip. 
61213:331-61213:331. 

-9203190348 Responds to 881205 itr re meeting on seismic survey of Shivta PSAR. 
CONGDON.M.B. Office of Governmental & Public Affairs (870413-911116). 89/01/24. 
LITAl.D. Israel. Ip. 61213:332-61213:332. 

-9203190352 Discusses Section 2.5, “Geology & Seismology" of Shivta PSAR.Two 
main sections dealing w/vibratory ground motion & surface faulting potential end. 
LITAl.D. Israel. 88/12/05. CONGDON.M.R. Assistant Director for International Coop¬ 
eration (870413-890225). 3pp. 61213:333-61213:335. 


-9203190392 Responds to 880921 request for EG&G interim repts.No repfs subj to re¬ 
quest located. 

UPSHAW.W. International Programs (870413-911116). 88/11/23. ROSSO,R.D. Argen¬ 
tina. Ip. 61214:001-61214:001. 

-9203190394 Ack receipt of 880718 Itr w/NUREG-0927.Requests addl listed docu¬ 
ments by EG&G. 

ROSSO.R.D. Argentina. 88/09/21. UPSHAW.W. International Programs (870413- 
911116). Ip. 61214:002-61214:002. 

-9203190406 Forwards NUREG-0927,per 880606 request.W/o rept. 

UPSHAW.W. International Programs (870413-911116). 88/07/18. ROSSO.R.D. Argen¬ 
tina. Ip. 61214:003-61214:003. 

-9203190407 Requests NUREG-0927, “Evaluation of Water-Hammer Experience in Nu- 
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ROSSO.R.D. Argentina. 88/06/06. SERKIZ.A.W. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). Ip. 61214:004-61214:004. 

-9203190409 Provides info on IAEA-sponsored training requested for five Brazilians. 
HENDERSON,K. International Programs (870413-911116). 89/09/13. PEREIRA,P.D. 
Brazil. 2pp. 61214:005-61214:006. 

-9203190415 Requests that IAEA be informed of changes re listed individuals training 
at NRC Technical Training Ctr on Westinghouse technology course.Individuals will 
attend same course in Apr 1990 instead of 891204-15. 

HENDERSON,K. International Programs (870413-911116). 89/11/24. KRAFT,A. Na¬ 
tional Research Council. Ip. 61214:007-61214:007. 


-9203190358 Forwards NUREG-0980,per 890202 discussion.W/o rept 
UPSHAW.W. International Programs (870413-911116). 89/02/03. OYUELA.M.E. Ar¬ 
gentina. Ip. 61213:336-61213:336. 

-9203190363 Summary of 890221 meeting w/Brazilian Physical Society & Federation of 
American Scientists re safeguards,physical protection & unsafeguarded Brazilian & Ar¬ 
gentinian enrichment plants. 

HENDERSON.K. International Programs (870413-911116). 89/02/28. International 
Programs (870413-911116). 6pp. 61213:337-61213:342. 

—9203190366 Informs of strong possibility that CNEN president,RN Alves, would be able 
to visit to US next month to sign renewal of technical exchange agreement,in re¬ 
sponse to 890301 Itr. 

PEREIRA,P.D. Brazil. 89/04/13. UPSHAW.W. NRC - No Detailed Affiliation Given. Ip. 

A1919-3A5-A1913-345 


-9203190417 Forwards copy of exam taken by RA Barcellos in Westinghouse technolo¬ 
gy course held at NRC Technical Training Ctr in Tennessee from 891016 to 891103 & 
certificate of training. Documents should be given to Barcellos.W/o end. 
HENDERSON.K. International Programs (870413-911116). 89/11/24. PEREIRA.P.D. 
Brazil. Ip. 61214:008-61214:008. 

-9203200390 Forwards NUREG/CR-5261 & NUREG/BR-0017,per request. NUREG/ 
CR-5111 have not been published.Annual rept for 1989 currently in production. 
HENDERSON.K. International Programs (870413-911116). 90/01/18. LITAl.D. Israel. 
Ip. 61214:009-61214:009. 

-9203200393 Requests NUREG/CR-5261 .NUREG/CR-5111 & NUREG/BR-0017 in 
order to evaluate IRRAS program. 

LITAl.D. Israel. 89/08/23. PETERSON,M.R. NRC - No Detailed Affiliation Given. Ip. 
61 1 :010-61214:010. 
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-9203200394 Requests that IAEA be informed of Ms Pinto acceptance of IAEA fellow¬ 
ship to attend NRC course E-303 at technical training ctr in Chattanooqa TN on 
900604-15. 

HENDERSON,K. International Programs (870413-911116). 90/03/09. PEREIRA.P D. 
Brazil. 4pp. 61214:011-61214:014. 

-9203200395 Informs that author designated as CNEN president adviser, carrying on 
inti affairs activities. 

PONTES,B.C. Brazil. 90/04/20. NRC - No Detailed Affiliation Given. Ip. 61214:015- 
61214:015. 

-9203200396 Forwards background statement for NRC/Brazilian CNEN arrangement of 
890518,in ref to author 900404 Itr. 

BENAROYA.V. Asst. Director for Inti. Policy & Reactor Safety Cooperation (890226- 
901103). 90/04/20. CROOK,J.R. State, Dept. of. 3pp. 61214:016-61214:018. 

-9203200398 Informs that K Henderson raised issue of Chairman interest in trip to 
Brazil at DOS/OES Deputy Assistant Secretary Stratford biweekly interagency nonpro¬ 
liferation meeting on 900628.Brief summary of activities cunducted end. 

SHEA,J.R. International Programs (870413-911116). 90/07/03. DENTON.H.R. Office 
of Governmental & Public Affairs (870413-911116). 3pp. 61214:019-61214:022. 

-9203200400 Informs of Chairman Carr travel plan to Brazil to meet President JL de 
Santana of Natl Nuclear Energy Commission on 901124-30 to discuss nuclear safety 
& non-proliferation matters & to visit Apgra nuclear power station. 

SHEA,J.R. International Programs (870413-911116). 90/11/02. SITTMANN.W.F. 
President of U.S. & Executive Offices. 16pp. 61214:023-61214:045. 

-9203200402 Discusses proposed NRC visit of Brazilian nuclear research institute di¬ 
rector on 910619 as participant in inti visitor program sponsored by US Info Agency. 
SHEA,J.R. International Programs (870413-911116). 91/06/06. BERNERO.R.M. Office 
of Nuclear Material Safety & Safeguards. 8pp. 61214:046-61214:053. 

-9203200404 Ack receipt of 850505 Itr re RELAP5 & TRAC-PF1 codes.Agrees that 
analysis & evaluation program by Nuclebras using subj codes could be worked out as 
separate exchange agreement. 

GORE.A.E. Office of International Programs (Pre 870413). 85/07/16. PEREIRA,P.D. 
Brazil. Ip. 61214:054-61214:054. 

-9203200405 Advises that 10CFR810 authorization not required to negotiate proposed 
US/Brazil agreement on RELAP5 & TRAC-PF1 computer code.State Dept not op¬ 
posed to such agreement. 

HAUBER.R.D. Assistant Director for International Cooperation. 85/07/16. CORTEZ,J. 
Office of Nuclear Regulatory Research, Director (Pre 860720). Ip. 61214:055- 
61214:055. 

-9203200407 Forwards correspondence received from Brazilian nuclear safety authority 
requesting access to & use of US computer codes,RELAP5 & TRAC-DF1.Separate 
specific agreement would be required. 

CHENIER,D.M. Assistant Director for International Cooperation. 85/06/24. 
THORNE,C.E. Energy, Dept. of. Ip. 61214:056-61214:056. 

-9203200408 Ack receipt of info on LERs between Jan & July 1984.Requests use of 
computer codes RELAP5 & TRAC-PF1 for evaluation of advanced computer codes for 
analyses of LOCA. 

PEREIRA,P.D. Brazil. 85/05/05. CORE.A.E. Assistant Director for International Coop¬ 
eration. 2pp. 61214:057-61214:058. 

-9203200409 Forwards NUREG/CR-4600.NUREG/CR-4611 & NUREG/CP-0099 & 
listed FR notice pages,per request.W/o ends. 

PETERSON,M.R. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/08/09. PERRINO.J. Argentina. 4pp. 61214:059-61214:062. 

-9203200411 Forwards NUREG-1037,per request.W/o end. 

SHAO.L.C. Division of Engineering (Post 870413). 89/09/12. CARREGADO.M.A. Ar¬ 
gentina. Ip. 61214:063-61214:063. 

1203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
PlantForwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

-9203180329 Forwards amend 1 to util 640505 application requesting 40-yr license.No 
ACRS action warranted. 

WILCOX,R.N. ACRS - Advisory Committee on Reactor Safeguards. 64/06/17. 
ROGERS,D.A., WILCOX,R.N. Atomic Energy Commission (Pre 750119). Ip. 
61214:081-61214:081. 

-9203180334 Forwards amend 1 dtd 640505 to application for const permit & OL for 
plant,unit 1. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/05/26. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:082-61214:082. 

-9203180337 Forwards summary of 640512 meeting re util nuclear instrumentation,for 
info.W/o end. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
ROGERS,D.A., NEWSON.H.W. Atomic Energy Commission (Pre 750119). Ip. 
61214:083-61214:083. 

-9203180342 Forwards memo summarizing 640512 DRL meeting on util 
instrumentation,for info. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. 
EPLER.E.P. Oak Ridge National Laboratory. Ip. 61214:084-61214:084. 

-9203180346 Summary of 640512 meeting in Bethesda.MD to discuss licensee nuclear 
instrumentation.Attendees listed. 

WILCOX,R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/06/11. ACRS - 
Advisory Committee on Reactor Safeguards. 6pp. 61214:085-61214:090. 

-9203180349 Provides addl info re amend 2 to licensee application covering prototype 
testing of CRD & subchannels in safety sys. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 64/08/06. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). 3pp. 61214:091-61214:093. 

-9203180355 Discusses brittle failure questions raised at 57th ACRS meeting concern¬ 
ing plant. 

FRALEY,F. ACRS - Advisory Committee on Reactor Safeguards. 64/09/03. 
KOUTS.J.C. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:094- 
61214:095. 


-9203180357 Submits category B rept re 640909 meeting in Toms River,NJ re provi¬ 
sional const permit.W/o end. 

W1LCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/09/18. 
ROGERS,D.A. Atomic Energy Commission (Pre 750119). Ip. 61214:096-61214:096. 

“9203180358 Forwards notice of hearing on application for provisional const permit for 
nuclear reactor.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/09/11. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:097-61214:097. 

“9203180372 Forwards repts concerning meeting w/Epler on 640512 re GE instrumen¬ 
tation for plant.W/o end. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/10/13. 

THOMPSON,T.J. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:098- 
61214:098. 

“9203180379 Provides category B rept re DRL public hazards analysis. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/09. 

ROGERS,D.A., KOUTS.K.J. Atomic Energy Commission (Pre 750119). 2pp. 
61214:099-61214:100. 

-9203180382 Forwards hazards analysis rept for plant.W/o end. 

CASE,EG. Atomic Energy Commission (Pre 750119). 64/10/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:101-61214:101. 

-9203180392 Provides category B rept for util const permit. 

WILCOX.R.H. ACRS - Advisory Committee on Reactor Safeguards. 65/01/08. 

ROGERS,D.A., MANLY,N.B. Atomic Energy Commission (Pre 750119). Ip. 61214:102- 

61214:102. 

-9203180399 Forwards CPPR-15 & FR notice of availability.W/o ends. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 64/12/15. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:103-61214:103. 

—9203180405 Forwards decision of Commission re util request to suspend Hearing 
Board requirement for addl info until appeal resolved.Request denied. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 65/04/14. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:104-61214:104. 

—9203180410 Provides category B rept re order determining plant compliance w/condi- 
tions in initial decision. 

GASKE.W.C. ACRS - Advisory Committee on Reactor Safeguards. 66/01 /26. 
SILVERMAN,L., OKRENT.D. Atomic Energy Commission (Pre 750119). Ip. 
61214:105-61214:105. 

-9203180419 Forwards order determining compliance w/conditions in initial decision in 
ref to provisional const permit.W/o end. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 66/01/14. OKRENT.D. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:106-61214:106. 

-9203190060 Discusses review of plant ECCS.per 661020 Itr to util re results of recent 
const permit reviews. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/05/08. ACRS - 
Advisory Committee on Reactor Safeguards. 13pp. 61214:107-61214:120. 

—9203190065 Requests that end evaluation by Epier re instrumentation sys be distribut¬ 
ed to plant subcommittee. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/05. 

MCKEE,J.E., BUSH.S.H., PALLADINO.H. Atomic Energy Commission (Pre 750119). 
8pp. 61214:121-61214:128. 

—9203190070 Submits category B rept re licensee financial info.No ACRS action ap¬ 
pears warranted. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/10/19. 

MCKEE,J.E., PALLADINO.N. Atomic Energy Commission (Pre 750119). Ip. 
61214:129-61214:129. 

-9203190073 Forwards 670726 itr & license application amend 6 containing financial 
data in support of application for provisional OL.W/o end. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 67/09/07. PALLADINO.N. 
ACRS - Advisory Committee on Reactor Safeguards. 10pp. 61214:130-61214:139. 

—9203190077 Discusses AE Bates assistance on 671117 w/Subcommittee review of 
control & instrument sys for facility. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/11/16. ACRS - 
Advisory Committee on Reactor Safeguards. 5pp. 61214:140-61214:144. 

-9203190086 Submits Category B repts re regulatory Itrs dtd 671108 & 24 concerning 
cracks in control rod stub tubes of plant reactor. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 67/12/01. 
MCKEE,J.E., PALLADINO.N. Atomic Energy Commission (Pre 750119). 4pp. 
61214:145-61214:148. 

-9203190089 Believes that analysis should be made & design justified concerning reac¬ 
tor vessel repair at facility. 

ETHERINGTON.H. Atomic Energy Commission (Pre 750119). 67/12/20. FRALEY,R.F. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:149-61214:149. 

-9203190098 Forwards evaluation re possible cause of pressure vessel (stub tube) 
cracking at plant. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 67/12/27. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). 5pp. 61214:150-61214:154. 

-9203190105 Advises that Etherington provided end addl info re plant. DRL plans to 
develop addl detail for discussions during meeting to be held next wk. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
MCKEE,J.E. Atomic Energy Commission (Pre 750119). Ip. 61214:155-61214:155. 

—9203190106 Discusses & provides comments on plant vessel,including distortion 
measurements & other stresses. 

ETHERINGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/01/04. 
FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:156- 
61214:157. 
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-9203190114 Forwards info re stub tubes,per request at ACRS 93rd meeting. 
FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/01/19. 
STRATTON,W.R., HANSUER.S. Atomic Energy Commission (Pre 750119). 2pp. 
61214:158-61214:161. 

-9203190177 Forwards memo re request for addl data on control rod stub tubes & ad¬ 
joining housings for plant reactors. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/15. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:162-61214:173. 

-9203190192 Discusses Feb 1968 ACRS meeting re pressure vessel repairs. 
GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:174-61214:174. 

-9203190195 Provides basis for concern re plant pressure vessel stub tube failures. 
ETHER1NGTON.H. ACRS - Advisory Committee on Reactor Safeguards. 68/02/26. 
ACRS - Advisory Committee on Reactor Safeguards. 21pp. 61214:175-61214:195. 

—9203190245 Submits Category B rept re summary of info contained in util 680612 
Itr.No ACRS action appears necessary. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/06/25. 
STRATTON.W.R., ZABEL.C.W. Atomic Energy Commission (Pre 750119). 2pp. 
61214:196-61214:197. 

-9203190255 Forwards 680612 Itr requesting extension of completion date specified in 
const permit CPPR-15.FR notice & order.W/o ends. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 68/06/24. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:198-61214:198. 

—9203135257 Summary of 680807 meeting w/util re pressure vessel repair 
procedures.Attendees listed. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/08/21. ACRS - 
Advisory Committee on Reactor Safeguards. 8pp. 61214:199-61214:206. 


-9203240356 Forwards category B rept concerning amend 50 to license re containment 
penetration protection from forces resulting from rupture of process pipe connected to 
penetation. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/04. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:255-61214:256. 


-9203240361 Forwards util 690227 Itr transmitting application amend 50 covering suppl 
info concerning primary containment penetrations. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/03/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:257-61214:257. 


-9203240364 Forwards util 690325 Itr transmitting amend 51 to license application con¬ 
sisting of supplemental info re primary containment penetrations. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/03/28. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:258-61214:258. 

—9203250017 Forwards category B repts re notice of issuance of provisional OL includ¬ 
ing TS & addendum to safety evaluation. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/22. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:259-61214:260. 

-9203250020 Forwards notice of issuance of provisional OL,provisional OL DPR-16 & 
addendum to SE. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/04/09. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:261-61214:261. 


-9203250025 Forwards category B rept re achievement of initial criticality.No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/05/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:262-61214:263. 


-9203190268 Requests that end rept, “Corrosion Evaluation - Oyster Creek Nuclear 
Power Plant," be forwarded to ACRS members for info. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/10/17. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:207-61214:207. 


-9203250029 Summary of 690514 meeting w/util,GE,MPR Assoc & Burns & Roe re pri¬ 
mary piping,valves & main steam stop valves leakage problem at facility. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/05/20. 
ACRS - Advisory Committee on Reactor Safeguards. 7pp. 61214:264-61214:270. 


-9203190277 Discusses intergranular stress-assisted corrosion & weld defects found in 
stub tubes & control rod housing of primary pressure vessel at plant. 

CHENG,C.F. Argonne National Laboratory. 68/07/24. PORSE.L. Atomic Energy Com¬ 
mission (Pre 750119). 9pp. 61214:208-61214:216. 

-9203190281 Summary of 681024 meeting re facility reactor pressure vessel repair pro- 

SiASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/10/30. ACRS - 
Advisory Committee on Reactor Safeguards. 9pp. 61214:217-61214:225. 

-9203190284 Submits info provided to applicant concerning ACRS Subcommittee on 
Oyster Creek 681122-23 meetings. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/11/19. 
STRATTON.W.R., BUSH.S.H.. ETHERINGTON.H. ACRS - Advisory Committee on Re¬ 
actor Safeguards. Ip. 61214:226-61214:233. 

-9203240296 Forward info re intergranular cracking at plant. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 68/11/25. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:234-61214:234. 

-9203240302 Discusses matl evaluation on corrosion aspect of cracked vessel compo¬ 
nents at facility. 

CHENG,C.F. Argonne National Laboratory. 68/11/20. YOUNG.R.D. Atomic Energy 
Commission (Pre 750119). 11pp. 61214:235-61214:245. 

-9203240304 Forwards amend 49 to application for OL for unit 1 re financial qualifica¬ 
tions of applicant.No ACRS actions recommended. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 68/12/30. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:246- 
61214:246. 

-9203240309 Forwards util 681129 Itr transmitting amend 49 containing current finan- 

c j a ) j q 0qq| 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 68/12/05. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:247-61214:247. 

-9203240312 Forwards 681212 telcon from licensee clarifying financial qualification 
data previously submitted in Amend 49.W/0 end. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/12/13. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61214:248-61214:248. 

-9203240318 Forwards notice of proposed issuance of provisional OL. 

GASKE.M.C. Atomic Energy Commission (Pre 750119). 69/01/02. STRATTON.W.R., 
HENDRIE.J.M. Atomic Energy Commission (Pre 750119). Ip. 61214:249-61214:249. 

-9203240320 Forwards notice of proposed issuance of provisional OL.W/o end. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 68/12/21. ZABEL.C.W. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:250-61214:250. 

—9203240325 Forwards category B rept re delay in startup of plant reactor.Subj of 
cracks in ECCS valves will be discussed at Feb 1969 ACRS meeting. 

GASKE.M.C. ACRS - Advisory Committee on Reactor Safeguards. 69/01/31. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:251-61214:251. 

-9203240335 Forwards category B rept providing summary of info presented in util 
690325 Itr.Recommends that no ACRS action be taken concerning info. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/02. 
HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:252- 
61214:253. 

-9203240341 Forwards category B rept re allegations of deficient piping & valves in 
plant. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/04/02. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. Ip. 61214:254-61214:254. 


—9203250031 Forwards category B rept re supplemental info prepared by GE.No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/07/09. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61214:271-61214:272. 

-9203250037 Forwards supplemental info prepared by GE & informally submitted re 
plant total insp program & amend 53. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/06/23. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:273-61214:273. 

-9203250040 Forwards category B rept re notice of issuance of amend to provisional 
OL.amend 1 to license DPR-16 & addendum to SE. No ACRS action warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/08/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:274-61214:275. 

-9203250043 Forwards notice of issuance of amend to provisional OL & Amend 1 to 
License DPR-16. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/08/01. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:276-61214:276. 

-9203250045 Forwards category B rept re NRC 690902 Itr to util submitting results of 
util study on radiolytic decomposition in water.No ACRS action appears warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/09/16. 
STRATTON.W.R.. HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:277-61214:278. 

-9203250048 Forwards NRC 690902 Itr to util re matters cited in ACRS rept dtd 
681212. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/09/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:279-61214:279. 

-9203250052 Forwards category B rept re Div of Compliance rept to Director of Regula¬ 
tion dtd 690815 re malfunction of pressure control sys & subsequent scram. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/09/23. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 3pp. 61214:280-61214:282. 

-9203250056 Forwards category B rept re abnormal performance of control rod drive 
sys.No ACRS action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/10/21. 
STRATTON.W.R.. HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 3pp. 61214:283-61214:285. 

-9203250059 Forwards category B rept re rod drive incident discussed at ACRS 115th 
meeting.No ACRS action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/12. 
STRATTON,J.M., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:286-61214:287. 

—9203250063 Forwards 691014 Itr from util reporting inability to meet limiting condition 
for operation at plant on 691002. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/10/20. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:288-61214:288. 

-9203250068 Forwards util 691027 Itr submitting corrections to licensee 691014 Itr. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/03. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:289-61214:289. 

-9203250070 Forwards 691027 Itr to util re tests for measuring vibration of reactor in¬ 
ternals at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/10/27. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:290-61214:290. 
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—9203250075 Forwards category B rept re project documents to maintain up-to-date de¬ 
scription of plant,organization & procedures. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/13. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:291-61214:292. 

-9203250077 Forwards 691107 telegram from util requesting that Commission authorize 
waiver to section 3.4.C of TS for OL. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/10. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:293-61214:293. 

-9203250080 Forwards util 691103 Itr reporting abnormal occurrence which occurred at 
facility on 690909. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/12. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:294-61214:294. 

—9203250081 Forwards category B rept re NRC 691112 Itr to util re project documents 
to maintain up-to-date description of plant,organization & procedures.No ACRS action 
warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/14. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:295-61214:296. 

—9203250084 Forwards 691112 Itr to util re placement of containment spray sys dis¬ 
charge valves under manual rather than automatic control during performance of 
single nonrecurring test of loss of power. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/12. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:297-61214:297. 

—9203250086 Forwards category B rept re 691 111 Itr from util concerning project docu¬ 
ments to maintain up-to-date description of plant & organization.No ACRS action war¬ 
ranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/19. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:298-61214:299. 

-9203250089 Forwards 691111 Itr from util confirming telegram on 691107 & requesting 
waiver to section 3.4.C of TS for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:300-61214:300. 

-9203250091 Forwards category B rept re 691113 Itr to util concerning project 
,-documents.No ACRS action warranted. 

'-MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/12/16. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:301-61214:302. 

-9203250094 Forwards category B rept re util 691111 & 12 Itrs to NRC. Recommends 
that topic be discussed w/regulatory staff. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/11/26. 
STRATTON.W.R., HENDRIE.J.M. ACRS - Advisory Committee on Reactor Safe¬ 
guards. 2pp. 61214:303-61214:304. 

-9203250097 Forwards 691111 Itr from util transmitting change request 1 requesting 
mod to safety limit on fuel cladding integrity. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/13. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:305-61214:305. 

-9203250105 Forwards 691111 Itr from util transmitting change request 1 requesting 
mod to safety limit on fuel cladding integrity. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:306-61214:306. 

-9203250106 Forwards 691113 Itr to util re change 1 extending fuel cladding safety 
limit. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/11/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:307-61214:307. 

-9203250108 Forwards category B rept concerning change request 2,suppl 1 to change 
1 re fuel cladding safety limit.No ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 69/12/31. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:308-61214:309. 

-9203250114 Forwards 691125 Itr from util transmitting change request 2 requesting 
mod to protective instrumentation requirements. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 69/12/17. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:310-61214:310. 

-9203250116 Forwards Itr to util dtd 691217 concerning suppl 1 to change 1. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/12/18. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:311-61214:311. 

-9203250119 Forwards category B rept re util 691224 Itr re observation of pressure rise 
between MSIVs & turbine stop valves w/ valves closed.No ACRS action appears war¬ 
ranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/01/16. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:312-61214:313. 

-9203250121 Forwards 691224 Itr from util reporting on rise of pressure in main steam 
isolation valves of facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 69/12/30. HANAUER.S.H. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:314-61214:314. 

-9203250125 Forwards category B rept re util 700320 Itr advising AEC that util does not 
intend to reinstall inner filters in CRDs.No ACRS action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/10. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:315-61214:316. 

-9203250126 Forwards util 700306 Itr reporting results of review of control rod drive for 
facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/03/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:317-61214:317. 


-9203250127 Forwards 700320 Itr from util transmitting rept on main steam line isola¬ 
tion valve testing for facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/01. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:318-61214:318. 

-9203250131 Forwards category B rept re util 700402 Itr forwarding first semiannual op¬ 
erating rept for May-Dec 1969. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/21. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
4pp. 61214:319-61214:322. 

—9203250134 Forwards util 700402 Itr transmitting first semiannual operating rept of fa¬ 
cility covering period from licensing to 691231. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/15. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:323-61214:323. 

-9203250136 Forwards category B rept re util 700416 Itr re determination of MPH flood 
height for facility.No ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/04/23. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:324-61214:325. 

-9203250139 Forwards 700416 Itr from util transmitting rept entitled, “Determination of 
MPH Flood Height for Oyster Creek,Units 1 & 2.” 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:326-61214:326. 

-9203250157 Forwards category B rept re util 700505 Itr concerning amend 55.Recom- 
mends that staff be informed that ACRS will discuss proposal to increase power to 
1,690 MWt. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/05/18. 
STRATTON.W.R.. BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61214:327-61214:329. 

-9203250174 Forwards 700409 Itr from util transmitting summary rept of preoperational 
environ radiation survey program for facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/04/24. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61214:330-61214:331. 

-9203250181 Forwards util 700421 Itr providing present status rept of performance of 
control rod drives at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/06. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:332-61214:332. 

-9203250224 Forwards 700505 Itr from util,transmitting amend 54 to application re re¬ 
actor vessel internals vibration measurements. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/05/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:333-61214:333. 

-9203250230 Forwards 700505 Itr from util transmitting amend 55 to application con¬ 
cerning increased power level at facility. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/05/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:334-61214:334. 

-9203250233 Forwards 700513 Itr from util notifying local official of submittal of applica¬ 
tion for amend 55 to operate at 1,690 MWt power levels. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/05/14. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:335-61214:335. 

-9203250234 Forwards category B rept re util 700520 Itr.No ACRS review appears war¬ 
ranted on control rod drive questions. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/06/26. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:336-61214:337. 

-9203250235 Forwards util 700528 Itr concerning control rod drives. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/05/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:338-61214:338. 

-9203250236 Forwards util 700602 Itr transmitting amend 57 to plant application. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/06/05. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:339-61214:339. 

-9203250238 Forwards category B repts re util 700630 & 0702 Itrs requesting waiver of 
TS requirements for experience required for operations supervisor.No ACRS action re¬ 
quired. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/10. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:340-61214:341. 

-9203250239 Forwards util 700630 Itr requesting authorization of waiver for part of 
qualifications of plant operations supervisor. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/07/07. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:342-61214:342. 

-9203250241 Forwards category B rept re util 700713 Itr re continuing concern for con¬ 
firmatory vibration testing.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/28. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61214:343-61214:344. 

-9203250243 Forwards Itr to RH Sims of util concerning reactor vessel internals vibra¬ 
tion measurements. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/07/13. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:345-61214:345. 

—9203250245 Forwards category B rept re util 700616 & 24 Itrs re visual & dye pene¬ 
trant exams of outside surfaces of several reactor vessel nozzles mode in Apr-May 
1970. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/07/31. 
STRATTON.W.R.. BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
Ip. 61214:346-61214:347. 

—9203250246 Forwards util 700616 Itr reporting on insp of reactor vessel nozzles at fa¬ 
cility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/06/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:348-61214:348. 
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-9203250247 Forwards 700624 Itr to util requesting addl info for evaluation of change 
request 2. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/06/26. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:349-61214:349. 

-9203250250 Provides status of operating reactors in response to Commission mem¬ 
bers interest.After CRD outage of Apr-May 1990,plant restarted on 7Q0522.Two 
scrams experienced. 

HARD.J.E. ACRS - Advisory Committee on Reactor Safeguards. 70/08/26. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 61214:350-61214:350. 

-9203250261 Forwards category B repts concerning util 700714,30 & 31 Itrs.No ACRS 
action warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/08/27. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
5pp. 61214:351-61214:355. 

—9203250264 Forwards 700724 Itr from PA Morris to util re position of operations super¬ 
visor at facility. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/07/30. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:356-61214:356. 

-9203250267 Forwards util 700730 Itr transmitting amend 58 to plant application cover¬ 
ing Rept NEDE-13109 dtd June 1970. Proprietary designation requested. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/08/11. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61214:357-61214:357. 

—9203250269 Forwards util 700731 Itr transmitting nondestructive testing rept.per Item 9 
in section 6.6.A of facility TS. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/08/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:358-61214:358. 

-9203250271 Forwards util 700714 Itr transmitting second semiannual rept summarizing 
results of operation at facility from 700101 to 0630. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/08/18. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:359-61214:359. 

-9203250275 Forwards 700806 Itr to RH Sims of util transmitting questions pertaining 
to application for power increase for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/08/07. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61214:360-61214:361. 

-9203250276 Forwards category B repts re util 700806 Itr.No ACRS action warranted. 
MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/01. 
SIESS.C.P., ETHERINGTON.H., STRATTON.W.R. ACRS - Advisory Committee on Re¬ 
actor Safeguards. 2pp. 61215:001-61215:003. 

-9203250278 Forwards category B repts re 700827 & 31 Itrs requesting withholding GE 
rept NEDE-13109 re startup & test results from public disclosure.No ACRS action ap- 

pears W3fTi3.ntOCi 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/17. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:004-61215:005. 

-9203250281 Forwards util 700827 Itr transmitting amend 59 to application for reactor 
const permit & OL for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/03. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:006-61215:006. 

-9203250284 Forwards 700831 Itr from util transmitting amend 60 in response to ques¬ 
tions posed in ltrs dtd 700713 & 0806. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/08. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:007-61215:007. 

-9203250287 Forwards util 700904 Itr transmitting amend 61 to application requesting 
renewal of OL DPR-16 for period of 18 months. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/10. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:008-61215:008. 

-9203250289 Forwards category B rept re util 700921 Itr re adequacy of primary con¬ 
tainment & safety sys components.No ACRS action appears warranted. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/09/25. 
STRATTON.W.R., BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61215:009-61215:011. 

—9203250291 Forwards 700908 Itr from util transmitting amend 62 to plant application 
consisting of answer to Question 3A of AEC 700806 Itr re furnace-sensitized stainless 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/14. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:012-61215:012. 

-9203250303 Forwards 700910 Itr from util transmitting change request 3 to plant TS. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:013-61215:013. 

-9203250307 Forwards PA Morris 700921 Itr to util transmitting order extending OL 
DPR-16 to 720409. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:014-61215:014. 

-9203250311 Forwards 700914 Itr from util transmitting suppl 1 to semiannual rept 1. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/09/22. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:015-61215:015. 

-9203250315 Informs that all documents re util request to increase max steady state 
power level of plant handled as category B items. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/10/01. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:016-61215:017. 

-9203250325 Notification of 701014 meeting w/util in Washington,DC to discuss pro¬ 
posed increase in max power level from 1,600 MWt to 1,690 MWt.Tentative schedule 
listed. 

MCKINLEY,J.C. ACRS - Advisoiy Committee on Reactor Safeguards. 70/10/02. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:018-61215:019. 


-9203250330 Discusses ACRS 126th meeting w/util to discuss licensee request to in¬ 
crease max power level of plant from 1,600 to 1,690 MWtSubcommittee meeting 
scheduled for 701111. 

FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 70/10/20. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). Ip. 61215:020-61215:020. 

—9203250333 Forwards category B repts re util 701016 Itr re investigation of NDT.No 
ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/10/30. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 
61215:021-61215:023. 

-9203260015 Forwards util 700930 Itr transmitting change request 4 concerning deacti¬ 
vation of containment spray sys & certain instrumentation channels. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/10/08. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:024-61215:024. 

-9203260018 Forwards util 701008 Itr re turbine hydraulic & mechanical control sys 
problems experienced at plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/10/19. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:025-61215:025. 

-9203260020 Forwards util 701013 Itr advising that GE continues to develop info per¬ 
taining to sensitized stainless steel.lnfo will be submitted on or before 701102. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/10/23. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:026-61215:026. 

-9203260023 Forwards 701016 Itr to util as change 4 to OL DPR-16 for plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 70/10/21. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61215:027-61215:027. 

-9203260026 Forwards suggested schedule for 701111 ACRS Subcommittee meeting 
in Washington,DC to discuss plant. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/11/02. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). Ip. 61215:028-61215:028. 

-9203260031 Notification of Oyster Creek 701111 subcommittee meeting in 
Washington,DC to further consideration of proposed increase in power level from 
1.600 MWt to 1,690 MWtTentative schedule listed. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/11/02. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:029-61215:031. 

-9203260038 Forwards category B rept re 701202 Itr concerning plant use use of sensi¬ 
tized stainless steel at facility.No ACRS action required. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 70/12/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:032-61215:033. 

-9203260047 Forwards util 701030 Itr containing addl info on sensitized stainless steel. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/11/06. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:034-61215:034. 

-9203260050 Forwards util 701118 Itr transmitting amend 64 to plant application.Amend 
describes improvements to anticipatory scram circuitry. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/11/30. HENDRIE.J.M. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:035-61215:035. 

-9203260053 Forwards category B repts re util 701223 Itr re failure of both torus 
vacuum breaker block valves to operate on test. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/01/14. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:038-61215:039. 

—9203260058 Forwards util 701223 Itr reporting failure of both absorption chamber 
(Torus) to reactor bldg vacuum breaker block valves to operate during surveillance 
test on 701218. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/01/07. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:040-61215:040. 

-9203260060 Forwards 710105 Itr to util as change 2 which allows control rod with¬ 
drawal prohibit function of source range monitoring sys to be performed by either in¬ 
termediate range monitoring sys or source range monitoring sys during reactor startup. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/01/06. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:041-61215:041. 

-9203260068 Forwards category B repts re util 710106 Itr forwarding revised pages for 
semiannual repts.No ACRS action required. 

MCKINLEY,J.C. ACRS - Advisoiy Committee on Reactor Safeguards. 71/01/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:042-61215:043. 

-9203260072 Forwards util 710106 Itr transmitting revised pages for section B.radwaste 
statistics for semiannual repts 1 & 2. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 70/01/12. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:044-61215:044. 

-9203260078 Forwards category B repts re util 710205 & 0317 Itrs forwarding summary 
technical rept of primary containment leakage rate test dtd 710120. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/04/09. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 5pp. 
61215:045-61215:049. 

-9203260082 Forwards util 710303 Itr transmitting change request 6, establishing inter¬ 
im measures to provide core flux monitoring capability if installed detectors unavail¬ 
able. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/03/05. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:050-61215:050. 

-9203260083 Forwards util 710208 Itr submitting addl info re surveillance test failure of 
vacuum breaker block valves at plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/02/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:051-61215:051. 

-9203260087 Forwards semiannual rept 3 of plant operations from Jul-Dec 1970. 
MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/03/17. BUSH.S.H. ACRS 
-Advisory Committee on Reactor Safeguards. Ip. 61215:052-61215:052. 
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-9203260089 Forwards 710218 Itr to util enclosing environ matl & request for info con¬ 
cerning water quality certification. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/02/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:053-61215:053. 

-9203260100 Forwards 710318 Itr to util as change 6 to license DPR-16. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/03/20. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards, ip. 61215:054-61215:054. 

-9203260102 Forwards util 710317 Itr advising that MSIVs at plant were tested for leak¬ 
age on 710216. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/03/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:055-61215:056. 

-9203260108 Notifies of 710526 Oyster Creek Subcommittee meeting to review appli¬ 
cation to increase max power level from 1,690 to 1,930 MWt.Tentative schedule 
listed. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/05/19. 
STRATTON,W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 
61215:057-61215:059. 


-9203260177 Forwards 710909 Itr reporting several surveillance testing failures ob¬ 
served at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:085-61215:085. 

-9203260219 Forwards category B rept re util 710913 Itr on effects of fuel loading 
errors & reload fuel on ECCS calculations.No ACRS action appears warranted. 
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/09/27. 
STRATTON,W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:086-61215:087. 

-9203260221 Forwards util 710913 Itr transmitting suppl 1 to plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/23. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:088-61215:091. 

-9203260227 Forwards category B rept re util 710922,28 & 1006 Itrs re plant.No ACRS 
action warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/10/18. 
STRATTON.W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:092-61215:093. 


-9203260111 Forwards category B repts re util 710520 Itr on reliability of diesel 
generators. No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/06/04. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:060-61215:061. 

-9203260113 Forwards util 710520 Itr clarifying misunderstanding concerning reliability 
of plant onsite emergency diesel generators. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/05/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 3pp. 61215:062-61215:064. 

-9203260126 Forwards category B repts re util 710517 Itr concerning failure of time 
delay relay in isolation condenser sys.No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/06/15. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 

61215:065-61215:066. 

-9203260128 Forwards util 710517 Itr reporting failure of time delay relay discovered 
during recent surveillance test. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/09. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:067-61215:067. 

-9203260134 Forwards category B repts re util 710614 Itr transmitting summary techni¬ 
cal rept on primary containment leak rate test info.No ACRS action warranted. 
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/07/07. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 

61215:068-61215:070. 

-9203260135 Forwards util Itr transmitting summary technical rept re primary contain¬ 
ment leakage rate test conducted Oct 1970. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:071-61215:071. 

-9203260138 Forwards util 710614 Itr reporting failure of containment spry sys high 
drywell pressure sensor IP 15 A to reset after being tripped for surveillance testing. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/18. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:072-61215:072. 

-9203260144 Forwards 710615 Itr from util reporting details on collapse of package 
boiler flue at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/21. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:073-61215:073. 

-9203260159 Forwards util 810625 Itr reporting results of preliminary investigation of 
water hammer condition in core spray sys at plant. 

MORRIS,P.A. ACRS - Advisory Committee on Reactor Safeguards. 71/06/29. 
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:074- 
61215:074. 

-9203260161 Forwards util 710625 Itr transmitting operational QA program summary 
description for plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/06/29. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:075-61215:075. 

-9203260164 Forwards category B repts re util 710721 Itr & AEC 710722 on several 
failures observed during surveillance testing. No ACRS action required. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/08/17. 
STRATTON.W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 61215:076-61215:077. 


-9203260231 Forwards util 710922 Itr transmitting semi-annual rept 4 for Jan-June 
1971. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/29. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:094-61215:094. 

-9203260234 Forwards 710922 Itr to util re partial refueling of plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/27. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:095-61215:095. 

-9203260237 Forwards util 710928 Itr transmitting change request 8 to TS of license 
DPR-16. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/30. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:096-61215:096. 

—9203260238 Forwards 711006 Itr to util consisting of change 8 to OL DPR-16 for 
plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/10/08. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:097-61215:097. 

-9203260241 Forwards util 711006 Itr transmitting suppl 2 to change request 1 for 
plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/10/12. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:098-61215:098. 

-9203260242 Forwards category B repts re util 710930 Itr on failure of two time delay 
relays in isolation condenser circuit possibly resulting in uncontrolled blowdown if con¬ 
denser in operation.No ACRS action appears warranted. 

MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/11/01. 
STRATTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 
61215:099-61215:100. 

-9203260244 Forwards util 710930 Itr reporting failure of isolation condenser NZ01B to 
isolate during surveillance testing of line break sensors on 710903. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/10/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 2pp. 61215:101-61215:102. 

-9203260250 Forwards 711105 Itr to util consisting of amend 3 & SE w/app A. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/11/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:103-61215:103. 

-9203260252 Forwards util 711122 Itr requesting change to TS for license DPR-16 to 
allow primary containment to be inerted to oxygen concentration less than 5% within 
24 h after reactor mode switch placed in run mode. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/11/23. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:104-61215:104. 

—9203260255 Forwards 711122 Itr to util consisting of change 9 to OL DPR-16 for 
plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/11/29. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 2pp. 61215:105-61215:106. 

-9203260263 Forwards util 711207 telegram requesting that change be made to TS for 
license DPR-16. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/12/14. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:107-61215:107. 

-9203260265 Forwards util 711213 Itr re check of MSIVs,per TS requirements. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/16. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:108-61215:108. 


-9203260167 Forwards util 710721 Itr reporting several failures observed during surveil¬ 
lance testing at plant. 

MORRIS.P.A. ACRS - Advisory Committee on Reactor Safeguards. 71/07/26. 
BUSH.S.H. ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:078- 
61215:078. 


-9203260169 Forwards 710722 Itr to util re adoption of interim acceptance criteria for 
performance of ECCS in light water nuclear power plants. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/07/23. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 61215:079-61215:079. 


-9203260171 Forwards category B rept re util 710825 Itr concerning change 1 covering 
failure to recycle liquid releases to max extent practical.No ACRS action required. 
MCKINLEY.J.C. ACRS - Advisory Committee on Reactor Safeguards. 71/09/27. 
STRATTON.W.R., SIESS.C.P. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 61215:080-61215:082. 

-9203260172 Forwards util 710903 Itr transmitting amend 67 to plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards, ip. 61215:083-61215:083. 


-9203260175 Forwards util 710909 Itr transmitting change request 1 for plant. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/09/13. BUSH.S.H. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 61215:084-61215:084. 


-9203260273 Forwards util 711215 Itr transmitting plant core spray sys water hammer 
study rept dtd Dec 1971. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/21. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards, ip. 61215:109-61215:109. 

—9203260275 Forwards 711214 Itr from util advising of failure of isolation condenser DC 
motor operated condensate return valve V-14-35 at plant. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/20. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 3pp. 61215:110-61215:112. 

-9203260277 Forwards util 711217 Itr reporting recent loss of plant air sys. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/28. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:113-61215:113. 

-9203260279 Forwards 711229 Itr to util requesting addl info in order to complete 
review of adequacy of flood protection at plant. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 72/01/04. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 61215:114-61215:114. 

-9203260281 Forwards util 720105 Itr reporting incident that occurred on 711228 during 
surveillance test of diesel generator I.Unit tripped off-line as result of empty fuel oil 
tank. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 10pp. 61215:115-61215:124. 
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—9203260282 Forwards util 720112 Itr reporting failure of 3/4 inch vent line from isola¬ 
tion condenser sys on 711211. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:125-61215:125. 

-9203260285 Forwards util 720125 Itr advising that two control rods latched at position 
2 during manual trip on 711116. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/01/28. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:126-61215:126. 

-9203260286 Forwards 720201 Itr to util requesting info in order to complete evaluation 
of rept re core spray sys water hammer study for plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards, ip. 61215:127-61215:127. 

-9203260287 Forwards 720208 Itr to util forwarding change 3 to license DPR-16 for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/10. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:128-61215:128. 

—9203260289 Forwards util 720310 Itr reporting failure of scram dump vol level switch 
RD08D to trip at required level during surveillance testing at plant on 720301. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:129-61215:130. 

-9203260290 Forwards util 720222 Itr reporting loss of 125V DC Bus A on 720122 at 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:131-61215:131. 

-9203260292 Forwards 720223 Itr from util reporting loss of 125V DC Bus A that oc¬ 
curred on 720203 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:132-61215:133. 

-9203260294 Forwards util 720228 Itr transmitting semiannual rept 5 for Jul-Dec 1971. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:134-61215:135. 

-9203260295 Forwards util 720222 Itr advising of incident re out of svc diesel generator 
2 containment spray sys that occurred at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/02/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:136-61215:137. 

-9203260296 Forwards util 720419 Itr transmitting change request 3 to TS for facility. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:138-61215:139. 

-9203260300 Forwards util 720517 telegram requesting that change 11 be made to TS 
for license DPR-16 for plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:140-61215:142. 

-9203260301 Forwards 720323 Itr to util transmitting change 10 to license DPR-16 for 
plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/03/30. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:143-61215:143. 

-9203260303 Forwards util 720404 Itr reporting difficulties experienced in maintaining 
total radioactivity in outside radwaste tanks at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/10. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:144-61215:144. 

-9203260304 Forwards util 720406 Itr submitting change request 2 for plant. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:145-61215:145. 

-9203260307 Forwards 720425 Itr to util re licensee request to load & operate plant 
reactor core in configuration described in change request 2. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:146-61215:146. 

-9203260312 Forwards util 720407 Itr reporting failure of diesel fire pump 12 to start 
during surveillance test on 720321 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:147-61215:147. 

-9203260314 Forwards 720411 Itr to util re removal of torus baffles at plant. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/13. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:148-61215:150. 

-9203270016 Forwards 720424 Itr to util informing licensee that License DPR-16 will 
continue in effect until Commission has made determination on application for full- 
term OL. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/04/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:151-61215:155. 

-9203270020 Forwards util 720424 Itr transmitting suppl 1 to plant core spray sys water 
hammer study did Apr 1971. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:156-61215:156. 

-9203270021 Forwards util 720501 Itr advising that requested info on baffles & other 
structural components in plant suppression pool will be submitted by 720522. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:157-61215:157. 

-9203270023 Forwards util 720501 Itr reporting discovery of cracks in seat bushings of 
two main steam safety valves at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/04. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:158-61215:159. 

-9203270024 Forwards GE 720510 Itr furnishing summarized conclusions & recommen¬ 
dations re results of insps of safety valves removed from plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:160-61215:161. 


-9203270030 Forwards util 720524 Itr reporting that fuel assembly JC 359 inserted into 
core location 25-08 in improper manner in Fall of 1971 at plant. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:162-61215:162. 

-9203270036 Forwards 720526 Itr to util giving authorization to conduct low power 
physics tests w/reactor head removed & w/power level less than 5 MWt to operate 

f03CtOf 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/06. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:163-61215:163. 

-9203270037 Forwards util 720530 Itr reporting change that occurred in average 
gamma energy of stack gas activity during station startup at plant on 720413. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/02. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:164-61215:165. 

-9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth 
minimizers. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167. 

-9203270047 Forwards util 720517 Itr transmitting change request 11 to plant TS. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:168-61215:168. 

-9203270050 Forwards util 720526 Itr transmitting amend 69 to plant description & 
safety analysis rept. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/01. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:169-61215:171. 

-9203270052 Forwards util 720602 Itr transmitting Torus Baffles insp & repair rept for 
plant 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/06/08. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:172-61215:172. 

-9203270054 Forwards util 720626 Itr reporting incident re failure of relay 6K28 at plant 
on 720615. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/03. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:173-61215:173. 

-9203270057 Forwards util 720630 Itr reporting incident re 720626 trip of diesel genera¬ 
tor 1 during surveillance testing at plant. W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/11. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:174-61215:174. 

-9203270062 Forwards util 720711 Itr reporting incident that occurred at facility on 
720628 re outside radwaste tank activity.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/31. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:175-61215:175. 

-9203270068 Forwards util 720712 Itr advising of intent to submit analysis of effects of 
blowdown forces on relief valve discharge piping in drywell & torus for plant.W/o end. 
SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/20. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:176-61215:176. 

-9203270069 Forwards util 720719 Itr transmitting amend 70 to application for OL for 
p!ant.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/07/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:177-61215:177. 

-9203270072 Forwards util 720801 Itr transmitting revised pages to changes through 12 
of TS for plant.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/09. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:178-61215:178. 

-9203270073 Forwards 720802 Itr to util requesting addl info for plant core spray water 
hammer study & suppl 1 to study.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/03. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:179-61215:179. 

-9203270077 Forwards 720807 Itr to util requesting addl info re torus baffles,relays fail¬ 
ures & surveillance test failures. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/07. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 5pp. 61215:180-61215:184. 

-9203270085 Forwards util 720811 Itr reporting that containment spray pump 51 C did 
not start from control room on 720801 during attempt to recirculate water in suppres¬ 
sion chamber.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/16. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:185-61215:185. 

-9203270088 Forwards util 720811 Itr transmitting plant rept on safety valve seat bush¬ 
ing cracks. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/17. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 61215:186-61215:188. 

-9203270090 Forwards util 720822 Itr transmitting plant summary technical rept of local 
leakage rate tests during period of Sept through Oct 1971 .W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/29. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:189-61215:189. 

-9203270092 Forwards util 720822 Itr advising of failure of isolation condenser sys at 
plant on 720809.W/O end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/25. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:190-61215:190. 

—9203270094 Forwards util 720822 Itr transmitting plant summary technical rept of pri¬ 
mary containment leakage rate test during June 1972.W/o end. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/08/29. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:191-61215:191. 

-9203270095 Forwards util 720831 Itr transmitting semiannual rept 6 for Jan-June 1972 
for facility.W/o end. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/09/12. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:192-61215:192. 
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-9203270097 Forwards util 720828 Itr reporting incident that occurred at plant on 
720818 concerning outside tank activity.W/o end. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/08/31. SIESSCP 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:193-61215:195. 

-9203270099 Forwards util 720928 Itr reporting incident on 720916 re outside radwaste 
storage tank activity exceeding limit of 10 mCi at plant.W/o end. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/10/03. SIESS.C P 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:196-61215:199. 

—9203270181 Forwards 721003 Itr from util transmitting following core spray sys water 
hammer study,suppl 2.W/o end. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/10/06. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 61215:200-61215:200. 

—9203270182 Forwards util 721006 Itr reporting incident that occurred at plant on 
720926 resulting in inoperable pumps in standby liquid control sys. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/10/13. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:201-61215:202. 

-9203270185 Forwards util 721122 Itr reporting failures associated w/ isolation con¬ 
densers at plant on 721111. 

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/11/28. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 4pp. 61215:203-61215:206. 

-9203270189 Discusses util recent Itr requesting authorization to reload plant w/fuel 
mfg by Exxon Nuclear.Understands that staff will discuss item during ACRS 156th 
meeting. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 73/04/05. 
STELLO.V.J. Atomic Energy Commission (Pre 750119). Ip. 61215:207-61215:207. 

-9203270193 Requests that staff discuss investigation & evaluation of pressure vessel 
in-core flux monitoring tube leak at facility. 

MCKINLEY,J.C. ACRS - Advisory Committee on Reactor Safeguards. 74/08/16. 
RIESLAND.J., LEAR.G.E. ACRS - Advisory Committee on Reactor Safeguards. 53pp. 
61215:208-61215:260. 

-9203270197 Responds to request for comments on preliminary analysis by P Davis of 
probability of catastrophic accident during remaining lifetime of plants. 

MOELLER,D.W. ACRS - Advisory Committee on Reactor Safeguards. 76/11/16. 
PAULSON,G. New Jersey, State of. Ip. 61215:261-61215:262. 

—9203270207 Responds to 760901 Itr re ATWS status rept on 751209. Schedule for 
submitting detailed mod design cannot be provided until 761117. 

FINFROCK.I.R. Jersey Central Power & Light Co. EATJM-66. 76/10/04. STELLO.V. 
Division of Operating Reactors. Ip. 61215:263-61215:264. 

—9203270228 Provides comments of listed clients re concern that adequate reactor 
safeguards be imposed at facility & mandatory monetary penalties be considered by 
ACRS in determining what recommendations should be taken re public health & 
safety. 

RUSSO,S.P. New Jersey, State of. 77/01/21. MCCRELESS.T.G. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 61215:265-61215:266. 

-9203270231 Discusses 761116 Itr forwarding comments on preliminary draft of analy¬ 
sis of certain aspects of plant by P Davis. Informs of tentative plans to prepare final 
draft of rept to be made available for broad public review. 

PAULSON,G. New Jersey, State of. 76/12/20. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 61215:267-61215:267. 

—9203270240 Informs that 770121 Itr provided to members of ACRS for consideration. 
LIBARKIN.M.W. ACRS - Advisory Committee on Reactor Safeguards. 77/02/23. 
RUSSO,S.P. Affiliation Not Assigned. Ip. 61215:268-61215:268. 

-9203270249 Discusses rept on Exxon Nuclear Co WREM-based nonjet pump BWR 
ECCS evaluation model.Informs that model conforms w/ App K to 10CFR50 & ac¬ 
ceptable. 

BENDER,M. ACRS - Advisory Committee on Reactor Safeguards. 77/02/16. 
BOWDEN,M.A. Commissioners (Post 750119). 2pp. 61215:269-61215:270. 

-9203270251 Forwards written statement submitted by SP Russo for ECCS Subcommit¬ 
tee meeting on 770129,for info.W/o encl. 

MCCRELESS.T.G. ACRS - Advisory Committee on Reactor Safeguards. 77/02/11. 
CASE.E.G. Office of Nuclear Reactor Regulation, Director (Post 870411). STELLO.V., 
BOYD.R.S. NRC - No Detailed Affiliation Given. Ip. 61215:271-61215:273. 

-9203270265 Confirms recent telcon w/E Casey re commentary Itr on preliminary draft 
of “Investigation of Probability of Serious Accidents at Plant.” 

PAULSON,G. New Jersey, State of. 77/04/04. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 61215:274-61215:292. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & 1 records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD,C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310220 Provides info to address all items that remained open at conclusion of 
meeting earlier this wk. 

WEEKLEY.P.L. Northeast Utilities. 89/07/14. RAYMOND,W. NRC - No Detailed Affili¬ 
ation Given. 2pp. 61253:277-61253:278. 

-9203310223 Provides followup to 890714 memo re installation of telephones in area of 
cable tunnels (Security Doors 303 & 304).Benefit of installing telephones minimal 
since C02 sys locked out prior to entry. 

WEEKLEY.P.L. Northeast Utilities. MP-SEC-90-14. 90/04/04. RAYMOND,W. NRC - 
No Detailed Affiliation Given. 2pp. 61253:279-61253:280. 

-9203310225 Discusses closeout of allegation RI-89-A-0085 re pre-staged security 
force staffing in excess of normal to support evacuation during emergency drills. 
HAVERKAMP.D. Region 1 (Post 820201). 90/01/17. Region 1 (Post 820201). 7pp. 
61253:281-61253:287. 

-9203310226 Provides responses to utils allegation R1-89-A-0105 re pre-staging securi¬ 
ty force members to support activities during emergency drills & complaints of security 
force members being overworked & understaffed. 

KEIMIG.R. Region 1 (Post 820201). 90/01/25. HAVERKAMP.D. Region 1 (Post 
820201). 3pp. 61253:288-61253:290. 


-9203310228 Discusses closeout of allegation RI-89-A-0105 re serious security prob¬ 
lems at facility.Based on anonymous nature of allegation.no response to alleger ap¬ 
propriate. 

HAVERKAMP.D. Region 1 (Post 820201). 90/02/07. Region 1 (Post 820201). 4pp. 
61253:291-61253:294. 


-9203310230 Advises of closeout of allegation RI-89-A-0120. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Region 1 (Post 820201). 3pp. 
61253:295-61253:297. 

-9203310234 Discusses 900110 allegation by employee re harrassment & discrimina¬ 
tion while performing duties. 

MARTIN,T.T. Region 1 (Post 820201). 90/08/10. MROCZKA.E.J. Northeast Nuclear 
Energy Co. 5pp. 61253:298-61253:302. 

-9203310237 Advises of closeout of allegation RI-90-A-0031 re util corporate engineer 
disagreement w/steam generator tube integrity assessment prepared on 900131. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/10. Region 1 (Post 820201). 17pp. 
61253:303-61253:336. 


-9203310238 Advises of closeout of allegation RI-90-A-0032.Allegation unsubstantiated. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/24. Region 1 (Post 820201). 6pp. 
61253:337-61253:342. 

-9203310240 Partially withheld memo responding to 890620 allegation re wrongfull ter¬ 
mination from employment as security guard based on failure to take addl training re 
working in areas protected by C02 sys. 

MCCABE,E.C. Region 1 (Post 820201). 89/07/07. Affiliation Not Assigned. 6pp. 
61253:343-61253:348. 


-9203310244 Partially withheld Itr re allegation RI-89-A-0080. Allegation found partially 
substantiated & findings documented in encl insp rept 50-423/90-08 dtd 900703. 
HAVERKAMP.D.R. Region 1 (Post 820201). 90/07/27. Affiliation Not Assigned. Ip. 
61253:349-61253:357. 

-9203310247 Partially withheld Itr responding to 890717 allegation re guard stationed at 
north or south access point guard shacks during lightning storm faced w/high risk of 
serious personnel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/11. Affiliation Not Assigned. Ip. 
61253:358-61254:011. 


-9203310252 Partially withheld Itr responding to allegation RI-89-A-0120 re inoperable 
gun due to rust accumulating on barrel. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/08/03. Affiliation Not Assigned. Ip. 
61254:012-61254:028. 


-9203310257 Partially withheld Itr re 891201 discussion w/NRC on discrimination by 
util. 

HAVERKAMP.D.R. Region 1 (Post 820201). 89/12/26. Affiliation Not Assigned. Ip. 
61254:029-61254:029. 


-9203310264 Partially withheld Itr re 891201 discussion concerning discrimination by 
utils. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/01/03. Affiliation Not Assigned. Ip. 
61254:030-61254:030. 

-9203310265 Partially withheld Itr discussing 891201 allegation RI-90-A-0148 re discrim¬ 
ination & harassment. 

KANE.W.F. Region 1 (Post 820201). 90/03/27. WHITE,C.W. Region 1 (Post 820201). 
5pp. 61254:031-61254:035. 

-9203310269 Partially withheld Itr re allegations of nuclear safety concerns covering 
emergency lighting surveillance. 

* NRC - No Detailed Affiliation Given. 90/02/22. HABIGHORST.P. NRC - No Detailed 
Affiliation Given. Ip. 61254:036-61254:036. 

-9203310272 Partially withheld Itr re 900222 concerns re potential chilling effect on 
other supervisors due to statements about transfer in DOL concilation Itr.NRC will 
monitor licensee actions to ensure proper response. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/05/02. Affiliation Not Assigned. 5pp. 
61254:037-61254:041. 


-9203310275 Partially withheld Itr forwarding info re alleged deficiencies in offsite emer¬ 
gency preparedness for city of New London,CT. 

LAZARUS,WJ. Region 1 (Post 820201). 90/08/15. DOLAN,J. Federal Emergency 
Management Agency. Ip. 61254:042-61254:042. 

-9203310293 Forwards info concerning alleged deficiencies in offsite emergency pre¬ 
paredness for city of New London,Connecticut in emergency planning zone for FEMA 
review. 

BELLAMY.R.R. Region 1 (Post 820201). 90/08/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. Ip. 61254:043-61254:044. 

-9203310298 Partially withheld Itr re 900517 conversation on emergency preparedness 
status of city of New London. 

HAVERKAMP.D.R. Region 1 (Post 820201). 90/08/28. Affiliation Not Assigned. 2pp. 
61254:045-61254:046. 

-9203310303 Partially withheld Itr re concerns raised in 900517 conversation & subse¬ 
quent discussion w/S Stewart on 901210. NRC will continue to evaluate area in future 
emergency response drills. 

WENZINGER.E.C. Region 1 (Post 820201). 91/04/01. Affiliation Not Assigned. Ip. 
61254:047-61254:047. 


-9203310309 Partially withheld response to offsite emergency preparedness deficiency 
allegations for city of New London, CT in EPZ. 

MROCZKA.E.J. Northeast Nuclear Energy Co. MORCZKA.E.J. Northeast Utilities. 
B13680. 90/11/29. JOYNER,J.H. Region 1 (Post 820201). 6pp. 61254:048- 
61254:053. 
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GEN TEC IS GENERIC TECHNICAL ISSUES 


9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects {Post 870411). GL-88-20. 91/06/28. 
Consolidated Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9201300026 SECY-92-025 Informs Commission of staff response to resolution of B-56 
(COMJ-91-001/001 -A) re diesel generator reliability. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/01/21. 74pp. 
61115:278-61115:354. 

9203020006 Suppls 901227 response to Generic ltr 90-06, “Resolution of Generic Issue 
70, ’PORV & Block Valve Reliability* & 94, ’Addl Low Temp Overpressure Protection 
for LWRs.’” 

ROSENBLUM.R.M. Southern California Edison Co. GL-90-06. 92/02/27. Document 
Control Branch (Document Control Desk). 4pp. 60758:319-60758:322. 

9203020124 Submits info that reflects methodology used by plants to resolve concerns 
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted 
from 920131 cover ltr. 

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60783:250-60783:251. 

9203020321 Advises that 910718 response to Generic Ltr 91-11, “Resolution of Generic 
Issue 48 ’LCOs for Class IE Vital Instrument Buses,’’’ acceptable. 

CAPRA,R.A. Project Directorate 1-1. TAG M82435. 92/02/24. SYLVIA.B.R. Niagara 
Mohawk Power Corp. 4pp. 60737:355-60737:358. 

9203030039 Supplies final response to Generic Ltr 88-14, “Instrument Air Supply to 
Safety Related Equipment." Actions to satisfy requirements completed prior to refuel¬ 
ing outage 9. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. C311-92-2031. 
92/02/26. Document Control Branch (Document Control Desk). Ip. . 60794:340- 
60794:340. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-81-21. 92/03/06. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203030349 Advises that 920128 response to generic ltr 91-11 re resolution of generic 
issues 48, “LCO for Class IE Vital Instrument Buses” & 49, “Interlocks & LCO for 
Class 1E Tie Breakers” acceptable. 

BRADFUTE.J.O. Project Directorate V. TAC M82464. 92/02/25. BAY,H.B. Southern 
California Edison Co. 3pp. 60772:201-60772:203. 

9203030353 Application for amend to License NPF-87,consisting of License Amend Re¬ 
quest 92-001 .revising TS 3.3.1,Table 3.3-1, Functional Unit 6.b, “Boron Dilution Mitiga¬ 
tion Flux Doubling,” in ref to Generic Ltr 85-05. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). GL-85-05. 92/02/28. Document 
Control Branch (Document Control Desk). 17pp. 60820:101-60820:271. 

-8404270133 Forwards PWR boron dilution event analyses & background info deter¬ 
mining safety significance of unmitigated boron dilution event during various shutdown 
modes to resolve Generic Issue 22.NRC review to be completed by 840515. 
HOUSTON,R.W. Assistant Director for Reactor Safety. 84/04/13. RAHE.P. Westing- 
house Electric Corp. 4pp. 60820:158-60820:161. 

9203030369 Accepts response to NRC generic ltr 91-11 concerning resolution of gener¬ 
ic issues 48 & 49. 

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. TAC M82375. 92/02/25. 
CARNS.N.S. Entergy Operations, Inc. 5pp. 60772:255-60772:259. 

9203030411 Informs that licensee response to generic ltr 91-11, “Resolution of Generic 
Issue 48, 'LCOs for Class IE Vital Instrument Buses’ & 49, ’Interlocks & LCOs for 
Class IE Tie Breakers,’ per 10CFR50.54(f),’’ meets reporting requirements. 
KOKAJKO.L.E. Project Directorate V. TAC M82479. 92/02/25. CROSS,J.E. Portland 
General Electric Co. 3pp. 60774:317-60774:319. 

9203040265 Advises that util 911219 response to generic ltr 91-11 re resolution of ge¬ 
neric issues 48, “LCOs for Class IE Vital Instrument Buses” & 49, “Interlocks & 
LCOs for Class IE Tie Breakers” acceptable. 

HOOD.D.S. Project Directorate 11-3. GL-91-11. 92/02/27. HAIRSTON,W.G. Georgia 
Power Co. 4pp. 60799:310-60799:313. 

9203040303 Accepts response to generic ltr 91-11 re resolution of generic issues 48 & 
49 concerning class IE vital instrument buses & class IE tie breakers,respectively. 
PULSIFER.R.M. Project Directorate 111-2. TAC M82382. 92/02/27. KOVACH,T.J. Com¬ 
monwealth Edison Co. 2pp. 60806:271-60806:272. 

9203050114 Advises that util 911017 response to generic ltr 91-06 re resolution of ge¬ 
neric issue A-30, “Adequacy of Safety- Related DC Power Supplies,” acceptable. 
O’CONNOR,W.T. Project Directorate IV-1. GL-91-06. 92/03/02. COTTLE.W.T. Entergy 
Operations, Inc. 3pp. 60808:154-60808:156. 

9203090144 Informs that response to generic ltr 91-11 re resolution of generic issues 
48,LCO for class IE vital instrument buses & 49 re interlocks & LCOs for class IE tie 
breaker, acceptable. 

DICK.G.F. Project Directorate IV-2. TAC M82471. 92/03/05. HALL.D.P. Houston Light¬ 
ing & Power Co. 2pp. 60839:239-60839:240. 

9203110211 Accepts response to generic ltr 91-11, “Resolution of Generic Issue 48, 
’LCOs for Class IE Vital Instrument Buses’ & 49, ’Interlocks & LCOs for Class IE Tie 
Breakers,’ per 10CFR50.54.54(f).” 

HERNAN.R.W. Project Directorate 1-4. TAC M82478. 92/03/05. BROUGHTON,T.G. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 60875:303-60875:304. 

9203110430 Accepts response to Generic Ltr 91-11, “Resolution of Generic Issues 
48,LCO for Class 1E Vital Instrument Buses & 49 Interlocks & LCO for Class 1E Tie 
Breakers, Pursuant to 10CFR50.54(f).” 

O’CONNOR,P.W. Project Directorate IV-1. TAC M82415. 92/03/04. COTTLE.W.T. En¬ 
tergy Operations, Inc. 3pp. 60876:166-60876:168. 


9203120326 Advises that util 911205 response to generic ltr 91-11 re resolution of ge¬ 
neric issues 48, “LCOs for Class IE Vital Instrument Buses” & 49, “Interlocks & 
LCOs for Class 1E Tie Breakers” acceptable. 

ENG.P.L Project Directorate V. GL-91-11. 92/03/02. SORENSEN,G.C. Washington 
Public Power Supply System. 3pp. 60907:291-60907:293. 

9203120335 Advises that util 920129 response to generic ltr 91-11 re resolution of ge¬ 
neric issues 48, “LCOs for Class IE Vital Instrument Buses” & 49, “Interlocks & 
LCOs for Class IE Tie Breakers” acceptable. 

THOMPSON,C.M. Project Directorate V. TAC M82444. 92/02/27. CONWAY,W.F. Ari¬ 
zona Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294- 
60907:296. 

9203130177 Advises that 920130 response to Generic Ltr 91-11 re resolution of Gener¬ 
ic Issues 48 & 49,meets requirements of 10CFR50.54 & acceptable. 

LE.N.B. Project Directorate 11-1. TAC M82387. 92/03/05. EURY.L.W. Carolina Power 
& Ught Co. 2pp. 60909:357-60909:358. 

9203130198 Advises that 920203 response to Generic Ltr 91-11 re resolution of Gener¬ 
ic Issues 48 & 49,meets 10CFR50.54(f) requirements & acceptable. 

MCCABE,B.C. Project Directorate 1-1. TAC M82412. 92/03/06. BEEDLE.R.E. Power 
Authority of the State of New York (New York Power Authority). 3pp. 60909:354- 
60909:356. 

9203130321 Informs that prioritization of Generic Issue 156.4.2, “Testing of Reactor 
Protection Sys & ESF,” shows that safety concern will be addressed in resolution of 
Issue 120.Enel evaluation will be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 3pp. 60912:313- 
60912:315. 

9203130325 Informs that prioritization of Generic Issue 156.2.4, “Seismic Design of 
Structures,Sys & Components,” shows that safety concern addressed in IPEEE 
program.EncI evaluation will be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:316- 
60912:319. 

9203130327 Informs that prioritization of Generic Issue 156.1.4, “Industrial Hazards,” 
shows that safety addressed in IPEEE program.EncI evaluation will be incorporated 
into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:280- 
60912:283. 

9203130329 Informs that prioritization of Generic Issue 156.3.1.1, “Shutdown Sys” & 
156.3.1.2, “Electical Instrumentation & Controls," shows that issues addressed in 
Issue A-45 & IPE & IPEEE programs.EncI prioritization evaluation in NUREG-0933. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 6pp. 60912:284- 
60912:289. 

9203160175 Discusses Generic Issue 144, “Scram W/o Turbine/Generator Trip." 
Shows that issue has low priority ranking & will not be pursued further.EncI evaluation 
will be incorporated into NUREG-0933, “Prioritization of Generic Safety Issues.” 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/12. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 60946:077- 
60946:084. 

9203160222 Summary of ACRS 383rd meeting on 920305-07 to discuss proposed prior¬ 
ity rankings of Generic Issues-.Seventh Group. List of generic issues considered during 
meeting & list of generic issues for which ACRS agree w/subj rankings end. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 92/03/11. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 13pp. 60997:127- 
60997:139. 

9203170174 Forwards prioritization evaluation re generic issue 156.3.2, “Svc & Cooling 
Water Sys,” showing safety concerns have been addressed previously & issue will be 
dropped from further pursuit. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/11. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60963:102- 
60963:105. 

9203170248 Forwards generic ltr 92-02 re resolution of generic issue 79, “Unanalyzed 
Reactor Vessel Thermal Stress During Natural Convection Cooldown." Reactor vessel 
meets regulatory design criteria for specific natural convection cooldown. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-92-02. 92/03/03. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 60963:148- 
60963:305. 

9203170332 Forwards evaluation of prioritization of generic issue 145, “Actions to 
Reduce Common Cause Failures.” Evaluation will be incorporated into NUREG-0933, 
“Prioritization of Generic Safety Issues.” 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/02/11. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 11pp. 60961:060- 
60961:070. 

9203180298 Advises that util 911025 response to questions re generic issue A-30, 
“Adequacy of Safety-Related DC Power Supplies” acceptable,per generic ltr 91- 
06.Completed questionnaires will be used to determine if further action needed. 
LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). GL-91-06. 92/03/12. Tennessee Valley Authority. 4pp. 60971:008- 
60971:011. 

9203190298 Responds to request for info related to resolution of Generic Issue 130, 
“Essential SW Sys Failures at Multi-Unit Sites,” per Generic Ltr 91-13. 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). TXX-92120. 92/03/16. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 61060:351-61060:354. 

9203200238 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130, ’Essential SWS Failures at Multi-Unit Sites’ Pursuant to 
10CFR50.54(F).” 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). AEP:NRC:1104C. 92/03/13. Document Control Branch (Document Control 
Desk). 8pp. 61071:354-61071:361. 
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9203200249 Trip rept of 911119-22 visit to plant re bolting audit to gain info as part of 
closeout of generic safety issue 29, “Bolting Degradation or Failure in Nuclear Power 
Plants.” Rept contains recommendations for consideration. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/13. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 6pp. 60991:110-60991:115. 

9203200330 Forwards first quarter FY92 update of GlMCS.Rept reflects major activities 
that occurred during reporting period. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/11. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 3pp. 60998:025- 
60998:159. 

-9203200365 “Generic Issue Mgt Control Sys First Quarter FY92 Update." 

* NRC - No Detailed Affiliation Given. 92/01/31. 133pp. 60998:028-60998:159. 

9203230080 Forwards response to Generic Ltr 91-13, “Request for Info Related to Res¬ 
olution of Generic Issue 130 ’Essential SWS Failures at Multi-Unit Sites,’ per 
10CFR50.54(f).” 

RUEGER.G.M. Pacific Gas & Electric Co. DCL-92-061. 92/03/17. Document Control 
Branch (Document Control Desk). 16pp. 61103:319-61103:334. 

9203230152 Forwards redrafted SSER 2 re seismic qualification util group generic im¬ 
plementation procedure.rev 2. 

SEARS,P.M. Project Directorate 1-3. GL-87-02. 92/03/13. Project Directorate 1-3. 
48pp. 61068:078-61068:123. 

9203240211 Responds to Generic Ltr 91-13, “Request for Info Re Resolution of Gener¬ 
ic Issue 130, ’Essential Svcs Water Sys Failures at Multi-Unit Sites.’” Addl refinements 
will be contained in TS amend expected to be submitted by 921231. 
CHRZANOWSKI.D. Commonwealth Edison Co. GL-91-13. 92/03/16. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 61100:012- 
61100:013. 

9203250283 Advises that 911028 response to generic ltr 91-06 meets reporting require¬ 
ments of generic ltr. 

ENGLE,L.B. Project Directorate 11-2. TAG M81467. 92/03/18. STEWART,W.L. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 61086:051-61086:052. 

9203260272 Forwards SE accepting util 910506 program to resolve conduit & conduit 
support issues at plant,pending proper implementation. 

WILLIAMS,J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). TAC M80689. 92/03/20. Tennessee Valley Authority. 2pp. 61115:094- 
61115:100. 

—9203260278 Safety evaluation accepting util program to resolve conduit & conduit sup¬ 
port issues,pending proper implementation. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp. 
61115:096-61115:100. 

9203270011 Advises that response to Generic Ltr 91-06, “Resolution of Generic Issue 
A-30,Adequacy of Safety-Related DC Power Supplies,Pursuant to 10CFR50.54(f)," 
currently under review. 

STRANSKY.R. Project Directorate 111-1. GL-91-06. 92/03/20. BECKMAN,W.L. Con¬ 
sumers Power Co. Ip. 61109:084-61109:084. 

9203270156 Informs that response to NRC Generic Ltr 91-11, “Resolution of Generic 
Issues 48.LCO for Class IE Vital Instrument Buses & 49 Interlocks & LCO for Class 
IE Tie Breakers,Pursuant to 10CFR50.54(f),” acceptable. 

HICKMAN,J.B. Project Directorate 111-2. GL-91-11. 92/03/24. KOVACH,T.J. Common¬ 
wealth Edison Co. 2pp. 61109:308-61109:309. 

9203270238 Notation vote response sheet approving,SECY-92-025, “Resolution of Ge¬ 
neric Safety Issue B-56, *DG Reliability.”’ 

ROGERS,K.C. Commissioners (Post 750119). 92/02/11. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 1 p. 61109:351-61109:351. 

9203270244 Notation vote response sheet approving w/comments, SECY-92-025, 
"Resolution of Generic Safety Issue B-56.DG Reliability.” 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/02/12. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 61109:352-61109:353. 

9203270250 Notation vote response sheet approving w/comments SECY-92-025,resolu¬ 
tion of generic safety Issue B-56 “DG Reliability." 

CURTISS,J.R. Commissioners (Post 750119). 92/02/24. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 16pp. 61109:354-61110:008. 

9203270252 Notation vote response sheet,approving SECY-92-025, resolution of gener¬ 
ic safety Issue B-56 "DG Reliability." 

DE PLANQUE.E. Commissioners (Post 750119). 92/02/26. CHILK.S.J. Office of the 
Secretary of the Commission. 1 p. 61111:208-61111:208. 

9203270287 Staff requirements memo re SECY-92-025,resolution of generic safety 
issue B-56 “DG Reliability.” 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/06. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 17pp. 61111:219-61 111 :235. 


I&E INSPECTION AND ENFORCEMENT 

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 
C | ear Plstnt 5lt6S ** 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-90-025 
SOI. 92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60838:224- 
60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-83-11. 92/ 
02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting." 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-84-55. 
92/02/24. Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 


9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-88-17. 92/ 
02/25. Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-89-10. 92/ 
02/26. Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/ 
02/28. Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-004. 
92/03/02. Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042. 

9202260208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203030013 PNO-l-92-007:on 920226,Kadak announced that util will permanently cease 
operation at plant & will prepare plant for decommissioning.Decision based on high 
cost associated w/reactor pressure vessel work & undefined restart criteria. 

ROGGE,J., PERRY,N. Region 1 (Post 820201). 92/02/26. 2pp. 60753:049-60753:050. 

9203030251 PNO-lll-92-007B:on 920225,augmented insp team updated review of loss 
of shutdown cooling while reactor water level being lowered.Caused by electronic 
level measuring equipment not functional. 

JORGENSEN,§., SHAFER,W. Region 3 (Post 820201). 92/02/26. 2pp. 60754:303- 
60754:304. 

9203030266 PNO-lll-92-008:on 920224,licensee reported that moisture density gauge 
had been stolen from pickup truck parked at employee home in Columbus,OH during 
previous night.Licensee notified police & Ohio Dept of Health. 

SCHULTZ,W., GROBE.J. Region 3 (Post 820201). 92/02/26. Ip. 60754:292- 
60754:292. 

9203030280 PNO-lll-92-007:on 920220,while unit 2 shut down for refueling,licensee low¬ 
ered water level in reactor vessel in preparation for installing steam generator nozzle 
dams to allow inservice insp of steam generators. 

JORGENSEN,B.L., SHAFER,W. Region 3 (Post 820201). 92/02/21. Ip. 60754:261- 
60754:262. 

9203040020 PNO-IV-92-015:on 920226,licensee notified NRC of contamination in unre¬ 
stricted area.Contamination limited to instrument support racks on rear of instrument 
control panel .Cause unknown, Licensee has not issued press releases. 

* Region 4 (Post 820201). 92/02/27. 2pp. 60767:052-60767:053. 

9203040068 PNO-l-92-008:on 920227,RSO informed Region I of incident involving dose 
received by engineer during source change for high dose remote afterloader.Caused 
by tube disconnected from safe. 

CAHILL,M., SHANBAKY.M.M. Region 1 (Post 820201). 92/02/28. 2pp. 60767:154- 
60767:155. 

9203050106 PNO-V-92-005:on 920225,unusual event declared when upon entering TS 
3.0.3 both post-LOCA hydrogen recombiners declared inoperable.Cause of flooding 
under investigation. Licensee issued press release & notified Region V. 

JOHNSON,P., PROULX.D. Region 5 (Post 820201). 92/02/26. 2pp. 60790:265- 
60790:266. 

9203050224 EN-91-078A:on 920304,notice of proposed imposition of civil penalty in 
amount of $25,000 issued to licensee based on violations representing Severity Level 
III problem in mgt of Radiation Safety Program. 

KLINE,E., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-096. 92/03/04. 
Ip. 60838:003-60838:003. 

9203060099 PNO-lll-92-010:on 920302,licensee reported that moisture- density gauge 
containing 10 mCi Cs-137 & 50 mCi Am-241 stolen from locked pickup truck.Licensee 
notified local police & plans to issue news announcement. 

SCHULTZ.W., GROBE.J. Region 3 (Post 820201). 92/03/02. Ip. 60804:194- 
60804:194. 

9203060180 PNO-lll-92-009:on 920229,licensee personnel observed fuel assembly 
stuck in upper guide structure while being lifted from reactor in preparation for 
refueling.Containment integrity established by closing equipment hatch. 

JORGENSEN,B., SHAFER,W. Region 3 (Post 820201). 92/03/02. 2pp. 60804:275- 
60804:276. 

9203090088 PNO-l-92-009:on 920303,patient vomited 5.3 mCi 1-131 on public street en- 
route from hosp.State of NJ notified.No adverse effects to patient,public or environ. 

* Region 1 (Post 820201). 92/03/04. 2pp. 60833:059-60833:060. 

9203090125 EN-92-019:on 920304 notice of violation & proposed imposition of civil 
penalty in amount of $7,500 will be issued,based on significant lack of mgt attention & 
oversight of licensed activities. 

HOLODY.D., MARTIN,T.T. Region 1 (Post 820201). EA-92-027. 92/02/28. Ip. 
60948:152-60948:152. 

9203090157 PNO-lll-92-009A:on 920302,licensee successfully removed fuel assembly 
from reactor core & placed it in fuel transfer cart for placement in spent fuel storage 
pooI.Region III monitored critical recovery steps on continuous basis. 

JORGENSEN,B., SHAFER,W. Region 3 (Post 820201). 92/03/03. Ip. 60833:108- 
60833:108. 

9203100006 PNO-111-92-011:on 920303,radiation safety officer reported that 10 1-125 
brachytherapy seeds that had been implanted in patient removed during surgical pro¬ 
cedure & lost.Surveys of surgery areas conducted.No evidence of radioactivity found. 
SLAWINSKI.W., GROBE.J. Region 3 (Post 820201). 92/03/05. 2pp. 60843:015- 
60843:016. 
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9203110012 Requests change of address & cancellation,respectively,on subscriptions to 
info notices. 

HOSFORD.A. Stone & Webster Engineering Corp. 92/03/05. Office of Nuclear Reac¬ 
tor Regulation, Director (Post 870411). 2pp. 60897:279-60897:280. 

9203110105 PNO-IV-92-Ol7:on 920305,corrugated sheet metal panels blown off turbine 
bldg due to high winds. Panels landed in main switchyard causing fault on main trans¬ 
former resulting in turbine & reactor trip.Plant currently in hot standby. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/05. 2pp. 60849:203-60849:204. 

9203110106 PNO-IV-92-014A:on 920227,plant heatup in progress in preparation for unit 
restart following completion of licensee corrective associated w/920220 reactor trip. 
HOWELL,A.T. Region 4 (Post 820201). 92/03/05. 2pp. 60849:205-60849:206. 

9203110110 PNO-IV-92-016:on 920304,teletherapy sealed source failed to retract after 
completion of patient treatment.Addl patient exposure was 1 rad. 

MCLEAN,M.L Region 4 (Post 820201). 92/03/05. 2pp. 60849:207-60849:208. 

9203120321 Forwards biweekly listing of generic communications being considered or 
under development by NRC.for info. 

BERLINGER.C.H. Generic Communications Branch. 92/02/28. WAGNER,P. Institute 
of Nuclear Power Operations. 6pp. 60894:205-60894:210. 

9203130283 EN-92-020:on 920312,notice of proposed imposition of civil penalty in 
amount of $20,000 issued to licensee.Action based on violations related to inadequate 
procedures or operations staff failure to follow procedures. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-185. 92/ 
03/09. ip. 60948:350-60948:350. 

9203130288 EN-92-021:on 920313,notice of proposed imposition of civil penalty in 
amount of $250 issued to licensee.Action based on violation involving removal & rein¬ 
stallation of licensed device by untrained & unauthorized employees. 

URYC,B., EBNETER.S. Region 2 (Post 820201). EA-92-032. 92/03/10. Ip. 
60948:349-60948:349. 

9203130292 EN-91-077B:on 920302,notice of proposed imposition of civil penalty in 
amount of $1,500 issued to !icensee.Action based on improper disposal & possession 
of matl that resulted in radioactive source ending up in trash on sidewalk. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-129. 92/03/02. Ip. 
60948:348-60948:348. 

9203160061 PNO-IV-92-017A:update to previous preliminary notification re plant trip due 
to high winds.Licensee in process of performing isotopic analysis of insulation to de¬ 
termine level of contamination & which isotopes present. 

HARRELL,P.H. Region 4 (Post 820201). 92/03/09. 2pp. 60908:061-60908:062. 

9203160122 PNO-IV-92-018:on 920309,Unit 2 shut down to repair SG tube leak.During 
repair,increase in SG tube leakage exceeds minimum detection.Licensee attempted to 
locate leakage tube & currently evaluating increased shutdown risk. 

JOHNSON,W.D. Region 4 (Post 820201). 92/03/10. 2pp. 60911:134-60911:135. 

9203160161 PNO-l-92-011:on 920309,employee of Bloomsburg Hosp notified Region 1 
that nine spent Tc-99m/Mo-99 generators had been placed on porch of private resi¬ 
dence by Del-Med driver & recovered on 920308. 

COURTEMANCHE.S., SHANBAKY.M. Region 1 (Post 820201). 92/03/09. 2pp. 
60908:346-60908:347. 

9203170092 PNO-lll-92-012:on 920311,coupled CRD removal to replace O-ring allowed 
leakage.Estimated 2,8000 gallons of water drained from reactor vessel.Control rod 
reinstalled & successfully unlatched from control blade. 

HSIA.A., CLAYTON,B. Region 3 (Post 820201). 92/03/13. Ip. 60989:309-60989:309. 

9203170275 PNO-V-92-006:on 920307,earthquake w/richter magnitude of 5.2 
occurred.Earthquake centered about 38 miles southwest of plant,shutdown since 1976 
& in SAFSTOR decommissioning status.Plant walkdown performed & no problems 
noted. 

CILLIS.M., YUHAS.G. Region 5 (Post 820201). 92/03/09. Ip. 60924:342-60924:342. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

—9203180190 PNO-ll-85-037A:State of FL completed radiological survey of LB Foster 
Distribution Ctr in Tampa.Total of 16 casings found w/radiation levels between 15 & 
40 micro r/hr.Casings segregated from rest of inventory. 

TROJANOWSKI.R., STOHR.J.P. Region 2 (Post 820201). 85/04/16. Ip. 61213:151- 
61213:152. 

9203180030 PNO-ll-92-013:on 920306,licensee discovered packing leak on C resistance 
temp detector bypass loop isolation valve. Plant shutdown for repairs. 

GLASMAN.M. Region 2 (Post 820201). 92/03/06. 2pp. 60935:078-60935:079. 

9203180037 PNO-ll-92-015,informs of extensive local media coverage given to Dept of 
Labor proceeding re complaint filed by A Mosbaugh.Former employee claims dis¬ 
charge for raising nuclear safety concerns. 

SPARKS,S. Region 2 (Post 820201). 92/03/11. Ip. 60935:082-60935:082. 

9203180043 PNO-11-92-011:on 920302,Co-60 teletherapy source failed to retract into off 
position during treatment of patient at hosp.Licensee continuing investigation of cause 
of failure of source retraction. 

WRIGHT.E. Region 2 (Post 820201). 92/03/03. Ip. 60934:359-60934:359. 

9203180096 PNO-ll-92-012:on 920305,local newspapers & radio stations reported on 
removal of Cs-137 source from below ground irradiator cell on univ campus.State of 
GA & region confirm that no incidents occurred. 

CONNELL,C. Region 2 (Post 820201). 92/03/05. Ip. 60935:349-60935:349. 

9203180117 PNO-ll-92-014:on 920305,State of GA notified NRC that licensee Picker 
model C9 Co-60 teletherapy source failed to retract into "off" position for second 
time.Patient fractional treatment in excess of prescribed dose by 36%. 

CONNELL.C. Region 2 (Post 820201). 92/03/06. 2pp. 60936:094-60936:095. 

9203230083 PNO-IV-92-014B:updating info provided in PNO-IV-92-014A dtd 920305 re 
licensee ongoing investigation of 920228 noise event.On 920316,similar noise event 
occurred.State of KS being updated on status of event on periodic basis. 

HOWELL,A.T. Region 4 (Post 820201). 92/03/17. 2pp. 60984:154-60984:155. 


9203230103 PNO-V-92-007:on 920313,licensee initiated shutdown per TS 3.0.3 & de¬ 
clared unusual event due to indeterminate status of minimum flow recirculation isola¬ 
tion valves in safety injection & containment spray sys. 

CALDWELL,C., JOHNSON,P. Region 5 (Post 820201). 92/03/13. 2pp. 60984:284- 
60984:285. 

9203240242 PNO-l-92-012:on 920319,site emergency DGs declared inoperable & shut¬ 
downs commenced on both units following design review conducted as result of NRC 
electrical distribution safety functional insp.State of MD notified. 

NICHOLSON,L Region 1 (Post 820201). 92/03/19. 3pp. 61056:270-61056:272. 

9203240247 PNO-111-92-013:on 920315,earthquake occurred in northern Ohio & plant 
seismic instrumentation recorded earthquake estimated at 3.5 magnitude on Richter 
scale.No damage observed at plant.Licensee notified State of OH. 

LANKSBURY.R., KNOP.R. Region 3 (Post 820201). 92/03/16. 2pp. 61056:273- 
61056:274. 

9203240298 Forwards for info,biweekly listing of generic communications being consid¬ 
ered or under development by NRC,including bulletins,info notices & generic Itrs. 
BERLINGER.C.H. Generic Communications Branch. 92/03/16. WAGNER,P. Institute 
of Nuclear Power Operations. 7pp. 61085:293-61085:299. 

9203260123 PNO-l-92-013:on 920318,consulting teletherapy physicist for licensee in¬ 
formed Region I of numerous therapeutic misadministrations that occurred between 
Jul 1990 & 920228 

JOUSTRA.J., SHANBAKY.M. Region 1 (Post 820201). 92/03/20. 4pp. 61083:321- 
61083:324. 

9203260299 PNO-l-92-015:on 920323,loss of offsite power & concurrent loss of control 
room annunciation experienced.Augmented Insp Team being dispatched to investigate 
event. 

NICHOLSON.L. Region 1 (Post 820201). 92/03/24. Ip. 61165:031-61165:031. 

9203260320 PNO-l-92-014:on 920323,loss of all offsite power & loss of CR annunci¬ 
ation was experienced.All refueling activities have been stopped.One 4.16 kV safety 
bus automatically energized from EDG. 

NICHOLSON.L. Region 1 (Post 820201). 92/03/23. 3pp. 61165:028-61165:030. 

9203300071 PNO-IV-92-019:on 920325,licensee commenced reactor shutdown due to 
unidentified RCS leakage of approx 13 gpm.Licensee will determine leak repair 
method following specific identification of leak. 

JOHNSON,W.D. Region 4 (Post 820201). 92/03/25. 2pp. 61110:312-61110:313. 

9203300097 PNO-HQ-92-001:on 920324,automatic emergency system trip registered at 
Leningrad Plant Unit 3.Caused by reactor fuel channel damage.Plant personnel per¬ 
formed required activities cooling down shutdown reactor. 

WEISS,E. Incident Response Branch. 92/03/24. 4pp. 61111:032-61111:035. 

9203300170 EN-92-022 on 920313,order modifying license (effective immediately) & 
demand for info to be issued.Action imposed new reporting requirements to give NRC 
added assurance that issues are promptly brought to licensee attention. 
TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-92-045. 92/ 
03/09. Ip. 61225:008-61225:008. 

9203300212 PNO-IV-92-018A:on 920309,plant shut down to locate & repair SG tube 
leak in A SG longer than 48 h. Licensee plans to request TS change to permit use of 
sleeves to repair identified defects. 

BEACH,A.B.. MARTIN.R.D. Region 4 (Post 820201). 92/03/24. 2pp. 61111:153- 
61111:154. 

9203310099 PNO-V-92-008:on 920322,unit 2 declared unusual event & commenced 
plant shutdown due to apparent turbine stop valve failure.Plant expected to be shut¬ 
down for two days to investigate & repair problem. Util might issue press release. 
MORRILL.P., MILLER.M. Region 5 (Post 820201). 92/03/23. 2pp. 61126:314- 
61126:315. 

9203310276 EN-92-023:on 920325,notice of proposed imposition of civil penalty in 
amount of $100,000 issued to licensee.Action based on inadequate work control relat¬ 
ed to EDGs. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-92-024. 92/ 
03/20. ip. 61225:136-61225:136. 

9203310289 EN-92-024:on 920327,notice of proposed imposition of civil penalty in 
amount of $3,750 issued to licensee.Action based on thirteen violations involving inad¬ 
equate mgt oversight of Radiation Safety Program & violations related to training. 
URYC.B., EBNETER.S. Region 2 (Post 820201). EA-92-038. 92/03/24. Ip. 
61225:137-61225:137. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8912010039 Transcript of 891113 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal, Session 1 .in Reston.VA.Pp 1-90.Re- 
lated info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 188pp. 51890:130- 
SI 890:317. 

8912010082 Transcript of NRC 891113 Public Workshop on Technical & Policy Consid¬ 
erations for Nuclear Power Plant License Renewal:Reactor Pressure 
Boundary.Session 2,in Reston.VA. Pp 1-83.Supporting info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 99pp. 51891:092- 
51891:190. 

8912010086 Transcript of 891113 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal, Session 3:Fluid & Mechanical Sys in 
Reston.VA.Pp 1-46. Related info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 61pp. 51890:061- 
51890:121. 

8912010091 Transcript of 891113 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal, Session 4:Screening Methodology 
for Sys Structures & Components Important to Safety,in Reston.VA.Pp 1-81. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 98pp. 51892:238- 
51892:335. 
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8912010096 Transcript of NRC 891113 Public Workshop on Technical & Policy Consid¬ 
erations for Nuclear Power Plant License RenewakOverview of Conceptual Approach 
& Regulatory Framework,Concurrent Session 5 in Reston.VA.Pp 1-59. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/13. 61pp. 51891:191- 
51891:251. 

8912010124 Transcript of 891114 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal, Session 6:Containments,in 
Reston,VA.Pp 1-67.Related info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/14. 103pp. 51892:135- 
51892:237. 

8912010139 Transcript of 891114 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal: Electrical & Instrumentation & Con¬ 
trol Sys,Session 7 in Reston,VA.Pp 1-61.Supporting info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/14. 79pp. 51890:318- 
51891:036. 

8912010147 Transcript of 891114 Public Workshop on Technical & Policy Consider¬ 
ations for Nuclear Power Plant License Renewal, Session 8:Environ Effects,in 
Reston.VA.Pp 1-34.Related info end. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/14. 46pp. 51892:089- 
51892:134. 

8912010155 Transcript of NRC 891114 Public Workshop on Technical & Policy Consid¬ 
erations for Nuclear Power Plant License Renewal,summary of concurrent sessions.in 
Reston,VA.Pp 1-53. 

* NRC - No Detailed Affiliation Given. 55FR29043. 89/11/14. 55pp. 51891:037- 
51891:091. 

9203120258 Responds to 920108 Itr re implementation of Chief Financial Officers (CFO) 
Act at NRC.NRC considers implementation of CFO Act & associated improvement in 
financial mat operations to be important agency priority.Related info end. 

TAYLOR,J.M. NRC - No Detailed Affiliation Given. CCS. 92/02/19. GLENN.J. Senate, 
Governmental Affairs. 9pp. 60930:019-60930:029. 

-9203120262 Requests financial management improvements info in relation to Chief Fi¬ 
nancial Officers ActLists specific financial info needed. 

GLENN,J. Senate, Governmental Affairs. CCS. 92/01/08. TAYLOR,J. NRC - No De¬ 
tailed Affiliation Given. 2pp. 60930:027-60930:029. 

9203230336 Speech entitled,'‘Overview of Revised 10CFR20,Stds for Protection Against 
Radiation," at 910121-25 health physics society mid yr topical meeting in Raleigh,NC. 
PETERSON,H.T., COOL.D.A., BUCHANAN,J.D. NRC - No Detailed Affiliation Given. 
91/01/21. 15pp. 61058:122-61058:136. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


9008070323 NUREG-1411 RESPONSE TO PUBLIC COMMENTS RESULTING FROM 
THE PUBLIC WORKSHOP ON NUCLEAR POWER PLANT LICENSE RENEWAL. 

* Office of Nuclear Regulatory Research (Post 860720). 55FR29043. 90/07/31. 75pp. 
54845:348-54846:059. 

9008070326 NUREG-1412 DRFT FC FOUNDATION FOR THE ADEQUACY OF THE LI¬ 
CENSING BASES.A Supplement To The Statement Of Considerations For The Pro- 

P osed Rule On Nuclear Power Plant License Renewal (10 CFR Part 54).Draft Report 
or Comment. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 55FR29043. 90/07/ 
31. 106pp. 54860:125-54860:230. 

9008070329 NUREG-1362 DRFT FC REGULATORY ANALYSIS FOR PROPOSED 
RULE ON NUCLEAR POWER PLANT LICENSE RENEWAL.Draft Report For Com¬ 
ment. 

* Division of Safety Issue Resolution (Post 880717). 55FR29043. 90/07/31. 213pp. 
54862:042-54862:254. 

9008070358 NUREG-1398 DRFT FC ENVIRONMENTAL ASSESSMENT FOR PRO¬ 
POSED RULE ON NUCLEAR POWER PLANT LICENSE RENEWAL.Draft Report For 
Comment. 

* Division of Safety Issue Resolution (Post 880717). 55FR29043. 90/07/31. 57pp. 
54845:250-54845:306. 

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses & 
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE) 
for severe accident vulnerabilities - 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 91/06/28. 
Consolidated Edison Co. of New York, Inc. 32pp. 60997:001-60997:032. 

9112310175 NUREG/CR-5382 SCREENING OF GENERIC SAFETY ISSUES FOR LI¬ 
CENSE RENEWAL CONSIDERATIONS. 

FARAMARZI.A. MITRE Corp. FIN B-8685. AD04-2 006. 91/12/31. Division of Safety 
issue Resolution (Post 880717). 82pp. 60158:156-60158:236. 

9201060074 NUREG-1428 ANALYSIS OF PUBLIC COMMENTS ON THE PROPOSED 
RULE ON NUCLEAR POWER PLANT LICENSE RENEWAL. 

* Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/12/31. 370pp. 
60195:231-60196:240. 

9201060078 NUREG-1412 FOUNDATION FOR THE ADEQUACY OF THE LICENSING 
BASES.A Supplement To The Statement Of Considerations For The Rule On Nuclear 
Power Plant License Renewal (10 CFR Part 54). Final Report. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 56FR64943. 91/12/ 
31. 119pp. 60196:241-60196:359. 

9201060099 NUREG-1362 REGULATORY ANALYSIS FOR FINAL RULE ON NUCLEAR 
POWER PLANT LICENSE RENEWAL.Final Report. 

* Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/12/31. 200pp. 
60197:184-60198:023. 

9201060281 NUREG-1398 ENVIRONMENTAL ASSESSMENT FOR FINAL RULE ON 
NUCLEAR POWER PLANT LICENSE RENEWAL.Final Report. 

* Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/12/31. 64pp. 
60201:052-60201:110. 


9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu- 
oto3.r Power Pl<int Sites ” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-90-025 
SOI. 92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60838:224- 
60838:227. 

9202210412 Provides addl info on loss of DHR at PWRs w/partially drained 
RCSs.Calculations indicate that loss of DHR during mid-loop operation two days after 
reactor trip could result in incipient fuel damage in about 1 h. 

ROSENTHAL,J.E. Office for Analysis & Evaluation of Operational Data, Director. 
IIT05-215-90. 87/06/29. HODGES,M.W. Reactor Systems Branch (870411-890826). 
11pp. 61035:032-61035:060. 

9203020113 Comments on draft NUREG/gR-0006, “Deposition.” Believes that written 
text explaining calculations! bases & written examples,relevant & useful. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR1498 00002. 92/ 
02/21. Regulatory Publications Branch. 2pp. 60731:158-60731:159. 

9203020215 Comment on draft NUREG-1400, “Air Sampling in Work Place." Too many 
refs to reg guide 8.25 in documentNUREG should be completed in final form,then 
prepare reg guide. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR1498 00004. 92/ 
02/21. Regulatory Publications Branch. 9pp. 60731:178-60731:186. 

9203020225 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam¬ 
pling in workplace.Many elements of reg guide, particularly use of hazard index as 
prescribed,not appropriate for nuclear power plant use. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 56FR52078 00020. 92/ 
02/21. Regulatory Publications Branch. 9pp. 60731:240-60731:248. 

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of 
Generic Issue 79, “Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural 
Convection Cooldown.” 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-81-21. 92/03/06. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:047-60997:050. 

9203030288 Forwards emergency response data sys data point library prepared per 
Rev 1 to NUREG-1394.Engineering design package on data sys expected to be com¬ 
pleted by Nov 1992 & sys will be available for use at facility by 930213. 

SETTLES,A.C. Detroit Edison Co. NRC-92-0033. 92/02/26. JOLICOEUR.J.R. NRC - 
No Detailed Affiliation Given. 72pp. 60822:060-60822:122. 

9203030376 Implements policies & procedures contained in NUREG/BR-0101, “Proce¬ 
dures for Administration of Technical Assistance Contracts." 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 202. 91/ 
12/23. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 60772:266- 
60772:267. 

9203030430 Forwards Emergency Response Data Sys (ERDS) communications descrip¬ 
tion & survey questionnaire & ERDS data point library per 911025 Itr & NUREG- 
1394,Rev 1, “ERDS Implementation,” respectively. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). 200pp. 60812:195-60812:342. 

9203040172 Responds to 920127 Itr submitting Rev 2 to NUMARC/NESP-007, "Meth¬ 
odology for Development of Emergency Action Levels" & request for final endorse¬ 
ment of document as acceptable alternative to App 1 to NUREG-0654/FEMA-REP- 
1,Rev 1. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 
25. TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 3pp. 60793:207-60793:209. 

9203040318 Forwards Generic Ltr 88-20,Suppl 4, “Individual Plant Exam of External 
Events" & announces initiation of individual plant exam of external events process & 
availability of NUREG-1407. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 91/06/27. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 34pp. 60800:317- 
60800:350. 

9203040343 FOIA request for documents re NUREG-0902,Apr 1982, NUREG-1199,Jan 
1988.NUREG-1200,Jan 1988,NUREG-1300,Apr 1987, Reg Guide 4.18,Reg Guide 4.19 
& performance objectives for LLRW disposal facilities re site selection (2). 

PELAN.E.G. Affiliation Not Assigned. 91/07/08. Division of Freedom of Information & 
Publications Services (Post 890205). Ip. 60808:174-60808:174. 

9203040346 Final response to FOIA request for documents re NUREG-0902 Apr 
1982,NUREG-1199,Jan 1988,NUREG-1200 Rev 1,Jan 1988 & NUREG-1300 for Apr 
1987.Forwards App A documents. 

PHILIPS,J.S. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. PELAN.E.G. Affiliation Not Assigned. 4pp. 60808:175-60808:276. 

9203050146 Discusses final preapplication SER for passive reactor innovative small 
module design.Requests that current plans & schedule be provided for submittal of 
PDA & structural design applications under 10CFR52. 

DYER,J.E. Advanced Reactors Project Directorate (Post 901216). 92/02/27. 
ROSEN,S. Energy, Dept. of. 3pp. 60807:116-60807:118. 

9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-2 001. 92/02/20. Document 
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358. 

-9203180504 Endorses B&W Owners Group positions on plant life extension & B&W 
Owners Group comments provided in submittal dtd 881028.Supporting documentation 
end. 

SHELTON,D.C. Toledo Edison Co. 55FR29043. 88/11/02. Document Control Branch 
(Document Control Desk). 21pp. 61133:078-61133:105. 

-9203230180 Forwards draft final rule on nuclear power plant license renewal,along w/ 
drafts of NUREG-1428,NUREG/CR-5382, NUREG-1362,NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/03/ 
06. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 
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9203060218 Responds to 911209 Itr re constituent R Rarden inquiry about 1983 inci¬ 
dent resulting in radioactive Co-60 contamination & incorporation of Co-60 in steel 
products.Cover page for NUREG-1103 concerning contaminated Mexican incident 
end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/02/12. 
BOEHNER.J.A. House of Rep. 2pp. 60867:034-60867:041. 

9203060263 Forwards annual progress rept for implementation of control room 
enhancements.per NUREG-0737,including revised Human Engineering Discrepancy 
(HED) Assessment Forms HED D5-09 & HED SD5-01. 

BECK.G.J. Philadelphia Electric Co. 92/02/28. Document Control Branch (Document 
Control Desk). 22pp. 60858:039-60858:060. 

9203090119 Comment on draft NUREG-1437, “GEIS for License Renewal of Nuclear 
Power Plants." 

LARSON,G.S. Midwest Interstate Low-Level Radioactive Waste Commission. 
56FR47016 00017. 92/02/18. Docketing & Services Branch. 4pp. 60833:068- 
60833:071. 

9203090179 Discusses corrective action reassessment/implementation to resolve 
human engineering discrepancies noted during NUREG-0700 CRDR 

project.Reassessment of remaining corrective actions will be completed by end of 
June 1992. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 92-131. 92/03/03. 
Document Control Branch (Document Control Desk). 2pp. 60862:202-60862:203. 

9203100109 Informs that safety evaluation of postulated accident of ammonium hydrox¬ 
ide storage tank on control room habitability compiete.Safety evaluation concludes 
that there is no impact on control room habitability. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N92016. 92/02/ 
28. Document Control Branch (Document Control Desk). 5pp. 60899:308-60899:312. 

9203100163 Forwards proposed FSAR change to remove requirement for in- 
line.independent review of operations notification & evaluation forms (nonconformance 
documents),per SSER 22 (NUREG-0797). 

CAHILL.W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). TXX-92064. 
92/03/03. Document Control Branch (Document Control Desk). 10pp. 60897:266- 
60897:275. 

9203100181 Comment on NUREG-1400, “Air Sampling in Workplace." Health-related 
air samplers should have collection efficiency which corresponds to inti particle size- 
S6l6ctiv6 definitions 

SODERHOLM.S.C. 'Rochester, Univ. of, Rochester, NY. 57FR1498 00005. 92/02/05. 
Regulatory Publications Branch. 3pp. 60845:009-60845:011. 

9203100184 Forwards ERDS data point library,Rev A for conformance w/ NUREG-1394 
& ERDS communications description & questionnaire. 

JUMP.W.J. Houston Lighting & Power Co. ST-HL-AE-4028. 92/03/05. Document Con¬ 
trol Branch (Document Control Desk). 85pp. 60900:141-60900:324. 

9203110097 Comment on proposed rule re special review of NRC regulations.Util be¬ 
lieves NRC can reduce or eliminate existing requirements based on regulatory burden 
& lack of safety significance. 

ORSER.W.S. Detroit Edison Co. 57FR6299 00008. 92/03/06. MEYER,D.L. Division of 
Freedom of Information & Publications Services (Post 890205). 3pp. 60849:188- 
60849:190. 

9203110120 Advises of completion of NUREG-0737,Item II.B.3 re post accident sam¬ 
pling capability.Atmosphere sampling portion of testing completed.Safety Issues Mgt 
Sys should be updated to reflect completion of implementation. 

ZERINGUE.O.J. Tennessee Valley Authority. TAC M62268. 92/03/04. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 60897:106-60897:107. 

9203110213 Lists portions of emergency response data sys.described in Rev 1 to 
NUREG-1394,that have been completed.Sys considered fully operational & ready to 
transmit emergency data. 

SLADE.G.B. Consumers Power Co. 92/03/06. Document Control Branch (Document 
Control Desk). Ip. 60923:354-60923:354. 

9203110252 Forwards advance FSAR change to reclassify portion of 8 inch steam gen¬ 
erator blowdown piping & pipe supports to seismic category II & permit relocation of 
postulated breaks to avoid unacceptable interactions. 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). TXX-92063. 92/03/04. Docu¬ 
ment Control Branch (Document Control Desk). 16pp. 60909:265-60909:281. 

9203130050 NUREG/BR-0057 V06 N3 LPDR UPDATE.Volume 6,Number 3. 

SOUDER.J., LINTON.T. NRC - No Detailed Affiliation Given. 92/02/01. 2pp. 
60905:274-60905:275. 

9203130053 NUREG/BR-0046 R16 NRC TELEPHONE DIRECTORY - COMMUNICA¬ 
TIONS INFORMATION. 

* NRC - No Detailed Affiliation Given. 92/02/29. 150pp. 60905:281-60906:069. 

9203130056 NUREG/BR-0165 CAREER PLANNING. 

* Ofc of Personnel (Post 870413). 92/01/31. 52pp. 60905:226-60905:273. 

9203130098 NUREG/CR-2000 VII N1 LICENSEE EVENT REPORT (LER) 
COMPILATION.For Month Of January 1992. 

* Oak Ridge National Laboratoiy. FIN A-9135. ORNL/NSIC-200. 92/02/29. Office for 
Analysis & Evaluation of Operational Data, Director. 62pp. 60906:070-60906:136. 

9203130114 NUREG/CR-5725 PROGRESS REPORT ON HOT PARTICLE STUDIES. 
BAUM.J.W., KAURIN.D.G., WALIGORSKI.M. Brookhaven National Laboratory. FIN A- 
3990. BNL-NUREG-52287. 92/02/29. Division of Regulatory Applications (Post 
870413). 49pp. 60906:137-60906:187. 

9203130120 NUREG/CR-5802 IDENTIFICATION AND ASSESSMENT OF CONTAIN¬ 
MENT AND RELEASE MANAGEMENT STRATEGIES FOR A BWR MARK III CON¬ 
TAINMENT. 

LIN.C.C., LEHNER.J.R. Brookhaven National Laboratory. VANDENKIEBOOM Michi¬ 
gan, Univ. of, Ann Arbor, Ml. FIN L-1240. BNL-NUREG-52305. 92/02/29. Division of 
Systems Research (Post 880717). 114pp. 60906:188-60906:296. 

9203130127 NUREG/CR-5444 INSTRUMENT AVAILABILITY DURING SEVERE ACCI¬ 
DENTS FOR A BOILING WATER REACTOR WITH A MARK I CONTAINMENT. 
ARCIERI.W.C., HANSON,D.J. EG&G Idaho, Inc. FIN L-2661. EGG-2661. 92/02/29. Di¬ 
vision of Systems Research (Post 880717). 156pp. 60906:297-60907:062. 


9203130253 NUREG/BR-0075 R02 Change Notice 91-02 to NRC Field Policy 
Manual,Rev 1,adding Field Policy 17, “Quarterly Meetings W/News Media.” 
SNIEZEK.J.H. Dep Exec Dir for Nuc Reactor Reg,Regional Operations & Research 
(Post 890205). 91/12/27. 5pp. 60905:276-60905:280. 

9203130321 Informs that prioritization of Generic Issue 156.4.2, “Testing of Reactor 
Protection Sys & ESF," shows that safety concern will be addressed in resolution of 
Issue 120.Encl evaluation will be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 3pp. 60912:313- 
60912:315. 

9203130325 Informs that prioritization of Generic Issue 156.2.4, “Seismic Design of 
Structures,Sys & Components," shows that safety concern addressed in IPEEE 
program.EncI evaluation will be incorporated into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:316- 
60912:319. 

9203130327 Informs that prioritization of Generic Issue 156.1.4, “Industrial Hazards,” 
shows that safety addressed in IPEEE program.EncI evaluation will be incorporated 
into NUREG-0933. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:280- 
60912:283. 

9203130329 Informs that prioritization of Generic Issue 156.3.1.1, “Shutdown Sys" & 
156.3.1.2, "Electical Instrumentation & Controls," shows that issues addressed in 
Issue A-45 & IPE & IPEEE programs.EncI prioritization evaluation in NUREG-0933. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 6pp. 60912:284- 
60912:289. 

9203160102 Identifies changes to scope of Control Room upgrades to correct human 
engineering deficiencies identified in response to NUREG-0737,ltem I.D.1 & Station 
Blackout Rule 10CFR50.63. 

CREEL,G.C. Baltimore Gas & Electric Co. TAC M56110. 92/03/06. Document Control 
Branch (Document Control Desk). 2pp. 60969:258-60969:259. 

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit 
2,in ref to NEDO-31558, “Position on NRC Reg Guide 1.97,Rev 3,Requirements for 
Post-Accident Neutron Monitoring Sys," Mar 1988,per issuance of Generic Ltr 82-33. 
BINZ.R.D. BWR Owners Group. BWROG 92-019. 92/03/03. THADANI.A.C. Division of 
Systems Technology (Post 890827). 5pp. 60968:229-60968:233. 

9203160175 Discusses Generic Issue 144, “Scram W/o Turbine/Generator Trip." 
Shows that issue has low priority ranking & will not be pursued further.EncI evaluation 
will be incorporated into NUREG-0933, ‘ r Prioritization of Generic Safety Issues." 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/12. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 60946:077- 
60946:084. 

9203170174 Forwards prioritization evaluation re generic issue 156.3.2, “Svc & Cooling 
Water Sys," showing safety concerns have been addressed previously & issue will be 
dropped from further pursuit. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/11. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60963:102- 
60963:105. 

9203170266 NUREG-1214 R09 HISTORICAL DATA SUMMARY OF THE SYSTEMATIC 
ASSESSMENT OF LICENSEE PERFORMANCE. 

ALLENSPACH.F. Division of Licensee Performance & Quality Evaluation (Post 
870411). 92/02/29. 126pp. 60947:010-60947:132. 

9203170272 NUREG/BR-G112 VOS N1 RESEARCH NEWS.Volume 5,Number 1. 

* Office of Nuclear Regulatory Research (Post 860720). 92/03/31. 12pp. 60947:133- 
60947:144. 

9203170293 NUREG/CR-5303 V01 SYSTEM ANALYSIS AND RISK ASSESSMENT 
SYSTEM (SARA) VERSION 4.0.Reference Manual. 

RUSSELL.K.D., SATTISON.M.B., SKINNER.N.L. EG&G Idaho, Inc. FIN L-1429. EGG- 
2628. 92/02/29. Division of Safety Issue Resolution (Post 880717). 300pp. 
60947:145-60948:032. 

9203170332 Forwards evaluation of prioritization of generic issue 145, “Actions to 
Reduce Common Cause Failures.” Evaluation will be incorporated into NUREG-0933, 
"Prioritization of Generic Safety Issues.” 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/02/11. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 11pp. 60961:060- 
60961:070. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

—9203170432 Suggests that recipient contact D Litai at listed address to receive NRC 
info for Israel Atomic Energy commission,in response to 831215 Itr.Among info Litai 
receives is NUREG-0304. 

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/02/06. SHIRAY.Y. 
Israel. Ip. 61213:114-61213:114. 

—9203160432 Ack receipt of 861217 Itr re nuclear power plant analyzer info.NUREG- 
0304 rept contains cross index of numbers of repts written by various contractors for 
NRC.NUREG/BR-O017 which describes courses offered by NRC encl.W/o subj end. 
HAUBER.R.D. Assistant Director for International Cooperation. 87/01/28. LITAI,D. 
Israel. Ip. 61213:225-61213:225. 

-9203160454 Responds to 870325 Itr re NRC document.PD Pereira of Brazil CNEN 
should be contacted to inquire re NRC publication NUREG-0304. 

CHANEY,D.C. Office of Governmental & Public Affairs (870413-911116). 87/05/21. 
AMARAL,E. Brazil. Ip. 61213:244-61213:244. 
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-9203190394 Ack receipt of 880718 Itr w/NUREG-0927.Requests addl listed docu¬ 
ments by EG&G. 

ROSSO,R.D. Argentina. 88/09/21. UPSHAW,W. International Programs (870413- 
911116). Ip. 61214:002-61214:002. 

-9203190406 Forwards NUREG-0927,per 880606 request.W/o rept. 

UPSHAW,W. International Programs (870413-911116). 88/07/18. ROSSO,R.D. Arqen- 
tina. Ip. 61214:003-61214:003. 

—9203190407 Requests NUREG-0927, “Evaluation of Water-Hammer Experience in Nu¬ 
clear Power Plants." 

ROSSO,R.D. Argentina. 88/06/06. SERKIZ.A.W. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 1 p. 61214:004-61214:004. 

—9203190358 Forwards NUREG-0980,per 890202 discussion.W/o rept. 

UPSHAW,W. International Programs (870413-911116). 89/02/03. OYUELA.M.E. Ar¬ 
gentina. Ip. 61213:336-61213:336. 

-9203200411 Forwards NUREG-1037,per request.W/o end. 

SHAO.L.C. Division of Engineering (Post 870413). 89/09/12. CARREGADO.M.A. Ar¬ 
gentina. 1 p. 61214:063-61214:063. 

-9203180314 Advises that recommendations specified in NUREG-1061,Vol 2, have not 
been implemented in Reg Guide 1.61,in response to 860529 telex. 

GORE,A. Office of International Programs (Pre 870413). 86/06/10. PEREIRA,P. 
Brazil. Ip. 61213:174-61213:174. 

-9203180318 Requests to be inform if recommendations,specified in NUREG-1061,Vol 
2,has already been implemented in Reg Guide 1.61 & in SRP 3.9.2 or if recommenda¬ 
tion accepted by NRR only on case-by-case basis. 

PEREIRA,P. Brazil. 86/05/29. GORE,A. Office of International Programs (Pre 
870413). Ip. 61213:175-61213:175. 

-9203180492 Forwards NUREG-1309,partial initial decision on emergency planning & 
agreement state programmer 880707 request.NRC still trying to locate sociological 
study of TMI accident. W/o encls. 

UPSHAW,W. International Programs (870413-911116). 88/08/15. CHAMBERLIN,J.W. 
Brazil. Ip. 61213:301-61213:301. 

-9203180432 Ack receipt of 861217 Itr re nuclear power plant analyzer info.NUREG- 
0304 rept contains cross index of numbers of repts written by various contractors for 
NRC.NUREG/BR-0017 which describes courses offered by NRC encl.W/o subj end. 
HAUBER.R.D. Assistant Director for International Cooperation. 87/01/28. LITAI.D. 
Israel. Ip. 61213:225-61213:225. 

-9203200390 Forwards NUREG/CR-5261 & NUREG/BR-0017,per request. NUREG/ 
CR-5111 have not been published.Annual rept for 1989 currently in production. 
HENDERSON,K. International Programs (870413-911116). 90/01/18. LITAI.D. Israel. 
Ip. 61214:009-61214:009. 

-9203200393 Requests NUREG/CR-5261,NUREG/CR-5111 & NUREG/BR-0017 in 
order to evaluate IRRAS program. 

LITAI.D. Israel. 89/08/23. PETERSON,M.R. NRC - No Detailed Affiliation Given. Ip. 
61214:010-61214:010. 

-9203200409 Forwards NUREG/CR-4600.NUREG/CR-4611 & NUREG/CP-0099 & 
listed FR notice pages,per request.W/o encls. 

PETERSON.M.R. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/08/09. PERRINO.J. Argentina. 4pp. 61214:059-61214:062. 

-9203180461 Forwards NUREG/CR-3046 (Vols 1-5) & NUREG/CR-3262 (Vols 1,2, 4 & 
7),per request.W/o NUREGs. 

HAUBER.R.D. Assistant Director for International Cooperation (870413-890225). 87/ 
09/23. RODRIQUES.V.G. Brazil. Ip. 61213:248-61213:248. 

—9203180390 Forwards one-page chart on operating experience & seven pages of info 
re O-rings in nuclear power plant applications in response to 860919 telex.NUREG/ 
CR-3630 & NUREG/CR-4077 also encl.W/o subj encls. 

HAUBER.R.D. Assistant Director for International Cooperation. 86/10/02. 
DAMASCENO.E. Brazil. Ip. 61213:210-61213:210. 

-9203180406 Forwards NUREG/CR-4582 as requested by Prof AS Kertes on end 
card.W/o stated end. 

HAUBER.R.D, Assistant Director for International Cooperation. 86/12/04. LITAI.D. 
Israel. Ip. 61213:219-61213:219. 

-9203200409 Forwards NUREG/CR-4600.NUREG/CR-4611 & NUREG/CP-0099 & 
listed FR notice pages.per request.W/o encls. 

PETERSON.M.R. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/08/09. PERRINO.J. Argentina. 4pp. 61214:059-61214:062. 

-9203200390 Forwards NUREG/CR-5261 & NUREG/BR-0017,per request. NUREG/ 
CR-5111 have not been published.Annual rept for 1989 currently in production. 
HENDERSON,K. International Programs (870413-911116). 90/01/18. LITAI.D. Israel. 
Ip. 61214:009-61214:009. 

-9203200393 Requests NUREG/CR-5261 .NUREG/CR-5111 & NUREG/BR-0017 in 
order to evaluate IRRAS program. 

LITAI.D. Israel. 89/08/23. PETERSON.M.R. NRC - No Detailed Affiliation Given. Ip. 
61214:010-61214:010. 

-9203190372 Forwards eight vols of NUREG/CR-5250,as requested in 890531 Itr.W/o 
end. 

PETERSON.M.R. Asst. Director for Inti. Security, Exports & Materials Safety (890226- 
901103). 89/06/27. LITAI.D. Israel. Ip. 61213:349-61213:349. 

-9203190375 Requests copy of NUREG/CR-5250 (8 vols) re seismic risks in US. 
LITAI.D. Israel. 89/05/31. PETERSON.M.R. International Programs (870413-911116). 
Ip. 61213:351-61213:351. 

-9203200390 Forwards NUREG/CR-5261 & NUREG/BR-0017,per request. NUREG/ 
CR-5111 have not been published.Annual rept for 1989 currently in production. 
HENDERSON,K. International Programs (870413-911116). 90/01/18. LITAI.D. Israel. 
Ip. 61214:009-61214:009. 

-9203200393 Requests NUREG/CR-5261,NUREG/CR-5111 & NUREG/BR-0017 in 
order to evaluate IRRAS program. 

LITAI.D. Israel. 89/08/23. PETERSON.M.R. NRC - No Detailed Affiliation Given. Ip. 
61214:010-61214:010. 


9203180084 Confirms 920219 telcon between LW Pearce of util & RC Butcher of 
staff .granting regional waiver of compliance for facility per 920219 request. 
EBNETER.S.D. Region 2 (Post 820201). 92/02/20. GOLDBERG,J.H. Florida Power & 
Light Co. 4pp. 60936:005-60936:010. 

—9203180090 Documents util request of Region 2 for 72 h temporary waiver of compli¬ 
ance w/TS 3.6.1.3, “Containment Air Locks,” action statement B. 

PLUNKETT,T.F. Florida Power & Light Co. L-92-048. 92/02/19. EBNETER.S.D. 
Region 2 (Post 820201). 2pp. 60936:009-60936:010. 

9203180141 Comment on NUREG-1400, “Air Sampling in Workplace.” Compliments au¬ 
thors of NUREG-1400 for job done to date & points out deficiendes which need fur¬ 
ther attention. 

SCHMIDT,A.C. Schmidt Instrument Co. SCHMIDT,A.C. Affiliation Not Assigned. 
57FR1498. 92/03/12. Regulatory Publications Branch. 32pp. 60948:042-60948:073. 

9203180326 Revises schedule provided in 910731 Itr for completion of control room 
mods relating to requirements of NUREG-0737, Suppl I.Two unit outages rescheduled 
from Feb 1992 to Nov 1992. 

PARKER,T.M. Northern States Power Co. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 60989:345-60989:346. 

9203190005 Comments on proposed rule 10CFR51 re environ review for renewal of OL 
& draft generic EIS NUREG-1437. 

MCLEAN,R.L. Maryland, State of. 56FR47016 00038. 92/03/10. Docketing & Services 
Branch. 17pp. 60959:009-60959:025. 

9203190010 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of OL & generic EIS for license renewal of nuclear plants. 

* HARWOOD.J.E. Duke Power Co. 56FR47016 00039. 92/03/10. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 60959:029-60959:031. 

9203190018 Comments on proposed rule 10CFR51 re environ review for renewal of 
OL.Generic EIS should be revised to encompass units 1 & 3. 

SORENSEN,G.C. Washington Public Power Supply System. 56FR47016 00041. 92/ 
03/11. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 60959:109- 
60959:110. 


9203190133 Comments & recommendations for proposed rule 10CFR51 re environ 
review for renewal of OLs & draft GEIS,NUREG-1437 & related documents. 
KVALSETH.A. Minnesota, State of. 56FR47016 00054. 92/03/13. CHILK.S.J. Office 
of the Secretary of the Commission. 92pp. 60960:141-60960:233. 

9203200163 Forwards requalification program evaluation & exam rept 50-271/92-03OL 
on 920210-14.Evaluation conducted per NUREG-1021, “Operator Licensing Examiner 
Stds,” rev 6. 

HODGES,M.W. Region 1 (Post 820201). 92/03/13. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 60970:270-60970:302. 

9203200416 informs that based on review,licensee ERDS implementation plan submit¬ 
ted 911124 provides basis for acceptable implementation of computer aspects of 
ERDS at facility. 

KOKAJKO.L.E. Project Directorate V. 92/03/19. CROSS,J.E. Portland General Electric 
Co. 3pp. 61056:335-61056:337. 

9203230020 Forwards data point library & plant attribute library,per Rev 1 to NUREG- 
1394 as part of emergency response data sys. 

BECKHAM,J.T. Georgia Power Co. HL-2104. 92/03/11. Document Control Branch 
(Document Control Desk). 65pp. 61104:192-61104:266. 

9203230096 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam¬ 
pling in workplace. 

TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR52078. 92/03/16. Regulatory Publications Branch. 16pp. 
60984:268-60984:283. 

9203230226 Summarizes 920304 telcon between NRC & util re fire protection issues 
including.use & testing requirements of PVC insulated electrical cables per SRP & 
NUREG-0800. Participants listed. 

THOMPSON,F.X. Public Service Electric & Gas Co. of New Jersey. NLR-92033. 92/ 
03/19. Document Control Branch (Document Control Desk). 2pp. 61077:203- 
61077:204. 


9203230278 Paper entitled, “Regulatory Guidance for License Renewal," to be present¬ 
ed at ANS embedded topical on plant license renewal in Orlando,FL on 910602-06. 
THOMA.J.O. Office of Nuclear Reactor Regulation, Director (Post 870411). 
55FR29043. 91/06/02. 5pp. 61058:043-61058:047. 

9203240007 Forwards Exam Rept 50-416/92-300 of exam administered during wk of 
920127.W/two oversize drawings. 

GIBSON,A.F. Region 2 (Post 820201). 92/03/18. COTTLE.W.T. Entergy Operations, 
Inc. 2pp. 61052:002-61052:344. 

—9203240012 Forwards comments re NRC exam administered at plant,per NUREG- 
1021,Rev 6 (ES-201). 

COTTLE.W.T. Entergy Operations, Inc. GNRO-92/00012. 92/01/31. EBNETER.S.D. 
Region 2 (Post 820201). 55pp. 61052:290-61052:344. 

9203240123 Requests info on licensee planned or completed corrective actions re 
910813 incident at facility & NUREG-1455, “Transformer Failure & Common-Mode 
Loss of Instrument Power at Nine Mile Point,Unit 2.” 

HODGES,M.W. Region 1 (Post 820201). 92/03/16. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 4pp. 61054:240-61054:243. 

9203240246 Forwards response to survey questionnaire re emergency response data 
sys,per Section 3.3 of Rev 1 to NUREG-1394. Response covers 

contacts,communications description, selection of data feeder & data feeder info. 
PRUNTY.R.W. Carolina Power & Light Co. NLS-92-078. 92/03/18. Document Control 
Branch (Document Control Desk). 5pp. 61099:346-61099:350. 

9203240266 Provides Plant Attribute Library (PAL) & Data Point Library (DPL) as re¬ 
quested in Rev 1 to NUREG-1394. 

MCCOY,C.K. Georgia Power Co. ELV-03500. 92/03/17. Document Control Branch 
(Document Control Desk). 100pp. 61092:056-61092:185. 
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9203240301 Forwards “PRA Individual Plan Exam” summary rept,in response to Gener¬ 
ic Ltr 88-20, “Individual Plant Exam for Severe Accident Vulnerabilities.” Rept 
organized,per NUREG-1335, “Individual Plant Exam Submittal Guidance." 

SIEBER.J.D. Duquesne Light Co. Gl-88-20. 92/03/17. Document Control Branch 
(Document Control Desk). 2pp. 61180:292-61183:120. 

9203250274 NUREG/BR-0056 VOS N1 ITS NEWS.Volume 8.Number 1. 

* Information Technology Services Branch. 92/02/01. 20pp. 61087:134-61087:153. 

9203250277 NUREG-0430 VII LICENSED FUEL FACILITY STATUS REPORT.Inventory 
Difference DataJuly 1990 - June 1991 .(Gray Book II) 

JOY,D., BROWN,C. Office of Nuclear Material Safety & Safeguards. 92/03/31. 18pp. 
61087:154-61087:173. 

9203250282 NUREG/CR-5842 GASTROINTESTINAL ABSORPTION OF 
PLUTONIUM,URANIUM. AND NEPTUNIUM IN FED AND FASTED ADULT 
BABOONS:APPUCATION TO HUMANS. 

BHATTACHARYYA, LARSEN,R.P., OLDHAM.R.D. Argonne National Laboratory. FIN 
A-2218. ANL-92/8. 92/03/31. Division of Regulatory Applications (Post 870413). 
59pp. 61087:277-61087:337. 

9203250286 NUREG/CR-4554 V01 R1 SCANS (SHIPPING CASK ANALYSIS SYSTEM) 
A MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW.User’s Manual To Version 2a (Including Program Reference). 

GERHARD,M.A., TRUMMER.D.J., JOHNSON,G.L Lawrence Livermore National Labo¬ 
ratory. FIN A-0291. UCID-20674. 92/02/29. Division of Safeguards & Transportation 
(Post 870413). 200pp. 61088:025-61088:231. 

9203250288 NUREG/CR-4554 V03 R1 SCANS (SHIPPING CASK ANALYSIS SYSTEM) 
A MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW.Theory Manual (Lead Slump In Impact Analysis And Verification Of Impact 
Analysis). 

CHUN.R.C., LO,T., MOK.G.C. Lawrence Livermore National Laboratory. FIN A-0291. 
UCID-20674. 92/02/29. Division of Safeguards & Transportation (Post 870413). 
100pp. 61087:174-61087:276. 

9203250297 NUREG/CR-4627 R02 GENERIC COST ESTIMATES.Abstract From Ge¬ 
neric Studies For Use In Preparing Regulatory Impact Analyses. 

SCIACCA.F. Science & Engineenng Associates, Inc. FIN D-2512. SEA87-25308-A:2. 
92/02/29. Division of Regulatory Applications (Post 870413). 41pp. 61087:338- 
61088:024. 

9203250301 NUREG/CP-0121 AGING RESEARCH INFORMATION CONFERENCE - 
ABSTRACTS OF PAPERS. 

BERANEK.A. Division of Engineering (Post 870413). 92/03/31. 87pp. 61086:162- 
SI 086:250. 

9203250305 NUREG/CR-5775 QUANTITATIVE EVALUATION OF SURVEILLANCE 
TEST INTERVALS INCLUDING TEST-CAUSED RISKS. 

KIM.I.S., MARTORELL.S., VESELY.W.E. Brookhaven National Laboratory. FIN A-3230. 
BNL-NUREG-52296. 92/02/29. Division of Systems Research (Post 880717). 77pp. 
61086:251-61086:326. 

9203250310 NUREG/GR-0005 V01 RISK-BASED INSPECTION - DEVELOPMENT OF 
GUIDELINES.General Document. 

* American Society of Mechanical Engineers. FIN G-1107. CRTD-VOL.20-1. 92/02/ 
29. Division of Engineering (Post 870413). 171pp. 61086:327-61087:133. 

9203250316 NUREG-0386 D06 R01 UNITED STATES NUCLEAR REGULATORY COM¬ 
MISSION STAFF PRACTICE AND PROCEDURE DIGEST.Commission.Appeal Board 
And Licensing Decisions.July 1972 - March 1991. 

* Office of the General Counsel (Post 860701). 92/02/29. 700pp. 61088:232- 
61090:239. 

9203260011 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of OL. 

SCHMIDT,L. New Jersey, State of. 56FR47016 00096. 92/03/16. Docketing & Serv¬ 
ices Branch. 7pp. 61083:021-61083:027. 

9203260056 Comment supporting proposed rule 10CFR51 re requirements environ 
review of applications to renew OLs for nuclear power plants & GEIS supporting 
amends. 

YOUNG,W.H. Energy, Dept. of. 56FR47016 00099. 92/03/13. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 61083:120-61083:120. 

9203260097 Forwards insp rept 50-458/92-05 on 920119-0229.No violations or devi¬ 
ations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/03/23. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 61083:156-61083:184. 

-9203260104 Insp rept 50-458/92-05 on 920119-0229.No violations noted. Major areas 
inspectedrfolfowup on LERs & on TMI action plan (NUREG-0737) items,onsite follow¬ 
up of events,operational safety verification,maint & surveillance observations. 
HARRELL,P.H. Region 4 (Post 820201). GL-89-06. 92/03/20. 25pp. 61083:159- 
61083:184. 

9203260222 Rev 0 to Procedure App I, “NUREG-0654 Crossreference” of site emer¬ 
gency plan. 

* Consumers Power Co. 92/03/18. 6pp. 61165:064-61165:069. 

9203270007 NUREG/CR-5535 V05 RELAP5/MOD3 CODE MANUALUser’s Guidelines. 
FLETCHER,C.D., SCHULTZ,R.R. EG&G Idaho, Inc. FIN A-4682. EGG-2596. 92/01/ 
31. Division of Systems Research (Post 880717). 350pp. 61100:146-61101:160. 

9203270010 NUREG/CR-5856 IDENTIFICATION AND EVALUATION OF PWR IN¬ 
VESSEL SEVERE ACCIDENT MANAGEMENT STRATEGIES. 

DUKELOW.J.S. Battelle Memorial Institute, Pacific Northwest Laboratory. 
HARRISON,D.G. Jason Associates. MORGENSTERN.M. Battelle Human Affairs Re¬ 
search Centers. FIN B-5996. PNL-8022. 92/03/31. Division of Systems Research 
(Post 880717). 114pp. 61115:111-61115:213. 

9203270017 NUREG/CR-5762 COMPREHENSIVE AGING ASSESSMENT OF CIRCUIT 
BREAKERS AND RELAYS. 

GLEASON,J.F. Wyle Laboratories. FIN D-2004. WYLE 60101. 92/03/31. Division of 
Engineering (Post 870413). 300pp. 61101:211-61102:134. 


9203270025 NUREG/CR-4667 VI3 ENVIRONMENTALLY ASSISTED CRACKING IN 
LIGHT WATER REACTORS. Semiannual Report,April-September 1991. 
KASSNER.T.F., RUTHER.W.E., CHUNG,H.M. Argonne National Laboratory. FIN A- 
2212. ANL-92/6. 92/03/31. Division of Engineering (Post 870413). 48pp. 61101:161- 
61101:210. 

9203270098 NUREG-0750 V34 N06 NUCLEAR REGULATORY COMMISSION IS¬ 
SUANCES FOR DECEMBER 1991. Pages 297-376. 

* Division of Freedom of Information & Publications Services (Post 890205). 92/02/ 
29. 87pp. 61102:135-61102:221. 

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation plan 
in util 911220 ltr acceptable.Formal sys testing as described in Steps 9 & 10 of ERDS 
Transmission Reception Plan,App A to NUREG-1394 (Rev 1) required. 

MILLER,C.L Project Directorate 1-2. 92/03/19. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 61166:070-61166:073. 

9203270270 Forwards completed section 3.9 for each version of new std tech 
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance 
w/comment resolution process. 

GRIMES.C.I. Technical Specifications Branch. 92/03/16. BUSH.L. Westinghouse 
Electric Corp. 200pp. 61108:254-61109:083. 

9203300054 Comment on proposed rule 10CFR51 re “Environ Review for Renewal of 
OL," also endorsing NUMARC comments. 

SCHNELL.D.F. Union Electric Co. ULNRC-2597. 92/03/18. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 61110:267-61110:270. 

9203310197 Provides info concerning status of requirements associated w/NUREG- 
0737,Item III.D.3.4, "Control Room Habitability.” AH actions on subj item were com¬ 
plete as of May 1989 & item may be closed out. 

BEARD,P.M. Florida Power Corp. 3F0392-07. 92/03/27. Document Control Branch 
(Document Control Desk). 2pp. 61205:108-61205:109. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


9201280359 Responds to 911219 ltr re continued concerns of A Gundersen about 
safety & labor issues at Nuclear Energy Svcs facility. Review of Gundersen ltr has 
identified no new safety issues. Analysis of eight concerns expressed end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/01/16. 
LIEBERMAN.J.I. Senate. 7pp. 60718:007-60718:014. 

-9201280380 Forwards copy of ltr from A Gundersen re safety & labor issues at Nucle¬ 
ar Energy Svcs facility in Danbury,CT. Requests review of correspondence indicating 
that previous responses from NRC contain technical errors. 

LIEBERMAN.J.I. Senate. CCS. 91/12/19. CARR.K.M. Commissioners (Post 750119). 
4pp. 60718:011-60718:014. 

9202110001 NRC Info Notice 92-013, “Inadequate Control Over Vehicular Traffic at Nu- 
clear Pow6r Plant Sites. M 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-90-025 
SOI. 92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60838:224- 
60838:227. 

9202110056 Suppl 1 to NRC Info Notice 92-002, “RELAP5/MOD3 Computer Code Error 
Associated W/Conservation of Energy Equation.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-002. 
92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185. 

9202190037 NRC Info Notice 92-014, “U Oxide Fires at Fuel Cycle Facilities.” 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223. 

9202190038 NRC Info Notice 92-015, “Failure of Primary Sys Compression Fitting.” 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-84-55. 
92/02/24. Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184. 

9202190317 NRC Info Notice 92-016, “Loss of Flow From RHR Pump During Refueling 
Cavity Draindown.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-88-17. 92/ 
02/25. Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139. 

9202190371 NRC Info Notice 92-017, “NRC Insps of Programs Being Developed at Nu¬ 
clear Power Plants in Response to Generic Ltr 89-10.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-89-10. 92/ 
02/26. Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011. 

9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/ 
02/28. Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9202250331 NRC Info Notice 92-019, “Misapplication of Potter & Brumfield MDR Rotary 
Relays.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-004. 
92/03/02. Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042. 

9202280208 NRC Info Notice 92-020, “Inadequate Local Leak Rate Testing." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/03/03. 
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046. 

9203020242 Notification of 920225 meeting w/ASME in Rockville,MD to discuss future 
directions of ASME OM Code for testing of pumps & valves. 

NORBERG.J.A. Mechanical Engineering Branch. 92/02/25. RICHARDSON,J.E. Me¬ 
chanical Engineering Branch. 2pp. 60793:052-60793:053. 

9203030376 Implements policies & procedures contained in NUREG/BR-0101, “Proce¬ 
dures for Administration of Technical Assistance Contracts." 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 202. 91/ 
12/23. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 60772:266- 
60772:267. 
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9203030382 Forwards addl guidelines re development & use of job performance meas¬ 
ures. 

ROE.J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 92/ 
01/29. GRAY.C.M. Professional Reactor Operator Society. 4pp. 60772:268- 

ert"7*70.'1*7^ 


9203040318 Forwards Generic Ltr 88-20,Suppl 4, “Individual Plant Exam of External 
Events” & announces initiation of individual plant exam of external events process & 
availability of N UR EG-1407. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 91/06/27. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 34pp. 60800:317- 
60800:350. 

9203050102 NRR Ofc Ltr 400, “Procedures for NRR & RES Interaction," establishing 
procedures for implementing provisions of 910930 MOU on interactions between NRE 
& NRR. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). NRRL- 
400. 92/02/28. Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 
60807:001-60807:011. 

9203050107 Request for OMB review & supporting statement re NRC Forms 366.366A 
& 366B - LER.Estimated respondent burden is 106,000 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0104. 92/02/27. 18pp. 60839:161-60839:178. 

9203050171 Discusses need for development of health physics position for “instantane¬ 
ous release.” Issue is manner in which licenses demonstrate conformance to Part 20. 
CUNNINGHAM,LJ. Radiation Protection Branch. 92/03/02. JOYNER,J.H. Region 1 
(Post 820201). CLINE,W.E. Region 2 (Post 820201). GREGER.L.R. Region 3 (Post 
820201). 15pp. 60816:001-60816:015. 

9203050191 Forwards FEMA 920131 ltr forwarding “Trojan Nuclear Power Plant Exer¬ 
cise Rept for Plume Exercise on 920224 & Ingestion,Return.Reentry & Recovery Exer¬ 
cise on 920225.” 

REESE,J.H. Region 5 (Post 820201). 92/02/27. CROSS,J.E. Portland General Electric 
Co. Ip. 60877:157-60878:008. 

-9202140334 Forwards “Trojan Nuclear Power Plant Exercise Rept,Plume 
Exercise:910924,Ingestion, Return.Reentry & Recovery Exercise:910925.” No deficien¬ 
cies identified.Twenty-seven areas requiring corrective actions noted. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 92/01/31. CONGEL.F.J. 
Emergency Preparedness Branch. 3pp. 60877:159-60877:161. 

-9202140346 “Trojan Nuclear Power Plant Exercise Rept.Plume Exercise: 
910924,Ingestion,Return,Reentry & Recovery Exercise: 910925.” 

* Federal Emergency Management Agency. 91/12/31. 207pp. 60877:162-60878:008. 

9203060218 Responds to 911209 ltr re constituent R Rarden inquiry about 1983 inci¬ 
dent resulting in radioactive Co-60 contamination & incorporation of Co-60 in steel 
products.Cover page for NUREG-1103 concerning contaminated Mexican incident 
end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/02/12. 
BOEHNER.J.A. House of Rep. 2pp. 60867:034-60867:041. 

-9203060233 Forwards JA Boehner 911209 ltr re possible contamination of x-ray matl 
for action,per agreement made in 920102 telcon. 

ROSS,J.E. Agriculture, Dept. of. 92/01/15. NEWLIN.R. NRC - No Detailed Affiliation 
Given. 6pp. 60867:036-60867:041. 

9203060252 Discusses 920226 operating reactors events meeting 92-02 informing of 
events since 920212 meeting.List of attendees, significant elements of discussed 
events,reactor scram statistics & tabulation of significant event end. 

CHAFFEE,A.E. Events Assessment Branch. 92/02/28. ROSSI,C.E. Division of Oper¬ 
ational Events Assessment (Post 870411). 22pp. 60839:015-60839:035. 

9203090155 Request for OMB review & supporting statement re 10CFR39 concerning 
licenses & radiation safety reqyuirements for well logging.Estimated respondent 
burden is 256 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0130. 92/02/26. 12pp. 60842:273-60842:285. 

9203100067 Forwards FEMA rept for offsite portion of plant exercise of 910717 forward¬ 
ed to NRC on 911120.No deficiencies identified during exercise.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 60843:296-60843:298. 

9203100071 Forwards Itrs from FEMA stating that deficiencies identified in 900607 exer¬ 
cise of offsite radiological emergency response plans for plant corrected. 

CLINE,W.E. Region 2 (Post 820201). 92/02/20. TUCKMAN.M.S. Duke Power Co. 3pp. 
60843:299-60843:313. 

-9202050336 Informs that two deficiencies identified in York County,SC, during 
900607joint exercise of offsite radiological emergency response plans site specific to 
facilities corrected 

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/11/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 12pp. 
60843:302-60843:313. 

9203120301 Discusses comments concerning ballot ANS-19.6.1, “Reload Startup Phys¬ 
ics Tests for PWRs,” per 920127 ltr.Informs that NRC changing vote on ANS-19.6.1 
from approved w/comments to not voting. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
901216). 92/03/05. RABY.T.M. National Institute of Standards & Technology (formerly 
National Bureau of Standa. Ip. 60894:189-60894:189. 

9203120316 Responds to Senator Glenns 920115 ltr re organization & personnel as¬ 
signments for NRC as of 920101.Chart including number of personnel at headquarters 
& regional offices end. 

BIRD.P.E. Ofc of Personnel (Post 870413). CCS. 92/02/24. FERREIRA,R. Senate, 
Governmental Affairs. 5pp. 60923:355-60923:360. 

9203120357 Forwards comments on new draft ANS-58.14, “Safety Classification Meth¬ 
odology & Criteria.” 

ROE,J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 92/ 
03/04. GILLESPIE,F.P. Program Management, Policy Development & Analysis Staff 
(Post 870411). 6pp. 60894:211-60894:216. 


9203130045 Agenda for 920324-27 NRC aging research info conference in 
Rockville,MD to discuss general aging issues. 

” NRC - No Detailed Affiliation Given. 92/03/24. NRC - No Detailed Affiliation Given. 
9pp. 60910:001-60910:016. 

9203130130 Responds to request that NRC send representative to 920207 & 08 Securi¬ 
ty Inspectors Conference sponsored by United Plant Guard Workers of America.NRC 
will send PF McKee. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/02/04. 
HERTEL.D.M. House of Rep. Ip. 60931:084-60931:085. 

9203170142 Request for OMB review & supporting statement re licensing requirements 
for independent storage of spent nuclear fuel & high-level radioactive waste 
(10CFR72).Estimated respondent burden is 15,383 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0132. 92/03/04. 29pp. 60964:079-60964:107. 

9203170248 Forwards generic ltr 92-02 re resolution of generic issue 79, “Unanalyzed 
Reactor Vessel Thermal Stress During Natural Convection Cooldown." Reactor vessel 
meets regulatory design criteria for specific natural convection cooldown. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-92-02. 92/03/03. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 60963:148- 
60963:305. 

9203170331 Forwards Feb 1992 speech by D Serig re NMSS program for identifying 
causes of human error leading to medical misadministrations. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/03/03. RATHBUN.D.K. Office of Congressional Affairs (Post 911117). Ip. 
60942:328-60942:358. 

-9203170335 Speech entitled, “Misadministrations of Radiopharms - What Wrong" pre¬ 
sented at 920209 conference at American Assoc for Advancement of Science. 

SERIG,D.l. NRC - No Detailed Affiliation Given. 92/02/09. 17pp. 60942:329- 
60942:345. 

—9203170337 Speech entitled, “Introducing Ergonomics to Medical Use of Radioiso¬ 
topes," presented at 910709 Inti Symposium on Hosp Ergonomics. 

SERIG,D.l. NRC - No Detailed Affiliation Given. 91/07/09. 8pp. 60942:346-60942:353. 

-9203170342 Speech entitled, "Human Factors & Medical Use of Nuclear Byproduct 
Matl," presented at Oct 1989 Proceedings of Human Factors Society 33rd Annual 
Meeting. 

SERIG,D.l. NRC - No Detailed Affiliation Given. 89/10/31. 5pp. 60942:354-60942:358. 

9203170351 Discusses Commission biweekly notice of applications & amends to operat¬ 
ing licenses involving no significant hazards considerations previously discussed in 
920219 FR. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/ 
06. GRAHAM,B. Senate, Environment & Public Works. KOSTMAYER,P.H. House of 
Rep., Interior & Insular Affairs. SHARP,P.R. House of Rep., Energy & Commerce, pp. 
60963:357-60963:358. 

9203180385 Requests comments re special review of NRC regulations initiated by Com¬ 
mission to determine whether existing NRC regulatory burdens can be reduced w/o 
reducing protection for public health.safety & common defense. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/27. PETERSON,G. 
Federal Emergency Management Agency. EASTON,J. Energy, Dept. of. 11pp. 
60971:012-60971:022. 

9203200304 MOU between NRC & EPA re guiding principles for cooperation & decision¬ 
making. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). REILLY,W.K. Environmental 
Protection Agency. 92/03/16. 5pp. 60997:347-60997:351. 

9203200336 Forwards substitute Memo of Agreement (MOA) on Dam Safety Between 
FEMA & NRC.MOA revised due to legal questions that arose from General Counsel 
for Dept of Army on specific wording used in MOA.Recommends revised MOA be ex¬ 
ecuted. 

GREEVES.J.T. Office of Nuclear Material Safety & Safeguards. 92/02/24. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61077:088-61077:092. 

-9203200346 Responds to notification that NRC received re need to re- execute re¬ 
vised Memo of Agreement (MOA) between agencies. Requests that MOA dtd 910830 
be terminated by mutual agreement once end revised MOA has been fully executed. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/05. PETERSON,G. 
Federal Emergency Management Agency. Ip. 61077:089-61077:089. 

-9203200349 “Memo of Agreement Between NRC & FEMA to Provide Funding for Natl 
Dam Safety Program Activities." 

TAYLOR.J.M. Ofc of the Executive Director for Operations. PETERSON,G.C. Federal 
Emergency Management Agency. 92/03/05. 3pp. 61077:090-61077:092. 

9203230326 Speech entitled, “Validation Efforts in Modeling Partially Saturated Flow & 
Transport in Heterogeneous Porous Media, Las Cruces Trench Studies," presented at 
900514-17 Geoval 90 Conference in Stockholm,Sweden. 

NICHOLSON.T.J. Office of Nuclear Regulatory Research (Post 860720). HILL.R.G. 
New Mexico State Univ., Las Cruces, NM. WIERENGA.P.J. Arizona, Univ. of, Tucson, 
AZ. 90/05/14. 9pp. 61058:145-61058:153. 

9203230348 Notification of 920320 meeting w/NUMARC in Washington,DC to discuss 
changes needed in all industry repts to verify that assumptions & conclusions in each 
are applicable to specific facility. 

TANG.D.T. License Renewal Project Directorate (Post 901216). 92/03/13. 
CRAIG,J.W. License Renewal Project Directorate (Post 901216). 2pp. 61057:290- 
61057:291. 

9203230370 Speech entitled, “Update of NRC Mixed Waste Activities," presented at 
910826-29 first inti mixed waste symposium in Baltimore,MD. 

WEBER,M.F., ORLANDO,D.A. Division of Industrial & Medical Nuclear Safety (Post 
870729). 91/08/26. 15pp. 61058:028-61058:042. 

9203230379 Speech entitled, “NRC Oversight of Licensee-Initiated Configuration Mgt 
Programs,” presented at 910811-14 ANS Reactor Operations Div Topical meeting in 
Bellevue,WA. 

MARTIN,T.O. Region 3 (Post 820201). 91/08/11. 7pp. 61058:001-61058:007. 
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9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring Network.No 
info received from Seabrook Citizens Radiological Monitoring Network since last cor¬ 
respondence. 

BORES,R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man¬ 
agement Agency. 11 pp. 61053:176-61053:186. 


8811070270 Comment on proposed rule 10CFR50 & NUREG-1317 re regulatory options 
for nuclear plant license renewal.Urges NRC to give full consideration to comments & 
proceed expeditiously to set up proper regulatory framework for license renewal. 
SULLIVAN,J.L. General Public Utilities Corp. - GPU Service Corp. AD04-1 065. 88/10/ 
28. CHILK.S. Office of the Secretary of the Commission. 2pp. 47400:128-47400:129. 


9203240350 Speech entitled “Recommendations,Requirements & Radioactive Parti¬ 
cles,’’ presented at 910121-25 Health Physics Soc mid-yr meeting in Raleigh.NC. 
BELL.J.M. NRC - No Detailed Affiliation Given. 91/01/21. 13pp. 61085:330- 
61085:342. 

9203240355 Speech entitled “Regulatory Perspective on Microbiologicaliy Influenced 
Corrosion,” presented at 901007 meeting in Knoxville.TN. 

WITT.F.J. NRC - No Detailed Affiliation Given. 90/10/07. 6pp. 61085:353-61085:358. 

9203240360 Speech entitled “Systematic Assessment of Licensee Performance & 
Senior Mgt Meeting,” presented at 1990 American Soc for QC Energy Div Conference 
during wk of 900909 in Tucson,A2. 

GODY.A.T. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/23. 
9pp. 61086:010-61086:018. 

9203250035 Speech entitled “Assessment of Thermal Fatigue Crack Propagation in 
Safety Injection PWR Lines," presented at 900619 Pressure Vessel Piping Conference 
in Nashville,TN. 

SIMOS.N. NRC - No Detailed Affiliation Given. 90/06/19. 9pp. 61125:336-61125:344. 

9203250041 Speech entitled “Feasibility Assessment of Risk-Based Approach to Tech 
Specs,” presented at 900618-22 IAEA Conference in Vienna,Austria. 

WOHL.M. NRC - No Detailed Affiliation Given. ATEFl.B. Science Applications Interna¬ 
tional Corp. (formerly Science Applications, Inc.). 90/06/18. 15pp. 61125:345- 
61125:359. 

9203260117 Informs that former Philippine Atomic Energy Commission now Philippine 
Nuclear Research Inst & now headed by CR Aleta, (director). 

EUGENIO.A.D. Philippines. 92/03/06. Office of Nuclear Material Safety & Safeguards. 
2pp. 61129:269-61129:270. 

9203260133 “Review of ’Lessons Learned’ From Licensing of DOE WESF Capsules.” 
BARCHI.T.J. Office of the Inspector General (Post 890417). OIG 91A-05. 92/02/26. 
44pp. 61093:173-61093:217. 


8811070271 Comment on NUREG-1317, “Regulatory Options for Nuclear Plant License 
Renewal.” Approach that should be taken to evaluate component aging & to estimate 
component life should be addressed. 

DELGEORGE.LO. Commonwealth Edison Co. AD04-1 066. 88/10/27. CHILK.SJ. 
Office of the Secretary of the Commission. 2pp. 47400:115-47400:116. 


8811070277 Comment supporting proposed rule 10CFR50 & draft NUREG-1317 re reg¬ 
ulatory options for nuclear license renewal. 

GRIDLEY.R. Tennessee Valley Authority. AD04-1 064. 88/10/28. Docketing & Serv¬ 
ices Branch. 2pp. 47400:113-47400:114. 

8811070326 Comment supporting proposed rule 10CFR50 re nuclear plant life exten¬ 
sions & license renewal.Utii intends to continue participation in ongoing industry activi¬ 
ties re NPLEX issue. 

BURSKI.R.F. Louisiana Power & Light Co. AD04-1 041. 88/10/26. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 47400:111-47400:112. 


8811070361 Comment on proposed rule 10CF50 re reg options for nuclear plant license 
renewal.Utii endores NUMARC NUPLEX Working Group submitted. 

KUNCL.LG. Nebraska Public Power District. AD04-1 062. 88/10/26. CHILK.S.J. Dock¬ 
eting & Services Branch. Ip. 47400:134-47400:134. 


8811080002 Comment supporting proposed rule 10CFR50 & NUREG-1317 re regulatory 
options for nuclear plant license renewal. 

WILGUS.W.S. Florida Power Corp. AD04-1 039. 88/10/25. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 47412:355-47412:355. 


8811080039 Comments on proposed rule 10CFR50 re regulatory options for nuclear 
plant license renewal.Concurs w/NRC to extent that opportunity for hearing required 
for renewing existing license. 

RICCIO.J.P. Nuclear Information & Resource Service. AD04-1 063. 88/10/28. Docket¬ 
ing & Services Branch. 8pp. 47417:316-47417:323. 


9203260220 Advises that draft action plan for timely remediation of SDMP 
sites,acceptable. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/03/13. BANGART.R.L. Division of Low-Level Waste Management & Decommis¬ 
sioning (Post 870413). Ip. 61093:078-61093:078. 


8811080261 Comment on proposed rule 10CFR50 re nuclear plant life extension 
(NUREG-1317).Operation beyond 40-yr license term should be viewed as continuum 
of some regulatory policies which underlie originally licensed design basis of plant. 
CONNER.T.B. Conner & Wetterhahn. AD04-1 042. 88/10/28. CHILK.S.J. Office of the 
Secretary of the Commission. 19pp. 47413:336-47413:354. 


9203270040 Notification of agenda & procedure for conduct of public meeting for spe¬ 
cial review of NRC regulations. 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 92/03/ 
18. 73pp. 61109:164-61109:236. 

9203270293 OIG/91A-03 “Review of NRR Safety Issues Mgt Sys." 

* Office of the Inspector General (Post 890417). 92/03/03. 10pp. 61121:097- 
61121:110. 

9203300234 Forwards Generic Ltr 92-03 issued on 920319 requesting voluntary partici¬ 
pation by licensees in pilot program to compile current licensing basis. 

VIRGILIO.M.J. Division of Reactor Projects - III.IV.V (Post 901216). 6L-92-03. 92/03/ 
23. FERGUSON,J. Nuclear Information & Records Management Association, Inc. 2pp. 
61164:031-61164:032. 

9203300261 Request for OMB review & supporting statement re 10CFR30.36, 40.42 & 
70.38 concerning certificate of disposition of mat!. Estimated respondent burden is 
200 h. 

CRANFORD,G.F. Office of Information Resources Management (Post 890205). OMB 
3150-0028. 92/03/23. 8pp. 61167:345-61167:353. 

9203310218 Partial response to FOIA request for documents re allegation concerning 
Northeast Utils,Millstone & Connecticut Yankee nuclear power stations.Forwards App 
H & I records.App H records available in PDR.App I records withheld in part. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/26. GUILD.C. Winston & Strawn. 14pp. 61253:262-61254:053. 

-9203310275 Partially withheld ltr forwarding info re alleged deficiencies in offsite emer¬ 
gency preparedness for city of New London.CT. 

LAZARUS,W.J. Region I (Post 820201). 90/08/15. DOLAN,J. Federal Emergency 
Management Agency. Ip. 61254:042-61254:042. 

-9203310293 Forwards info concerning alleged deficiencies in offsite emergency pre¬ 
paredness for city of New London,Connecticut in emergency planning zone for FEMA 
review. 

BELLAMY,R.R. Region 1 (Post 820201). 90/08/23. MROCZKA.E.J. Northeast Nuclear 
Energy Co. Ip. 61254:043-61254:044. 

9203310260 Provides update of offsite radiological emergency preparedness exercise 
deficiencies identified by FEMA & open Areas Requiring Corrective Actions (ARCA) 
identified by FEMA. 

SORENSEN,G.C. Washington Public Power Supply System. GO2-92-059. 92/03/12. 
REESE,J.H. Region 5 (Post 820201). 16pp. 61224:116-61224:131. 


PR PROPOSED RULE 

8810260444 Comment on NUREG-1317, “Regulatory Options for Nuclear Plant License 
Renewal.” Council would like to receive more data on subj before final decision made. 
ESCHELS.C. Washington, State of. AD04-1 032. 88/10/13. Docketing & Services 
Branch. 3pp. 47218:147-47218:149. 

8810280297 Comment on proposed rule 10CFR50 re extending nuclear power plant li¬ 
censes beyond 40-yr design lifespan. 

EURE.J.A. Iowa, State of. AD04-1 031. 88/10/13. Docketing & Services Branch. Ip. 
47243:206-47243:206. 

8811070247 Comment supporting NUREG-1317, “Regulatory Options for Nuclear Plant 
License Renewal.” Encourages NRC to make every effort to assure that workable set 
of regulations in place at time lead plants submit licensing applications. 
MARRIOTT.P.W. General Electric Co. AD04-1 067. 88/10/26. Docketing & Sen/ices 

o_v /17/inn-i 17 A7Ar\n-ioo 


8811080265 Comments on proposed rule 10CFR50 re regulatory options for plant li¬ 
cense renewal (NUREG-1317).Licensing basis should be yardstick against which plant 
measured for determining plant adequacy for license renewal. 

MUSOLF.D.M. Northern States Power Co. AD04-1 051. 88/10/26. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 47413:357-47413:358. 

8811080298 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Licensee should establish & maintain 
reliability,maint &/or operating histories of safety-related components. 

MOON.J. New Jersey, State of. AD04-1 061. 88/10/27. Docketing & Services Branch. 
3pp. 47417:313-47417:315. 

8811080305 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant Life Renewal." License renewal application should be based 
on current operating license. Term of license renewal should be up to max of 40 yrs. 
HOFFMAN,D.P. Consumers Power Co. AD04-1 060. 88/10/28. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 47413:355-47413:356. 

8811080314 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Endorses NUMARC comments on scope & 
basis of NRC review of license renewal applications. 

ALEXICH.M.P. American Electric Power Service Corp. AD04-1 059. 88/10/28. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 47417:328-47417:328. 

8811080326 Comment on proposed rule 10CFR50 re nuclear plant license 
renewal.Statements in NUREG-1317 that PRA can form basis for prioritization of items 
requiring analysis unacceptable. 

HIATT,S.L. Ohio Citizens for Responsible Energy. AD04-1 049. 88/10/26. NRC - No 
Detailed Affiliation Given. 5pp. 47417:329-47417:333. 

8811080334 Comment on proposed rule 10CFR50 re extending nuclear power plant li¬ 
censes beyond 40 yrs.Target date proposed by NRC both achievable & realistic. 
EDWARDS,D.W. Yankee Atomic Electric Co. AD04-1 050. 88/10/19. Docketing & 
Services Branch. 2pp. 47417:336-47417:337. 

8811090041 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Concurs that generic aging mgt programs 
necessary & that such programs should continue to be implemented where appropri- 

SELMAN.M. Consolidated Edison Co. of New York, Inc. AD04-1 054. 88/10/28. 
CHILK.SJ. Office of the Secretary of the Commission. 4pp. 47422:342-47422:345. 

8811090055 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” License renewal application should be as¬ 
sessed by NRC utilizing current licensing basis that is in effect for subj facility. 

WOODY,C.O. Florida Power & Light Co. AD04-1 056. 88/10/27. CHILK.S.J. Office of 
the Secretary of the Commission. 6pp. 47422:346-47422:351. 

8811090082 Comment on proposed rule 10CFR50 re NUREG-1317, "Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Recommends that proposed methodology 
for evaluating licensed performance in context of license renewal be fully explained. 
BRADHAM.O.S. South Carolina Electric & Gas Co. AD04-1 055. 88/10/27. Docketing 
& Services Branch. 2pp. 47423:003-47423:004. 

8811090096 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal." License renewal beyond current 40 yrs of 
concern because no evidence for reactor operating lifespan of greater than 25 yrs 
exists. 

MOSKOWITZ.D.A. Affiliation Not Assigned. AD04-1 057. 88/10/26. Docketing & Serv¬ 
ice Dranrh Or»n A7AOO‘^O.A7AOO-rili'i 
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8811090140 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.’’ Endorses NUMARC comments.As operat¬ 
ing reactor under NRC scrutiny,renewal need not replay review which preceded issu¬ 
ance of license. 

SHIFFER.J.D. Pacific Gas & Electric Co. AD04-1 048. 88/10/28. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 47435:055-47435:058. 

8811090298 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Endorses NUMARC NUPLEX working 
group comments,including use of licensing basis at facility when renewal application 
submitted. 

MCDONALD,R.P. Alabama Power Co. 55FR29043. 88/10/27. CHILK.S.J. Office of the 
Secretary of the Commission. 6pp. 47435:060-47435:065. 

8811090435 Comment on proposed rule 10CFR50, “Regulatory Options for Nuclear 
Plant License Renewal.” NUMARC position responsive to request for comment & pre¬ 
sents logical & feasible regulatory approach to license renewal. 

SCHERER,A.E. Combustion Engineering, Inc. AD04-1 035. 88/10/28. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 47435:074-47435:075. 

8811090437 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Generic environ assessment should be pur¬ 
sued w/plant unique suppls provided for performance history & site specific data. 
GREGOR.F.E. Multiple Dynamics Corp. AD04-1 045. 88/10/25. Docketing & Services 
Branch. 9pp. 47435:076-47435:084. 

8811090491 Comment supporting proposed rule 10CFR50 re nuclear plant license re- 

GARRISH.T.J. Energy, Dept. of. AD04-1 038. 88/10/28. Office of the Secretary of the 
Commission. 4pp. 47491:006-47491:009. 

8811090499 Comment supporting proposed rule 10CFR50 re advanced notice of pro¬ 
posed rulemaking & associated NUREG-1317, “Regulatory Options for Nuclear Plant 
License Renewal.” 

SULLIVAN,J.L. General Public Utilities Corp. - GPU Service Corp. AD04-1 040. 88/10/ 
28. CHILK.S. Office of the Secretary of the Commission. 2pp. 47491:010-47491:011. 

8811090505 Comment supporting proposed rule 10CFR50 re NUREG-1317, “Regula¬ 
tory Options for Nuclear Plant License Renewal.” NRC should proceed to finalize reg¬ 
ulatory & technical bases for plant life extension/license renewal. 

TUCKER,H.B. Duke Power Co. AD04-1 044. 88/10/27. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 3pp. 47435:121-47435:123. 

8811090506 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal." Options identified as A in Tables ES-1 & 3- 
1 & ES-2 & 3-2 of NUREG-1317 are preferred options. 

VOIGT,H.H. LeBoeuf, Lamb, Leiby & MacRae. AD04-1 043. 88/10/28. CHILK.S.J. 
Office of the Secretary of the Commission. 7pp. 47435:105-47435:111. 

8811090509 Comment supporting proposed rule 10CFR50 re NUREG-1317 concerning 
rulemaking on nuclear power plant license renewal. 

HOWARD,D.R. Arkansas Power & Light Co. AD04-1 052. 88/10/26. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 47435:115-47435:116. 

8811100113 Comment opposing proposed rule 10CFR50 re nuclear plant license re¬ 
newal. 

GLASSMAN.R. Affiliation Not Assigned. AD04-1 034. 88/10/24. Office of the Secre¬ 
tary of the Commission. 2pp. 47464:288-47464:289. 

8811100125 Comment supporting proposed rule 10CFR50 re nuclear plant license re¬ 
newal (NUREG-1317). 

HOLTZSCHER.D.L. Illinois Power Co. AD04-1 033. 88/10/21. Docketing & Services 
Branch. Ip. 47435:138-47435:138. 

8811100253 Comment on proposed rule 10CFR50 re NUREG-1317, “Regulatory Op¬ 
tions for Nuclear Plant License Renewal.” Principal issue framed correctly in renewal 
of plant license & original licensing basis only practical alternative. 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. AD04-1 036. 88/10/28. 
CHILK.S.J. Office of the Secretary of the Commission. 15pp. 47464:314-47464:330. 

8811100292 Comment supporting proposed rule 10CFR50 re nuclear plant license re¬ 
newal advance notice. License renewal process must ack plant has acceptable licens¬ 
ing basis,review appropriately focused & process disciplined. 

TAYLOR,J.H. Babcock & Wilcox Co. AD04-1 069. 88/10/28. Docketing & Services 
Branch. Ip. 47464:349-47464:349. 

8811110047 Comment on proposed rule 10CFR50 re advanced notice of proposed 
rulemaking,NUREG-1317, “Regulatory Options for Nuclear Plant License Renewal.” 
Commission should continue to proceed expeditiously in defining regulatory policies. 
YOUNDAHL.R.C. Long Island Lighting Co. AD04-1 070. 88/10/27. CHILK.S.J. Office 
of the Secretary of the Commission. 1 p. 47465:286-47465:293. 

8811110054 Comment on proposed rule 10CFR50 re advanced notice of proposed rule- 
making concerning regulatory options for nuclear plant license renewal.Endorses com¬ 
ments provided by NUMARC NUPLEX working group. 

PHILLIPS,L.C. Cleveland Electric Illuminating Co. AD04-1 071. 88/10/31. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 47465:285-47465:285. 

8811110062 Comment supporting proposed rule 10CFR50 re advanced notice of pro¬ 
posed rulemaking concerning regulatory options for nuclear plant license 
renewal.Supports comments made by NUMARC NUPLEX. 

BRONS.J.C. Power Authority of the State of New York (New York Power Authority). 
AD04-1 072. 88/10/28. Docketing & Services Branch. 3pp. 47465:282-47465:284. 

8811110070 Comment on proposed rule 10CFR50 re advanced notice of proposed rule- 
making concerning regulatory options for nuclear plant license renewal.Plant current 
licensing basis should be used to judge adequacy for renewal. 

COLVIN,J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 068. 88/10/28. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. 50pp. 47465:232-47465:281. 

8811110177 Comment supporting proposed rule 10CFR50 re nuclear plant license 
renewals.Comments on NUREG-1317 also end. 

RUTHERFORD,N.A. Babcock & Wilcox Operating Plants Owners Group. AD04-1 074, 
88/10/28. Docketing & Services Branch. 4pp. 47465:226-47465:229. 


8811110181 Comment supporting proposed ruelmaking NUREG-1317, “Regulatory Op¬ 
tions for Plant License Renewal.” Endorses & supports comments submitted by 
Bishop.Cook,Purcell & Reynolds & NUMARC. 

SORENSEN.G.C. Washington Public Power Supply System. AD04-1 078. 88/10/31. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 47465:225-47465:225. 

8811110188 Comment supporting proposed rule 10CFR50 re nuclear plant license 
renewal.NUMARC comments endorsed. 

SIEBER.J.D. Duquesne Light Co. AD04-1 080. 88/10/27. Docketing & Services 
Branch. 3pp. 47465:221-47465:223. 

8811110190 Comment supporting proposed rulemaking 10CFR50, “Regulatory Options 
for Nuclear Power Plant License Renewal." NUMARC comments supported. 

CHILK.S.J. Carolina Power & Light Co. AD04-1 077. 88/10/28. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 47465:217-47465:220. 

8811110194 Comment supporting proposed rule 10CFR50 re advance notice of pro¬ 
posed rulemaking concerning regulatory options for nuclear plant license 
renewal.Encourages NRC to give careful consideration to NUMARC working group 
comments. 

ZACCARIA.A. Bechtel Group, Inc. AD04-1 079. 88/10/28. Docketing & Services 
Branch. 2pp. 47465:215-47465:216. 

8811110201 Comment supporting proposed rule 10CFR50, “Regulatory Options for Nul- 
cear Plant License Renewal.” Emphasizes belief that matter of license renewal be 
brought to public forum. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). AD04-1 073. 88/ 
10/28. CHILK.S.J. Office of the Secretary of the Commission. 17pp. 47465:198- 
47465:214. 

8811110205 Comment supporting proposed rule 10CFR50, “Regulatory Options for Nu¬ 
clear Plant License Renewal." Endorses NUMARC comments & provides response to 
questions in FR notice. 

TIERNAN.J.A. Baltimore Gas & Electric Co. AD04-1 076. 88/10/31. Docketing & 
Services Branch. 5pp. 47465:027-47465:031. 

8811110208 Comment supporting proposed rule 10CFR50 re renewal of licenses. 
SCHNELL.D.F. Union Electric Co. AD04-1 075. 88/10/28. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 47464:358-47464:361. 

8811140022 Comment on proposed rule 10CFR52 re early site permits,std design certi¬ 
fications & combined licenses for power reactors.Supports stated goal re standardized 
nuclear plant designs & opposes stated goal re licensing process. 

TOUSLEY.D.R. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 55FR29043. 88/11/07. NRC - No Detailed Affiliation Given. 19pp. 
47495:260-47495:278. 

8811140073 Comments supporting proposed rule 10CFR50 nuclear plant license 
renewal.Supports efforts of NUMARC NUPLEX working group. 

KEISER.H.W. Pennsylvania Power & Light Co. AD04-1 082. 88/10/28. Docketing & 
Services Branch. 2pp. 47465:312-47465:313. 

8902070027 Comment on proposed rule 10CFR50 re advance notice of proposed 
rulemaking,NUREG-1317, “Regulatory Options for Nuclear Plant License Renewal.” 
Westinghouse endorses NUMARC NUPLEX working group comments. “Application 
of...” end. 

JOHNSON,W.J. Westinghouse Electric Corp. AD04-1 083. 88/12/07. CHILK.S.J. 
Office of the Secretary of the Commission. 5pp. 48386:318-48386:331. 

9008160225 Comment requesting 60-day extension of comment period to respond to 
NRC 900717 proposed rule on nuclear power plant license renewal. 

HIATT,S.L. Ohio Citizens for Responsible Energy. AD04-2 010. 90/07/31. Docketing 
& Services Branch. Ip. 54972:240-54972:240. 

9008170009 Comment requesting 60-day extension of comment period to respond to 
NRC 900717 proposed rules 10CFR2.50 & 54 re renewal of nuclear power plant li¬ 
censes. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). AD04-2 011. 90/08/09. CHILK.S.J. Office of the Secretary of the Commis¬ 
sion. ip. 54974:196-54974:196. 

9008170054 Requests extension of comment period for proposed rules 10CFR2.50 & 
54 re nuclear power plant license renewal. 

RICCIO.J.P. Nuclear Information & Resource Service. AD04-2 012. 90/07/19. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 54974:009-54974:009. 

9008290184 Forwards FR notice,explaining decision not to extend comment period on 
proposed license renewal rules 10CFR2.50 & 54.NRC will benefit from UCS com¬ 
ments on rules per participation in NUREG-1317 development.W/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 90/08/22. 
CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). Ip. 55046:166-55046:166. 

9008290191 Forwards FR notice,explaining decision not to extend comment period for 
proposed license renewal rules 10CFR2.50 & 54.NRC will benefit from UCS com¬ 
ments due to participation in NUREG-1317 development.W/o end. 

CHILK.SJ. Office of the Secretary of the Commission. 56FR64943. 90/08/22. 
HIATT.S.L. Ohio Citizens for Responsible Energy, ip. 55046:167-55046:167. 

9009240047 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

LEWIS,M.l. Affiliation Not Assigned. AD04-2 017. 90/09/09. Office of the Secretary of 
the Commission. 5pp. 55242:160-55242:164. 

9009240075 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

DRUHE.V. Affiliation Not Assigned. AD04-2 016. 90/08/28. NRC - No Detailed Affili¬ 
ation Given. Ip. 55242:168-55242:168. 

9009240081 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

* Affiliation Not Assigned. AD04-2 159. 90/08/21. NRC - No Detailed Affiliation Given. 
2pp. 55242:165-55242:166. 
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9009240089 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

BUTLER,J.G. Affiliation Not Assigned. AD04-2 015. 90/08/23. Docketing & Services 
Branch. Ip. 55242:167-55242:167. 

9010020160 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Believes NRC should require that licensee/applicant comply w/ 
commitments made under current license prior to issuance of renewed license. 
JOHNSON,M. Affiliation Not Assigned. AD04-2 018. 90/09/13. Docketing & Services 
Branch. 2pp. 55288:345-55288:346. 

9010090141 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal. 

SNOW.G.F. California, State of. 56FR64943. 90/09/20. Docketing & Services Branch. 
Ip. 55327:105-55327:105. 

9010120127 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

LEISING.D. Affiliation Not Assigned. 56FR64943. 90/08/30. Docketing & Services 
Branch, ip. 55371:168-55371:168. 

9010120133 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

OKUN.R.A. Affiliation Not Assigned. AD04-2 022. 90/09/24. Docketing & Services 
Branch. Ip. 55371:167-55371:167. 

9010120173 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

ALVES,S. Affiliation Not Assigned. AD04-2 021. 90/09/21. Docketing & Services 
Branch, ip. 55371:261-55371:261. 

9010150033 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

DEBOLT,R. Affiliation Not Assigned. AD04-2 023. 90/09/25. Docketing & Services 
Branch. Ip. 55371:264-55371:264. 

9010180082 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

JUSTIC.M. Affiliation Not Assigned. AD04-2 025. 90/09/29. Docketing & Services 
Branch. 2pp. 55426:086-55426:087. 

9010220099 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Believes proposed rule mistaken in its intent & will not provide 
results assumed. 

TULER.S. Affiliation Not Assigned. AD04-2 026. 90/10/01. Docketing & Services 
Branch. 2pp. 55470:046-55470:047. 

9010230248 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal. 

SANDERSON,R.E. Environmental Protection Agency. AD04-2 037. 90/10/11. 
CHILK.S. Office of the Secretary of the Commission. 2pp. 55484:359-55484:360. 

9010230257 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

GORDON,B. Affiliation Not Assigned. AD04-2 034. 90/10/09. Docketing & Services 
Branch. Ip. 55485:080-55485:080. 

9010230261 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
pl a nt license renews! 

CLARK,P.R. General* Public Utilities Corp. - GPU Service Corp. AD04-2 040. 90/10/ 
11. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 55485:082-55485:083. 

9010230269 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Endorses & fully supports comments submitted by NUMARC. 
MARSTON.T.U. Electric Power Research Institute. AD04-2 041. 90/10/15. CHILK.S.J. 
Office of the Secretary of the Commission. 5pp. 55485:075-55485:079. 

9010230306 Comment on proposed rules 10CFR2.50 & 54 re nuclear power power 
plant license renewal.Endorses NUMARC comments. 

GATES,W.G. Omaha Public Power District. AD04-2 042. 90/10/12. CHILK.S.J. Office 
of the Secretary of the Commission. 1 p. 55485:074-55485:074. 

9010230308 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Actions.per rule absolutely necessary. 

GREGOR,F.E. Multiple Dynamics Corp. AD04-2 132. 90/10/05. Docketing & Services 
Branch. 11pp. 55484:348-55484:358. 

9010230310 Comment re proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.General hearing should be held before NRC approves application for 
license renews! 

LIPOTI.J. New jersey, State of. 56FR64943. 90/10/15. Docketing & Services Branch. 
2pp. 55484:346-55484:347. 

9010240025 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plsnt license renews! 

SCHUT.D. Toledo Coalition for Safe Energy. AD04-2 036. 90/10/09. Docketing & 
Services Branch. Ip. 55484:064-55484:064. 

9010240028 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Supports comments submitted by NUMARC. 

EVERS,K.H, Wisconsin Public Service Corp. AD04-2 131. 90/10/15. Docketing & 
Services Branch. 2pp. 55484:065-55484:066. 

9010240033 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

GARDNER,J.B. Affiliation Not Assigned. AD04-2 039. 90/10/10. Docketing & Services 
Branch. 4pp. 55484:067-55484:070. 

9010240039 Forwards addl comments from State of OH EPA on proposed rules 2,50 & 
54 re nuclear power plant license renewal. 

WEAVER,L.W. Ohio, State of. 56FR64943. 90/09/28. SEGE.G. Docketing & Services 
Branch. 4pp. 55484:071-55484:074. 

9010240056 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Endorses comments prepared by NUMARC on proposed rule. 
MUENCH.G.W. Ent rav ODera io s. . ADO -2 1 4. 90 2. L . .J. Offc o 


9010240059 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear powi 
plant license renewal. 

LEE.D.O. Affiliation Not Assigned. AD04-2 135. 90/10/15. CHILK.S.J. Office of tt 
Secretary of the Commission. 3pp. 55484:078-55484:080. 

9010240063 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Endorses comments provided by NUMARC. 

SHELTON, D.C. Centerior Energy. AD04-2 136. 90/10/15. Docketing & Servia 
Branch. Ip. 55484:081-55484:081. 

9010240363 Comment conditionally supporting proposed rules 10CFR2.50 & 54 re m 
clear power plant license renewal. 

KNOTTS,J.B. Nuclear Utility Backfitting & Reform Group. AD04-2 122. 90/10/1 
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 55513:318-55513:320. 

9010250032 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Endorses NUMARC comments. 

HUNGER,G.A. Philadelphia Electric Co. AD04-2 126. 90/10/15. CHILK.S.J. Office 
the Secretary of the Commission. Ip. 55497:345-55497:345. 

9010250038 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal. 

NOGEE,A. Massachusetts Public Interest Research Group. 56FR64943. 90/10/1 
Docketing & Services Branch. 5pp. 55497:340-55497:344. 

9010250042 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal. 

ORTCIGER.T.W. Illinois, State of. 56FR64943. 90/10/12. Docketing & Service 
Branch. 2pp. 55497:338-55497:339. 

9010250049 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal.Suggests mods to rules. 

REYNOLDS,N.S. Winston & Strawn. AD04-2 123. 90/10/15. CHILK.S.J. Office of tl 
Secretary of the Commission. 9pp. 55497:329-55497:337. 

9010250059 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal. 

MCGOFF.D.J. Energy, Dept. of. AD04-2 111. 90/10/15. CHILK.S.J. Office of the Se 
retary of the Commission. 13pp. 55497:304-55497:324. 

9010250062 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Endorses comments submitted by NUMARC. 

BRONS.J.C. Power Authority of the State of New York (New York Power Authorit 
AD04-2 113. 90/10/15. Docketing & Services Branch. 2pp. 55497:302-55497:303. 

9010250064 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal. 

OLVER.J.W. Massachusetts, Commonwealth of. 56FR64943. 90/10/11. Docketing 
Services Branch. 2pp. 55497:300-55497:301. 

9010250072 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear pow 
plant license renewal.Suggests that certain sections of rule be reworded. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Cc 
AD04-2 114. 90/10/15. CHILK.S.J. Office of the Secretary of the Commission. 2f 
55497:295-55497:296. 

9010250079 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Supports NUMARC comments. 

WALKER,R.S. Grove Engineering. AD04-2 115. 90/10/15. CHILK.S.J. Office of t 
Secretary of the Commission. 9pp. 55497:285-55497:293. 

9010250084 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear pov 
plant license renewal. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 56FR64943. 90/10/10. CHILK.S 
Office of the Secretary of the Commission. 1 p. 55497:294-55497:294. 

9010250088 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Endorses comments submitted by NUMARC. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 56FR64943. 90/10/15. Offi 
of the Secretary of the Commission. 2pp. 55497:297-55497:299. 

9010250113 Comment re proposed rules 10CFR2.50 & 54 re nuclear power plant 
cense renewal.Agrees w/NUMARC comments to be provided to NRC. 

HAIRSTON,W.G. Alabama Power Co. 56FR64943. 90/10/12. CHILK.S.J. Office of 1 
Secretary of the Commission. Ip. 55513:349-55513:349. 

9010250138 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pov 
plant license renewal. Forty-yr period too long to assure review of safety problems i 
sociated w/embrittlement & aging of equipment. 

STRONG,M. Alameda County, CA. AD04-2 108. 90/10/05. Docketing & Servic 
Branch. Ip. 55513:346-55513:346. 

9010250149 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pov 
plant license renewal.NRC should not consider license renewal in absence of prov 
technology & operational sites for safe isolation of radwastes. 

BIRNIE.P. Maryland Safe Energy Coalition. AD04-2 105. 90/10/10. Docketing & Se 
ices Branch. 4pp. 55513:342-55513:345. 

9010250165 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pov 
plant license renewal. 

BOYER.B.B. Erie County Environmental Management Council. 56FR64943. 90/10/ 
Docketing & Services Branch. 4pp. 55497:352-55497:355. 

9010250176 Comment concerning proposed rules 10CFR2.50 & 54 re nuclear pov 
plant license renewaf.Util strongly supports current licensing basis concept for licer 
renewal but has concerns re proposed use & compiling requirements. 

CREEL,G.C. Baltimore Gas & Electric Co. 56FR64943. 90/10/12. CHILK.S.J. Office 
the Secretary of the Commission. 18pp. 55513:324-55513:341. 

9010250190 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear pov 
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9010250197 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Proposed rule reflects viable process for accomplishing plant li¬ 
cense renewal. 

PHILIPS,M.H. Nuclear Utility Group on Equipment Qualification. AD04-2 121. 90/10/ 
15. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 55505:010-55505:014. 

9010250213 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Urges NRC promulgate proposed regulation on nuclear power 
plant license renewal. 

KNOTTS.J.B. Winston & Strawn. AD04-2 120. 90/10/15. CHILK.S.J. Office of the 
Secretary of the Commission. 10pp. 55497:275-55497:284. 

9010250233 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.W/necessary steps.substantial portion of electrical capacity can 
be made available to meet nations expected growth in electricity demand. 

YOUNG,W.H. Energy, Dept. of. AD04-2 110. 90/10/12. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 3pp. 55513:321-55513:323. 

9010250321 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

KNOTTS,J.B. Winston & Strawn. AD04-2 119. 90/10/15. CHILK.S.J. Office of the 
Secretary of the Commission. 6pp. 55497:346-55497:351. 

9010250331 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear nuclear 
power plant license renewal. 

JABLON.R.A. American Public Power Association. AD04-2 118. 90/10/16. NRC - No 
Detailed Affiliation Given. 70pp. 55504:023-55504:092. 

9010290362 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal. 

TOELLE.S.A. ASEA Brown Boveri, Inc. AD04-2 032. 90/10/12. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 55539:319-55539:319. 

9010290387 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

PATTON,S. Affiliation Not Assigned. AD04-2 031. 90/10/10. Administrative & Logisti¬ 
cal Support Branch (Pre 841001). 11pp. 55539:308-55539:318. 

9010290399 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

TUCKER,H.8. Duke Power Co. AD04-2 033. 90/10/11. Docketing & Services Branch. 
Ip. 55539:325-55539:325. 

9010290409 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 

HANES,E^ Alabama, State of. 56FR64943. 90/10/12. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 5pp. 55539:320-55539:324. 


9011020141 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal 

RAUCH.T.M. Affiliation Not Assigned. AD04-2 147. 90/10/11. Docketing & Services 
Branch. Ip. 55613:328-55613:328. 

9011060036 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

SCHNELL.D.F. Union Electric Co. 56FR64943. 90/10/15. CHILK.S.J. Office of the 
Secretary of the Commission. 3pp. 55616:156-55616:158. 

9011060067 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
pi an t license renewel 

MECREDY.R.C. Rochester Gas & Electric Corp. 56FR64943. 90/10/12. Office of the 
Secretary of the Commission. 2pp. 55616:154-55616:155. 

9011060081 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

WEISS.J. Affiliation Not Assigned. AD04-2 153. 90/10/12. Docketing & Services 
Branch. 4pp. 55616:150-55616:153. 

9011060104 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.NRC should start from scratch on rule w/philosophy based on 
fact that it might not be wise to renew licenses until safety requirements met. 
POLLARD,R.D. Union of Concerned Scientists. AD04-2 155. 90/10/15. NRC - No De¬ 
tailed Affiliation Given. 37pp. 55616:113-55616:149. 

9011060116 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

HIATT,S.L. Ohio Citizens for Responsible Energy. AD04-2 151. 90/07/07. Docketing 
& Services Branch. 10pp. 55616:101-55616:110. 

9011060125 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 56FR64943. 90/10/19. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 55616:111-55616:112. 

9011060131 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

FAY.C.W. Wisconsin Electric Power Co. 56FR64943. 90/10/15. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 55616:099-55616:100. 

9011070114 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util supports comments made by NUMARC. 

PELLETIER,J.P. Vermont Yankee Nuclear Power Corp. AD04-2 156. 90/10/19. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 55616:163-55616:166. 


9010300349 Comment re proposed rules 10CFR2.50 & 54 on nuclear power plant li¬ 
cense renewal.Commission assessment of four alternatives should be expanded to in¬ 
clude not only safety considerations but other Atomic Energy Act objectives. 
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 56FR64943. 90/10/15. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 55539:326-55539:329. 

9010310041 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Endorses comments submitted by NUMARC. 

JOHNSON,W.J. Westinghouse Electric Corp. AD04-2 145. 90/10/15. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 55541:265-55541:267. 

9010310046 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Endorses NUMARC comments.Proposed rule contributes to energy se¬ 
curity & competitiveness of nation. 

PARKER,T.M. Northern States Power Co. AD04-2 144. 90/10/17. CHILK.S.J. Office 
of the Secretary of the Commission. 7pp. 55541:268-55541:274. 

9010310050 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Proposed rule.w/enhancements recommended by NUMARC,will 
provide more stable basis for util planning & development of future power plants. 
KEISER.H.W. Pennsylvania Power & Light Co. AD04-2 143. 90/10/15. Docketing & 
Services Branch. 2pp. 55541:275-55541:276. 

9010310055 Proposed rules 10CFR2.50 & 54, “Nuclear Power Plant License Renewal." 
Rule to establish requirements that applicant must meet in order to renew OL for nu¬ 
clear power plant. 

RICCIO.J.P. NRC - No Detailed Affiliation Given. AD04-2 109. 90/10/15. 12pp. 
55613:222-55613:233. 

9010310062 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.State does not fully support proposed changes to 10CFR50.47 to clari¬ 
fy that no new finds on emergency preparedness will be made as part of renewal. 
WILLIAMS,J.R. Ohio, State of. 56FR64943. 90/10/12. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 55541:277-55541:278. 

9010310066 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

PRATHER.K.H. Concern About Radiation in the Environment. AD04-2 141. 90/10/15. 
Office of the Secretary of the Commission. 4pp. 55540:356-55540:359. 

9010310069 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util strongly supports positions & comments on license renewal rule 
provided by NUMARC. 

KOVACH.TJ. Commonwealth Edison Co. AD04-2 140. 90/10/12. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 55541:279-55541:280. 


9011070154 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util supports NUMARC comments. 

HOFFMAN,D.P. Consumers Power Co. AD04-2 158. 90/10/19. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 55616:167-55616:167. 

9011070160 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util agrees w/NUMARC comments. 

SIEBER.J.D. Duquesne Light Co. AD04-2 157. 90/10/12. Docketing & Services 
Branch. Ip. 55616:169-55616:169. 

9011090118 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

JOHNSRUD.J.H. Environmental Coalition on Nuclear Power. AD04-2 048. 90/10/12. 
Docketing & Services Branch. 5pp. 55649:003-55649:007. 

9011090291 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewel 

MCWATERS.A. ETI. AD04-2 043. 90/10/26. Office of the Secretary of the Commis¬ 
sion. 2pp. 55649:170-55649:171. 

9011090334 Comment supporting proposed rules 10CFR2.50 & 54 re nclear power 
plant license renewal. 

FELLOWS,M. Lehigh Testing Laboratories,Inc. AD04-2 044. 90/10/26. Docketing & 
Services Branch. 2pp. 55685:111-55685:112. 

9011090339 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
p! a nt license renewsi 

FARRIS,J. ETI. AD04-2 046. 90/10/26. Office of the Secretary of the Commission. 
2pp. 55649:177-55649:178. 

9011090363 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MCWATER.B. Affiliation Not Assigned. AD04-2 045. 90/10/26. Docketing & Services 
Branch. 2pp. 55685:109-55685:110. 

9011130129 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

NEDOROST.J. Affiliation Not Assigned. AD04-2 056. 90/10/31. Docketing & Services 
Branch. 2pp. 55688:249-55688:250. 

9011130189 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
D i an t license renewel 

WANLESS.J.W. Affiliation Not Assigned. AD04-2 057. 90/10/29. Docketing & Serv¬ 
ices Branch. Ip. 55688:198-55688:198. 


9010310075 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

HARDY.S.B. Chamber of Commerce, United States. AD04-2 139. 90/10/10. Office of 
the Secretary of the Commission. 2pp. 55541:281-55541:282. 

9010310077 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

GOODMAN.S.J. Affiliation Not Assigned. AD04-2 138. 90/10/06. Office of the Secre¬ 
tary of the Commission. Ip. 55541:283-55541:283. 


9010310082 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Endorses comments provided by NUMARC & B&W Owners Group 
Plant Aging & Life Extension Committee. 

BEARD,P.M. Florida Power Corp. AD04-2 137. 90/10/15. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 55541:284-55541:284. 


9011130260 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util supports NUMARC efforts to develop industry comments on rule. 
SHIFFER.J.D. Pacific Gas & Electric Co. AD04-2 049. 90/10/18. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 55688:185-55688:185. 

9011130376 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MCWATERS.L. Affiliation Not Assigned. AD04-2 047. 90/10/26. Docketing & Services 
Branch. 2pp. 55688:251-55688:252. 

9011140087 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MEDURE.D.R. Power Products & Services Co., Inc. AD04-2 053. 90/10/30. Office of 
the Secretary of the Commission. 1 p. 55688:302-55688:302. 
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9011140092 Comment supporting proposed rules 10CFR2.S0 & 54 re nuclear power 
plant license renewal. 

JOHNSTONE.G. Interstate Nuclear Services Corp. dba INS Corp. AD04-2 054. 90/10/ 
29. Docketing & Services Branch. 1 p. 55688:303-55668:303. 

9011140102 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
AD04-2 050. 90/10/23. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
55736:264-55736:264. 

9011140120 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

BELLIAN.J.G. Affiliation Not Assigned. AD04-2 051. 90/10/29. Docketing & Services 
Branch. 2pp. 55736:267-55736:268. 

9011140121 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

KAHILAINEN.T.M. Afnor Nuclear Corp. AD04-2 055. 90/10/29. Office of the Secretary 
of the Commission. Ip. 55688:301-55688:301. 

9011140138 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

WILSON,B.J. Affiliation Not Assigned. AD04-2 052. 90/10/26. Docketing & Services 
Branch. 2pp. 55736:265-55736:266. 

9011160096 Comment supporting proposed rule 10CFR2.50 & 54 re license renewal 
process & associated environ impact. 

POLLOCK,E.M. Nuclear Research Corp. AD04-2 065. 90/11/05. Docketing & Services 
Branch. Ip. 55736:275-55736:275. 

9011160097 Comment supporting proposed rules 10CFR2.50 & 54 re license renewal 
process & associated environ impact. 

MILLER,E.D. Affiliation Not Assigned. AD04-2 063. 90/11/05. Docketing & Services 
Branch. Ip. 55736:276-55736:276. 

9011160101 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewd.1 

HOLLINGSWORTH Lancs Industries, Inc. AD04-2 062. 90/11/02. Docketing & Serv¬ 
ices Branch. Ip. 55736:274-55736:274. 

9011160174 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

HSU.S.S. Dositec, Inc. AD04-2 058. 90/10/29. Docketing & Services Branch. Ip. 
55754:154-55754:154. 

9011160175 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

GAVILA.F.M. F&J Specialty Products, Inc. AD04-2 059. 90/11/01. Docketing & Serv¬ 
ices Branch. Ip. 55754:151-55754:151. 

9011160178 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

AGNIHOTRI.N.K. Nuclear Plant Journal, Glen Ellyn, IL. AD04-2 060. 90/11/01. Dock¬ 
eting & Services Branch. Ip. 55754:152-55754:152. 

9011160181 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

COSSART.A.M. Applied Radiological Control, Inc. AD04-2 061. 90/11/02. Docketing 
& Services Branch. Ip. 55754:153-55754:153. 

9011190189 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

GALLO,J. Hopkins, Sutter, Hamel & Park (formerly Hopkins & Sutter). AD04-2 064. 
90/11/01. Docketing & Services Branch. 26pp. 55790:234-55790:259. 

9011200020 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. Proposed rule is prudent & technically sound approach to li¬ 
cense renewal. 

OHANIAN.M.J. American Nuclear Society. 56FR64943. 90/11/01. Office of the Secre¬ 
tary of the Commission. 3pp. 55790:263-55790:265. 

9011200026 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Program will help ensure adequate,reliable support of affordable 
electricity for American public. 

EDIDIN.LF. Affiliation Not Assigned. AD04-2 075. 90/11/05. Docketing & Services 
Branch. Ip. 55790:266-55790:266. 

9011200030 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

* Merlin Gerin, Inc. AD04-2 071. 90/11/05. Docketing & Services Branch. Ip. 
55790:267-55790:267. 

9011200041 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Program will help ensure adequate,reliable support of affordable 
electricity for American public. 

DEHAAN.D.R. Affiliation Not Assigned. AD04-2 076. 90/11/05. Docketing & Services 
Branch. Ip. 55790:268-55790:268. 

9011200044 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.Program will ensure adequate, reliable support of affordable 
electricity for American public. 

RICK.M. Merlin Gerin, Inc. AD04-2 067. 90/11/05. Docketing & Services Branch. Ip. 
55790:269-55790:269. 

9011200049 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

* Merlin Gerin, Inc. AD04-2 066. 90/11/05. Docketing & Services Branch. Ip. 
55790:270-55790:270. 

9011200054 Comment supporting proposed rules 10CFR2,50 & 54 re nuclear power 
plant license renewal. 

SMITH,T.O. Merlin Gerin, Inc. AD04-2 068. 90/11/05. Docketing & Services Branch. 
Ip. 55790:271-55790:271. 

9011200060 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MARTIN,B. Merlin Gerin, Inc. AD04-2 070. 90/11/05. Docketing & Services Branch. 
Ip. 55790:272-55790:272. 


9011200062 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. _ _ 

* Merlin Gerin, Inc. AD04-2 069. 90/11/05. Docketing & Services Branch, ip. 
55790:273-55790:273. 

9011200064 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. , „ ^ _ 

BENSON.R.G. Affiliation Not Assigned. AD04-2 074. 90/11/05. Docketing & Services 
Branch. Ip. 55790:274-55790:274. 

9011200066 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. „ „ 

* Merlin Gerin, Inc. AD04-2 073. 90/11/05. Docketing & Services Branch. Ip. 
55790:276-55790:276. 

9011200084 Comment re proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Util endorses NUMARC comments & supports position that generic en¬ 
viron survey is preferred approach to evaluating effects re license renewals. 

SHELTON,D.C. Centerior Energy. AD04-2 077. 90/11/05. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 55790:277-55790:277. 

9011200093 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

EMMONS,D.L. Affiliation Not Assigned. AD04-2 078. 90/11/05. Docketing & Services 
Branch. Ip. 55790:278-55790:278. 

9011200095 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

* Merlin Gerin, Inc. AD04-2 072. 90/11/05. Docketing & Services Branch. Ip. 
55790:280-55790:280. 

9011210247 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal 

BRENNER,R.D. Technology for Energy Corp. AD04-2 081. 90/11/13. Docketing & 
Services Branch. Ip. 55854:034-55854:034. 

9011260001 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

SCHROTE.J.E. Interior, Dept. of. AD04-2 080. 90/11/09. CHILK.S.J. Office of the 
Secretary of the Commission. 3pp. 55850:355-55850:357. 

9011300153 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

TERRY.R.D. Dosimeter Corp. of America. AD04-2 082. 90/11/15. Docketing & Serv¬ 
ices Branch. 1 p. 55897:346-55897:346. 

9012050286 Comment opposing proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal.AII relicensing applications should be subi to antitrust review. 

JAB LON,R. A. Spiegel & McDiarmid. AD04-2 083. 90/11/20. SEGE.G. NRC - No De¬ 
tailed Affiliation Given. 4pp. 55982:356-55982:359. 

9012110078 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

SRYBNIK.M. Dosimeter Corp. of America. AD04-2 084. 90/11/15. Docketing & Serv¬ 
ices Branch. Ip. 55994:183-55994:183. 

9012110087 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MOTT.J.E. Technology for Energy Corp. AD04-2 085. 90/11/20. Docketing & Sen/ices 
Branch. Ip. 55994:159-55994:159. 

9012170057 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

KARR.D.P. Applied Radiological Control, Inc. AD04-2 095. 90/12/06. Docketing & 
Services Branch. Ip. 56033:360-56033:360. 

9012170062 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

RUSK.M.J. Applied Radiological Control, Inc. AD04-2 092. 90/12/03. Docketing & 
Services Branch. Ip. 56033:339-56033:339. 

9012170064 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

MARTINY.M. Applied Radiological Control, Inc. AD04-2 093. 90/12/06. Docketing & 
Services Branch. Ip. 56033:338-56033:338. 

9012170070 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

CORRIS.F.M. Applied Radiological Control, Inc. 56FR64943. 90/12/06. Docketing & 
Services Branch. 1 p. 56033:325-56033:325. 

9012170122 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

TITOLO.R.J. Applied Radiological Control, Inc. AD04-2 089. 90/12/03. Docketing & 
Services Branch. Ip. 56033:143-56033:143. 

9012170133 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

DECELLES.G.L Mohawk Industrial & Nuclear Supply, Inc. AD04-2 086. 90/11/27. 
Docketing & Services Branch. Ip. 56035:046-56035:046. 

9012170184 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

INGRAM,D. Applied Radiological Control, Inc. AD04-2 088. 90/12/03. Docketing & 
Services Branch. Ip. 56034:221-56034:221. 

9012170190 Comment supporting proposed rules 1OCFR2.50 & 54 re nuclear power 
plant license renewal. 

MARTUCCI,T. Applied Radiological Control, Inc. AD04-2 090. 90/12/03. Docketing & 
Services Branch. 1 p. 56034:209-56034:209. 

9012270198 Comment supporting proposed rules 1OCFR2.50 & 54 re nuclear power 
plant renewal. 

REUTER,F.A. Affiliation Not Assigned. AD04-2 096. 90/12/13. Docketing & Services 
Branch. Ip. 56164:128-56164:128. 
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9101100033 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

TERRY,R.D. Dosimeter Corp. of America. AD04-2 097. 90/11/15. Docketing & Serv¬ 
ices Branch. Ip. 56309:140-56309:140. 

9101280045 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

JONES,D. Affiliation Not Assigned. AD04-2 098. 90/12/13. Office of the Secretary of 
the Commission. Ip. 56514:056-56514:056. 

9103010023 Comment supporting proposed rules 10CFR2.50 & 54 re nuclear power 
plant license renewal. 

BAILEY.V.C. Technology for Energy Corp. 56FR64943. 91/02/11. Docketing & Serv¬ 
ices Branch. Ip. 56829:169-56829:169. 

9103140007 Comment opposing proposed rule 10CFR2.50 & 54 re nuclear power plant 
license renews! 

KNOTTS,J.B. Winston & Strawn. AD04-2 101. 91/02/21. CHILK.S.J. Office of the 
Secretary of the Commission. 3pp. 56980:005-56980:007. 

9103140035 Comment opposing proposed rule 10CFR2.50 & 54 re nuclear power plant 
license renews! 

KNOTTS,J.B. Winston & Strawn. AD04-2 102. 91/03/05. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 56980:191-56980:194. 

9103180033 Comment on proposed rules 10CFR2.50 & 54 re nuclear power plant li¬ 
cense renewal.Proposed rule should include antitrust review of applications for renew¬ 
al of OLs. 

BOGORAD,R.A. Spiegel & McDiarmid. AD04-2 103. 91/03/12. CHILK.S.J. Office of 
the Secretary of the Commission. 5pp. 57003:181-57003:185. 

9201020287 Ack receipt of 911112 Itr re Topaz II reactor exhibit.NRC will respond only 
to incoming Itrs which raise significant issues not previously addressed in prior corre¬ 
spondence. Accordingly,NRC has no response to 911112 Itr. 

CHILK.S.J. Office of the Secretary of the Commission. 91/12/12. DARKE,J.F. Affili¬ 
ation Not Assigned. 1 p. 60842:299-60842:349. 

-9203090074 Responds to 910627,0717 & 18,0805 & 0919 & 30 itrs re importation of 
TOPAZ I! reactor & amend of NRC export regulations to facilitate return to Soviet 
Union. 

PARLER.W.C. Office of the General Counsel (Post 860701). 91/10/18. DARKE.J.F. 
Affiliation Not Assigned. 5pp. 60842:308-60842:312. 

-9203090085 Discusses 910627 transmittal of info re TOPAZ II import, receipt & pos¬ 
session proceeding & failure to respond to questions or comments. 

DARKE.J.F. Affiliation Not Assigned. 91/09/30. Commissioners (Post 750119). 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 2pp. 60842:313-60842:314. 

-9203090093 Requests that NRC promptly & explicitly respond to 910717 & 18 Itrs. 
DARKE.J.F. Affiliation Not Assigned. 91/09/19. Commissioners (Post 750119). 4pp. 
60842:315-60842:318. 

-9203090097 Requests response to questions concerning NRC documentation of tech¬ 
nical determination other than 901228 Itr. 

DARKE.J.F. Affiliation Not Assigned. 91/07/18. HAUBER.R.D. Assistant Director for 
Exports, Security & Safety Cooperation (901104-911116). TAYLOR.J.M. Ofc of the Ex¬ 
ecutive Director for Operations. Ip. 60842:319-60842:319. 

—9203090100 Informs of intent to seek permission to appear before collegial commis¬ 
sion or file title 10,chapter l.part 110, subpart L petition for rulemaking. 

DARKE.J. Affiliation Not Assigned. 91 /08/05. HAUBER.R.D. Assistant Director for Ex¬ 
ports, Security & Safety Cooperation (901104-911116). PARLER.W.C. Office of the 
General Counsel (Post 860701). Ip. 60842:320-60842:320. 

-9203090108 Requests response to questions concerning illegality of entry or undocu¬ 
mented receipt & possession of DOD strategic defense initiative organization info. 
DARKE,J.F. Affiliation Not Assigned. 91/09/20. Commissioners (Post 750119). 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 1 p. 60842:321 -60842:321. 

-9203090113 Informs that no need exists to appear before NRC for permission to file 
petition for rulemaking.Petition should be filed according to 10CFR110,subpart L. 
MICHAELS,D.E. Office of the General Counsel (Post 860701). 91/09/10. DARKE.J.F. 
Affiliation Not Assigned. Ip. 60842:322-60842:322. 

-9203090121 Discusses export,possession & receipt of TOPAZ II. 

DARKE.J.F. Affiliation Not Assigned. 91/09/06. Commissioners (Post 750119). 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 5pp. 60842:323-60842:327. 

-9203090126 Requests retrieval of 910627,0717 & 0812 Itrs per 910827 request. 
DARKE.J.F. Affiliation Not Assigned. 91/08/29. JULIAN,E.L. Docketing & Services 
Branch. Ip. 60842:328-60842:328. 

-9203090135 Requests response to end inquiry re proposed rule 10CFR110. 

DARKE,J.F. Affiliation Not Assigned. 56FR24683. 91/08/29. NRC - No Detailed Affili¬ 
ation Given. Ip. 60842:329-60842:329. 

—9203090149 Comment on proposed rule 1QCFR110 re import license for TOPAZ II 
reactor.Citizen requests whether all persons w/direct interest in import were informed 
of circumscription considering section 91 exemptions. 

DARKE.J.F. Affiliation Not Assigned. 56FR24682. 91/07/17. HAUBER.R.D. Assistant 
Director for Exports, Security & Safety Cooperation (901104-911116). PARLER.W.C. 
Office of the General Counsel (Post 860701). 2pp. 60842:330-60842:337. 

-9203090163 Informs that copies of 910627 & 0717 & 18 ref Itrs must be provided to 
NRC to facilitate review of 910805 Itr. 

JULIAN,E.L. Docketing & Services Branch. 91/08/27. DARKE.J.F. Affiliation Not As¬ 
signed. 1 p. 60842:338-60842:340. 

-9203090184 Requests cooperation of NRC in promptly dispelling public perception 
misadventure re proposed rule 10CFR110. 

DARKE,J.F. Affiliation Not Assigned. 91/08/12. Commissioners (Post 750119). 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 4pp. 60842:341-60842:349. 


9203020346 Forwards documents relevant to regulatory history of final rule implement- 
inq NRC licensee reinvestigation program, 10CFR25. 

KIDD.D.G. Division of Security (Post 890205). 56FR36113. 92/02/26. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 60759:001-60759:057. 

-9203020348 Forwards final rule, “NRC Licensee Reinvestigation Program,” amending 
10CFR25 to require five yr reinvestigation program for matl access authorizations & 
NRC internal policy for cleared employees & licensees w/Q & L clearances. 

BRADY,R.J. Division of Security (Post 890205). 57FR3719. 91/11/27. BURNETT,R.J. 
Division of Safeguards & Transportation (Post 870413). GRIMES,B.K. Division of Re¬ 
actor Inspection & Safeguards (Post 870411). MORRIS.B.M. Division of Regulatory 
Applications (Post 870413). 2pp. 60759:007-60759:008. 

-9203020350 Forwards final rule to be published in FR that amends 10CFR25, “Access 
Authorization for Licensee Personnel,” for signature. 

NORRY.P.G. Division of Contracts & Property Management (Post 890205). 57FR3719. 
92/01/08. TAYLOR.J.M. Ofc of the Executive Director for Operations. 5pp. 
60759:009-60759:013. 

-9203020351 Informs that div has reviewed & concurs subj to comments presented on 
final rule package that will revise 10CFR25 to require reinvestigation program for NRC 
licensee personnel w/Q & L access authorizations. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 57FR3719. 91/12/11. BRADY,R.J. Division of Security (Post 890205). 2pp. 
60759:014-60759:015. 

-9203020353 Advises that final rule package re amend to 10CFR25, “Access Authori¬ 
zation for Licensee Personnel," found to be consistent w/amends to 10CFR11. 
BURNETT,R.F. Division of Safeguards & Transportation (Post 870413). 57FR3719. 
91/12/06. NORRY.P.G. Office of Administration (Post 890205). 3pp. 60759:016- 
60759:037. 

-9203020354 Forwards original signed copy of final rule & approval for publication for 
amend to 10CFR25. 

KIDD.D.G. Division of Security (Post 890205). 57FR3719. 92/01/22. MEYER,D.L. 
Regulatory Publications Branch. 2pp. 60759:038-60759:057. 

-9203020348 Forwards final rule, “NRC Licensee Reinvestigation Program,” amending 
10CFR25 to require five yr reinvestigation program for matl access authorizations & 
NRC internal policy for cleared employees & licensees w/Q & L clearances. 

BRADY,R.J. Division of Security (Post 890205). 57FR3719. 91/11/27. BURNETT,R.J. 
Division of Safeguards & Transportation (Post 870413). GRIMES,B.K. Division of Re¬ 
actor Inspection & Safeguards (Post 870411). MORRIS.B.M. Division of Regulatory 
Applications (Post 870413). 2pp. 60759:007-60759:008. 

-9203020350 Forwards final rule to be published in FR that amends 10CFR25, "Access 
Authorization for Licensee Personnel,” for signature. 

NORRY.P.G. Division of Contracts & Property Management (Post 890205). 57FR3719. 
92/01/08. TAYLOR.J.M. Ofc of the Executive Director for Operations. 5pp. 
60759:009-60759:013. 

-9203020351 Informs that div has reviewed & concurs subj to comments presented on 
final rule package that will revise 10CFR25 to require reinvestigation program for NRC 
licensee personnel w/Q & L access authorizations. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 57FR3719. 91/12/11. BRADY,R.J. Division of Security (Post 890205). 2pp. 
60759:014-60759:015. 

-9203020353 Advises that final rule package re amend to 10CFR25, “Access Authori¬ 
zation for Licensee Personnel,” found to be consistent w/amends to 10CFR11. 
BURNETT,R.F. Division of Safeguards & Transportation (Post 870413). 57FR3719. 
91/12/06. NORRY.P.G. Office of Administration (Post 890205). 3pp. 60759:016- 
60759:037. 

—9203020354 Forwards original signed copy of final rule & approval for publication for 
amend to 10CFR25. 

KIDD.D.G. Division of Security (Post 890205). 57FR3719. 92/01/22. MEYER,D.L. 
Regulatory Publications Branch. 2pp. 60759:038-60759:057. 

9203040207 Final rule,10CFR73, “Fingerprint Cards:Resubmittal Procedure Change.” 
Rule amends part 73 to reflect procedural change imposed by FBI for processing fin¬ 
gerprint cards. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/14. 5pp. 
60884:267-60884:271. 

9203040345 Forwards documents of central relevance to proposed rulemaking on 
10CFR170 & 171 re limited rev of fee schedule. Designator for regulatory history 
package is AE13-1. 

HOLLOWAY,C.J. Office of the Controller (Post 890205). AE13-1 001. 92/03/02. Doc¬ 
ument Control Branch (Document Control Desk). 5pp. 60809:011-60810:197. 

-9203040349 Forwards first draft of Commission paper & updated regulatory flexibility 
analysis which would make two limited changes to fee rule,for review & 
commentComments requested by 911121. 

FUNCHES.J. Office of the General Counsel (Post 860701). AE13-1 002. 91/11/15. 
SMITH,R. Office of the General Counsel (Post 860701). 28pp. 60809:016-60809:043. 

-9203040350 Discusses limited amends to fee rule,10CFR170 & 171.Proposed amends 
would establish quarterly billing interval for Part 170 fees & would establish reduced 
max small entity fee for licensees whose annual receipts are 250K or less. 

LEASR.M.T. Regulatory Publications Branch. AE13-1 003. 91/11/19. HOLLOWAY,C.J. 
Office of the Controller (Post 890205). Ip. 60809:044-60809:044. 

-9203040352 Forwards final draft Commission paper & draft proposed rule, including 
regulatory flexibility analysis which would make two limited revs to fee regulations,for 
review & comment by 911206. 

FUNCHES.J. Office of the Controller (Post 890205). AE13-1 004. 91/12/04. 
HILLER,L. Division of Accounting & Finance (Post 890205). BARCHI.T. Office of the 
Inspector General (Post 890417). SMITH,R. Assistant General Counsel for Rulemak¬ 
ing & Fuel Cycle. 73pp. 60809:045-60809:117. 

-9203040353 Forwards marked-up proposed rule entitled, “Limited Rev of Fee Sched¬ 
ules." Proposed amends would establish quarterly billing interval for Part 170 fees. 
LESAR.M.T. Regulatory Publications Branch. AE13-1 005. 91/12/06. HOLLOWAY,C.J. 
Office of the Controller (Post 890205). 100pp. 60809:118-60809:319. 
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-9203040355 Forwards draft Commission paper & proposed rule which would make lim¬ 
ited changes to 10CFR170 & 171,for concurrence. 

SCROGGINS.R.M. Office of the Controller (Post 890205). AE13-1 006. 91/12/09. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. NORRY.P.G. Office 
of Administration (Pre 870413). FONNER.R. Assistant General Counsel for Rulemak¬ 
ing & Fuel Cycle. 113pp. 60809:320-60810:071. 

-9203040357 Concurs on proposed rule that would make limited amends to regulations 
governing assessment of license & annual fees. Recipient ofc must coordinate any 
issue re compliance w/ Paperwork Reduction Act w/B Shelton. 

NORRY.P.G. Office of Administration (Pre 870413). AE13-1 007. 91/12/11. 
SCROGGINS.R.M. Office of the Controller (Post 890205). 43pp. 60610:072- 
60810:114. 

-9203040358 Concurs w/policy recommendation re revs to fee regulations. Agrees w/ 
proposal to limit costs to really smalt business entities to $400 annually rather than 
$1,800 if annual gross receipts is less than $250,000. 

KERR.W.B. NRC - No Detailed Affiliation Given. AE13-1 008. 91/12/11. FUNCHES.J. 
Office of the Controller (Post 890205). Ip. 60810:115-60810:115. 

-9203040359 Forwards revised pages to Commission paper & proposed rule on limited 
changes to Commission Parts 170 & 171 fee regulations. 

FUNCHES.J. NRC - No Detailed Affiliation Given. AE13-1 009. 91/12/12. NRC - No 
Detailed Affiliation Given. 5pp. 60810:116-60810:120. 

-9203040361 Forwards listed items re publication of proposed rule on 10CFR170 & 171 
which was approved by Commission on 911226, for action. 

FUNCHES.J. Office of the Controller (Post 890205). AE13-1 010. 92/01/02. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 60810:121-60810:121. 

-9203040363 Forwards proposed rule 10CFR170 & 171 re limited rev of fee 
schedules.W/o end. 

MEYER,D.L. Regulatory Publications Branch. AE13-1 011. 92/01/03. LAWSON,J.T. 
Small Business Administration. Ip. 60810:122-60810:122. 

-9203040364 Requests that 15,000 copies of end notice sheet & Itr notice to “All 
Parts30,40,50,61,70,71,72,73 & 110 Licensee, Applicants & Vendors" & notice of pro¬ 
posed rulemaking on fees be reproduce. 

HOLLOWAY,C.J. Office of the Controller (Post 890205). AE13-1 012. 92/01/06. 
PHILIPS,J.D. Printing & Audiovisual Services Branch. 51pp. 60810:123-60810:174. 


-9203040359 Forwards revised pages to Commission paper & proposed rule on limited 
changes to Commission Parts 170 & 171 fee regulations. 

FUNCHES.J. NRC - No Detailed Affiliation Given. AE13-1 009. 91/12/12. NRC - No 
Detailed Affiliation Given. 5pp. 60810:116-60810:120. 

—9203040361 Forwards listed items re publication of proposed rule on 10CFR170 & 171 
which was approved by Commission on 911226, for action. 

FUNCHES.J. Office of the Controller (Post 890205). AE13-1 010. 92/01/02. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 60810:121-60810:121. 

—9203040363 Forwards proposed rule 10CFR17Q & 171 re limited rev of fee 
schedules.W/o end. „„„ _ 

MEYER,D.L Regulatory Publications Branch. AE13-1 Oil. 92/01/03. LAWSON,J.T. 
Small Business Administration. Ip. 60810:122-60810:122. 

-9203040364 Requests that 15,000 copies of end notice sheet & Itr notice to “All 
Parts30,40,50,61,70,71,72,73 & 110 Licensee, Applicants & Vendors” & notice of pro¬ 
posed rulemaking on fees be reproduce. 

HOLLOWAY,C.J. Office of the Controller (Post 890205). AE13-1 012. 92/01/06. 
PHILIPS.J.D. Printing & Audiovisual Services Branch. 51pp. 60810:123-60810:174. 


—9203040368 Informs that Commission proposing to make two revs to regulations in 
10CFR170 & 171 governing assessment of license & annual fees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AE13-1 013. 92/01/08. 
BEVILL.T. House of Rep., Appropriations. 2pp. 60810:175-60810:176. 


—9203040371 Advises that Commission approved proposed rule to further reduce 
impact of NRC annual fees on small matl licensees. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AE13-1 014. 92/01/08. 
EDMONDSON.A.D. House of Rep., Appropriations. 2pp. 60810:177-60810:188. 


-9203040372 Discusses regulatory history procedures for limited rev of fee schedules. 
LESAR.M.T. Regulatory Publications Branch. AE13-1 016. 92/01/10. HOLLOWAY,C.J. 
Office of the Controller (Post 890205). 2pp. 60810:189-60810:194. 


-9203040375 Informs that author proofed FR notice of proposed rulemaking re rev to 
limit fees.Marked-up changes to regulations end. 

HOLLOWAY,C.J. Office of the Controller (Post 890205). AE13-1 018. 92/01/27. 
MEYER,D.L Regulatory Publications Branch. 2pp. 60810:195-60810:197. 


-9203040368 Informs that Commission proposing to make two revs to regulations in 
10CFR17Q & 171 governing assessment of license & annual fees. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AE13-1 013. 92/01/08. 
BEVILL.T. House of Rep., Appropriations. 2pp. 60810:175-60810:176. 

-9203040371 Advises that Commission approved proposed rule to further reduce 
impact of NRC annual fees on small matl licensees. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AE13-1 014. 92/01/08. 
EDMONDSON,A.D. House of Rep., Appropriations. 2pp. 60810:177-60810:188. 

-9203040372 Discusses regulatory history procedures for limited rev of fee schedules. 
LESAR.M.T. Regulatory Publications Branch. AE13-1 016. 92/01/10. HOLLOWAY.C.J. 
Office of the Controller (Post 890205). 2pp. 60810:189-60810:194. 

-9203040375 Informs that author proofed FR notice of proposed rulemaking re rev to 
limit fees.Marked-up changes to regulations end. 

HOLLOWAY,C.J. Office of the Controller (Post 890205). AE13-1 018. 92/01/27. 
MEYER,D.L. Regulatory Publications Branch. 2pp. 60810:195-60810:197. 

—9203040349 Forwards first draft of Commission paper & updated regulatory flexibility 
analysis which would make two limited changes to fee rule,for review & 
comment.Comments requested by 911121. 

FUNCHES.J. Office of the General Counsel (Post 860701). AE13-1 002. 91/11/15. 
SMITH.R. Office of the General Counsel (Post 860701). 28pp. 60809:016-60809:043. 

-9203040350 Discusses limited amends to fee rule,10CFR170 & 171.Proposed amends 
would establish quarterly billing interval for Part 170 fees & would establish reduced 
max small entity fee for licensees whose annual receipts are 250K or less. 

LEASR.M.T. Regulatory Publications Branch. AE13-1 003. 91/11/19. HOLLOWAY.C.J. 
Office of the Controller (Post 890205). Ip. 60809:044-60809:044. 

-9203040352 Forwards final draft Commission paper & draft proposed rule, including 
regulatory flexibility analysis which would make two limited revs to fee regulations,for 
review & comment by 911206. 

FUNCHES.J. Office of the Controller (Post 890205). AE13-1 004. 91/12/04. 
HILLER.L Division of Accounting & Finance (Post 890205). BARCHI.T. Office of the 
Inspector General (Post 890417). SMITH.R. Assistant General Counsel for Rulemak¬ 
ing & Fuel Cycle. 73pp. 60809:045-60809:117. 


9203050009 Comment opposing proposed rule 10CFR50 & 52 re training & qualification 
of nuclear power plant personnel. 

CAMMER.R.T. Radiation Protection Association. 57FR537 OOOOl. 92/02/22. Docket¬ 
ing & Services Branch. 3pp. 60790:022-60790:024. 

9203050018 Comments opposing special review of NRC regulations re reduction of reg¬ 
ulatory burdens w/o reducing protection of public health & safety. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 57FR6299. 92/02/26. NRC - No 
Detailed Affiliation Given. 3pp. 60790:067-60790:069. 

9203050070 Comment supporting,w/reservations,proposed rules 10CFR170 & 171, 
“Limited Rev of Fee Schedules." Expresses concern that rule only partially addresses 
excessive costs to medical & life science research licenses. 

SMITH,L.R. E.l. du Pont de Nemours & Co., Inc. 57FR847 00051. 92/02/25. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 60790:140-60790:141. 

9203050076 Comment on proposed rules 10CFR170 & 171 re limited rev of fee 
schedules.Util agrees w/proposal to change interval of billing for part 170 fees from 
semiannually to quarterly but disagrees w/proposal to limit small entity fees. 
SCHNELL.D.F. Union Electric Co. 57FR847 00050. 92/02/21. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 60790:248-60790:250. 

9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-1 001. 92/02/20. Document 
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358. 

-9102080059 Transcript of 910201 meeting in Rockville,MD r© briefing on status of final 
rule on license renewal 10CFR54.Pp 1-58. Supporting documentation end. 

* Neal R. Gross & Co., Inc. 56FR64943. 91/02/01. 85pp. 61137:330-61139:084. 

-9104180182 Responds to Commission questions re compilation of current licensing 
basis discussed in staff requirements memo dtd 910228.New requirement for current 
licensees to compile licensing basis unnecessary for adequate safety level. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/04/11. 
CARR Commissioners (Post 750119). 4pp. 61160:305-61160:309. 


-9203040353 Forwards marked-up proposed rule entitled, “Limited Rev of Fee Sched¬ 
ules.” Proposed amends would establish quarterly billing interval for Part 170 fees. 
LESAR.M.T. Regulatory Publications Branch. AE13-1 005. 91/12/06. HOLLOWAY.C.J. 
Office of the Controller (Post 890205). 100pp. 60809:118-60809:319. 

-9203040355 Forwards draft Commission paper & proposed rule which would make lim¬ 
ited changes to 10CFR170 & 171,for concurrence. 

SCROGGINS.R.M. Office of the Controller (Post 890205). AE13-1 006. 91/12/09. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. NORRY.P.G. Office 
of Administration (Pre 870413). FONNER.R. Assistant General Counsel for Rulemak¬ 
ing & Fuel Cycle. 113pp. 60809:320-60810:071. 

-9203040357 Concurs on proposed rule that would make limited amends to regulations 
governing assessment of license & annual fees. Recipient ofc must coordinate any 
issue re compliance w/ Paperwork Reduction Act w/B Shelton. 

NORRY.P.G. Office of Administration (Pre 870413). AE13-1 007. 91/12/11. 
SCROGGINS.R.M. Office of the Controller (Post 890205). 43pp. 60810:072- 
60810:114. 

—9203040358 Concurs w/policy recommendation re revs to fee regulations. Agrees w/ 
proposal to limit costs to really small business entities to $400 annually rather than 
$1,800 if annual gross receipts is less than $250,000. 

KERR.W.B. NRC - No Detailed Affiliation Given. AE13-1 008. 91/12/11. FUNCHES.J. 
Office of the Controller (Post 890205). Ip. 60810:115-60810:115. 


-9109060091 Approves final rule on license renewal package prior to issuance (SECY- 
91-138) & agrees to follow usual procedures. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 91/07/03. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61160:284-61160:304. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,L.W. Ohio, State of. 56FR64943. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41pp. 61132:088-61132:159. 

-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County,NV & City of Caliente.NV for consideration. 

BAUGHMAN.M.L. Intertech Consultant, Inc. 56FR64943. 90/10/09. Docketing & Serv¬ 
ices Branch. 2pp. 61132:160-61133:077. 

-9203110434 Submits addl comments on license renewal rule (10CFR54). 

NORIAN.P. NRC - No Detailed Affiliation Given. 56FR64943. 91/01/07. SEGE.G. 
NRC - No Detailed Affiliation Given. Ip. 61139:085-61141:277. 

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. 56FR64943. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 
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—9203230180 Forwards draft final rule on nuclear power plant license renewal.along w/ 
drafts of NUREG-1428,NUREG/CR-5382, NUREG-1362,NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/03/ 
06. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 

-9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review.Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR64943. 
91/03/21. JORDAN,E.L. Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 

—9203230227 Ack receipt of 910417 Itr to Chairman Carr reporting on ACRS review of 
draft final rule on nuclear power plant license renewal.Committee advice re reg guide 
& SRP will be taken into account in preparation of documents. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/09. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229- 
61147:230. 

—9203230297 Discusses documentation of current licensing basis for license 
renewal.lnforms that EDO finds necessary to develop proposed resolution of issues 
as integral part of preparing final rule package for Commission approval. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 90/11/16. 
CARR Commissioners (Post 750119). 3pp. 61149:058-61149:060. 

—9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 

—9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

—9203230324 Requests that Murley addresses listed items during meeting w/Commis- 
sioner assistant on 910417 re license renewal. 

FEDERLINE.M. Commissioners (Post 750119). 56FR64943. 91/04/12. BLAHA.J. NRC 
- No Detailed Affiliation Given. 10pp. 61149:081-61149:090. 

—9203230329 Submits supplemental comments,on behalf of Util Decommissioning 
Group,on notice of proposed rulemaking re nuclear power plant license renewal. 
KNOTTS,J.B. Winston & Strawn. 56FR64943. 91/05/20. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 6pp. 61149:091-61149:096. 

—9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

—9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li¬ 
cense renewal.lnability to arrive at workable definition of scope of SCCs important to 
license renewal remains vexing problem.NRC definition unsatisfactory. 

KADAK.J.M. Yankee Atomic Electric Co. 56FR64943. 91/06/05. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 14pp. 61149:123-61149:180. 

—9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro¬ 
posed license renewal rule in Oct 1990. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 56FR64943. 91/09/18. THE CHAIRMAN Commissioners (Post 750119). 
2pp. 61149:181-61149:186. 

-9203230355 Provides analysis of draft legislation that Representative Kostmayer may 
introduce pertaining to nuclear licensing reform &. plant life extension.Recommends 
that Commission oppose subj proposal.Draft legislation end. 

PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/10/18. 
ROGERS Commissioners (Post 750119). 11pp. 61149:187-61149:199. 

—9203230361 Recommends mod of criterion (iv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR64943. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

-9203230364 Forwards info collection package for final license renewal rule for OMB 
review. 

KNIEL.K. Reactor & Plant Safety Issues Branch. 56FR64943. 91/11/13. 
SHELTON,B.J. Information & Records Management Branch (Post 890827). 15pp. 
61149:203-61149:221. 

-9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission 
reissue license renewal rule for public comment. No legal reason that requires further 
publication of proposed rule for public comment.W/listed ends. 

PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/11/14. 
ROGERS Commissioners (Post 750119). 12pp. 61149:222-61150:023. 

-9203250140 Discusses SECY-91-138 re final rule on nuclear power license 
renewal.Delegation specifies that final rule contains listed items. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 91/06/27. Office 
of the Secretary of the Commission. 50pp. 61160:310-61160:358. 

—8901300096 Forwards Ofc of General Counsel analyses of legal issues re applications 
to extend operating life of nuclear power plants beyond original 40-yr term of initial 
OLs. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 093. 89/01/13. 
STELLO.V. Ofc of the Executive Director for Operations. 68pp. 61148:149-61148:211. 

—8907170229 Discusses compliance of license renewal rulemaking w/Atomic Energy 
Act of 1954 (AEA) & backfit rule 10CFR50.109,per end legal memo.Ofc of General 
Counsel agrees w/staff that specific criteria should determine license renewal. 
PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 094. 89/06/20. 
STELLO.V. Ofc of the Executive Director for Operations. 22pp. 61148:212-61148:233. 


-8908310259 Forwards rept on technical results of task force on license renewal. 
KUDRICK.J.A. Plant Systems Branch (870411-890826). AD04-1 098. 89/08/24. 
SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 78pp. 
61148:275-61149:013. 

-8909130055 SECY-89-275 Requests Commission approval of staff activities for devel¬ 
opment of license renewal regulations & licensing guidance.Proposed rule should be 
published in May 1990 & draft generic EIS in Dec 1990. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-1 105. 89/09/01. 
12pp. 61152:111-61152:123. 

-8909190022 SECY-89-288 Informs of staff preliminary regulatory approach to develop¬ 
ment of rule & licensing guidance on renewals of OLs for nuclear power plants. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-1 106. 89/09/13. 
17pp. 61152:124-61160:283. 

-8911070144 Provides guidance on preparing questions & presentations for license re¬ 
newal workshop. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-1 099. 89/10/ 
26. Division of Safety Issue Resolution (Post 880717). 28pp. 61149:014-61149:041. 

-9006060241 Forwards comments on preliminary regulatory philosophy & approach for 
license renewal regulation.Monticello Nuclear Generating Plant serving as lead BWR 
plant in industry lead plant license renewal program. 

PARKER,T.M. Northern States Power Co. AD04-1 010. 89/12/01. CLEARY,D. Office 
of Nuclear Regulatory Research (Post 860720). 9pp. 61130:190-61130:197. 

-9006140504 Expresses appreciation for opportunity to meet w/& discuss approach to 
license renewal rulemaking on 890727 & role of current licensing basis including treat¬ 
ment of exemptions & grandfather provisions. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 096. 89/06/28. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). Ip. 61148:236-61148:274. 

-9006140508 Forwards NUMARC NUPLEX position paper on license renewal 
rulemaking.Paper will provide useful insights into policy issues of most importance to 
industry. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 097. 89/04/21. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). 38pp. 61148:237-61148:274. 

-9102080059 Transcript of 910201 meeting in Rockville,MD re briefing on status of final 
rule on license renewal 10CFR54.Pp 1-58. Supporting documentation end. 

* Neal R. Gross & Co., Inc. AD04-2 007. 91/02/01. 85pp. 61137:330-61139:084. 

-9104180182 Responds to Commission questions re compilation of current licensing 
basis discussed in staff requirements memo dtd 910228.New requirement for current 
licensees to compile licensing basis unnecessary for adequate safety level. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-2 203. 91 /04/11. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 4pp. 61160:305- 
61160:309. 

-9109060091 Approves final rule on license renewal package prior to issuance (SECY- 
91 -138) & agrees to follow usual procedures. 

CHILK.S.J. Office of the Secretary of the Commission. AD04-2 196. 91/07/03. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61160:284-61160:304. 

-9203050297 Forwards comments offered in response to 891013 54FR41980. 
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 002. 89/12/01. CLEARY.D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 2pp. 61130:004-61130:005. 

-9203050298 Forwards comments to replace ones submitted on 891204 in response to 
891013 54FR41980. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 003. 89/12/11. CLEARY.D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 60pp. 61130:006-61130:065. 

-9203050299 Submits util comment on NRC “Preliminary Regulatory Philosophy & Ap¬ 
proach for License Renewal Regulation" & “Outline of Conceptual Approach to Li¬ 
cense Renewal Rule” as presented in FR on 891013. 

KADAK.A.C. Yankee Atomic Electric Co. AD04-1 004. 89/12/01. CLEARY.D. Office of 
Nuclear Regulatory Research (Post 860720). 113pp. 61130:066-61130:178. 

-9203050301 Submits followup to recent NRC public workshop on technical & policy 
considerations for nuclear power plant license renewal.Listed points emphasized. 
FROATS.E.E. BWR Owners Group. AD04-1 005. 89/11/27. CLEARY,D.P. Reactor & 
Plant Safety Issues Branch. 2pp. 61130:179-61130:180. 

-9203050302 Submits comments offered for consideration in writing proposed rule on 
nuclear power plant license renewal. 

GARDNER,J.B. Gardner, J.B. AD04-1 006. 89/11/28. CLEARY.D. Office of Nuclear 
Regulatory Research (Post 860720). 3pp. 61130:181-61130:183. 

-9203050303 Submits observations & comments re plant license extension workshop 
held in Reston.VA on 891113 & 14 & found workshop to be comprehensive in terms 
of technical issues covered. 

HOWEY.N.T., BLACK,L.J. Illinois, State of. AD04-1 007. 89/11/28. GILLESPIE,F. Pro¬ 
gram Management, Policy Development & Analysis Staff (Post 870411). 3pp. 
61130:184-61130:186. 

-9203050304 Submits comments on proposed rulemaking of NRC entitled, 
“10CFR50;RIN 3150-AD04;Nuclear Power Plant License ..." as published at 891013 
54FR41980 & presented at 891113-14 workshop. 

YOUNG.W.H. Energy, Dept. of. AD04-1 008. 89/11/30. CLEARY,D.P. Office of Nucle¬ 
ar Regulatory Research (Post 860720). 2pp. 61130:187-61130:188. 

—9203050305 Comments supporting NUMARC-NUPLEX working group program for 
timely development of dear & viable nuclear plant license renewal policy. 

KEISER.H.W. Pennsylvania Power & Light Co. AD04-1 009. 89/12/01. CLEARY.D. 
Office of Nuclear Regulatory Research (Post 860720). Ip. 61130:189-61130:189. 

-9203050313 Submits comments supporting advanced notice of public rulemaking on 
license renews! 

WALKER,R.S. Grove Engineering. AD04-1 011. 89/12/01. CLEARY.D. Office of Nu¬ 
clear Regulatory Research (Post 860720). 3pp. 61130:198-61130:200. 



294 NONDOCKETED ITEMS 


-9203060409 Submits comments on behalf of Nuclear Util Backfrtting & Reform Group 
re application of NRC backfitting rule in license renewal process.Believes rule should 
continue to apply during license renewal process. 

REYNOLDS.N.S. Bishop, Cook, Purcell & Reynolds. REYNOLDS.N.S. Affiliation Not 
Assigned. AD04-1 012. 89/12/01. CLEARY.D.P. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 5pp. 61130:201-61130:205. 

-9203060416 Provides comments re NRC conceptual approach to nuclear power plant 
license renewel rule 

TURBAK.M.S. Commonwealth Edison Co. AD04-1 013. 89/11/30. CLEARY,D. Office 
of Nuclear Regulatory Research (Post 860720). 5pp. 61130:206-61130:210. 

-9203060420 Responds to NRC questions posed to guide discussions during public 
workshop on technical & policy considerations for nuclear power plant license renewal 
& advanced notice of proposed rulemaking. 

JOHNSON,W.J. Westinghouse Electric Corp. AD04-1 014. 89/12/07. Document Con¬ 
trol Branch (Document Control Desk). CLEARY.D.P. Reactor & Plant Safety Issues 
Branch. 17pp. 61130:211-61131:266. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,LW. Ohio, State of. AD04-2 024. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41pp. 61132:088-61132:159. 

-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County.NV & City of Caliente.NV for consideration. 

BAUGHMAN.M.L Intertech Consultant, Inc. AD04-2 035. 90/10/09. Docketing & 
Services Branch. 2pp. 61132:160-61133:077. 

—9203110434 Submits addl comments on license renewal rule (10CFR54). 

NOR I AN,P. NRC - No Detailed Affiliation Given. AD04-2 104. 91/01/07. SEGE.G. 
NRC - No Detailed Affiliation Given. Ip. 61139:085-61141:277. 

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. AD04-2 127. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 

-9203180504 Endorses B&W Owners Group positions on plant life extension & B&W 
Owners Group comments provided in submittal dtd 881028.Supporting documentation 
end. 

SHELTON,D.C. Toledo Edison Co. AD04-1 081. 88/11/02. Document Control Branch 
(Document Control Desk). 21pp. 61133:078-61133:105. 

-9203190280 Requests for public comment on NRC statement of policy for nuclear 
power plant license renewal. 

LEONARD,J.D. Long Island Lighting Co. AD04-1 084. 87/01/30. CHILK.S.J. Office of 
the Secretary of the Commission. 7pp. 61133:106-61137:329. 

—9203230180 Forwards draft final rule on nuclear power plant license renewal,along w/ 
drafts of NUREG-1428.NUREG/CR-5382, NUREG-1362.NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-2 160. 91/03/ 
06. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 

-9203230201 Informs that end review package on proposed rule for nuclear power 
plant license renewal shows,by markups,changes made since 900314 submittal in re¬ 
sponse to 900328 CRGR comments. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-1 085. 
90/04/11. JORDAN,E.L. Committee to Review Generic Requirements. 350pp. 
61145:044-61147:044. 

-9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review.Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-2 161. 
91/03/21. JORDAN,E.L Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 

—9203230224 Informs that CRGR unable in two meetings to provide useful recommen¬ 
dation on current licensing basis on propose rule for licensee renewal.NRC should re¬ 
quest bibliography of mats &. do spot check. 

JORDAN,E.L. Committee to Review Generic Requirements. AD04-1 089. 90/05/02. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. Ip. 61147:226-61147:228. 

-9203230227 Ack receipt of 910417 Itr to Chairman Carr reporting on ACRS review of 
draft final rule on nuclear power plant license renewal.Committee advice re reg guide 
& SRP will be taken into account in preparation of documents. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 163. 91/05/09. 
WARD,D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229- 
61147:230. 

-9203230272 Notification of 890727 meeting w/NUMARC in Rockville,MD to discuss 
plant life extension. 

HOUSTON.R.W. Division of Safety Issue Resolution (Post 880717). AD04-1 095. 89/ 
07/14. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
61148:234-61148:235. 

—9203230288 Forwards request for OMB review of proposed rule on nuclear power 
plant license renewal. 

KNIEL.K. Reactor & Plant Safety Issues Branch. AD04-1 100. 90/06/11. SHELTON,B. 
Information & Records Management Branch (Post 890827). 9pp. 61149:042- 
61149:051. 

-9203230293 Responds to 900525 staff requirements memo re 900516 briefing in con¬ 
nection w/SECY-90-160, “Proposed Rule on Nuclear Power Plant License Renewal.” 
Summary of estimated paperwork burden end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 101. 90/06/11. 
CARR, ROBERTS. ROGERS Commissioners (Post 750119). 6pp. 61149:052- 
61149:057. 

-9203230297 Discusses documentation of current licensing basis for license 
renewal.lnforms that EDO finds necessary to develop proposed resolution of issues 
as integral part of preparing final rule package for Commission approval. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 165. 90/11/16. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 3pp. 61149:058- 
61149:060. 


-9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule. 

LEE.B. Nuclear Management & Resources Coundl (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 166. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 167. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

-9203230324 Requests that Murley addresses listed items during meeting w/Commis- 
sioner assistant on 910417 re license renewal. 

FEDERLINE.M. Commissioners (Post 750119). AD04-2 168. 91/04/12. BLAHA.J. 
NRC - No Detailed Affiliation Given. 10pp. 61149:081-61149:090. 

—9203230329 Submits supplemental comments,on behalf of Util Decommissioning 
Group,on notice of proposed rulemaking re nuclear power plant license renewal. 
KNOTTS,J.B. Winston & Strawn. AD04-2 169. 91/05/20. CHILK.S.J. Office of the 
Secretary of the Commission. 6pp. 61149:091-61149:096. 

-9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR,J.M. Ofc of the Executive Diredor for Operations. ADO4-2 170. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

—9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li¬ 
cense renewal.lnability to arrive at workable definition of scope of SCCs important to 
license renewal remains vexing problem.NRC definition unsatisfactory. 

KADAK.J.M. Yankee Atomic Electric Co. AD04-2 173. 91/06/05. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 14pp. 61149:123-61149:180. 

—9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro¬ 
posed license renewal rule in Oct 1990. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). CURRAN,D. Union of Concerned Scientists. CURRAN.D. New England Coa¬ 
lition on Nuclear Pollution. AD04-2 176. 91/09/18. THE CHAIRMAN, SELIN,1. Com¬ 
missioners (Post 750119). 2pp. 61149:181-61149:186. 

—9203230355 Provides analysis of draft legislation that Representative Kostmayer may 
introduce pertaining to nuclear licensing reform & plant life extension.Recommends 
that Commission oppose subj proposal.Draft legislation end. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-2 178. 91/10/18. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 11pp. 61149:187- 
61149:199. 

-9203230361 Recommends mod of criterion (iv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-2 180. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

—9203230364 Forwards info collection package for final license renewal rule for OMB 
review. 

KNIEL.K. Reactor & Plant Safety Issues Branch. AD04-2 181. 91/11/13. 
SHELTON,B.J. Information & Records Management Branch (Post 890827). 15pp. 
61149:203-61149:221. 

—9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission 
reissue license renewal rule for public comment. No legal reason that requires further 
publication of proposed rule for public commentW/listed ends. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-2 183. 91/11/14. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 12pp. 61149:222- 
61150:023. 

—9203250047 Advises that Commission undertaken rulemaking effort to set 
procedures,criteria & stds for nuclear power plant license renewal.Proposed rule 
scheduled to be submitted for review & approval to EDO on 900430 & to Commission 
on 900514.W/encls. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-1 102. 90/03/ 
06. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 300pp. 
61150:024-61152:110. 

-9203250140 Discusses SECY-91-138 re final rule on nuclear power license 
renewai.Delegation specifies that final rule contains listed items. 

CHILK.S.J. Office of the Secretary of the Commission. AD04-2 205. 91/06/27. Office 
of the Secretary of the Commission. 50pp. 61160:310-61160:358. 

—9203110434 Submits addl comments on license renewal rule (10CFR54). 

NORIAN.P. NRC - No Detailed Affiliation Given. AD04-2 104. 91/01/07. SEGE.G. 
NRC - No Detailed Affiliation Given. Ip. 61139:085-61141:277. 

—9102060059 Transcript of 910201 meeting in Rockville,MD re briefing on status of final 
rule on license renewal 10CFR54.Pp 1-58. Supporting documentation end. 

* Neal R. Gross & Co., Inc. AD04-2 007. 91/02/01. 85pp. 61137:330-61139:084. 

—9104180182 Responds to Commission questions re compilation of current licensing 
basis discussed in staff requirements memo dtd 910228. New requirement for current 
licensees to compile licensing basis unnecessary for adequate safety level. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 203. 91/04/11. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 4pp. 61160:305- 
61160:309. 

—9109060091 Approves final rule on license renewal package prior to issuance (SECY- 
91-138) & agrees to follow usual procedures. 

CHILK.S.J. Office of the Secretary of the Commission. AD04-2 196. 91/07/03. 
TAYLOR,J.M. Ofc of the Executive Diredor for Operations. Ip. 61160:284-61160:304. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,LW. Ohio, State of. AD04-2 024. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41 pp. 61132:088-61132:159. 
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-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County,NV & City of Caliente.NV for consideration. 

BAUGHMAN,M.L. Intertech Consultant, Inc. AD04-2 035. 90/10/09. Docketing & 
Services Branch. 2pp. 61132:160-61133:077. 


-9203250140 Discusses SECY-91-138 re final rule on nuclear power license 
renewal.Delegation specifies that final rule contains listed items. 

CHILK.SJ. Office of the Secretary of the Commission. AD04-2 205. 91/06/27. Office 
of the Secretary of the Commission. 50pp. 61160:310-61160:358. 


-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. AD04-2 127. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 

—9203230180 Forwards draft final rule on nuclear power plant license renewal,along w/ 
drafts of NUREG-1428.NUREG/CR-5382, NUREG-1362.NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-2 160. 91/03/ 
06. FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 


-8901300096 Forwards Ofc of General Counsel analyses of legal issues re applications 
to extend operating life of nuclear power plants beyond original 40-yr term of initial 
OLs. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 093. 89/01/13. 
STELLO.V. Ofc of the Executive Director for Operations. 68pp. 61148:149-61148:211. 

—8907170229 Discusses compliance of license renewal rulemaking w/Atomic Energy 
Act of 1954 (AEA) & backfit rule 10CFR50.109.per end legal memo.Ofc of General 
Counsel agrees w/staff that specific criteria should determine license renewal. 
PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 094. 89/06/20. 
STELLO.V. Ofc of the Executive Director for Operations. 22pp. 61148:212-61148:233. 


—9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review.Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-2 161. 
91/03/21. JORDAN,E.L. Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 

-9203230227 Ack receipt of 910417 Itr to Chairman Carr reporting on ACRS review of 
draft final rule on nuclear power plant license renewal.Committee advice re reg guide 
& SRP will be taken into account in preparation of documents. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 163. 91/05/09. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229- 
61147:230. 

—9203230297 Discusses documentation of current licensing basis for license 
renewal.lnforms that EDO finds necessary to develop proposed resolution of issues 
as integral part of preparing final rule package for Commission approval. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 165. 90/11/16. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 3pp. 61149:058- 
61149:060. 

—9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 166. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 


—8908310259 Forwards rept on technical results of task force on license renewal. 
KUDRICK.J.A. Plant Systems Branch (870411-890826). AD04-1 098. 89/08/24. 
SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 78pp. 
61148:275-61149:013. 

-8909130055 SECY-89-275 Requests Commission approval of staff activities for devel¬ 
opment of license renewal regulations & licensing guidance.Proposed rule should be 
published in May 1990 & draft generic EIS in Dec 1990. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 105. 89/09/01. 
12pp. 61152:111-61152:123. 

—8909190022 SECY-89-288 Informs of staff preliminary regulatory approach to develop¬ 
ment of rule & licensing guidance on renewals of OLs for nuclear power plants. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 106. 89/09/13. 
17pp. 61152:124-61160:283. 

—8911070144 Provides guidance on preparing questions & presentations for license re¬ 
newal workshop. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-1 099. 89/10/ 
26. Division of Safety Issue Resolution (Post 880717). 28pp. 61149:014-61149:041. 

—9006060241 Forwards comments on preliminary regulatory philosophy & approach for 
license renewal regulation.Monticello Nuclear Generating Plant serving as lead BWR 
plant in industry lead plant license renewal program. 

PARKER,T.M. Northern States Power Co. AD04-1 010. 89/12/01. CLEARY,D. Office 
of Nuclear Regulatory Research (Post 860720). 9pp. 61130:190-61130:197. 


-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 167. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

—9203230324 Requests that Murley addresses listed items during meeting w/Commis- 
sioner assistant on 910417 re license renewal. 

FEDERLINE.M. Commissioners (Post 750119). AD04-2 168. 91/04/12. BLAHA.J. 
NRC - No Detailed Affiliation Given. 10pp. 61149:081-61149:090. 

-9203230329 Submits supplemental comments,on behalf of Util Decommissioning 
Group.on notice of proposed rulemaking re nuclear power plant license renewal. 
KNOTTS,J.B. Winston & Strawn. AD04-2 169. 91/05/20. CHILK.S.J. Office of the 
Secretary of the Commission. 6pp. 61149:091-61149:096. 

—9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-2 170. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

-9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li¬ 
cense renewal.lnability to arrive at workable definition of scope of SCCs important to 
license renewal remains vexing problem.NRC definition unsatisfactory. 

KADAK.J.M. Yankee Atomic Electric Co. AD04-2 173. 91/06/05. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 14pp. 61149;123-61149:180. 

—9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro¬ 
posed license renewal rule in Oct 1990. 

CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). CURRAN.D. Union of Concerned Scientists. CURRAN.D. New England Coa¬ 
lition on Nuclear Pollution. AD04-2 176. 91/09/18. THE CHAIRMAN, SELIN,I. Com¬ 
missioners (Post 750119). 2pp. 61149:181-61149:186. 

—9203230355 Provides analysis of draft legislation that Representative Kostmayer may 
introduce pertaining to nuclear licensing reform & plant life extension.Recommends 
that Commission oppose subj proposal. Draft legislation end. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-2 178. 91/10/18. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 11pp. 61149:187- 
61149:199. 

—9203230361 Recommends mod of criterion (iv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-2 180. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

—9203230364 Forwards info collection package for final license renewal rule for OMB 
review. 

KNIEL.K. Reactor & Plant Safety Issues Branch. AD04-2 181. 91/11/13. 
SHELTON,B.J. Information & Records Management Branch (Post 890827). 15pp. 
61149:203-61149:221. 

-9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission 
reissue license renewal rule for public comment. No legal reason that requires further 
publication of proposed rule for public commentW/listed ends. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-2 183. 91/11/14. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 12pp. 61149:222- 
61150:023. 


-9006140504 Expresses appreciation for opportunity to meet w/& discuss approach to 
license renewal rulemaking on 890727 & role of current licensing basis including treat¬ 
ment of exemptions & grandfather provisions. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 096. 89/06/28. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). ip. 61148:236-61148:274. 

-9006140508 Forwards NUMARC NUPLEX position paper on license renewal 
rulemaking.Paper will provide useful insights into policy issues of most importance to 
industry. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 097. 89/04/21. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). 38pp. 61148:237-61148:274. 

—9203050297 Forwards comments offered in response to 891013 54FR41980. 
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 002. 89/12/01. CLEARY,D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 2pp. 61130:004-61130:005. 

-9203050298 Forwards comments to replace ones submitted on 891204 in response to 
891013 54FR41980. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 003. 89/12/11. CLEARY.D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 60pp. 61130:006-61130:065. 

-9203050299 Submits util comment on NRC "Preliminary Regulatory Philosophy & Ap¬ 
proach for License Renewal Regulation” & “Outline of Conceptual Approach to Li¬ 
cense Renewal Rule" as presented in FR on 891013. 

KADAK.A.C. Yankee Atomic Electric Co. AD04-1 004. 89/12/01. CLEARY.D. Office of 
Nuclear Regulatory Research (Post 860720). 113pp. 61130:066-61130:178. 

-9203050301 Submits followup to recent NRC public workshop on technical & policy 
considerations for nuclear power plant license renewal.Listed points emphasized. 
FROATS.E.E. BWR Owners Group. AD04-1 005. 89/11/27. CLEARY,D.P. Reactor & 
Plant Safety Issues Branch. 2pp. 61130:179-61130:180. 

—9203050302 Submits comments offered for consideration in writing proposed rule on 
nuclear power plant license renewal. 

GARDNER,J.B. Gardner, J.B. AD04-1 006. 89/11/28. CLEARY.D. Office of Nuclear 
Regulatory Research (Post 860720). 3pp. 61130:181-61130:183. 

-9203050303 Submits observations & comments re plant license extension workshop 
held in Reston.VA on 891113 &14 & found workshop to be comprehensive in terms 
of technical issues covered. 

HOWEY.N.T., BLACK,L.J. Illinois, State of. AD04-1 007. 89/11/28. GILLESPIE,F. Pro¬ 
gram Management, Policy Development & Analysis Staff (Post 870411). 3pp. 
61130:184-61130:186. 

-9203050304 Submits comments on proposed rulemaking of NRC entitled, 
“10CFR50;RIN 3150-AD04;Nuclear Power Plant License as published at 891013 
54FR41980 & presented at 891113-14 workshop. 

YOUNG.W.H. Energy, Dept. of. AD04-1 008. 89/11/30. CLEARY,D.P. Office of Nucle¬ 
ar Regulatory Research (Post 860720). 2pp. 61130:187-61130:188. 

—9203050305 Comments supporting NUMARC-NUPLEX working group program for 
timely development of clear & viable nuclear plant license renewal policy. 

KEISER.H.W. Pennsylvania Power & Light Co. AD04-1 009. 89/12/01. CLEARY.D. 
Office of Nuclear Regulatory Research (Post 860720). Ip. 61130:189-61130:189. 

-9203050313 Submits comments supporting advanced notice of public rulemaking on 
license renewal. 

WALKER,R.S. Grove Engineering. AD04-1 011. 89/12/01. CLEARY.D. Office of Nu¬ 
clear Regulatory Research (Post 860720). 3pp. 61130:198-61130:200. 
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-9203060409 Submits comments on behalf of Nuclear Util Backfitting & Reform Group 
re application of NRC backfitting rule in license renewal process.Believes rule should 
continue to apply during license renewal process. 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. REYNOLDS.N.S. Affiliation Not 
Assigned. AD04-1 012. 89/12/01. CLEARY.D.P. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 5pp. 61130:201-61130:205. 

—9203060416 Provides comments re NRC conceptual approach to nuclear power plant 

TURBAK.M.S. Commonwealth Edison Co. AD04-1 013. 89/11/30. CLEARY,D. Office 
of Nuclear Regulatory Research (Post 860720). 5pp. 61130:206-61130:210. 

-9203060420 Responds to NRC questions posed to guide discussions during public 
workshop on technical & policy considerations for nuclear power plant license renewal 
& advanced notice of proposed rulemaking. 

JOHNSON,W.J. Westinghouse Electric Corp. AD04-1 014. 89/12/07. Document Con¬ 
trol Branch (Document Control Desk). CLEARY.D.P. Reactor & Plant Safety Issues 
Branch. 17pp. 61130:211-61131:266. 

-9203180504 Endorses B&W Owners Group positions on plant life extension & B&W 
Owners Group comments provided in submittal dtd 881028.Supporting documentation 
end. 

SHELTON.D.C. Toledo Edison Co. AD04-1 081. 88/11/02. Document Control Branch 
(Document Control Desk). 21pp. 61133:078-61133:105. 

-9203190280 Requests for public comment on NRC statement of policy for nuclear 
power plant license renewal. 

LEONARD,J.D. Long Island Lighting Co. AD04-1 084. 87/01/30. CHILK.S.J. Office of 
the Secretary of the Commission. 7pp. 61133:106-61137:329. 

—9203230201 Informs that end review package on proposed rule for nuclear power 
plant license renewal shows.by markups,changes made since 900314 submittal in re¬ 
sponse to 900328 CRGR comments. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-1 085. 
90/04/11. JORDAN,E.L. Committee to Review Generic Requirements. 350pp. 
61145:044-61147:044. 

-9203230224 Informs that CRGR unable in two meetings to provide useful recommen¬ 
dation on current licensing basis on propose rule for licensee renewal.NRC should re¬ 
quest bibliography of matl & do spot check. 

JORDAN,E.L. Committee to Review Generic Requirements. AD04-1 089. 90/05/02. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61147:226-61147:228. 

—9203230272 Notification of 890727 meeting w/NUMARC in Rockville,MD to discuss 
plant life extension. 

HOUSTON,R.W. Division of Safety Issue Resolution (Post 880717). AD04-1 095. 89/ 
07/14. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
61148:234-61148:235. 

-9203230288 Forwards request for OMB review of proposed rule on nuclear power 
plant license renewal. 

KNIEL.K. Reactor & Plant Safety Issues Branch. AD04-1 100. 90/06/11. SHELTON,B. 
Information & Records Management Branch (Post 890827). 9pp. 61149:042- 
61149:051. 

-9203230293 Responds to 900525 staff requirements memo re 900516 briefing in con¬ 
nection w/SECY-90-160, “Proposed Rule on Nuclear Power Plant License Renewal.” 
Summary of estimated paperwork burden end. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-1 101. 90/06/11. 
CARR, ROBERTS, ROGERS Commissioners (Post 750119). 6pp. 61149:052- 
61149:057. 

—9203250047 Advises that Commission undertaken rulemaking effort to set 
procedures,criteria & stds for nuclear power plant license renewal.Proposed rule 
scheduled to be submitted for review & approval to EDO on 900430 & to Commission 
on 900514.W/encls. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-1 102. 90/03/ 
06. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 300pp. 
61150:024-61152:110. 

-9203110434 Submits addl comments on license renewal rule (10CFR54). 

NORIAN.P. NRC - No Detailed Affiliation Given. AD04-2 104. 91/01/07. SEGE.G. 
NRC - No Detailed Affiliation Given. Ip. 61139:085-61141:277. 

-9102080059 Transcript of 910201 meeting in Rockville,MD re briefing on status of final 
rule on license renewal 10CFR54.Pp 1-58. Supporting documentation end. 

* Neal R. Gross & Co., Inc. AD04-2 007. 91/02/01. 85pp. 61137:330-61139:084. 

-9104180182 Responds to Commission questions re compilation of current licensing 
basis discussed in staff requirements memo dtd 910228.New requirement for current 
licensees to compile licensing basis unnecessary for adequate safety level. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-2 203. 91/04/11. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 4pp. 61160:305- 
61160:309. 

-9109060091 Approves final rule on license renewal package prior to issuance (SECY- 
91-138) & agrees to follow usual procedures. 

CHILK.S.J. Office of the Secretary of the Commission. AD04-2 196. 91/07/03. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. Ip. 61160:284-61160:304. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,L.W. Ohio, State of. AD04-2 024. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41pp. 61132:088-61132:159. 

-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County,NV & City of Caliente.NV for consideration. 

BAUGHMAN,M.L Intertech Consultant, Inc. AD04-2 035. 90/10/09. Docketing & 
Services Branch. 2pp. 61132:160-61133:077. 

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. AD04-2 127. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 


—9203230180 Forwards draft final rule on nuclear power plant license renewal,along w/ 
drafts of NUREG-1428.NUREG/CR-5382, NUREG-1362.NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-2 160. 91/03/ 
06. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 

—9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review.Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-2 161. 
91/03/21. JORDAN,E.L Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 

—9203230227 Ack receipt of 910417 Itr to Chairman Carr reporting on ACRS review of 
draft final rule on nuclear power plant license renewal.Committee advice re reg guide 
& SRP will be taken into account in preparation of documents. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-2 163. 91/05/09. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229- 
61147:230. 

—9203230297 Discusses documentation of current licensing basis for license 
renewal.lnforms that EDO finds necessary to develop proposed resolution of issues 
as integral part of preparing final rule package for Commission approval. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-2 165. 90/11/16. 
CARR, ROGERS, CURTISS Commissioners (Post 750119). 3pp. 61149:058- 
61149:060. 

-9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 166. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. AD04-2 167. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

—9203230324 Requests that Murley addresses listed items during meeting w/Commis- 
sioner assistant on 910417 re license renewal. 

FEDERLINE.M. Commissioners (Post 750119). AD04-2 168. 91/04/12. BLAHA.J. 
NRC - No Detailed Affiliation Given. 10pp. 61149:081-61149:090. 

—9203230329 Submits supplemental comments,on behalf of Util Decommissioning 
Group,on notice of proposed rulemaking re nuclear power plant license renewal. 
KNOTTS,J.B. Winston & Strawn. AD04-2 169. 91/05/20. CHILK.S.J. Office of the 
Secretary of the Commission. 6pp. 61149:091-61149:096. 

—9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. AD04-2 1 70. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

—9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li¬ 
cense renewal.lnability to arrive at workable definition of scope of SCCs important to 
license renewal remains vexing problem.NRC definition unsatisfactory. 

KADAK.J.M. Yankee Atomic Electric Co. AD04-2 173. 91/06/05. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 14pp. 61149:123-61149:180. 

-9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro¬ 
posed license renewal rule in Oct 1990. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). CURRAN,D. Union of Concerned Scientists. CURRAN,D. New England Coa¬ 
lition on Nuclear Pollution. AD04-2 176. 91/09/18. THE CHAIRMAN, SELIN,!. Com¬ 
missioners (Post 750119). 2pp. 61149:181-61149:186. 

-9203230355 Provides analysis of draft legislation that Representative Kostmayer may 
introduce pertaining to nuclear licensing reform & plant life extension. Recommends 
that Commission oppose subj proposal.Draft legislation end. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-2 178. 91/10/18. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 11pp. 61149:187- 
61149:199. 

—9203230361 Recommends mod of criterion (iv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-2 180. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

—9203230364 Forwards info collection package for final license renewal rule for OMB 
review. 

KNIEL.K. Reactor & Plant Safety Issues Branch. AD04-2 181. 91/11/13. 
SHELTON,B.J. Information & Records Management Branch (Post 890827). 15pp. 
61149:203-61149:221. 

-9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission 
reissue license renewal rule for public comment. No legal reason that requires further 
publication of proposed rule for public commeni.W/lisied ends. 

PARLER.W.C. Office of the Genera! Counsel (Post 860701). AD04-2 183. 91/11/14. 
ROGERS, CURTISS, REMICK Commissioners (Post 750119). 12pp. 61149:222- 
61150:023. 

—9203250140 Discusses SECY-91-138 re final rule on nuclear power license 
renewal.Delegation specifies that final rule contains listed items. 

CHILK.S.J. Office of the Secretary of the Commission. AD04-2 205. 91/06/27. Office 
of the Secretary of the Commission. 50pp. 61160:310-61160:358. 

—8901300096 Forwards Ofc of General Counsel analyses of legal issues re applications 
to extend operating life of nuclear power plants beyond original 40-yr term of initial 
OLs. 

PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 093. 89/01/13. 
STELLO.V. Ofc of the Executive Director for Operations. 68pp. 61148:149-61148:211. 
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—8907170229 Discusses compliance of license renewal rulemaking w/Atomic Energy 
Act of 1954 (AEA) & backfit rule 10CFR50.109,per end legal memo.Ofc of General 
Counsel agrees w/staff that specific criteria should determine license renewal. 
PARLER.W.C. Office of the General Counsel (Post 860701). AD04-1 094. 89/06/20. 
STELLO.V. Ofc of the Executive Director for Operations. 22pp. 61148:212-61148:233. 

-8908310259 Forwards rept on technical results of task force on license renewal. 
KUDRICK.J.A. Plant Systems Branch (870411-890826). AD04-1 098. 89/08/24. 
SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 78pp. 
61148:275-61149:013. 

-8909130055 SECY-89-275 Requests Commission approval of staff activities for devel¬ 
opment of license renewal regulations & licensing guidance.Proposed rule should be 
published in May 1990 & draft generic EIS in Dec 1990. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 105. 89/09/01. 
12pp. 61152:111-61152:123. 

—8909190022 SECY-89-288 Informs of staff preliminary regulatory approach to develop¬ 
ment of rule & licensing guidance on renewals of OLs for nuclear power plants. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 106. 89/09/13. 
17pp. 61152:124-61160:283. 

-8911070144 Provides guidance on preparing questions & presentations for license re¬ 
newal workshop. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). AD04-1 099. 89/10/ 
26. Division of Safety Issue Resolution (Post 880717). 28pp. 61149:014-61149:041. 

-9008060241 Forwards comments on preliminary regulatory philosophy & approach for 
license renewal regulation.Monticello Nuclear Generating Plant serving as lead BWR 
plant in industry lead plant license renewal program. 

PARKER,T.M. Northern States Power Co. AD04-1 010. 89/12/01. CLEARY.D. Office 
of Nuclear Regulatory Research (Post 860720). 9pp. 61130:190-61130:197. 

-9006140504 Expresses appreciation for opportunity to meet w/& discuss approach to 
license renewal rulemaking on 890727 & role of current licensing basis including treat¬ 
ment of exemptions & grandfather provisions. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 096. 89/06/28. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). Ip. 61148:236-61148:274. 

—9006140508 Forwards NUMARC NUPLEX position paper on license renewal 
rulemaking.Paper will provide useful insights into policy issues of most importance to 
industry. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 097. 89/04/21. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). 38pp. 61148:237-61148:274. 

-9203050297 Forwards comments offered in response to 891013 54FR41980. 
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 002. 89/12/01. CLEARY,D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 2pp. 61130:004-61130:005. 

—9203050298 Forwards comments to replace ones submitted on 891204 in response to 
891013 54FR41980. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AD04-1 003. 89/12/11. CLEARY,D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 60pp. 61130:006-61130:065. 

—9203050299 Submits util comment on NRC "Preliminary Regulatory Philosophy & Ap¬ 
proach for License Renewal Regulation" & “Outline of Conceptual Approach to Li¬ 
cense Renewal Rule" as presented in FR on 891013. 

KADAK.A.C. Yankee Atomic Electric Co. AD04-1 004. 89/12/01. CLEARY,D. Office of 
Nuclear Regulatory Research (Post 860720). 113pp. 61130:066-61130:178. 

—9203050301 Submits followup to recent NRC public workshop on technical & policy 
considerations for nuclear power plant license renewal. Listed points emphasized. 
FROATS.E.E. BWR Owners Group. AD04-1 005. 89/11/27. CLEARY,D.P. Reactor & 
Plant Safety Issues Branch. 2pp. 61130:179-61130:180. 

—9203050302 Submits comments offered for consideration in writing proposed rule on 
nuclear power plant license renewal. 

GARDNER,J.B. Gardner, J.B. AD04-1 006. 89/11/28. CLEARY,D. Office of Nuclear 
Regulatory Research (Post 860720). 3pp. 61130:181-61130:183. 

—9203050303 Submits observations & comments re plant license extension workshop 
held in Reston.VA on 891113 & 14 & found workshop to be comprehensive in terms 
of technical issues covered. 

HOWEY.N.T., BLACK,L.J. Illinois. State of. AD04-1 007. 89/11/28. GILLESPIE,F. Pro- 

§ ram Management, Policy Development & Analysis Staff (Post 870411). 3pp. 
1130:184-61130:186. 


-9203060420 Responds to NRC questions posed to guide discussions during public 
workshop on technical & policy considerations for nuclear power plant license renewal 
& advanced notice of proposed rulemaking. 

JOHNSON,W.J. Westinghouse Electric Corp. AD04-1 014. 89/12/07. Document Con¬ 
trol Branch (Document Control Desk). CLEARY,D.P. Reactor & Plant Safety Issues 
Branch. 17pp. 61130:211-61131:266. 

—9203180504 Endorses B&W Owners Group positions on plant life extension & B&W 
Owners Group comments provided in submittal dtd 881028.Supporting documentation 
end. 

SHELTON.D.C. Toledo Edison Co. AD04-1 081. 88/11/02. Document Control Branch 
(Document Control Desk). 21pp. 61133:078-61133:105. 

—9203190280 Requests for public comment on NRC statement of policy for nuclear 
power plant license renewal. 

LEONARD,J.D. Long Island Lighting Co. AD04-1 084. 87/01/30. CHILK.S.J. Office of 
the Secretary of the Commission. 7pp. 61133:106-61137:329. 

-9203230201 Informs that end review package on proposed rule for nuclear power 
plant license renewal shows,by markups,changes made since 900314 submittal in re¬ 
sponse to 900328 CRGR comments. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). AD04-1 085. 
90/04/11. JORDAN,E.L. Committee to Review Generic Requirements. 350pp. 
61145:044-61147:044. 

-9203230224 Informs that CRGR unable in two meetings to provide useful recommen¬ 
dation on current licensing basis on propose rule for licensee renewal.NRC should re¬ 
quest bibliography of matl & do spot check. 

JORDAN,E.L. Committee to Review Generic Requirements. AD04-1 089. 90/05/02. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. Ip. 61147:226-61147:228. 

-9203230272 Notification of 890727 meeting w/NUMARC in Rockviile.MD to discuss 
plant life extension. 

HOUSTON,R.W. Division of Safety Issue Resolution (Post 880717). AD04-1 095. 89/ 
07/14. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
61148:234-61148:235. 

-9203230288 Forwards request for OMB review of proposed rule on nuclear power 
plant license renewal. 

KNIEL.K. Reactor & Plant Safety issues Branch. AD04-1 100. 90/06/11. SHELTON,B. 
Information & Records Management Branch (Post 890827). 9pp. 61149:042- 
61149:051. 

-9203230293 Responds to 900525 staff requirements memo re 900516 briefing in con¬ 
nection w/SECY-90-160, "Proposed Rule on Nuclear Power Plant License Renewal." 
Summary of estimated paperwork burden end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. AD04-1 101. 90/06/11. 
CARR, ROBERTS, ROGERS Commissioners (Post 750119). 6pp. 61149:052- 
61149:057. 

-9203250047 Advises that Commission undertaken rulemaking effort to set 
procedures,criteria & stds for nuclear power plant license renewal.Proposed rule 
scheduled to be submitted for review & approval to EDO on 900430 & to Commission 
on 900514.W/encls. 

MINNERS.W. Division of Safety issue Resolution (Post 880717). AD04-1 102. 90/03/ 
06. FRALEY,R.F. ACRS - Advisory Committee on Reactor Safeguards. 300pp. 
61150:024-61152:110. 

-9102080059 Transcript of 910201 meeting in Rockviile.MD re briefing on status of final 
rule on license renewal 10CFR54.Pp 1-58. Supporting documentation end. 

* Neal R. Gross & Co., Inc. 56FR64943. 91/02/01. 85pp. 61137:330-61139:084. 

-9104180182 Responds to Commission questions re compilation of current licensing 
basis discussed in staff requirements memo dtd 91Q228.New requirement for current 
licensees to compile licensing basis unnecessary for adequate safety level. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/04/11. 
CARR Commissioners (Post 750119). 4pp. 61160:305-61160:309. 

-9109060091 Approves final rule on license renewal package prior to issuance (SECY- 
91-138) & agrees to follow usual procedures. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 91/07/03. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. Ip. 61160:284-61160:304. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,L.W. Ohio, State of. 56FR64943. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41pp. 61132:088-61132:159. 


—9203050304 Submits comments on proposed rulemaking of NRC entitled, 
“10CFR50;RIN 3150-AD04;Nuclear Power Plant License ..." as published at 891013 
54FR41980 & presented at 891113-14 workshop. 

YOUNG,W.H. Energy, Dept. of. AD04-1 008. 89/11/30. CLEARY,D.P. Office of Nucle¬ 
ar Regulatory Research (Post 860720). 2pp. 61130:187-61130:188. 

-9203050305 Comments supporting NUMARC-NUPLEX working group program for 
timely development of clear & viable nuclear plant license renewal policy. 

KEISER.H.W. Pennsylvania Power & Light Co. AD04-1 009. 89/12/01. CLEARY,D. 
Office of Nuclear Regulatory Research (Post 860720). Ip. 61130:189-61130:189. 


-9203050313 Submits comments supporting advanced notice of public rulemaking on 
license renews I 

WALKER,R.S. Grove Engineering. AD04-1 011. 89/12/01. CLEARY,D. Office of Nu¬ 
clear Regulatory Research (Post 860720). 3pp. 61130:198-61130:200. 


-9203060409 Submits comments on behalf of Nuclear Util Backfitting & Reform Group 
re application of NRC backfitting rule in license renewal process.Believes rule should 
continue to apply during license renewal process. 

REYNOLDS,N.S. Bishop, Cook, Purcell & Reynolds. REYNOLDS,N.S. Affiliation Not 
Assigned. AD04-1 012. 89/12/01. CLEARY,D.P. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 5pp. 61130:201-61130:205. 


-9203060416 Provides comments re NRC conceptual approach to nuclear power plant 
license renewel rule* 

TURBAK.M.S. Commonwealth Edison Co. AD04-1 013. 89/11/30. CLEARY,D. Office 
of Nuclear Regulatory Research (Post 860720). 5pp. 61130:206-61130:210. 


-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County,NV & City of Caliente.NV for consideration. 

BAUGHMAN,M.L. Intertech Consultant, Inc. 56FR64943. 90/10/09. Docketing & Serv¬ 
ices Branch. 2pp. 61132:160-61133:077. 

-9203110434 Submits addl comments on license renewal rule (10CFR54). 

NORIAN.P. NRC - No Detailed Affiliation Given. 56FR64943. 91/01/07. SEGE.G. 
NRC - No Detailed Affiliation Given. Ip. 61139:085-61141:277. 

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. 56FR64943. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 

-9203230180 Forwards draft final rule on nuclear power plant license renewal,along w/ 
drafts of NUREG-1428.NUREG/CR-5382, NUREG-1362.NUREG-1398 & NUREG- 
1412,for ACRS review. 

MINNERS.W. Division of Safety Issue Resolution (Post 880717). 56FR64943. 91/03/ 
06. FRA LEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. 1,100pp. 
61141:278-61145:043. 

—9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review.Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR64943. 
91/03/21. JORDAN,E.L. Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 
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—9203230227 Ack receipt of 910417 ltr to Chairman Carr reporting on ACRS review of 
draft final rule on nuclear power plant license renewal.Committee advice re reg guide 
&. SRP will be taken into account in preparation of documents. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/09. 
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229- 
61147:230. 

-9203230297 Discusses documentation of current licensing basis for license 
renewal. Informs that EDO finds necessary to develop proposed resolution of issues 
as integral part of preparing final rule package for Commission approval. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR64943. 90/11/16. 
CARR Commissioners (Post 750119). 3pp. 61149:058-61149:060. 

—9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

-9203230324 Requests that Murley addresses listed items during meeting w/Commis- 
sioner assistant on 910417 re license renewal. 

FEDERLINE.M. Commissioners (Post 750119). 56FR64943. 91/04/12. BLAHA.J. NRC 
- No Detailed Affiliation Given. 10pp. 61149:081-61149:090. 

-9203230329 Submits supplemental comments,on behalf of Util Decommissioning 
Group,on notice of proposed rulemaking re nuclear power plant license renewal. 
KNOTTS.J.B. Winston & Strawn. 56FR64943. 91/05/20. CHILK.S.J. Office of the Sec¬ 
retary of the Commission. 6pp. 61149:091-61149:096. 

-9203230332 Responds to 910404 ltr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

-9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li¬ 
cense renewal.Inability to arrive at workable definition of scope of SCCs important to 
license renewal remains vexing problem.NRC definition unsatisfactory. 

KADAK.J.M. Yankee Atomic Electric Co. 56FR64943. 91/06/05. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 14pp. 61149:123-61149:180. 

-9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro¬ 
posed license renewal rule in Oct 1990. 

CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 56FR64943. 91/09/18. THE CHAIRMAN Commissioners (Post 750119). 
2pp. 61149:181-61149:186. 

-9203230355 Provides analysis of draft legislation that Representative Kostmayer may 
introduce pertaining to nuclear licensing reform & plant life extension.Recommends 
that Commission oppose subj proposal.Draft legislation end. 

PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/10/18. 
ROGERS Commissioners (Post 750119). 11pp. 61149:187-61149:199. 

—9203230361 Recommends mod of criterion (rv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR64943. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

-9203230364 Forwards info collection package for final license renewal rule for OMB 
review. 

KNIEL.K. Reactor & Plant Safety Issues Branch. 56FR64943. 91/11/13. 
SHELTON.B.J. Information & Records Management Branch (Post 890827). 15pp. 
61149:203-61149:221. 

-9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission 
reissue license renewal rule for public comment No legal reason that requires further 
publication of proposed rule for public comment.W/listed ends. 

PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/11/14. 
ROGERS Commissioners (Post 750119). 12pp. 61149:222-61150:023. 

-9203250140 Discusses SECY-91-138 re final rule on nuclear power license 
renewal.Delegation specifies that final rule contains listed items. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 91/06/27. Office 
of the Secretary of the Commission. 50pp. 61160:310-61160:358. 

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi¬ 
gan re policy of deregulating radwastes known as below regulatory concern. 

PETERS,H.W. Affiliation Not Assigned. 56FR64943. 90/10/04. Office of the Secretary 
of the Commission. 15pp. 61131:267-61132:087. 

9203060002 Comment opposing proposed rule 10CFR31 & 32, “Requirement for Pos¬ 
session of Industrial Devices Containing Byproduct Matl." 

OVERHOFF.M.W. Overhoff Technology Corp. 56FR67011 00003. 92/02/18. Docket¬ 
ing & Services Branch. Ip. 60803:089-60803:089. 

9203060013 Comment on 920224 FRN re “Special Review of NRC Regulations.” Urges 
that any action to reduce regulation provide sufficiently long periods for notice & com¬ 
ment procedures. 

GOLDMAN,P. Public Citizen Litigation Group. BECKER,J. Public Citizen’s Critical Mass 
Energy Project. 57FR6299 00002. 92/03/02. MEYER,D.L. Regulatory Publications 
Branch. 2pp. 60803:137-60803:138. 

9203060075 Comment opposing proposed rule 10CFR73 re physical fitness program & 
day firing qualification. 

PAINE,D. Nuclear Fuel Sen/ices, Inc. 56FR65024 00001. 92/02/27. Office of the Sec¬ 
retary of the Commission. 3pp. 60804:008-60804:010. 


9203060083 Comment on proposed rules 10CFR31 & 32,revising requirements for de¬ 
vises used under general license in 10CFR31.5. Believes div 2 level of compatibility 
may adequately serve health & safety purposes. 

SMITH.D.A. Affiliation Not Assigned. 56FR67011 00004. 92/02/28. Office of the Sec¬ 
retary of the Commission. 3pp. 60804:065-60804:067. 

9203060130 Comments on proposed rule 10CFR51 re environ review for renewal of OL. 
MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 56FR47016 00019. 92/02/06. 
SEDANO.R. Vermont, State of. 3pp. 60804:252-60804:254. 

9203060190 Responds to 920110 ltr written on behalf of constituent VT Young,Export 
Control Coordinator & Contract Administrator for Reuter-Stokes, I nc re NRC export & 
import license fee schedules in 10CFR170. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR14870. 92/02/12. 
FEIGHAN.E.F. House of Rep. 2pp. 60867:042-60867:046. 

-9203060201 Forwards inquiry from VT Young,requesting confirmation of accuracy of 
NRC new license fees,per PL 101-508 & explanation of implementation of NRC fee 
sys,per PL 101-508 which resulted in stated licensing costs.. 

FEIGHAN.E.F. House of Rep. 56FR14870. 92/01/10. RATHBUN.D. Office of Con¬ 
gressional Affairs (Post 911117). 3pp. 60867:044-60867:046. 

9203090052 Proposed rule 10CFR2, “Policy & Procedure for Enforcement 
Actions;Policy Statement” Rev would update & clarify Enforcement Policy for easier 
use & understanding. 

CHILK.S.J. Office of the Secretary of the Commission. 57FR5791. 92/02/06. 142pp. 
60832:239-60833:020. 

9203090065 Comment opposing proposed rules 10CFR11,19,20,21,25,26,30, 
31,32,33,34,39,40,50,52,53,54,55,60,61,70,71,72,73,74,75,95, 110,140 & 150 re clarifi¬ 
cation of statutory authority for purposes of criminal enforcement. 

MARCUS.C.S. California, Univ. of, Los Angeles, CA. 57FR222 00001. 92/02/13. 
CHILK.S. Office of the Secretary of the Commission. 4pp. 60864:299-60864:302. 

9203090071 “Cooperation w/States at Commercial Nuclear Power Plants & Other Nu¬ 
clear Production or Utilization Facilities;Policy Statement,” amend to policy 
statemenLAmend allows adjacent states representatives to observe NRC insps at fa¬ 
cilities. 

CHILK.S.J. Office of the Secretary of the Commission. 56FR41968. 92/02/18. 20pp. 
60833:033-60833:052. 

9203090119 Comment on draft NUREG-1437, “GEIS for License Renewal of Nuclear 
Power Plants.” 

LARSON,G.S. Midwest Interstate Low-Level Radioactive Waste Commission. 
56FR47016 00017. 92/02/18. Docketing & Services Branch. 4pp. 60833:068- 
60833:071. 

9203090150 Comment on proposed rule 10CFR51 re renewal of operating licenses of 
nuclear power plants. 

SWANSON,E.K. Phoenix, AZ. 56FR47016 00018. 92/02/20. CHILK.S.J. Office of the 
Secretary of the Commission. 5pp. 60833:099-60833:103. 

9203100057 Comment re special review of NRC regulations.ACNP & SNM not con¬ 
vinced that NRC has demonstrated increased or enhanced protection of public health 
& safety w/regulatory change. 

BEVEN.T. American College of Nuclear Physicians. MALMUD.L.S. Society of Nuclear 
Medicine. 57FR6299 00003. 92/03/02. MEYER,D.L. Regulatory Publications Branch. 
7pp. 60843:236-60843:242. 

9203100150 Comment on NRC special review of regulations.Believes that many regula¬ 
tions represent burdens to industry w/o enhancing health & safety of public & others 
provide burdens not commensurate w/marginal safety benefits. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR6299 00009. 92/03/06. MEYER,D.L. Regulatory Publications 
Branch. 36pp. 60844:221-60844:256. 

9203100212 Comment re special review of NRC regulations.Recommends exempting 
packages containing radioactive matl as gases & special form sources from contami¬ 
nation monitoring. 

MORRIS,W.J. Affiliation Not Assigned. 57FR6299 00004. 92/03/01. MEYER,D.L Reg¬ 
ulatory Publications Branch. Ip. 60845:072-60845:072. 

9203100241 Comment on proposed rule 10CFR51 re environ review for renewal of 
OLs.Rule effectively identifies potential environ issues associated w/plant license re¬ 
newal. 

GATES,W.G. Omaha Public Power District. 56FR47016 00020. 92/02/28. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 60845:139-60845:140. 

9203100250 Comment on proposed rules 10CFR11 & 19 re clarification of statutory au¬ 
thority for purposes of criminal enforcement NRC should be dissolved. 

KUPERUS.J.H. Shands Hosp. at Univ. of Florida, Gainesville, FL. 57FR222 00002. 
92/02/25. CHILK.S.J. Office of the Secretary of the Commission. 3pp. 60845:144- 
60845:146. 

9203110005 Responds to 920220 request for clarification of two statements made by 
LaGuiardia at Seminar on Decommissioning held in Paris last yr.NRC BRC policy put 
on hold. Participatory rulemaking re residual contamination underway. 

JOHNSON,T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
05. LARAIA.M. International Atomic Energy Agency. 2pp. 60897:071-60897:087. 

9203110015 Comment re special review of NRC regulations.Recommends that greater 
use be made of probabilistic safety assessments. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
57FR6299 00010. 92/03/06. MEYER,D.L. Regulatory Publications Branch. 2pp. 
60849:012-60849:013. 

9203110017 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu¬ 
clear power plant personnel. Definition of onsite technical staff should be provided to 
clarify functions or personnel included in category. 

SKOLDS.J.L South Carolina Electric & Gas Co. 57FR537 00005. 92/03/05. Office of 
the Secretary of the Commission. Ip. 60849:014-60849:014. 

9203110057 Comment re special review of NRC regulations.Support comment submit¬ 
ted on behalf of electric util industry by NUMARC. 

FERTELM.S. US Council for Energy Awareness. 57FR6299 00012. 92/03/06. 
MEYER,D. Regulatory Publications Branch. 3pp. 60849:094-60849:096. 
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9203110063 Comment oppposing proposed rules 10CFR170 & 171 re schedule of fees 
& charges for licensees. 

ADLER,D.E. Columbia Gas Transmission Corp. 57FR6299. 92/03/03. MEYER D.L 
Regulatory Publications Branch. 2pp. 60849:098-60849:099. 

9203110064 Comments on proposed rule 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel. 

ZIEBELL.D. Affiliation Not Assigned. 57FR537 00003. 92/03/03. Docketing & Serv¬ 
ices Branch. 3pp. 60849:100-60849:102. 

9203110065 Comment supporting proposed rule re elimination of requirements found 
marginal to safety. 

BARKLEY.R.S. Affiliation Not Assigned. 57FR6299. 92/03/05. Regulatory Publications 
Branch. 3pp. 60849:103-60849:105. 

9203110066 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 57FR537 00002. 92/02/29. NRC - 
No Detailed Affiliation Given. Ip. 60849:106-60849:106. 

9203110069 Comment supporting NUMARC comments on proposed rules 10CFR50 & 
52, "Training & Qualification of Nuclear Power Plant Personnel.” 

WOODARD,J.D. Southern Nuclear Operating Co. 57FR537 00006. 92/03/06. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 60849:115-60849:115. 

9203110071 Comment on special review of NRC regulations.Recommends that review 
address process issues & see that method to assure finality in issue resolution imple¬ 
mented. 

EDWARDS.D.W. Yankee Atomic Electric Co. 57FR6299 00013. 92/03/06. 
MEYER,D.L. Division of Freedom of Information & Publications Services (Post 
890205). 10pp. 60849:116-60849:125. 

9203110075 Comments on proposed rule 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Recommends rule be clarified so that "systematic anal¬ 
ysis of job performance requirements” will not be misinterpreted. 

MCGAHA Entergy Operations, Inc. 57FR537 00004. 92/03/03. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 60849:135-60849:136. 

9203110081 Comment endorsing NUMARC comments on proposed rules 10CFR50 & 
52, “Training & Qualification of Nuclear Power Plant Personnel.” 

GATES,W.G. Omaha Public Power District. 57FR537 00007. 92/03/06. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 60849:138-60849:138. 

9203110082 Comment opposing proposed rule 10CFR50 & 52 re training & qualification 
of nuclear power plant personnel. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 57FR537 00008. 92/03/09. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. 8pp. 60849:139-60849:146. 

9203110092 Comment endorsing NUMARC comments & suggesting certain exemptions 
from training requirements re proposed rules 10CFR50 & 10CFR52, “Training & Quali¬ 
fication of Nuclear Power Plant Personnel.” 

MEDFORD,M.O. Tennessee Valley Authority. 57FR537 00007. 92/03/09. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 60849:180-60849:180. 

9203110093 Forwards response to presidential announcement of federal regulatory 
review & NRC request for comments. 

NELSON,C.B. American Airlines, Inc. 57FR6299. 92/03/06. MEYER,D.L. Regulatory 
Publications Branch. Ip. 60849:181-60849:185. 

—9203110094 Comment supporting presidential announcement to review federal 
regulations.Regulation on general domestic licenses for byproduct matls should be 
eliminated or targeted for substantial rev. 

MCNAMARA,A.H. American Airlines, Inc. 57FR6299. 92/03/06. SELIN,I. Commission¬ 
ers (Post 750119). PARKER,W.C. Office of the General Counsel (Post 860701). 4pp. 
60849:182-60849:185. 

9203110095 Comment opposing special review of NRC regulations presently being con¬ 
ducted by CRGR.Believes NRC should not act on any CRGR recommendation until 
staff completes analysis including consideration of public comments. 

TOSCH.K. New Jersey, State of. 57FR6299 00011. 92/03/03. MEYER,D.L. Regula¬ 
tory Publications Branch. 2pp. 60849:186-60849:187. 

9203110097 Comment on proposed rule re special review of NRC regulations.Util be¬ 
lieves NRC can reduce or eliminate existing requirements based on regulatory burden 
& lack of safety significance. 

ORSER.W.S. Detroit Edison Co. NRC-92-0037. 92/03/06. MEYER,D.L. Division of 
Freedom of Information & Publications Services (Post 890205). 3pp. 60849:188- 
60849:190. 

9203110109 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu¬ 
clear power plant personnel.Recommends that NRC insp module 41500 be revised as 
listed. 

MARSHALL,J.S. Texas Utilities Electric Co. (TU Electric). 57FR537 00009. 92/03/09. 
Docketing &. Services Branch. 2pp. 60849:201-60849:202. 

9203120001 Comment opposing proposed rule 10CFR51 re environ statement for li¬ 
cense renewals. 

STOREY,K. Affiliation Not Assigned. 56FR47016 00022. 92/03/05. Docketing & Serv¬ 
ices Branch. Ip. 60872:001-60872:001. 

9203120002 Comment opposing proposed rule 10CFR51 re generic environ review for 
renewal of OL. 

BRUNER,M. Affiliation Not Assigned. 56FR47016 00021. 92/03/05. Docketing & 
Services Branch. 1 p. 60872:002-60872:002. 

9203120003 Comment opposing proposed rule 10CFR51 re generic EIS for license re- 

MORGAN.C.W. Affiliation Not Assigned. 56FR47016 00023. 92/03/06. Docketing & 
Services Branch. 1 p. 60872:003-60872:003. 

9203120004 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Changes involve staff titles,training program 
audit,language refinement & rule application scope. 

BOHLKE.W.H. Florida Power & Light Co. 57FR537 00011. 92/03/04. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 60872:004-60872:005. 


9203120005 Comment opposing proposed rule 10CFR50 & 52 re training & qualification 
of nuclear power plant personnel. 

ORSER.W.S. Detroit Edison Co. 57FR537 00019. 92/03/09. Docketing & Services 
Branch. 2pp. 60872:006-60872:007. 

9203120006 Comment on NRC special review of federal regulations.NRC has authority 
for licensing & regulating nuclear facilities per Atomic Energy Act of 1959. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR6299. 92/03/06. 
MEYER,D.L Regulatory Publications Branch. 3pp. 60872:008-60872:010. 

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
57FR537 00018. 92/03/09. CHILK.S.J. Office of the Secretary of the Commission. 
5pp. 60872:011-60872:015. 

9203120009 Comment oppposing proposed rules 10CFR31 & 32 re requirements for 
possession of industrial devices containing byproduct matl. 

RUSSELL,N.P. Quaker Oats Co. 56FR67011 00006. 92/03/04. Docketing & Services 
Branch. Ip. 60872:019-60872:019. 

9203120016 Comment re special review of NRC regulations.Recommends that NRC 
review all reporting requirements contained in regulations & OL & determine which 
ones unnecessary. 

TUCKER,H.B. Duke Power Co. 57FR6299. 92/03/04. MEYER,D.L. Regulatory Publi¬ 
cations Branch. 2pp. 60872:027-60872:028. 

9203120019 Comments opposing proposed rules 10CFR31 & 32 re requirements for 
possession of industrial devices containing byproduct matl. 

MCGRAW.J.D. NRD, Inc. 56FR67011 00007. 92/03/05. Docketing & Services Branch. 
2pp. 60872:029-60872:030. 

9203120027 Responds to 920204 & 07 Itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.Commission imposed moratori¬ 
um on 910128 re implementation of BRC policy & suspended work on petitions. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60872:034-60872:037. 

—9203120037 Informs that moratorium issued by Commission on 910628 re implementa¬ 
tion of BRC policy concerning suspension of work on petitions for rulemaking PRM 
20-17 & 20-18 will remain active until petitions granted,denied or withdrawn. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. WIESEL.T. New York, State of. 2pp. 60872:036-60872:037. 

9203120031 Proposed rule 10CFR61, "Licensing Requirements for Land Disposal of 
Radwastes.” Rule would change regulations to clarify that 10CFR61 applies to above 
ground disposal facilities. 

CHILK.S.J. Office of the Secretary of the Commission. 57FR8093. 92/02/28. 18pp. 
60872:039-60872:064. 

9203120032 Comment supporting proposed rules 10CFR31 & 32 re requirements for 
possession of industrial devices containing byproduct matl. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 56FR67011 00005. 92/02/29. NRC 
- No Detailed Affiliation Given. 1 p. 60872:065-60872:065. 

9203120034 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear plant personnel.Util in total agreement w/NUMARC comments. 

BECKHAM.J.T. Georoia Power Co. 57FR537 00017. 92/03/06. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 60872:066-60872:067. 

9203120040 Comment opposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
57FR537 00016. 92/03/09. Docketing & Services Branch. 3pp. 60872:068-60872:070. 

9203120044 Comment oppposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. 57FR537 00015. 92/03/09. CHILK.S.J. Office of the Secretary of the 
Commission. 3pp. 60872:071-60872:073. 

9203120046 Responds to 920204 & 07 Itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.lnforms that NRC 910128 
issued moratorium remains in effect & petitions will be considered active. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR43896. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60884:251-60884:254. 

-9203120054 Informs that although NRC issued moratorium on 910628 on implementa¬ 
tion of BRC policy suspending work on petitions PRM 20-17 & 20-18,petitions will 
remain active until granted,denied or withdrawn by Univ. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR43896. 
92/03/05. WIESEL.T. New York. State of. 2pp. 60884:253-60884:254. 

9203120050 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Util endorses NUMARC comments. 

ANDERSON,R.A. Boston Edison Co. 57FR537 00014. 92/03/09. CHILK.S.J. Office of 
the Secretary of the Commission. 1 p. 60872:078-60872:078. 

9203120051 Comment on proposed rules 10CFR11,19,20,21,25,26,30,31,32, 

33,34,39,40,50,52,53,54,55,60,61,70,71,72,73,74,75,95,110, 140 & 150 re clarification 
of statutory authority for purposes of criminal activity. 

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 57FR222 00003. 92/03/06. Dock¬ 
eting & Services Branch. 10pp. 60872:079-60872:088. 

9203120056 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Util endorses NUMARC comments. 

KROEGER.R.F. American Electric Power Co., Inc. KROEGER.R.F. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 57FR537 00013. 92/03/06. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 60872:089-60872:090. 

9203120061 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Rule in conflict w/itself in that rule requires training 
program to be functionally developed but applied organizationally. 

SPANGENBERG.F. Illinois Power Co. 57FR537 00012. 92/03/05. Docketing & Serv¬ 
ices Branch. 2pp. 60872:091-60872:092. 
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9203120066 Comment on proposed rules 10CFR31 & 32 re draft regulatory 
analysis.Regulatory analysis & FR notice should be reconciled re data pertinent to 
costs of rule & use of format for repts. 

SMITH.D.A. Affiliation Not Assigned. 56FR67011 00008. 92/03/06. Docketing & Serv¬ 
ices Branch. 3pp. 60872:093-60872:095. 

9203120100 Corrected comment re special review of NRC regulations. Supports com¬ 
ments submitted on behalf of electric util industry by NUMARC. 

FERTEL.M.S. US Council for Energy Awareness. 57FR6299. 92/03/06. MEYER,D. 
Regulatory Publications Branch. 3pp. 60872:120-60872:123. 

9203120293 Responds to 920127 Itr to Chairman Carr requesting waiver of annual li¬ 
cense fee for Allegheny County Dept of Engineering & ConstNRC not able to grant 
recent request for waiver from subj licensee. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/02/21. 
COYNE.W.J. House of Rep. Ip. 60930:030-60930:034. 

9203120309 Responds to inquiry concerning recent revs to NRC license fee schedules 
in 10CFR170 & 171.NRC has taken action to further reduce impact of annual fees on 
small entities. Lower tier small entity fee limit of $400 proposed. 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). CCS. 92/02/21. 
KAPTUR.M. House of Rep. 11pp. 60925:347-60925:359. 

9203120344 Forwards petition from Shoreham-Wading River Central School District & 
Scientists & Engineers for Secure Energy challenging shutdown of plant.Petition at¬ 
tacks NRC decision to exempt plant from aspects of decommissioning rule. 
CORDES.J.F. Solicitor (Post 860701). 56FR58931. 92/02/24. BEVILL.T., 

JOHNSTON.J.B. House of Rep., Appropriations. SHARP,P. House of Rep., Energy & 
Commerce. 17pp. 60930:050-60930:067. 

9203130067 Responds to 920121 Itr written on behalf of constituent AR Rago.of Marc 
Associates,!nc,re recent revs to NRC fee schedules in 10CFR170 & 171.NRC will con¬ 
sider requests for waiver of time to terminate licenses to avoid annual fee. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/02/12. 
ANDREWS,R.E. House of Rep. 2pp. 60930:339-60930:360. 

—9203130094 Fowards constituent A Rago of Marc Associates,Inc,911209 Itr expressing 
concerns re NRC revs to license fee schedules in 10CFR170 & 171 .Constituent con¬ 
tends that firm was not properly notified re changes to NRC fee policy. 

ANDREWS,R.E. House of Rep. CCS. 92/01/21. RATHBUN.D. Office of Congressional 
Affairs (Post 911117). 8pp. 60930:341-60930:358. 

-9203130105 Responds to 910813 Itr re Invoice AM01741-91 & termination of License 
29-28737-01 .Subj invoice due & payable.Request was not received in timely 
manner.per FR re termination of licenses not able to cease operations by 910909. 
JACKSON,G.C. License Fee & Debt Collection Branch (Post 890827). CCS. 91/10/ 
17. RAGO,A. Marc Associates, Inc. Ip. 60930:359-60930:360. 

9203130081 Responds to 920203 Itr,forwarding constituent A Prince Itr expressing dis¬ 
agreement w/NRC Below Regulatory Concern policy.in ref to classification of certain 
low-level redweste 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 53FR49886. 92/02/12. 
MILLER,J. House of Rep. 3pp. 60931:009-60931:013. 

-9203130083 Forwards constituent A Prince Itr re “Below Regulatory Concern” policy 
for response.Constituent address listed.W/o end. 

MILLER,J. House of Rep. 53FR49886. 92/02/03. THE CHAIRMAN, SELIN,I. Commis¬ 
sioners (Post 750119). Ip. 60931:012-60931:013. 

9203130104 Responds to 920117 Itr submitted on behalf of constituent PM Deluca re 
recent revs to NRC fees.NRC will waiver time to file termination request to avoid 
annual fee,per stated rule. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR14870. 92/02/12. 
KASTEN.R.W. Senate. 2pp. 60931:014-60931:026. 

-9203130117 Requests response to end Itr from constituent PM Deluca re problem w/ 
NRC. 

KASTEN.R.W. Senate. 56FR14870. 92/01/17. RATHBUN.D.K. Office of Congression¬ 
al Affairs (Post 911117). 3pp. 60931:016-60931:018. 

-9203130123 Suggests that NRC revoke license & that fee be prorated,in response to 
911017 Itr re renewal fees for License 48-16928-01. 

DELUCA.P.M. Affiliation Not Assigned. 56FR14870. 91/10/29. JACKSON,G.C. Li¬ 
cense Fee & Debt Collection Branch (Post 890827). 3pp. 60931:019-60931:021. 

-9203130138 Informs that because request to terminate license was not timely filed to 
avoid waiving FY91 annual fee.lrwoice AM06372-91 due & payable.Subj request sent 
to licensing staff for processing.FR dtd 910710 encl.W/o end. 

JACKSON,G.C. License Fee & Debt Collection Branch (Post 890827). 56FR14870. 
91/10/17. DELUCA.P.M. Affiliation Not Assigned. Ip. 60931:022-60931:022. 

-9203130145 Informs that licensee wishes to cancel license,in response to Invoice of 
910910 for License 48-16928-01 for stated amount.lnvoice end. 

DELUCA,P.M. Affiliation Not Assigned. 56FR14870. 91/09/16. License Fee & Debt 
Collection Branch (Post 890827). 3pp. 60931:023-60931:026. 

9203130230 Responds to 920121 Itr submitted on behalf of constituent HC 
Higginbotham,Director,Allegheny County Dept of Engineering & Const re recent revs 
to NRC license fee schedules in 10CFR170 & 171. 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 56FR14870. 92/02/06. 
GAYDOS.J.M. House of Rep. 12pp. 60933:240-60933:272. 

-9203130233 Forwards constituent HC Higginbotham 920114 Itr re NRC license annual 
matls fee for consideration. 

GAYDOS.J.M. House of Rep. 56FR14870. 92/01/21. RATHBUN.D.K. Office of Con¬ 
gressional Affairs (Post 911117). 15pp. 60933:252-60933:272. 

9203130280 Responds to request for comment on special review of NRC regulations 
announced on 920224.Reporting required data will reduce regulatory burden w/o re¬ 
ducing protection of public health & safety. 

MALINOSKI.J.W. Navy, Dept. of. 92/03/06. MEYER,D.L. Regulatory Publications 
Branch. 3pp. 60919:245-60919:247. 

9203160073 Comment supporting proposed rules 10CFR50 & 52 re NRC efforts to de¬ 
velop necessary regulation that are not disruptive to industry initiatives. 

CREEL,G.C. Baltimore Gas & Electric Co. 57FR537 00024. 92/03/06. Docketing & 
Services Branch. Ip. 60911:091-60911:091. 


9203160080 Comment on proposed rule 10CFR31 & 32 re distribution of certain prod¬ 
ucts to General Licensees. 

BROWN.G.W. Ohmart Corp. 56FR67011 00011. 92/03/09. Docketing & Services 
Branch. 3pp. 60911:103-60911:105. 

9203160140 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OLs. 

• Affiliation Not Assigned. 56FR47016 00025. 91/09/17. Docketing & Services 
Branch. 2pp. 60911:136-60911:137. 

9203160147 Comment oppposing proposed rule 10CFR51 re generic environ state¬ 
ments for license renewals of nuclear plants. 

COOKE,BJ. Affiliation Not Assigned. 56FR47016 00024. 92/03/11. Docketing & 
Services Branch. Ip. 60908:339-60908:339. 

9203160156 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Proposed rule makes no provision for defining “con¬ 
tractor qualifications” & util endorses NUMARC position & comments. 

BECK.G.J. Philadelphia Electric Co. 57FR537 00023. 92/03/10. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 60908:343-60908:344. 

9203160160 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

KENNEDY,J.L. Solon Technologies, Inc. 56FR67011 00009. 92/03/10. Docketing & 
Services Branch. 1 p. 60908:345-60908:345. 

9203160165 Comment on proposed rules 10CFR31 & 32 re requirements for posses¬ 
sion of industrial devices containing byproduct matl. Recommends that safety dept be 
responsible for generally licensed devices at facilities. 

JENKINS,L.R. McDonnell Douglas Corp. 56FR67011 00010. 92/03/10. Docketing & 
Services Branch. 1 p. 60908:349-60908:349. 

9203160167 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel.Supports NUMARC comments on proposal.Success of 
rule dependent upon discipline imposed by NRC mgt to ensure rule implementation. 
EDWARDS.D.W. Yankee Atomic Electric Co. 57FR537 00022. 92/03/10. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 60908:350-60908:351. 

9203160220 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OLs. 

WODTKE.H. Affiliation Not Assigned. 56FR47016 00026. 92/03/12. Docketing & 
Services Branch. 2pp. 60909:048-60909:049. 

9203160244 Comment opposing reduction of documentation & reporting requirements. 
TAYLOR.J.H. Babcock & Wilcox Co. 57FR6299. 92/03/06. MEYER,D.L. Regulatory 
Publications Branch. 1 p. 60911:328-60911:328. 

9203160246 Comment on proposed rule 10CFR50 & 52 re training & qualification of nu¬ 
clear power plantExpresses concerns of potential for inconsistent & inappropriate ap¬ 
plication by individual NRC inspectors & examiners. 

KEISER.H.W. Pennsylvania Power & Light Co. 57FR537 00021. 92/03/09. CHILK.S.J. 
Office of the Secretary of the Commission. 5pp. 60911:329-60911:333. 

9203160257 Comment opposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

EDELMAN.M.R. Centerior Energy. 57FR537 00020. 92/03/09. Docketing & Services 
Branch. 2pp. 60911:334-60911:335. 

9203160292 Comment re special review of NRC regulations. 

MALINOSKI.J.W. Army, Dept. of. 57FR6299. 92/03/06. MEYER,D.L. Regulatory Publi¬ 
cations Branch. 2pp. 60911:336-60911:337. 

9203170026 Comment opposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR537 00025. 92/ 
03/06. CHILK.S. Office of the Secretary of the Commission. Ip. 60924:014- 
60924:014. 

9203170027 Comment supporting proposed rules 10CFR31 & 32 re requirements for 
possession of industrial devices containing byproduct matl. 

BAKER,B.W. Amersham Corp. 56FR67011 00013. 92/03/11. Office of the Secretary 
of the Commission. 3pp. 60924:015-60924:017. 

9203170029 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

SMITH,G.M. Berthold Systems, Inc. 56FR67011 00012. 92/03/05. Docketing & Serv¬ 
ices Branch. Ip. 60924:018-60924:018. 

9203170035 Comment opposing proposed rule 10CFR51 re proposed generic environ 
review for renewal of nuclear power plant operating licenses. 

MEDLEY,B.J. Earth Concerns of Oklahoma. 56FR47016 00028. 92/03/08. Docketing 
& Services Branch. 2pp. 60924:020-60924:021. 

9203170040 Comment oppposing proposed rule 10CFR51 re generic environ review of 
nuclear power plant operating licenses. 

KUSHNER.A. Affiliation Not Assigned. 56FR47016 00027. 92/03/08. Docketing & 
Services Branch. 1 p. 60924:036-60924:036. 

9203170076 Comment on special review of NRC regulations.Poor regulations in field of 
health care makes health care more expensive.NRC should regulate in reasonable 
manner. 

MATTMULLER.S.R. St. Johns Mercy Medical Center, St. Louis, MO. 57FR6299. 92/ 
03/11. MEYER,D.L. Regulatory Publications Branch. 2pp. 60924:085-60924:086. 

9203170083 Comment on ways to abate regulatory burden on licensees w/o reducing 
protection of public health & safety.Contends that NRC needs to reexamine basis 
upon which medical use licensees regulated. 

MOORE,R.W. Small Business Administration. 57FR6299. 92/03/10. MEYER,D.L. Reg¬ 
ulatory Publications Branch. 3pp. 60924:087-60924:089. 

9203180060 Comment opposing proposed rule 10CFR31 & 32 concerning requirements 
for possession of industrial devices containing byproduct matl. 

RIOUX.M. Air Transport Association. 56FR67011 00020. 92/03/11. Docketing & Serv¬ 
ices Branch. 19pp. 60935:149-60935:167. 
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9203180066 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

SCHROCK.C.A. Wisconsin Public Service Corp. 57FR537 00026. 92/03/10. Docketing 
& Services Branch. Ip. 60936:058-60936:058. 


9203190010 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of OL & generic E1S for license renewal of nuclear plants. 

HARWOOD,J.E. Duke Power Co. 56FR47016 00039. 92/03/10. CHILK.S.J. Office of 
the Secretary of the Commission. 3pp. 60959:029-60959:031. 


9203180074 Comment opposing proposed rules 10CFR31 & 32 concerning require¬ 
ments for possession of industrial devices containing byproduct matl. 

HEGARTY.W. Shield Sources, Inc. 56FR67011 00019. 92/03/11. Docketing & Serv¬ 
ices Branch. 5pp. 60935:352-60935:356. 


9203180100 Requests extension to comment period of 60 days re proposed rules 
10CFR31 & 32. 

HEGARTY.W. Shield Sources, Inc. 56FR67011. 92/03/11. Docketing & Services 
Branch. Ip. 60936:053-60936:053. 


9203180103 Comment supporting initiative to review NRC requirements. 

BOLDT.G.L. Florida Power Corp. 57FR6299. 92/03/06. MEYER,D.L. Regulatory Publi¬ 
cations Branch. 4pp. 60936:054-60936:057. 


9203180106 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

MEYER,C. Sierra Club Legal Defense Fund, Inc. 56FR47016 00033. 92/03/07. Dock¬ 
eting & Services Branch. Ip. 60936:068-60936:068. 


9203180109 Comment oppposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

KEPPEL.D. Affiliation Not Assigned. 56FR47016 00034. 92/03/09. CARR.K. Commis¬ 
sioners (Post 750119). Ip. 60936:071-60936:071. 


9203180111 Comment on proposed rules 10CFR31 & 32 re requirements for posses¬ 
sion of industrial devices containing byproduct matl. Suggests that distributor be re¬ 
quired to rept return of devices by general licensee for disposal. 

LACKER,D.K. Texas, State of. 56FR67011 00018. 92/03/10. Docketing & Services 
Branch. Ip. 60936:072-60936:072. 


9203180115 Comment supporting proposed rule 10CFR51 re generic environ impact 
statement for license renewal of nuclear power plants. 

DORNSIFE.W.P. Pennsylvania, Commonwealth of. 56FR47016 00035. 92/03/10. 
CHILK.S.J. Office of the Secretary of the Commission. 11pp. 60936:080-60936:090. 


9203190012 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals.Believes NRC should support Federal stds as min & support 
more stringent protection stds of those states choosing to do so. 

KASOWER.A. Affiliation Not Assigned. 56FR47016 00051. 92/03/31. Docketing & 
Services Branch. Ip, 60959:033-60959:033. 

9203190013 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

BAROCSI.R. Affiliation Not Assigned. 56FR47016 00040. 92/03/11. Docketing & 
Services Branch. 1 p. 60959:034-60959:034. 

9203190018 Comments on proposed rule 10CFR51 re environ review for renewal of 
OL.Generic EIS should be revised to encompass units 1 & 3. 

SORENSEN,G.C. Washington Public Power Supply System. 56FR47016 00041. 92/ 
03/11. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 60959:109- 
60959:110. 

9203190019 Comment opposing proposed rule 10CFR51 re use of generic EIS in li¬ 
cense. 

BERWICK,A.G. Massachusetts, Commonwealth of. 56FR47016 00059. 92/03/13. 
CHILK.S. Office of the Secretary of the Commission. 5pp. 60959:111-60959:115. 

9203190023 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

WARE.B. Affiliation Not Assigned. 56FR47016 00042. 92/03/11. Docketing & Serv¬ 
ices Branch. Ip. 60959:154-60959:154. 

9203190030 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OLs.Proposed rules would violate Natl Environ Policy Act. 

HUMPHREY,H. Minnesota, State of. BLUMENTHAL.R. Connecticut, State of. 
ABRAMS,R. New York, State of. 56FR47016 00060. 92/03/13. Docketing & Services 
Branch. 24pp. 60959:163-60959:186. 


9203180128 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

* SRB Technologies, Inc. 56FR67011 00017. 92/03/09. NRC - No Detailed Affiliation 
Given. Ip. 60936:145-60936:145. 

9203180130 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

POWITZ.A.J., POWITZ.C. Affiliation Not Assigned. 56FR47016 00036. 92/03/10. 
Docketing & Services Branch. Ip. 60936:146-60936:146. 

9203180132 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

WINNELL.M. Affiliation Not Assigned. 56FR47016 00037. 92/03/10. Docketing & 
Services Branch. Ip. 60936:148-60936:148. 

9203180135 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

DUKES,J.R. ABB Process Automation, Inc. (formerly Process Automation Business & 
Accuray). 56FR67Q11 00016. 92/03/09. Docketing & Services Branch. 2pp. 
60936:159-60936:160. 

9203180139 Comment on proposed rule 10CFR51 re environ review of applications to 
renew operating licenses for nuclear plants. Licensee endorses NUMARC comments. 
PARKER.T.M. Northern States Power Co. 56FR47016 00032. 92/03/12. Docketing & 
Services Branch. 23pp. 60936:161-60936:183. 

9203180145 Comment on proposed rule 10CFR51 re environ renewal of operating 
licenses.Recommends that contact be made w/all commenting state agencies. 
WEAVER,L.W. Ohio, State of. 56FR47016 00029. 92/03/07. Docketing & Services 
Branch. Ip. 60936:205-60936:205. 

9203180154 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

GILCHRIST,J.E. Loral Control Systems. 56FR67011 00015. 92/02/11. Docketing & 
Services Branch. 2pp. 60936:208-60936:209. 


9203190052 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals.Believes NRC should support federal standards as min & support 
more stringent protection standards of those states choosing to do so. 

RASKIN,D. Affiliation Not Assigned. 56FR47016 00052. 92/03/31. Docketing & Serv¬ 
ices Branch. Ip. 60959:193-60959:193. 

9203190056 Comment opposing proposed rule 10CFR51 which designed to abridge 
public participation & hearing rights in operating license renewal proceedings on 
NEPA issues. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 56FR47016 00061. 92/03/14. 
Docketing & Services Branch. 5pp. 60959:194-60959:198. 

9203190063 Comment on proposed rule 10CFR51 re NRC environ review for renewal of 
OLs.Urges that each nuclear facility have own environ impact statement & 
hearings,issues be open for specific consideration & that none be identified as gener¬ 
ic. 

* Affiliation Not Assigned. 56FR47016 00053. 92/03/13. Docketing & Services 
Branch. Ip. 60959:223-60959:223. 

9203190068 Forwards R Snyder comment on proposed rule 10CFR51 re generic EIS for 
license renewal of nuclear power plants. 

CUPIT.R.D. Mississippi, State of. 56FR47016 00062. 92/03/16. Docketing & Services 
Branch. 2pp. 60959:224-60959:225. 

9203190078 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

EDWARDS,D.W. Yankee Atomic Electric Co. 56FR47016 00055. 92/03/13. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 60959:300-60959:303. 

9203190081 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR47016 00063. 92/03/16. Docketing & Services Branch. 115pp. 
60960:278-60961:031. 


9203180160 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

KIELY.J. Vistula Management Co. 56FR47016 00030. 92/03/11. Docketing & Serv¬ 
ices Branch. Ip. 60936:253-60936:253. 

9203180164 Comment opposing proposed rule 10CFR51 re environ review of applica¬ 
tions for renewal of nuclear power plant operating licenses. 

GLEASON,E.J. New York, State of. 56FR47016 00031. 92/03/12. CHILK.S.J. Office 
of the Secretary of the Commission. 21 pp. 60936:254-60936:274. 

9203180165 Provides comments on NRC proposed rev to regulations that apply to med¬ 
ical use programs.Believes that proposal contains provisions which are not compatible 
w/operation & mission of hosp. 

ABRAMOVITZ.E.A. New Jersey Hosp. Association. 92/03/06. ROECKLEIN.A. Regula¬ 
tory Publications Branch. 2pp. 60982:282-60982:283. 

9203180192 Comment on proposed rules 10CFR31 & 32, “Requirements for Posses¬ 
sion of Industrial Devices Containing Byproduct Matl.” 

MALINOSKI.J.W. Navy, Dept. of. 56FR67011 00014. 92/03/12. Docketing & Services 
Branch. 2pp. 60936:292-60936:293. 

9203180385 Requests comments re special review of NRC regulations initiated by Com¬ 
mission to determine whether existing NRC regulatory burdens can be reduced w/o 
reducing protection for public health.safety & common defense. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/27. PETERSON,G. 
Federal Emergency Management Agency. EASTON,J. Energy, Dept. of. 11pp. 
60971:012-60971:022. 


9203190087 Comment endorsing NUMARC comments on proposed rule 10CFR51 re 
GEIS,particularly comments re continued rights of states to regulate utilities based on 
state-level economic objectives,energy needs & mix of generation requirements. 
SCHROCK.C.A. Washington Public Power Supply System. 56FR47016 00057. 92/03/ 
13. Docketing & Services Branch. Ip. 60959:304-60959:304. 

9203190097 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

SCHROEDER.B. Florida Coalition for Safe Energy. 56FR47016 00043. 92/03/12. 
Docketing & Services Branch. 2pp. 60959:317-60959:318. 

9203190102 Comment on proposed rule 10CFR51 re GEIS.Recommends that each reli¬ 
censing applicant be required to confirm conclusions w/appropriate local,state & fed¬ 
eral agencies. 

DEASON.J.P. Interior, Dept. of. 56FR47016 00056. 92/03/13. CHILK.S.J. Office of 
the Secretary of the Commission. 7pp. 60959:319-60959:325. 

9203190113 Comment in total agreement w/NUMARC comments on 10CFR51 re “En¬ 
viron Review for Renewal of OLs.” 

WOODARD,J.D. Southern Nuclear Operating Co. 56FR47016 00058. 92/03/13. 
CHILK.S.J. Office of the Secretary of the Commission, ip. 60959:330-60959:330. 

9203190115 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

• Affiliation Not Assigned. 56FR47016 00044. 92/03/16. NRC - No Detailed Affiliation 
Given. 2pp. 60959:331-60959:332. 


9203190005 Comments on proposed rule 10CFR51 re environ review for renewal of OL 
& draft generic EIS NUREG-1437. 

MCLEAN,R.L. Maryland, State of. 56FR47016 00038. 92/03/10. Docketing & Services 
Branch. 17pp. 60959:009-60959:025. 


9203190133 Comments & recommendations for proposed rule 10CFR51 re environ 
review for renewal of OLs & draft GEIS,NUREG-1437 & related documents. 
KVALSETH.A. Minnesota, State of. 56FR47016 00054. 92/03/13. CHILK.S.J. Office 
of the Secretary of the Commission. 92pp. 60960:141-60960:233. 
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9203190134 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals. 

PLOTKIN.S.C. Affiliation Not Assigned. 56FR47Q16 00045. 92/03/16. Docketing & 
Services Branch. Ip. 60959:349-60959:349. 

9203190146 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals. 

PLOTKIN.M. Affiliation Not Assigned. 56FR47016 00046. 92/03/16. Docketing & 
Services Branch. Ip. 60959:350-60959:350. 

9203190200 Comments on proposed rule 10CFR51 re environ review for renewal of 
OL.NRC should halt work on generic project. 

FULLER.E. Affiliation Not Assigned. 56FR47016 00047. 92/03/12. Docketing & Serv¬ 
ices Branch. Ip. 60960:019-60960:019. 

9203190208 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL 

ANDERSON,D. Affiliation Not Assigned. 56FR47016 00048. 92/03/12. Docketing & 
Services Branch. Ip. 60960:234-60960:234. 

9203190213 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

ELDER,J.H. Affiliation Not Assigned. 56FR47016 00049. 92/03/12. Docketing & Serv¬ 
ices Branch. 1 p. 60960:235-60960:235. 

9203190215 Comment opposing proposed rules 10CFR11,19,20,21,25,26,30, 
31,32,33,34,39,40,50,52,53,54,55,60,61,70,71,72,73,74,75,95, 110,140 & 150 re clarifi¬ 
cation of statutory authority for purposes of criminal enforcement. 

LAVEN.D.L. Dept, of Veterans Affairs Medical Center, Bay Pines, FL. 57FR222 00004. 
92/03/12. CHILK,S,J. Office of the Secretary of the Commission. 2pp. 60960:257- 
60960:258. 

9203190221 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL. 

HIRT,A. Toledo Coalition for Safe Energy. 56FR47016 00050. 92/03/12. Docketing & 
Services Branch. 1 p. 60960:259-60960:259. 

9203190227 Comments opposing proposed rule 10CFR73 re security personnel per¬ 
formance. 

CONNER,J.A. Babcock & Wilcox Co. 56FR65024 00002. 92/03/12. Docketing & 
Services Branch. 6pp. 60960:260-60960:265. 

9203190233 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

SMITH.LR. E.I. du Pont de Nemours & Co., Inc. 56FR67011 00021. 92/03/17. Dock¬ 
eting & Services Branch. 6pp. 60960:266-60960:271. 

9203190235 Comment opposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

MECREDY.R.C. Rochester Gas & Electric Corp. 57FR537 00027. 92/03/06. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 60960:272-60960:275. 

9203190243 Comment supporting proposed rules 10CFR11,19,20,21,25,26, 
30,31,32,33,34,39,40,50,52,53,54,55,60,61,70,71,72,73,74.75, 95,110,140 & 150 re 
clarification of statutory authority for purposes of criminal enforcement 
MALMUD.LS. Amherst College, Amherst, MA. 57FR222 00005. 92/03/12. CHILK.S. 
Docketing & Services Branch. 2pp. 60960:276-60960:277. 

9203190339 Comments on NRC proposed rev to regulations that apply to medical use 
programs.Specifically, “Posting Patient Rooms," should be reconsidered.Lists con¬ 
cerns. 

ABRAMOVITZ.E.A. New Jersey Hosp. Association. 92/03/06. ROECKLEIN.A. Regula¬ 
tory Publications Branch. 2pp. 61060:303-61060:304. 

9203230023 Comment oppposing proposed rule 10CFR51 re environ statements for li¬ 
cense renewals. 

RASKIN,D. Affiliation Not Assigned. 56FR47016 00068. 92/03/31. Docketing & Serv¬ 
ices Branch. Ip. 60984:041-60984:041. 

9203230025 Comment on proposed rule 10CFR51 re generic environ impact statement 
for license renewals.Relicensing should be considered on individual basis. 
SKORAPA.V. Affiliation Not Assigned. 56FR47016 00069. 92/03/13. Docketing & 
Services Branch. 1 p. 60984:042-60984:042. 

9203230028 Comment oppposing proposed rule 10CFR51 re environ statement for nu- 
clear lioonsG ronowdl, 

MATTHEWS,A.D. Affiliation Not Assigned. 56FR47016 00070. 92/03/13. Office of the 
Secretary of the Commission. 2pp. 60984:045-60984:046. 

9203230039 Comment on proposed rule 10CFR51 re environ review for renewal of 
OLs.Endorses NUMARC comments. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
56FR47016 00071. 92/03/13. CHILK.S.J. Office of the Secretary of the Commission. 
4pp. 60984:071-60984:074. 

9203230050 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals. 

SEGAL, F.R. Affiliation Not Assigned. 56FR47016 00072. 92/03/31. Docketing & Serv¬ 
ices Branch. Ip. 60984:091-60984:091. 

9203230055 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals 

KEINTRAUB.E. Affiliation Not Assigned. 56FR47016 00073. 92/03/31. Docketing & 
Services Branch. Ip. 60984:094-60984:094. 

9203230060 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals. 

SEGAL,H.G. Affiliation Not Assigned. 56FR47016 00074. 92/03/31. Docketing & 
Services Branch. Ip. 60984:121-60984:121. 

9203230066 Comment on proposed rules 10CFR50 & 52 re training & qualification of 
nuclear power plant personnel. Util endorses NUMARC comments. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 57FR537 00028. 92/ 
03/17. CHILK.S.J. Office of the Secretary of the Commission. 3pp. 60984:122- 
60984:124. 


9203230078 Comment on proposed rule 10CFR51 re environ review for renewal of op¬ 
erating licenses.NRC must meet obligations to public,which include issues of 
transportation,EISs for all plants & economic alternatives to energy. 

WEEBER.S.M. Michigan Citizens Action Committee. WEEBER.S.M. Lenawee County, 
Ml. 56FR47016 00065. 92/03/10. NRC - No Detailed Affiliation Given. 4pp. 
60984:143-60984:146. 

9203230079 Comment on proposed rule 10CFR51 re generic environ impact 
statement.Comments on level of review needed on four topics, including 
need,alternatives,EMF & amounts of spent fuel. 

SPRENGER.A. Wisconsin, State of. 56FR47016 00075. 92/03/16. Docketing & Serv¬ 
ices Branch. 6pp. 60984:147-60984:152. 

9203230081 Comment oppposing proposed rule 10CFR51 re environ review of renewal 
of operating licenses 

FERNER.M. Toledo, OH. 56FR47016 00066. 92/03/12. Docketing & Services Branch. 
Ip. 60984:153-60984:153. 

9203230088 Comment on proposed rule 10CFR51 re generic environ impact statement 
for plant license renewal.Requests addl info & clarification concerning media specific 
issues on environ stds & regulation. 

SANDERSON,R.E. Environmental Protection Agency. 56FR47016 00087. 92/03/16. 
CHILK.S. Office of the Secretary of the Commission. 43pp. 60984:166-60984:208. 

9203230089 Comment on proposed rule 10CFR51 re environ review for renewal of 
OLs.Endorses NUMARC comments. 

MCCOY,C.K. Georgia Power Co. 56FR47016 00076. 92/03/16. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 60984:209-60984:210. 

9203230109 Comment opposing proposed rule 10CFR51 re generic environ impact rept. 
GAUVIN.C.F. Trout Unlimited. 56FR47016 00086. 92/03/16. CRAIG,J.W. License Re¬ 
newal Project Directorate (Post 901216). 3pp. 60984:287-60984:289. 

9203230110 Comment on proposed rule 10CFR51 re environ review for renewal of op¬ 
erating licenses.Endorses NUMARC comments & have no further comments on pro¬ 
posed amend to renewal rule. 

OPEKA.J.F. Northeast Utilities. OPEKA.J.F. Northeast Utilities Service Co. FIN B- 
14080. 56FR47016 00077. 92/03/16. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. 2ppr*60984:290-60984:291. 

9203230117 Comments on proposed rule 10CFR51 re environ review for renewal of 
OL.Supports comments by NUMARC. 

BEARD,P.M. Florida Power Corp. 56FR47016 00084. 92/03/12. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 60984:305-60984:306. 

9203230122 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OL 

MADISON,K. Affiliation Not Assigned. 56FR47016 00081. 92/03/16. Docketing & 
Services Branch. 8pp. 60984:307-60984:314. 

9203230124 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses & requests that Perry unit 2 be included within scope of pro¬ 
posed rulemaking. 

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 56FR47016 00078. 92/03/16. 
Docketing & Services Branch. 3pp. 60984:315-60984:317. 

9203230126 Comment on proposed rule 10CFR51 re environ review of applications for 
renewal of nuclear power plant operating licenses,including specific comments on pro¬ 
posed rule & generic environ impact statement. 

SEDANO.R.P. Vermont, State of. 56FR47016 00079. 92/03/16. CHILK.S.J. Office of 
the Secretary of the Commission. 110pp. 60985:093-60985:203. 

9203230138 Comment opposing proposed rule 10CFR51 re generic environ review for 
renewal of OL 

CEBULLA.C.M. Massachusetts, Commonwealth of. 56FR47016 00085. 92/03/18. 
NRC - No Detailed Affiliation Given. 2pp. 60984:334-60984:335. 

9203230148 Comments on proposed rule 10CFR51 re generic environ impact statement 
for license renewal of nuclear power plants. Generic approach to review of facility for 
relicensing is neither appropriate nor acceptable. 

SMITH,S. Massachusetts, Commonwealth of. 56FR47016 00083. 92/03/12. 
CLEARY,D. NRC - No Detailed Affiliation Given. Ip. 60985:001-60985:001. 

9203230166 Comment opposing proposed rule 10CFR51 re nuclear license renewal. 

* Affiliation Not Assigned. 56FH47016 00082. 92/03/13. Office of the Secretary of the 
Commission. 2pp. 60985:013-60985:014. 

9203230172 Comment opposing obvious waste of maintaining rule that does not affect 
safety or public health. 

WILSON,R. Affiliation Not Assigned. 57FR6299. 92/03/10. Commissioners (Post 
750119). Ip. 60985:019-60985:019. 

9203230184 Comment oppposing proposed rule 10CFR51 re generic environ state- 
men ts for license renewels 

GLASSMAN.J.H. Affiliation’Not Assigned. 56FR47016 00067. 92/03/31. Docketing & 
Sen/ices Branch. 1 p. 60985:054-60985:054. 

9203230204 Comment endorsing comments submitted by NUMARC on proposed rule 
10CFR51 re environ review for renewal of operating licenses. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 56FR47016 00080. 92/03/16. 
Office of the Secretary of the Commission. 17pp. 60985:076-60985:092. 

9203230244 Informs that in ref to info re temporary storage of LLW of by-product matl 
pending approval of incinerator for LLW disposal,refer to documents for stated license 
& amends.Most LLW falls under category of Below Regulatory Concern. 
SALDANA.J.M. Puerto Rico, Univ. of, Medical Sciences Campus, San Juan, PR. EA- 
91-089. 92/01/30. EBNETER.S.D. Region 2 (Post 820201). 2pp. 61077:223- 
61077:246. 


9203230278 Paper entitled, “Regulatory Guidance for License Renewal," to be present¬ 
ed at ANS embedded topical on plant license renewal in Orlando,FL on 910602-06. 
THOMA.J.O. Office of Nuclear Reactor Regulation, Director (Post 870411). 
55FR29043. 91/06/02. 5pp. 61058:043-61058:047. 
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9203230290 Paper entitled, “NRC License Renewal Regulations,” to be presented at 
ANS embedded topical on plant license renewal in Orlando.FL on 910602-06. 
AKSTULEWICZ.F. License Renewal Project Directorate (Post 901216). 55FR29043 
91/06/02. 5pp. 61058:048-61058:052. 


9203230295 Paper entitled, “Review Process for License Renewal Applications," to be 
presented at ANS embedded topical on plant license renewal in Orlando.FL on 
910206. 

CRAIG,J.W., KUO.P.T. License Renewal Project Directorate (Post 901216) 
55FR29043. 91 /06/02. 6pp. 61058:053-61058:058. 


9203230308 Responds to 920205 Itr restating objection to Commissions below regula¬ 
tory concern policy.Commission will review practices concerning implementation re¬ 
quirements to ensure agreement states program compatibility w/NRC. 

ROGERS,K.C. Commissioners (Post 750119). 53FR49886. 92/03/13. D'AMATO.A M 
Senate. 5pp. 61058:059-61058:066. 


—9203230335 Reiterates strong opposition to implementation by NRC of below regula¬ 
tory concern policy. 

D’AMATO,A.M. Senate. 53FR49886. 92/02/05. THE CHAIRMAN, SELIN,I. Commis¬ 
sioners (Post 750119). 2pp. 61058:065-61058:066. 

9203240209 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

POLLARD,R.D. Union of Concerned Scientists. 56FR47016 00064. 92/03/16. 
CHILK.S.J. Office of the Secretary of the Commission. 19pp. 61055:001-61056:225. 

—9203240210 Forwards “America Energy Choices Investing in Strong Economy & Clean 
Environ,” as part of comments on proposed rule 10CFR51 re environ review for re¬ 
newal of OLs. 

POLLARD,R.D. Union of Concerned Scientists. 56FR47016. 92/03/18. CHILK.S.J. 
Docketing & Services Branch. Ip. 61055:020-61055:020. 

—9203240217 “America Energy Choices Investing in Strong Economy & Clean Environ." 
* Union of Concerned Scientists. 56FR47016. 91/12/31. 274pp. 61055:021- 
61056:225. 


9203260115 Comment on proposed rule 10CFR51 re environ review for renewal of OLs 
for nuclear power plants.Contends that in decision of such great importance to future 
energy of policy of State of MN & nation.created GEIS unacceptable. 

SAVELA.E., GREENFIELD,T., BAILEY.J. Minnesota Public Interest Research Group. 
56FR47016 00090. 92/03/14. Commissioners (Post 750119). 113pp. 61083:193- 
61083:307. 

9203260118 Comment supporting proposed rule 10CFR51 re environ protection regula¬ 
tion for nuclear power plant license renewal. 

CREEL,G.C. Baltimore Gas & Electric Co. 56FR47016 00089. 92/03/13. Docketing & 
Services Branch. 2pp. 61083:308-61083:309. 

9203260119 Comment oppposing proposed rule 10CFR51 re generic environ state¬ 
ments for license renewals.NRC should support federal stds as min & support more 
stringent protection stds of states choosing to do so. 

* Affiliation Not Assigned. 56FR47016 00091. 92/03/16. Docketing & Services 
Branch. Ip. 61083:310-61083:310. 

9203260125 Comment supporting comments made by NUMARC on proposed rule 
10CFR51 re environ review for renewal of OLs. 

BURZYNSKI.M.J. Tennessee Valley Authority. 56FR47016 00102. 92/03/17. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 61083:325-61083:326. 

9203260131 Comment endorsing comments provided by NUMARC re proposed rule 
10CFR51 re requirements for environ review of applications to renew OLs for nuclear 
power plants. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 56FR47016 00103. 92/03/18. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 61083:328-61083:328. 

9203270001 Comment supporting proposed rule 10CFR2 re NRC policy statement on 
enforcement actions. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 57FR5791 00001. 92/03/19. CHILK.S.J. Office of the Secretary of the Commis¬ 
sion. Ip. 61092:012-61092:013. 


9203240228 Comments on proposed rule 10CFR170 & 171 re limited rev of fee 
schedules.Commission proposed 30 fold license fee hike on small businesses. 
MARLENEE.R. House of Rep. 57FR847 00052. 92/02/06. SELIN,I. Commissioners 
(Post 750119). Ip. 61054:359-61054:359. 

9203260011 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of OL. 

SCHMIDT,L. New Jersey, State of. 56FR47016 00096. 92/03/16. Docketing & Serv¬ 
ices Branch. 7pp. 61083:021-61083:027. 

9203260017 Comments on proposed rule 10CFR51 re environ review for renewal of 
OLProposed GEIS program to categorize data considered to be sensible & logical. 
HOWLAND,D.F., HOWLAND,M,E. Affiliation Not Assigned. 56FR47016 00095. 92/03/ 
14. NRC - No Detailed Affiliation Given. 2pp. 61083:036-61083:037. 

9203260022 Comments on proposed rule 10CFR51 re environ review for renewal of 
OLRecommends that NRC take into account,both broad environ issues addressed in 
GEIS & narrower environ issues in site specific NEPA document. 

SWARTZ,L.L. President of U.S. & Executive Offices. 56FR47016 00092. 92/03/16. 
CHILK.S.J. Office of the Secretary of the Commission. 6pp. 61083:038-61083:043. 


9203270004 Comment on proposed rule MISC (92-1) re conversion to metric 
sys.Proposed policy considered to be positive step toward continuity in inti radiation 
protection policy & in net overall benefit for radioactive matl users in US. 
VEYTTER.R.J. Mayo Clinic, Rochester, MN. 57FR4891 00001. 92/03/17. Docketing & 
Services Branch. 2pp. 61092:020-61092:021. 

9203270005 Comment on proposed rules 10CFR31 & 32 re requirements for posses¬ 
sion of industrial devices containing byproduct matl. NRC estimate of 20 minutes per 
response for reporting burden for collection of info unrealistically low. 

SMITH,D.A. Affiliation Not Assigned. 56FR67011 00022. 92/02/28. Information & 
Records Management Branch (Post 890827). 1 p. 61092:022-61092:022. 

9203270008 Comment on proposed rules 10CFR11,19,20,21,25,26,30,31,32, 

33,34,39,40,50,52,53,54,55,60,61,70,71,72,73,74,75,95,110, 140 & 150 re clarification 
of statutory authority for purposes of criminal enforcement. 

BISHOP,R.W. Nuclear Management & Resources Council (NUMARC) (formerly Nucle¬ 
ar Utility Manage. 57FR222 00006. 92/03/18. CHILK.S.J. Office of the Secretary of 
the Commission. 5pp. 61092:025-61092:029. 


9203260029 Comment opposing proposed rule re generic environ statements for license 
renewals. 

YARMO.J. Affiliation Not Assigned. 56FR47016 00094. 92/03/16. Docketing & Serv¬ 
ices Branch. Ip. 61083:329-61083:329. 

9203260030 Forwards comment on proposed rule 10CFR51 & GEIS for license renewal 
received 920311,from G Hallsmith.Requests that comment be docketed & become 
part of record for proposed rule 10CFR51 (56FR47016 dtd 920917). 

KNIEL.K. Reactor & Plant Safety Issues Branch. 56FR47016. 92/03/18. JULIAN,E. 
Docketing & Services Branch, ip. 61083:045-61083:053. 

-9203260035 Comment on proposed rule 10CFR51 re GEIS.Believes that NRC trying to 

S ull wool over public eyes about both impacts & alternatives to relicensing facilities. 

IALLSMITH.G. Affiliation Not Assigned. 56FR47016 00097. 92/03/11. NRC - No De¬ 
tailed Affiliation Given. 8pp. 61083:046-61083:053. 

9203260037 Forwards comments solicited in FR notice Vol 56 #180 910917 pg 47016- 
47035 & address proposed EIS of 10CFR51 RIN 3150-AD94. 

DALEY,M.J. New England Coalition on Nuclear Pollution. 56FR47016. 92/03/16. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 61083:054-61083:060. 

-9203260048 Comments on proposed rule 10CFR51 re generic EIS for license renewal 
of nuclear plants. 

* New England Coalition on Nuclear Pollution. 56FR47016 00093. 92/03/16. Division 
of Safety Issue Resolution (Post 880717). 6pp. 61083:055-61083:060. 

9203260041 Comment oppposing proposed rule 10CFR51 re generic environ state¬ 
ments for license renewals.Believes that citizen participation would be slashed & as 
result,many safety, health,waste & cost efficient issues could not be raised. 

* Affiliation Not Assigned. 56FR47016 00098. 92/03/31. Office of the Secretary of the 
Commission. Ip. 61083:061-61083:061. 

9203260056 Comment supporting proposed rule 10CFR51 re requirements environ 
review of applications to renew OLs for nuclear power plants & GEIS supporting 
amends. 

YOUNG,W.H. Energy, Dept. of. 56FR47016 00099. 92/03/13. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 61083:120-61083:120. 

9203260085 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewels 

WEISS,R. Affiliation'Not Assigned. 56FR47016 00100. 92/03/17. Docketing & Serv¬ 
ices Branch. Ip. 61083:133-61083:133. 

9203260095 Comment endorsing NUMARC comments on proposed rule 10CFR51 re li¬ 
cense renewal & GEIS. 

GATES,W.G. Omaha Public Power District. 56FR47016 00101. 92/03/16. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 61083:155-61083:155. 

9203260114 Comment oppposing proposed rule 10CFR51 re generic environ impact 
statements for nuclear power plants. 

ERNST,D. Barnstable County, MA. 56FR47016 00088. 92/03/11. Office of the Secre¬ 
tary of the Commission. Ip. 61083:327-61083:327. 


9203270013 Comment on proposed rules 10CFR11,19,20,21,25,26,30,31,32, 

33.34.39.40.50.52.53.54.55.60.61.70.71.72.73.74.75.95.110, 140 & 150 re clarification 
of statutory authority for purposes of criminal enforcement.Agrees w/NUMARC com¬ 
ments. 

GUTTERMAN.A.H. Houston Lighting & Power Co. GUTTERMAN.A.H. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). GUTTERMAN.A.H. Newman & 
Holtzinger. 57FR222 00008. 92/03/18. Docketing & Services Branch. 15pp. 
61092:035-61092:047. 

9203270014 Comment on proposed rule 10CFR73 re physical fitness programs & day 
firing qualifications for security personnel at Category I licensee fuel cycle 
facilities.Recommends that requirement for assessment every four months be deleted. 
TUCKER,H.B. Duke Power Co. 56FR65024 00003. 92/03/16. Docketing & Services 
Branch. 3pp. 61092:048-61092:050. 

9203270019 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel.Believes that rule.w/minor mods listed appears 
to be acceptable means to satisfy Nuclear Waste Policy Act. 

NICHOLS,S.E. Maine Yankee Atomic Power Co. 57FR537 00029. 92/03/16. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 61092:051-61092:054. 

9203270022 Comment on proposed rules 10CFR11,19,20,21,25,26,30,31,32, 

33.34.39.40.50.52.53.54.55.60.61.70.71.72.73.74.75.95.110, 140 & 150 re clarification 
of statutory authority for purposes of criminal enforcement.Endorses NUMARC com¬ 
ments. 

BOHLKE.W.H. Florida Power & Light Co. 57FR222 00010. 92/03/18. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 61092:055-61092:055. 

9203300030 Comment on proposed rules re initiative for improved regulatory 
coordination.Overview of current status of FEMA rules having relationship to NRC re¬ 
sponsibilities listed. 

PETERSON,G.C. Federal Emergency Management Agency. 57FR6299. 92/03/16. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 61110:215- 
61110:216. 

9203300034 Comment opposing proposed rule re easing of restrictions on regulatory 
rules for nuclear power plants. 

ROSE.L. Affiliation Not Assigned. 57FR6299. 92/03/21. Regulatory Publications 
Branch. 2pp. 61110:237-61110:238. 

9203300037 Comment opposing proposed rule re deregulating nuclear power plants. 
GNIOT.R. Affiliation Not Assigned. 57FR6299. 92/03/18. NRC - No Detailed Affiliation 
Given. 1 p. 61110:239-61110:239. 

9203300038 Comment oppposing proposed rule 10CFR51 re “Environ Review for Re¬ 
newal of Operating Licenses." Believes that past history of nuclear reactors has indi¬ 
cated importance of public participation in every aspect of structure approval. 

BUDIN.E. Affiliation Not Assigned. 56FR47016 00105. 92/03/16. Office of the Secre¬ 
tary of the Commission. 1 p. 61110:240-61110:240. 
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9203300043 Comment oppposing proposed rule 10CFR51 re GEIS for relicensing of nu¬ 
clear power plants. 

LATTRELL.W. Deerfield River Compact. 56FR47016 00106. 92/03/16. CRAIG,J.W. Li¬ 
cense Renewal Project Directorate (Post 901216). 5pp. 61110:254-61110:258. 


9203060100 Comment opposing petition for rulemaking PRM-20-18 re incineration of 
radwaste in School District 2.Resolution calling for termination of plan end. 

BOWIE.L. East Side Middle School Parent Teachers Association. 53FR43896 00038. 
92/02/14. SELIN,I. Commissioners (Post 750119). 2pp. 60804:195-60804:196. 


9203300054 Comment on proposed rule 10CFR51 re “Environ Review for Renewal of 
OL," also endorsing NUMARC comments. 

SCHNELL.D.F. Union Electric Co. 56FR47016 00107. 92/03/18. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 61110:267-61110:270. 

9203300061 Comment oppposing proposed rule 10CFR51 re generic environ state¬ 
ments for license renewais.Believes that NRC should support federal stds as min & 
support more stringent protection stds of states choosing to do so. 

GRANT,P. Affiliation Not Assigned. 56FR47016 00108. 92/03/18. Office of the Secre¬ 
tary of the Commission. Ip. 61110:291-61110:291. 

9203300167 Comment opposing proposed rule 10CFR51 re generic environ statements 

VOLTERRA.V. Affiliation Not Assigned. 56FR47016 00104. 92/03/16. Docketing & 
Services Branch. Ip. 61111:150-61111:150. 

9203300374 Notification of contract execution.mod 2,to "Generic Deregulation of Below 
Regulatory Concern Radwaste.” ContractorS.Cohen & Assoc. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). NRC-04-90- 
071. 92/03/26. MORRIS,B. Division of Regulatory Applications (Post 870413). 
MECK.R. NRC - No Detailed Affiliation Given. Ip. 61164:037-61164:040. 

-9203300377 Mod 2,changing period of performance task no 1 & making editorial 
changes to Section C,to “Generic Deregulation of Below Regulatory Concern Rad- 

COHEN.S. S. Cohen & Associates, Inc. MATTIA.MJ. Division of Contracts & Property 
Management (Post 890205). 92/03/26. 3pp. 61164:038-61164:040. 

9203310028 Comment opposing proposed rules 10CFR31 & 32 re equipment for pos¬ 
session of industrial devices containing byproduct matl.Finds proposal to be totally in¬ 
sensitive to disatrous impact it will have on industry. 

HENRIQUEZ.J. Self-Powered Lighting, Ltd. 56FR67011 00023. 92/03/24. Docketing 
& Services Branch. 2pp. 61126:067-61126:068. 

9203310029 Comment opposing proposed rule 10CFR61 re accomodation of uncovered 
above ground facility. 

SIEFKEN.D.L. ERM-Program Management Corp. 57FR8093 00001. 92/03/25. Office 
of the Secretary of the Commission. 5pp. 61126:069-61126:073. 

9203310033 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos¬ 
session of industrial devices containing byproduct matl. 

PULLEN,B.G. SRB Technologies, Inc. 56FR67011 00024. 92/03/25. Docketing & 
Services Branch. 2pp. 61126:084-61126:085. 

9203310034 Comment supporting proposed rule 10CFR51 re GEIS for license 
renewal.AIso supports NRC position that,under NEPA & relevant case law.it is appro¬ 
priate to address potential environ impacts on generic basis. 

WEIGNAND.G. Vermont Yankee Nuclear Power Corp. 56FR47016 00113. 92/03/24. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 61126:086-61126:086. 

9203310041 Comment opposing proposed rules 10CFR50 & 52 re training & qualifica¬ 
tion of nuclear power plant personnel. 

KOVACH,T.J. Commonwealth Edison Co. 57FR537 00030. 92/03/25. Docketing & 
Services Branch. 2pp. 61126:091-61126:092. 


9203060108 Comment opposing petition for rulemaking PRM-50-56 re effect of electri¬ 
cal transients on operability & reliability of nuclear safety sys. 

GATES,W.G. Omaha Public Power District. 56FR66377 00004. 92/02/19. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 60804:209-60804:209. 


9203060116 Responds to 920116 request for extension of deadline for comments on 
application filed by Rockefeller Univ for radwaste incineration facility.Commission 
910628 moratorium remains in effect. 

COOL.D.A. Radiation Protection & Health Effects Branch. 53FR43896. 92/01/31. 
COLLINS,C. Manhattan, NY. Ip. 60804:221-60804:222. 


-9203060121 Requests extension of deadline for comments on application filed by 
Rockefeller Univ for radwaste incineration facility. 

COLLINS,C. Manhattan, NY. 53FR43896. 92/01/16. CHILK.S. Office of the Secretary 
of the Commission. Ip. 60804:222-60804:222. 


9203060143 Comments on petition for rulemaking PRM-20-18 re Rockefeller Univ rad¬ 
waste incinerator.Resolution on radwaste incinerator proposal end. 

BURG.R., GETNICK.N., COLLINS,C. Manhattan, NY. 53FR43896 00035. 92/02/20. 
CHILK.S. Office of the Secretary of the Commission. 4pp. 61275:078-61275:081. 


9203090034 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
disposal of low level radwaste.Univ not pursuing petition & matter withdrawn. 
GRANNIS.A.B. New York, State of. 53FR44014. 92/02/07. SELIN.I. Commissioners 
(Post 750119). 3pp. 60832:219-60832:221. 


9203090081 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
radwaste incinerator proposal. 

GETNICK.R. New York, State of. 53FR44014 00034. 92/02/20. CHILK.S. Office of 
the Secretary of the Commission. 4pp. 61287:001-61287:004. 

9203090103 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
radwaste incinerator proposal. 

BOWIE.L. New York, State of. 53FR44014 00035. 92/02/14. SELIN.I. Commissioners 
(Post 750119). 2pp. 60833:063-60833:064. 


9203090111 Comment withdrawing petitions for rulemakings PRM-20-17 & PRM-20-18 
re Rockefeller Univ radwaste incinerator program. 

WIESEL.T. Rockefeller Univ., New York, NY. 53FR44014. 92/02/28. CHILK.S. Office 
of the Secretary of the Commission. Ip. 60833:065-60833:065. 


9203090143 Responds to 920116 Itr to S Chilk,requesting deadline for comments on 
petition for rulemaking PRM-20-17 re application filed by Rockefeller Univ for radwaste 
incineration facility.NRC has published policy statement on BRC. 

COOL.D.A. Radiation Protection & Health Effects Branch. 53FR44014. 92/01/31. 
COLLINS,C. New York, State of. Ip. 60833:097-60833:098. 


-9203090146 Requests extension of deadline for comments on application filed by 
Rockefeller Univ for radwaste incineration facility. 

COLINS.C. New York, State of. 53FR44014. 92/01/16. CHILK.S. Office of the Secre¬ 
tary of the Commission. 1 p. 60833:098-60833:098. 


9203310042 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewais.Believes that citizen participation in license renewals would be 
slashed & many safety,health & cost efficient issues not raised. 

STOUT,T.M. Affiliation Not Assigned. 56FR47016 00112. 92/03/20. Docketing & 
Services Branch. Ip. 61126:093-61126:093. 


9203090153 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
petition to redefine animal tissues & other lab & medical waste containing certain ra¬ 
dioisotopes as de minimis or BRC matl. 

MESSINGER.R. New York, State of. 53FR44014 00032. 92/02/03. LAHS.W. NRC - 
No Detailed Affiliation Given. 2pp. 60833:106-60833:107. 


9203310054 Comment opposing proposed rule 10CFR51 re environ review process for 
nuclear power plants.Views new policy as example of NRC disregard for public safety 
& as another opportunity for agency to shirk its responsibilities. 

LANGFORD,W.K. Affiliation Not Assigned. 56FR47016 00111. 92/03/03. THE CHAIR¬ 
MAN, SELIN.I. Commissioners (Post 750119). Ip. 61126:130-61126:130. 

9203310056 Comment opposing proposed rule 10CFR51 re “Environ Review for Re¬ 
newal of Operating Licenses.” Believes that non-govt experts as well as concerned 
citizens can help NRC & state & federal govts function better for interest of citizens. 
BUDIN.E. Budin, E.. MD. 56FR47016 00110. 92/03/16. Docketing & Services Branch. 
Ip. 61126:131-61126:131. 

9203310059 Comment opposing proposed rule 10CFR51 re generic environ statements 
for license renewals.Objects to being pushed out of licensing process. 

STOUT,M.R. Affiliation Not Assigned. 56FR47016 00109. 92/03/31. Docketing & 
Services Branch. Ip. 61126:134-61126:134. 


PRM PETITION FOR RULEMAKING 

9203050034 Comment supporting petition for rulemaking PRM-50-56 re amending of 
regulations to establish general design criteria for nuclear power plants. 

KIEFER,D. Affiliation Not Assigned. 56FR66377 00003. 92/02/17. Office of the Secre¬ 
tary of the Commission. Ip. 60790:118-60790:118. 

9203060001 Requests that petition for rulemaking PRM-20-17 & PRM-20-18, filed 
880722 & 880913,respectively,be withdrawn,effective immediately,w/o prejudice. 
WIESEL.T. Rockefeller Univ., New York, NY. 53FR43896. 92/02/28. CHILK.S. Office 
of the Secretary of the Commission. Ip. 60803:088-60803:088. 

9203060040 Comment opposing petition for rulemaking PRM-20-18 re Rockefeller Univ 
petition to redefine animal tissues & other lab & medical waste containing radioiso¬ 
topes as de minimis matl. 

MESSINGER.R.W. New York, NY. 53FR43896 00036. 92/02/03. LAHS.W. NRC - No 
Detailed Affiliation Given. 2pp. 60803:203-60803:204. 

9203060056 Comment opposing petition for rulemaking PRM-20-18 re deregulation of 
low level radioactive isotopes & changes to allow for incineration. 

KAMEL,D. P.S. 40 Parents Association. 53FR43896 00037. 92/02/13. SELIN.I. Com¬ 
missioners (Post 750119). 2pp. 60803:234-60803:235. 


9203090158 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
petition for rule mod to allow incineration of radioactive medical/biomedical waste. 
KAMEL,D. P.S. 40 Parents Association. 53FR44014 00033. 92/02/13. THE CHAIR¬ 
MAN, SELIN.I. Commissioners (Post 750119). 2pp. 60833:109-60833:110. 

9203090159 Comment opposing petition for rulemaking PRM-20-17 re radioactive medi¬ 
cal wastes.Also addresses issue dealing w/states compatibility between NRC regula¬ 
tions & those promulgated by states & localities. 

GRANNIS.A.B. Albany, NY. 53FR44014 00031. 92/02/04. THE CHAIRMAN, SELIN.I. 
Commissioners (Post 750119). 2pp. 60833:111-60833:112. 

9203090167 Requests extension of deadline for comments on application filed by Rock- 
erfeller Univ for radwaste incineration facility. 

COLLINS,C. New York, NY. 53FR44014. 92/01/16. CHILK.S. Office of the Secretary 
of the Commission. Ip. 60833:146-60833:146. 

9203120027 Responds to 920204 & 07 Itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.Commission imposed moratori¬ 
um on 910128 re implementation of BRC policy & suspended work on petitions. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60872:034-60872:037. 

—9203120037 Informs that moratorium issued by Commission on 910628 re implementa¬ 
tion of BRC policy concerning suspension of work on petitions for rulemaking PRM 
20-17 & 20-18 will remain active until petitions granted,denied or withdrawn. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. WIESEL.T. New York, State of. 2pp. 60872:036-60872:037. 

9203120046 Responds to 920204 & 07 Itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.lnforms that NRC 910128 
issued moratorium remains in effect & petitions will be considered active. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR43896. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60884:251-60884:254. 

-9203120054 Informs that although NRC issued moratorium on 910628 on implementa¬ 
tion of BRC policy suspending work on petitions PRM 20-17 & 20-18,petitions will 
remain active until granted,denied or withdrawn by Univ. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR43896. 
92/03/05. WIESEL.T. New York, State of. 2pp. 60884:253-60884:254. 
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9203120349 Forwards comments on issues extracted from GESMO record of effects on 
reactor performance of using PU & two articles on recent developments in Europe on 
mixed oxide fuels. 

MURLEY.T.E. Commissioners (Post 750119). 92/03/04. GARWIN.R.L IBM Coro. 
45pp. 60919:180-60919:224. K 

9203190096 Comment opposing petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

KNOTTS,J.B. Winston & Strawn. 57FR2059 00002. 92/03/17. CHILK.S.J. Office of 
the Secretary of the Commission. 7pp. 60959:310-60959:316. 

9203190104 Comment opposing petition for rulemaking PRM-50-57 re waiver of insur¬ 
ance requirements for shutdown reactors removing all fuel from reactor station site 
OWENS.D.K. Edison Electric Institute. 57FR2059 00001. 92/03/17. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 60959:326-60959:327. 

9203190107 Comment opposing petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

FERTEL.M.S. USCEA. 57FR2059 00003. 92/03/17. CHILK.S.J. Office of the Secre¬ 
tary of the Commission. 2pp. 60959:328-60959:329. 

9203190117 Comment opposing petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR2059 00004. 92/03/17. CHILK.S.J. Office of the Secretary of the 
Commission. 4pp. 60959:333-60959:336. 

9203230030 Comment supporting petition for rulemaking PRM-50-57 re rev of insurance 
coverage for decommissioned plants that are shut down & defueled. 

BOHLKE.W.H. Florida Power & Light Co. 57FR2059 00009. 92/03/13. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 60984:047-60984:048. 

9203230034 Comment on petition for rulemaking PRM-50-57 re insurance requirements 
for shutdown plants.Insurance should be substantially reduced or eliminated for plant 
where all fuel has been removed from site. 

MARSHALL,J.S. Texas Utilities Electric Co. (TU Electric). 57FR2059 00010. 92/03/16. 
Docketing & Services Branch. 2pp. 60984:056-60984:057. 

9203230134 Comment on petition for rulemaking PRM-50-57 re NC Public Staff Util 
Commission filing of petition for rulemaking. Endorses NUMARC comments. 
MCCOY.C.K. Georgia Power Co. 57FR2059 00007. 92/03/17. CHILK.S.J. Office of 
the Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 2pp. 
60984:324-60984:325. 

9203230144 Comment on petition for rulemaking PRM-50-57 re NC Public Staff Util 
Commission petition for rulemaking re insurance requirements for shutdown 
reactors. Petition should be denied. 

FERTEL.M.S. US Council for Energy Awareness. 57FR2059 00008. 92/03/17. 
CHILK.S.J. Office of the Secretary of the Commission. CHILK.S.J. Docketing & Serv¬ 
ices Branch. 3pp. 60984:336-60984:337. 

9203230149 Comment on petition for rulemaking PRM-50-57.Util agrees w/comments 
submitted by NUMARC. 

WOODARD,J.D. Southern Nuclear Operating Co. 57FR2059 00006. 92/03/17. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 60985:002-60985:002. 

9203230190 Comments supporting petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

VOIGT,H.H. LeBoeuf, Lamb, Leiby & MacRae. 57FR2059 00005. 92/03/17. 
CHILK.S.J. Docketing & Services Branch. 3pp. 60985:060-60985:062. 

9203270002 Comment opposing petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

CARR.A.V. Duke Power Co. 57FR2059 00011. 92/03/17. CHILK.S.J. Office of the 
Secretary of the Commission. 4pp. 61092:014-61092:017. 

9203270003 Comment supporting petition for rulemaking PRM-50-57 re reduction of in¬ 
surance requirements for permanently shutdown nuclear power reactors. 

SHETLER.J.R. Sacramento Municipal Utility District. 57FR2059 00012. 92/03/17. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 61092:018-61092:019. 

9203270006 Comment opposing petition for rulemaking PRM-50-57 re reduction of in¬ 
surance requirements for nuclear power reactors. 

BECK,G.J. Philadelphia Electric Co. 57FR2059 00013. 92/03/17. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 61092:023-61092:024. 

9203270009 Comments on petition for rulemaking PRM-50-57 re reduction of insurance 
requirements for nuclear power reactors. Recommends that requirement for full 
amount of primary layer of financial protection be continued. 

MARRONt.J. American Nuclear Insurers & MAERP Reinsurance Association. 
57FR2059 00014. 92/03/19. Docketing & Services Branch. 5pp. 61092:030- 
61092:034. 

9203300060 Comment opposing petition for rulemaking PRM-50-57 re relief from insur¬ 
ance requirements. 

LEWIS,M. Lewis, M. 57FR2059 00015. 92/03/15. Office of the Secretary of the Com¬ 
mission. 1 p. 61110:290-61110:290. 

9203300080 Comments on petition for rulemaking PRM-35-10 re deletion of 
10CFR35.72(a)(2). 

MARCUS,C.S. California, Univ. of, Los Angeles, CA. 57FR8282 00001. 92/03/14. 
CHILK.S.J. Office of the Secretary of the Commission. 6pp. 61110:322-61110:332. 

9203300101 Notice of petition for rulemaking re publishing of public comment.Petitioner 
requests that NRC amend regulations concerning confinement,safety instructions & 
precautions used for patients receiving radiopharm therapy of 30 mCi. 

CHILK.S.J. Office of the Secretary of the Commission. 92/03/03. 5pp. 61111:036- 
61111:040. 

9203300105 Notice of receipt & correction for petition for rulemaking. Corrects typo in 
920309 FR 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 92/03/18. 2pp. 61111:041 -61111:042. 

9203310024 Comment opposing petition for rulemaking PRM-20-17 re incineration of ra¬ 
dioactive medical,bio-medical & research waste. 

COMPOCCIA.A. New York, NY. 53FR44014 00036. 92/03/25. CHILK.S. Office of the 
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9203310040 Comment opposing petition for rulemaking PRM-20-18 re incineration of ra¬ 
dioactive medical,bio-medical & research waste. 

COMPOCCIA.A. New York, NY. 53FR43896 00039. 92/03/25. Office of the Secretary 
of the Commission. 3pp. 61126:088-61126:090. 
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9203020009 Requests affidavit stating certain matl in 920127 Itr proprietary,per 
10CFR2.790. 

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/02/26. 
BARNHART,V.J. General Nuclear Systems, Inc. 1 p. 60763:328-60763:328. 

9203020191 Notification of 920310 meeting w/EPRI/steam generator reliability project 
re steam generator insp issues,including insp methods,plugging criteria & performance 
demonstration. 

WIGGINS,J.T. Materials & Chemical Engineering Branch. 92/02/18. 
RICHARDSON.J.E. Division of Engineering Technology (Post 890827). 2pp. 
60745:356-60745:357. 

9203020205 Notification of 920225 meeting w/Westinghouse in Rockville,MD re Wes¬ 
tinghouse response to staff issues & concerns regarding need for high-pressure,full- 
height integral test facility. 

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/24. 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 
60755:142-60755:144. 

9203020213 Summary of 920212 meeting w/util in Rockville,MD re distribution of Wes- 
tinghouse proprietary info in support of NRC confirmatory test facility. 
HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/26. 
Standardization Project Directorate (Post 901216). 5pp. 60755:227-60755:231. 

9203030255 Forwards “Operational Readiness Review Plan for Resumption of IRTS 
Operations,HLW Treatment Phase II - Sludge Wash.” Advises of 920309 board meet¬ 
ing & overview & summary of results will be discussed on 920319. 

ROWLAND,T.J. Energy, Dept, of, Idaho Operations Office. 92/02/25. COMFORT,G.C. 
NRC - No Detailed Affiliation Given. Ip. 60818:298-60819:010. 

-9203030257 “Operational Readiness Review Plan for Resumption of IRTS 
Operations,HLW Treatment Phase II - Sludge Wash.” 

* Energy, Dept. of. 92/02/25. 52pp. 60818:299-60819:010. 

9203030373 Summary of 910124 meeting w/GE & EPRI in Rockville,MD to discuss test 
& experimentation plans for GE simplified BWR. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/02/25. Stand¬ 
ardization Project Directorate (Post 901216). 4pp. 60774:320-60774:323. 

9203040182 Responds to 920131 Itr re proposed scope for CANDU 3 preapplication 
review outlined in 911119 Itr.Review priorities reassessed to assure effective use of 
NRC resources. 

DYER.J.E. Advanced Reactors Project Directorate (Post 901216). 92/02/27. 
SHIFLETT.D.R. AECL Technologies. 3pp. 60793:204-60793:206. 

9203040315 Forwards request for addl info re 920122-23 AP600 man-machine interface 
meeting.Response requested by 920131. 

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/28. 
MCINTYRE,B.A. Westinghouse Electric Corp. 3pp. 60806:273-60806:275. 

9203050079 Forwards addl response to NRC 911114 request for addl info re AP600 
test program.Discusses severe accident performance. 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-92-3666. 92/02/24. 

HASSELBERG.F. Document Control Branch (Document Control Desk). 4pp. 
60852:175-60852:178. 

9203050146 Discusses final preapplication SER for passive reactor innovative small 
module design.Requests that current plans & schedule be provided for submittal of 
PDA & structural design applications under 10CFR52. 

DYER.J.E. Advanced Reactors Project Directorate (Post 901216). 92/02/27. 
ROSEN,S. Energy, Dept. of. 3pp. 60807:116-60807:118. 

9203050157 Discusses preapplication safety evaluation review of PIUS reactor 
design.Requests that licensee reassess schedule needs & inform staff of date needed 
for final preliminary safety evaluation. 

DYER.J.E. Standardization Project Directorate (Post 901216). 92/02/28. 

KENNEDY,E.H. Combustion Engineering, Inc. 3pp. 60807:126-60807:128. 

9203060030 Forwards info listed on end re spent fuel storage, transporation of spent 
fuel & licensing of monitored retrievable storage facility.W/o end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/02/03. KARLIS.J. Affiliation Not Assigned. 2pp. 60867:058-60867:059. 

9203060052 Forwards documents re Canadian codes & CERBERUS code,which will be 
translated.One end withheld. 

RIB.L.N. AECL Technologies. 92/03/02. KENNEDY,J.L. Advanced Reactors Project 
Directorate (Post 901216). Ip. 60964:193-60968:057. 

-9203060061 “Fundamentals of CANDU Reactor Nuclear Design - A Lecture Series 
given at Trieste 800122-0328.” 

PASANEN.A.A. AECL, Inc. 80/08/31. 100pp. 60964:196-60965:006. 

—9203060065 “ELOCA Fuel Element Behaviour during High-Temperature Transients.” 
SILLS,H.E. AECL, Inc. 92/03/06. 82pp. 60965:007-60965:089. 

-9203060067 “Multicell - 3 Dimensional Program for Simulation of Reactivity Devices in 
CANDU Reactors." 

DASTUR.A.R., BUSS.D.B. AECL, Inc. 83/02/28. 80pp. 60965:094-60965:167. 

-9203060072 THB-CD-002 “CATHENA Mod-3.2n Theoretical Manual." Manual de¬ 
scribes theorical equations & empirical relations used in CATHENA to mathematically 
represent thermalhydraulic network.CATHENA is one-dimensional,two-fluid thermalhy- 
draulic computer code. 

BARCLAY,F.W., HANNA,B.N., HEDLEY.J.B. AECL, Inc. 89/11/30. 100pp. 60965:168- 
60966: 35 
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-9203060117 THB-CD-003 “Compendium of Canadian Algorithm Thermalhydraulic Net¬ 
work Analysis (CATHENA) Validation Cases." 

BARCLAY,F.W., HANNA.B.N., MALLORY.J.P. AECL Research. 89/11/30. 100pp. 
60966:136-60966:282. 

—9203060123 “Numerical Simulation of Rewetting of Horizontal Tube Using Two-Fluid 
Model," paper presented at Inti Workshop on Fundamental Aspects of Post-Dryout 
Heat Transfer in Salt Lake City.UT on 840402-04. 

SO.C.B., ARDRON.K.H. AECL, Inc. 84/03/31. 20pp. 60967:004-60967:029. 

-9203060127 "One-Step Semi-Implicit Method for Solving Transient Two-Fluid Equa¬ 
tions that is Non-Courant Limited.” 

HANNA.B.N., HOBSON.N., RICHARDS,D.J. AECL, Inc. 92/03/06. 18pp. 60966:283- 
60966:312. 

-9203060132 "Status of Algorithm for Thermalhydraulic Network Analysis (ATHENA) 
Thermalhyraulic Code for CAN DU LOCA Analysis.” 

HOBSON.N., RICHARDS,D.J., HANNA,B.N. AECL, Inc. 92/03/06. 60pp. 60966:313- 
60967:003. 

-9203060136 “ATHENA:Two-Fluid Code for CANDU LOCA Analysis." 

RICHARDS,D.J., HANNA.B.N., HOBSON.N. AECL, Inc. 92/03/06. 14pp. 60967:030- 
60967:043. 

-9203060140 “Transient Stratified-Flow Experiments in Horizontal-Channel Containing 
Rod Bundles & Numerical Simulation Using ATHENA Two-Fluid Code." 

KOWALSKI,J.E., KRISHNAN.V.S. AECL, Inc. 92/03/06. 9pp. 60967:044-60967:051. 

-9203060141 "Canadian Algorithm for Thermalhydraulic Network Analysis (CATHENA) 
Boiler Top-Blowdown Simulations." 

HANNA,B.N., MCGEE,G.R., MACDONALD,T.E. AECL, Inc. 92/03/06. 21pp. 

60967:052-60967:072. 

-9203060144 “Canadian Algorithm for Thermalhydraulic Network Analysis (CATHENA) 
Simulation of Wolsung D20 Spill Incident of 841125." 

RICHARDS.D.J., GRANT,S.D., MACDONALD,T.E. AECL, Inc. 92/03/06. 6pp. 
60967:073-60967:078. 

-9203060146 “Canadian Algorithm for Thermalhydraulic Network Analysis (CATHENA) 
Simulation of Thermosiphoning in Pressurized-Water Test Facility." 

MALLORY,J.P., INGHAM.P.J. AECL, Inc. 92/03/06. 21pp. 60967:079-60967:098. 

-9203060150 “Prediction of SG Depressurization Transients w/Canadian Algorithm for 
Thermalhydraulic Network Analysis (CATHENA) Code.” 

HANNA.B.N., MCGEE,G.R., MACDONALD,T.E. AECL, Inc. 92/03/06. 21pp. 
60967:099-60967:119. 

-9203060151 "Safety Thermalhydraulics Research for CANDU Reactors.” 

TAMM.H., KRISHNAN.V.S., RICHARDS.D.J. AECL, Inc. 92/03/06. 29pp. 60967:120- 
60967:147. 

-9203060155 “Canadian Algorithm for Thermalhydraulics Network Analysis Simulation 
of Critical Inlet Header Break Test w/Emergency Coolant Injection in RD-14.” 
RICHARDS,D.J., BARCLAY,F.W., INGHAM,P.J. AECL, Inc. 92/03/06. 6pp. 60967:148- 
60967:153. 

-9203060156 “Experimental Characterization of Vertical U-Tube SG.” 

HANNA.B.N., INGHAM.P.J. AECL, Inc. 92/03/06. 8pp. 60967:154-60967:160. 

-9203060157 “Two-Phase Natural Circulation in CANDU-Type Heat Transport Loop." 
INGHAM,P.J., MALLORY,J.P., KRISHNAN.V.S. AECL, Inc. 87/03/31. 44pp. 

60967:161-60967:204. 

-9203060159 "Thermalhydraulic Modeling of CANDU Reactor,Including Plant Control 
Sys Using Canadian Algorithm for Thermalhydraulic Network Analysis (CATHENA).” 
BARCLAY,F.W., RICHARDS.D.J. AECL. Inc. 92/03/06. 20pp. 60967:205-60967:224. 

—9203060162 “Large Outlet Header Break Experiments in CANDU-Type Heat Tran port 
Loop.” 

INGHAM.P.J., BARCLAY,F.W., HEDLEY.J.B. AECL, Inc. 88/12/31. 27pp. 60967:225- 
60967:251. 

—9203060163 “Refill Study of CANDU-Type Header/Feeder Sys under Near-Zero 
Header-to-Header Pressure Drop.” 

KOWALSKI,J.E., HANNA,B.N. AECL, Inc. 92/03/06. 8pp. 60967:252-60967:259. 

—9203060164 “Validation of Canadian Algorithm for Thermalhydraulic Network Analysis 
(CATHENA) Two-Fluid Code Using RD-14 Experiments.” 

RICHARDS,D.J. AECL, Inc. 92/03/06. 14pp. 60967:260-60967:273. 

-9203060167 “Determination & Verification of Circumferential Temp Distributions in 
CANDU-PHW Reactor Fuel Channel Assemblies under Coolant Flow Stagnation." 
ROSINGER.H.E., SO.C.B., YUEN.P.S. AECL, Inc. 92/03/06. 11pp. 60967:274- 
60967:284. 

-9203060174 “Validation of Canadian Algorithm for Thermalhydraulic Network Analysis 
(CATHENA) Two-Fluid Code.” 

RICHARDS.D.J. AECL, Inc. 92/03/06. 11pp. 60967:285-60967:294. 

-9203060208 “Investigation of Critical Break Blowdown Experiment in Parallel Channel 
Test Facility.” 

RICHARDS.D.J., MCGEE,G.R. AECL, Inc. CHUNG,M.K. Korea Advanced Energy Re¬ 
search Institute. 92/03/06. 8pp. 60967:295-60967:302. 

-9203060212 WNRE-783 “Small Inlet Header Break Experiments in RD-14.” 

MCGEE,G.R., BARCLAY,F.W. AECL, Inc. 88/12/31. 30pp. 60967:303-60967:330. 

—9203060215 “Condensation of Steam Flowing inside Tube in Absense or in Presence 
of Noncondensable Gas.” 

CHIANG.H. AECL, Inc. 92/03/06. 8pp. 60967:331-60967:337. 

-9203060220 “Simulation of Closed Two-Phase Thermosiphon W/Canadian Algorithm 
for Thermalhydraulic Network Analysis Code." 

HANNA,B.N., TAYLOR,B.G. AECL, Inc. 92/03/06. 16pp. 60967:338-60967:352. 

-9203060224 “Simulation of ’Standing Start’ Behaviour by Canadian Algorithm for Ther¬ 
malhydraulic Network Analysis (CATHENA) Thermalhydraulics Code." 

HANNA,B.N., MALLORY.J.P. AECL, Inc. 92/03/06. 18pp. 60967:353-60968:010. 


—9203060227 “Canadian Algorithm for Thermalhydraulic Network Analysis (CATHENA) 
Simulation of Thermosiphoning in Multiple-Channel Pressurized-Water Test Facility." 
MALLORY,J.P., INGHAM,P.J. AECL, Inc. 92/03/06. 8pp. 60968:011-60968:017. 

-9203060228 “Studies of Two-Phase Flow Distribution in CANDU-Type Header/Feeder 
Sys." 

KOWALSKI,J.E., HANNA,B.N. AECL, Inc. 92/03/06. 6pp. 60968:018-60968:023. 

-9203060230 THB-CD-001 “Canadian Algorithm for Thermalhydraulic Network Analysis 
(CATHENA) Validation of Flooding:Countercurrent Steam/Water Flow Counstream of 
90 Degree Elbow.” 

SABOURIN.G. AECL, Inc. 89/11/16. 35pp. 60968:024-60968:057. 

9203060055 Submits results of review of replacement waste qualification notebook, 
“Waste Form Qualification Program for Cement Solidification of Sludge Wash Liquid.” 
ADAMS,M. Low-Level Waste Management Branch (Post 901230). 92/03/03. 
COMFORT.G. Fuel Cycle Safety Branch. 5pp. 60867:011-60867:015. 

9203060206 Forwards “Advanced LWR SER - Status,Feb 1992.” Significant progress 
apparent in area of policy issues. 

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re¬ 
search Institute. 92/03/03. CRUTCHFIELD,D. NRC - No Detailed Affiliation Given. Ip. 
60866:334-60866:344. 


-9203060207 “Advanced LWR Requirements SER Status,Feb 1992.” 

* Electric Power Research Institute. 92/03/03.10pp. 60866:335-60866:344. 

9203060239 Discusses role of NRC Div of High Level Waste Mgt in coordinating QA 
program for monitored retrievable storage & transporation.Both Source Containment & 
Devices & Transportation Branch also congnizant NRC branches. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/02/27. 
BARTLETT,J. Energy, Dept. of. 2pp. 60867:134-60867:135. 

9203060261 Summary of 920130 senior mgt meeting w/EPRI & nuclear industry re 
technical issues for evolutionary & passive advanced LWRs.List of attendees & pres¬ 
entations end. 

KENYON,T.J. Standardization Project Directorate (Post 901216). 92/03/02. Standardi¬ 
zation Project Directorate (Post 901216). 69pp. 60833:318-60834:025. 

9203060291 Forwards draft Commission paper describing major technical & policy 
issues re evolutionary & passive plant designs. Positions supersede those in 911220 
Itr. 

CRUTCHFIELD,D. Advanced Reactors Project Directorate (Post 901216). 92/02/27. 
KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 5pp. 60839:042- 
60839:104. 

9203060318 Forwards proposed changes to Vol II,Chapter 11,Section 4.5.5,Chapter 
1,Table 1.2-4,Chapter 1,Section 6.2.5,Chapter I.App B,Chapter 10 Section 6.1.2.19 & 
Chapter l.App B.Tables B.1-2 & B.1-4 

BOCKHOLD.G. Electric Power Research Institute. 92/03/03. WILSON,J.H. NRC - No 
Detailed Affiliation Given. 41pp. 60880:335-60881:014. 

9203110168 Forwards nonproprietaiy viewgraphs of presentation to ACRS Thermal Hy¬ 
draulic Subcommittee on AP600 intergal sys testing & proprietary “Basis for AP6Q0 
Testing & Analysis Program - Need for Intergal Sys Effects....” Enel withheld. 
LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3671. 92/03/04. MURLEY.T. 
Document Control Branch (Document Control Desk). 6pp. 60896:311-60896:326. 

-9203110178 Advises that rept “Basis for AP600 Testing & Analysis Program - Need 
for Integral Sys Effects Testing,” contains proprietary info & should be withheld from 
disclosure,per 10CFR2.790. 

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-92-280. 92/03/04. MURLEY.T. Docu¬ 
ment Control Branch (Document Control Desk). 10pp. 60896:317-60896:326. 

9203110275 Forwards nonproprietary & proprietary viewgraphs summarizing 920303-04 
Westinghouse/NRC AP600 valve meeting.Proprietary version withheld (ref 
10CFR2.790). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3672. 92/03/04. MURLEY.T. 
Document Control Branch (Document Control Desk). 2pp. 60946:127-60946:218. 

-9203110283 Requests that proprietary viewgraphs summarizing 920303-04 Westi'ng- 
house/NRC AP600 valve meeting be withheld from public disclosure & forwards non¬ 
proprietary viewgraphs summarizing subj meeting. 

DIPIAZZA.R.P. Westinghouse Electric Corp. AW-92-281. 92/03/04. MURLEY.T. Docu¬ 
ment Control Branch (Document Control Desk). 93pp. 60946:130-60946:218. 

9203120161 Notification of 920327 mgt meeting in Denver,CO to discuss review of EPRI 
advanced LWR requirements document. 

KENYON.T.J. Standardization Project Directorate (Post 901216). 92/03/04. 

PIERSON.R.C. Standardization Project Directorate (Post 901216). 3pp. 60888:122- 
60888:124. 

9203120184 Requests info re equipment safety classification differences between mod¬ 
ular high temp gas cooled reactor & gas cooled new production reactor designs.within 
90 days. 

DONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 92/03/04. 
WILLIAMS,P.M. Energy, Dept. of. 3pp. 60895:026-60895:028. 

9203120189 Request addl info re fuel design & testing for gas cooled new production 
reactor design. 

DONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 92/03/04. 
WILLIAMS.P.M. Energy, Dept. of. 3pp. 60895:029-60895:031. 

9203120276 Requests AP600 design info needed to solicit commercial bids on confirm¬ 
atory test facility no later than 920327.Forwards pages of nonproprietary preliminary 
rept w/markings noting where addl info is required. 

CRUTCHFIELD,D.M Advanced Reactors Project Directorate (Post 901216). 92/03/05. 
LIPARULO.N.J. Westinghouse Electric Corp. 25pp. 60907:264-60907:288. 

9203120306 Forwards DOE responses to NRC SER w/recommendations on West 
Valley,NY supernatant treatment sys. 

ROWLAND,T.J. Energy, Dept of. 92/03/04. COMFORT,G.C. NRC - No Detailed Affili¬ 
ation Given. 8pp. 60930:007-60930:014. 
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9203130121 Forwards Level II schedule for Phase II activities for resumption of waste 
tank farm processing to be issued on weekly basis. 

YEAZEL.J.A. Energy, Dept. of. 92/03/02. MCINTOSH.T.W. Energy, Dept. of. 5pp. 
60979:353-60979:357. 

9203160115 Discusses future decision making process & existing obligations at West 
Valley & effects on low-level radwaste siting by State of NY. 

VAUGHAN,R.C. Coalition on West Valley Nuclear Wastes. 92/03/08. COMFORT,G.C. 
NRC - No Detailed Affiliation Given. 5pp. 60968:357-60968:361. 

9203170225 Forwards draft commission paper covering NRC evaluation of simplified 
BWR test program.Paper was forwarded to ACRS. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/03/10. 

MARRIOTT,P.W. General Electric Co. 3pp. 60961:035-60961:059. 

9203170336 Requests add! simplified boiling water reactor design info. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/03/09. 

MARRIOTT,P.W. General Electric Co. 4pp. 60961:071-60961:074. 

9203170340 Forwards correction to 920130 meeting summary of senior mgt meeting re 
technical issues for evolutionary & passive advanced LWRs due to administrative 
error. 

KENYON.T.J. Standardization Project Directorate (Post 901216). 92/03/09. 

KINTER.E.E. General Public Utilities Corp. - GPU Service Corp. 2pp. 60971:001- 
60971:007. 

-9203180380 Errata to summary of senior mgt meeting on 920130 re technical issues 
for evolutionary & passive advanced light water reactors due to administrative error. 
KENYON.T.J. Standardization Project Directorate (Post 901216). 92/03/09. Standardi¬ 
zation Project Directorate (Post 901216). 5pp. 60971:003-60971:007. 

9203170371 Notification of 920320 meeting w/EPRI in Rockville,MD to discuss EPRI 
white paper re development of reliability- based Tech Specs for plant designs that 
employ passive safety sys. 

KENYON.T.J. Standardization Project Directorate (Post 901216). 92/03/09. 

PIERSON,R.C. Standardization Project Directorate (Post 901216). 4pp. 60963:352- 
60963:355. 

9203190350 Notification of 920317-18 meetings w/Westinghouse in Monroeville,PA to 
discuss AP600 containment design & testing program.Proposed meeting agenda end. 
HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/12. 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 
60981:356-60981:359. 

9203190456 Advises that begining wk of 920309,author will be sending EPRI require¬ 
ments document draft SER chapters to recipient for review & concurrence. 
CRUTCHFIELD,D. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/ 
03/10. MALSCH.M.G. Deputy General Counsel for Licensing & Regulation (Post 
890423). Ip. 60972:284-60972:284. 

9203190457 Summary of 911217-20 meeting w/DOE re modular high temp gas- cooled 
reactor.Attendance list,NRC list of subjs,agenda for meetings & list of questions from 
meeting end. 

DONOHEW.J.N. Division of Advanced Reactors & Special Projects (Post 901216). 92/ 
03/10. Division of Advanced Reactors & Special Projects (Post 901216). 20pp. 
60972:264-60972:283. 

9203200323 Forwards final draft re advanced LWR position paper for passive plant sys 
classification & requirements. 

TROTTER,J.D. Electric Power Research institute. 92/03/10. KENYON,T. Office of Nu¬ 
clear Reactor Regulation, Director (Post 870411). 34pp. 61108:206-61108:239. 

9203230086 Forwards slides from Westinghouse/NRC 920122-23 meeting on AP600 
SSAR Chapter l8.Slides withheld (ref 10CFR9.17(a)(4)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3657. 92/03/12. MURLEY 
Document Control Branch (Document Control Desk). Ip. 61062:179-61062:179. 

9203230321 Forwards minor changes to Vol II of util requirements document,per con¬ 
tinuing discussions w/NRC. 

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re¬ 
search Institute. 92/03/19. WILSON,J.H. NRC - No Detailed Affiliation Given. 56pp. 
61104:146-61104:191. 

9203240082 Forwards nonproprietary Revs 1 to WCAP-13203 & proprietary WCAP- 
13202, “AP600 Plant Description Document.” Proprietary rept withheld (ref 
10CFR9.17(a)(4)). 

LIPARULO,N.J. Westinghouse Electric Corp. ET-NRC-92-3677. 92/03/13. MURLEY.T. 
Document Control Branch (Document Control Desk). 3pp. 61183:121-61184:202. 

-9203240088 Requests that Rev 1 to WCAP-13202, “AP600 Plant Description Docu¬ 
ment,” be withheld from public disclosure,per 10CFR2.790. 

LIPARULO.N.J. Westinghouse Electric Corp. AW-92-284. 92/03/13. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 9pp. 61183:124-61183:132. 

-9203240091 WCAP-13203 R01 Nonproprietary Rev 1 to “AP600 Plant Description 
Document.” 

* Westinghouse Electric Corp. 92/01/31. 250pp. 61183:133-61184:202. 

9203240176 Rev 1 to Emergency Implementation Procedure EIP-29, “HAZMAT Team 
Augmentation/Call List." 

LINDBERG.B.E., SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. 92/03/13. 
19pp. 61082:328-61082:339. 

9203240269 Forwards comments re criticality safety concerns of VSC-24 sys,per 
920212-13 telcons w/Pacific Sierra Nuclear Associates. 

LEU.K.C. Source Containment & Devices Branch (Post 911213). 92/03/11. 
HAUGHNEY.C.J. Source Containment & Devices Branch (Post 911213). 3pp. 
61094:338-61094:340. 

9203240333 Advises that there were no changes,tests or experiments made to ISFSI 
during period beginning 910322,per 10CFR72.48. 

CHAMBERS,R.K Carolina Power & Light Co. RNPD/92-0745. 92/03/18. Region 2 
(Post 820201). Ip. 61094:346-61094:346. 

9203240386 Summary of 920310 meeting w/Westinghouse in Rockville,MD re coopera¬ 
tive AP600 testing program.List of attendees end. 

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/19. 
Standardization Project Directorate (Post 901216). 4pp. 61068:173-61068:176. 


9203250197 Responds to 920227 Itr requesting key dates on Advanced Liquid Metal 
Reactor (ALMR) program.Schedule provided for demonstration that ALMR has com¬ 
mercial potential by 2010. 

ROSEN.S. Energy, Dept. of. 92/03/12. DYER.J.E. Advanced Reactors Project Direc¬ 
torate (Post 901216). 2pp. 61099:064-61099:065. 

9203250200 Responds to 920227 Itr advising that NRC reassessing review priorities in 
conne ction w/advanced reactor reviews. 

SHIFLETT.D.R. AECL Technologies. 92/03/18. DYER.J.E. Advanced Reactors Project 
Directorate (Post 901216). 2pp. 61099:066-61099:067. 

9203260116 Requests that proposed rev to topical SAR for CASTOR V/21 spent fuel 
storage cask be withheld (ref 10CFR2.790),per 910531 affidavit. 

PAQUIN.P.L. General Nuclear Systems, Inc. 611-0196-92. 92/03/16. STURZ.F.C. 
Source Containment & Devices Branch (Post 911213). pp. 61128:012-61128:013. 

9203270112 Forwards response to NRC 911217 request for addl info on PIUS reactor 
design. 

KENNEDY.E.H. Combustion Engineering, Inc. KENNEDY,E.H. ASEA Brown Boveri, 
Inc. FIN L-18451. LD-92-039. 92/03/16. SCALETTI.D.C. Advanced Reactors Project 
Directorate (Post 901216). 26pp. 61173:256-61174:032. 

-9203270123 OSC-RZ 89-6036 “PIUS 600-Preliminary Rept on Mode Shapes & Natural 
Frequencies of Internals.” 

* Combustion Engineering, Inc. * ASEA Brown Boveri, Inc. 89/09/28. 27pp. 
61173:282-61173:309. 

—9203270127 OSC-RZ 89-6042 “PIUS 600-Preliminary Rept on Stresses in Internals 
due to Response Spectrum for Hard Site." 

* Combustion Engineering, Inc. FIN L-18451. 89/10/24. 27pp. 61173:310-61173:336. 

-9203270130 OSC-RZ 89-6019 “PIUS 600-External Steam Generators;Stress Analysis 
of Anchor Flange for Steel Extension.” 

* Combustion Engineering, Inc. * ASEA Brown Boveri, Inc. FIN L-18451. 89/04/13. 
56pp. 61173:337-61174:032. 

9203270205 Forwards fully executed RCRA 3008(h) Consent Order which becomes ef¬ 
fective 920315.W/one oversize drawing. 

PROVENCHER,R.B. Energy, Dept, of, Idaho Operations Office. 92/03/18. 
POULSON.W.G., SZALINSKI.S.J. West Valley Nuclear Services Co., Inc. 123pp. 
61253:124-61253:261. 

9203270271 Advises that independent experimental investigation into simplified BWR 
safety performance warranted,in response to 910506 submittal of preliminary design 
description. 

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/03/24. 
MARRIOTT.P.W. General Electric Co. 3pp. 61108:251-61108:253. 

9203300190 Request that licensee provide revised application for withholding limited to 
only info considered proprietary,per 920309 request concerning, “Proposed Coopera¬ 
tive W/NRC AP600 1ST Program.” 

CRUTCHFIELD,D. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/ 
03/25. LIPARULO.N.J. Westinghouse Electric Corp. 2pp. 61121:122-61121:123. 

9203300378 Forwards position paper for passive plant sys classification & requirements 
including ends on reliability assurance & Tech Specs,per NRC 920227 Itr. 
KINTNER.E.E. ALWR Utility Steering Committee. 92/03/19. Document Control Branch 
(Document Control Desk). 34pp. 61169:233-61169:266. 

9203310050 Summary of 920319 meeting w/Westinghouse in Monroeville,PA to discuss 
safety related valves to be used in AP600 design. 

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/03/19. 
Standardization Project Directorate (Post 901216). 96pp. 61194:136-61194:231. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

9203020015 Responds to nonconformances noted in insp re Part 21 rept filed by 
util.Corrective actions:training session conducted & documented re requirements of 
Rev 6 to QCP-22 covering notifications from util customers. 

SEGAN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. 4pp. 60767:234-60767:245. 

9203030123 Forwards Rev 1 to Part 21 rept.dtd 920204,re Generators EMD 
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users. 
MITCHELL,M.V. MKW Power Systems, Inc. 92/02/05. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 60804:346-60805:005. 

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C 
generator.Rev adds Oyster Creek plant to list of affected users. 

* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given. 5pp. 
60804:347-60804:349. 

-9203030230 Part 21 rept re potentially reportable defect re rotor pole mounting bolt 
torque on EMD A20C generator.Data from site insps currently being evaluated.Ltrs 
from affected utils end. 

MITCHELL,M.V. MKW Power Systems, Inc. 91/12/13. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 60804:350-60805:005. 

9203030180 Part 21 rept re swing arms for Borg Warner check valves. Initially reported 
on 920114.Lack of interchangeability led to reinstallation of old swing arm (number 
72543) & backflow test on valve (model 75510). 

CAHILL,WJ. Texas Utilities Electric Co. (TU Electric). PT21R-92-001. 92/02/28. Doc¬ 
ument Control Branch (Document Control Desk). 6pp. 60802:089-60802:094. 

9203040219 Part 21 rept re tolerance buildup on GE F Frame Molded Case Circuit 
breakers w/shunt trip & undervoltage release accessories which could inhibit trip 
feature.Affected BWR plants to be notified. 

STRAMBACK.G.B. General Electric Co. MFN 049-92. 92/02/28. Document Control 
Branch (Document Control Desk). 9pp. 60813:145-60813:153. 

9203090201 Conveys util understanding of recent change in 10CFR21 which confirms 
that duplicate evaluation & reporting of events unnecessary. Util will not be conducting 
further evaluation of loss of control power noted during Millstone Unit 3 insp. 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. B14047. 92/03/03. Document 
Control Branch (Document Control Desk). 2pp. 60862:216-60862:217. 
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9203110070 Part 21 rept re matl substitution in terminal block supplied w/solenoid 
valves sold for nuclear plant use.Solenoid valves potentially containing 371TB terminal 
boards must be evaluated to determine if replacement necessary. 

BENANTE.M.R., LI ANTONIO, V. Target Rock Corp. Cl 1839. 92/03/03. NRC - No De¬ 
tailed Affiliation Given. 20pp. 60897:051-60897:070. 


9203020015 Responds to nonconformances noted in insp re Part 21 rept filed by 
util.Corrective actions:training session conducted & documented re requirements of 
Rev 6 to QCP-22 covering notifications from util customers. 

SEGAN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. 4pp. 60767:234-60767:245. 


9203130051 Part 21 rept re Amot Valve (Amot Part 1476B0212A3).Vaive originally sup¬ 
plied as part number 2-05V-153-004 in overspeed shutdown assembly KSV-72-7.Pro¬ 
duction of valve discontinued & advises that alternate assemble available. 
SCHNEIDER,J.R. Cooper Industries. Inc. QCG-8729. 92/03/02. HAASS.W. NRC - No 
Detailed Affiliation Given. 2pp. 60918:149-60918:150. 


-9203020019 Responds to nonconformance noted in insp on 910603. Corrective 
actions:immediate rev notice issued to define responsibility for assuring latest rev of 
drawing being used in acceptance of product 

SEGEN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. 2pp. 60767:238-60767:239. 


9203170110 Part 21 & deficiency rept re defect in Frasco/Elmwood definite purpose 
contractors w/listed model numbers. 

PATTERSON,L. Nutherm International, Inc. QA-3-92-661. 92/03/06. NRC - No De¬ 
tailed Affiliation Given. 12pp. 60924:121-60924:132. 

9203180013 Part 21 re Victoreen field calibr source being accepted w/o meeting pur¬ 
chase order requirements.initially reported on 920220.Field source will be calibr & re¬ 
turned in Apr 1992. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/24. NRC - No Detailed Affili¬ 
ation Given. 3pp. 60977:146-60977:148. 

9203180378 Preliminary Part 21 rept on EDG jacket water/lube oil coolers w/excessive 
corrosion in internal areas.Caused by galvanic corrosion between copper alloy tubes/ 
tubesheet, stainless steel divider plates & carbon steel channel head. 

JACKSON,C.W. Consolidated Edison Co. of New York, Inc. 92/02/21. BRAM.S.B. 
Consolidated Edison Co. of New York, Inc. 3pp. 60975:356-60975:358. 

9203200076 Discusses licensee 911114 Itr on potential deficiency re cracked insulators 
observed in ASL power ctr dry type transformers at plantNRC expects Westinghouse 
to evaluate deviations or inform purchaser to cause evaluation. 

NORRHOLM.LJ. Vendor Inspection Branch. 92/02/26. CASP.C. Westinghouse Elec¬ 
tric Corp. 2pp. 60970:148-60970:149. 


-9203020021 Responds to nonconformance re actuator performance data review 
verifications.Corrective actions:separate training session for QA manager conducted & 
documented & end. 

SEGEN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. 4pp. 60767:240-60767:243. 

9203020022 Responds to nonconformance noted in insp on 910606. Corrective 
actions:insp plan will be prepared,approved & issued to address addl collection of 
samples from Peerless Limitorque personnel in support of dedication process. 
SEGEN.R.D. Limitorque Corp. 91/06/07. SNODDERLY.M. NRC - No Detailed Affili¬ 
ation Given. Ip. 60767:244-60767:245. 

9203020080 Forwards Insp Plan 111,Rev 0, “Peerless-Winsmith Critical Component 
Matl Testing” & Insp Plan 23,Rev 4, “Bar Stock, Tubing,Plate” in ref to nonconfor¬ 
mance noted in Insp Rept 99900100/91-01. 

SEGEN.R.D., WILKINSON,I.E. Limitorque Corp. 92/02/25. Document Control Branch 
(Document Control Desk). 2pp. 60783:161-60783:170. 

-9203020084 Rev 0 to Insp Plan 111, “Peerless-Winsmith Critical Component Matl 
Testing.” 

NOZOLI.F., MCLUSZUSKY.W.J. Limitorque Corp. 91/07/16. 4pp. 60783:163- 
60783:166. 


9203230009 Initial Part 21 rept re defect in Anchor Darling supplied main feedwater pre¬ 
heater bypass isolation valves.On 920112, all non-Q components replaced w/suitable 
components & tested satisfactorily.Next rept will be submitted by 920214. 

* Carolina Power & Light Co. 92/03/23. 4pp. 61062:183-61062:186. 

9203230087 Part 21 rept re MOV spring pack open-calibration methodology 
inaccuracies.Utils that have used correlation process to set up safety related MOVs 
should perform evaluation on impact of subj accuracy changes. 

CARR.R.W. ITI-MOVATS. 92/03/04. SCARBOROUGH/! - . NRC - No Detailed Affiliation 
Given. 7pp. 61103:335-61103:341. 

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling 
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok¬ 
ing under DB condition.Design basis calculations will be performed. 

KOVACH.T.J. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313. 

9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks 
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of 
affected plants end. 

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu¬ 
ment Control Desk). 5pp. 61103:314-61103:318. 

9203240155 Requests comments &/or concurrence re nuclear svcs group responsibility 
to comply w/requirements of 10CFR21,per 920302 telcon. 

COHEN,M. Johnson Yokogawa Corp. (formerly Yokogawa of America). 92/03/03. 
BERL1NGER.C. NRC - No Detailed Affiliation Given. 2pp. 61163:127-61163:128. 

9203240159 Forwards interim Part 21 re defect in check valve P/N 72543 (swing arm) 
on Borg-Wamer Model 75510 swing check valve. 

GODWIN,G.C. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/ 
03/16. Document Control Branch (Document Control Desk). Ip. 61161:005- 

61161:006. 

-9203240165 Interim Part 21 Rept P21R-92-001 re defect in check valve P/N 72543 
(swing arm) on Borg-Wamer Model 75510 3-inch,900 lb swing check valve.Defect re¬ 
ported by util to vendor on 920116.Evaluation will be completed by 920616. 

* BW/IP International, Inc. (formerly Byron Jackson Pump Division). P21R-92-001. 92/ 
03/16. Document Control Branch (Document Control Desk), ip. 61161:006- 

61161:006. 

9203240332 Amend 1 to Part 21 rept 159 re potential defect in power cylinder 
liner.lnitially reported on 920115.Caused by liner/ block fit & localized matl 
microstructure.AII drawings & specs revised to address matl design requirements. 
GUNTRUM.B. Cooper Energy Services. 159. 92/03/13. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 61094:341-61094:345. 

9203300092 Interim Part 21 rept re deficiencies w/MOVs V826B,V738B & V871A & two 
two inch Velan manual 1500 ASME Class II valves. Further investigation being con¬ 
ducted by noncompliance repts processing group. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/03/23. Document Control Branch 
(Document Control Desk). 3pp. 61164:358-61164:360. 

9203300130 Interim Part 21 rept re Westinghouse reactor vessel head adaptor tube 
cracking.WOG approved Project Authorization on 920205 for Reactor Vessel Closure 
Head P enet ration Alloy 600 Primary Water Stress Corrosion Cracking, 

PLUNKETT.T.F. Florida • Power & Light Co. L-92-86. 92/03/23. Document Control 
Branch (Document Control Desk). 2pp. 61164:337-61164:338. 

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac¬ 
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re¬ 
place all affected contactors.Replacements available by Apr 1992. 

PATTERSON,L. Nutherm International, Inc. QA-3-92-709. 92/03/26. Ofc of Enforce¬ 
ment (Post 870413). 14pp. 61209:198-61209:211. 


QA999 QUALITY ASSURANCE INSPECTIONS 

9202050305 Transcript of 911017 meeting w/Thermal Science,Inc to discuss issues in¬ 
volving Thermo-Lag 330 in Rockville,MD.Pp 1-196.Supporting info enci. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/10/17. 506pp. 
61116:001-61117:143. 


-9203020088 Rev 4 to Insp Plan 23, “Bar Stock,Tubing,Plate.” 

NOZOLI.F., MCLUSZUSKY.W.J. Umitorque Corp. 91/05/07. 4pp. 60783:167- 
60783:170. 

9203020152 Responds to nonconformances noted in Insp Rept 99900296/91-01.Cor¬ 
rective actions:QA manual will be rewritten to delete ref to GIP-001 sampling proce¬ 
dure & new corrective action form procedure written. 

GERARD,J.F. Amerace Corp. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 60789:316-60789:318. 

9203020155 Responds to violations noted in Insp Rept 99900296/91-01. Corrective 
actions:permanent change to QA manual will be made to require licensee to be in¬ 
formed of deviation if vendor cannot perform evaluation. 

GERARD,J.F. Amerace Corp. 92/02/27. Document Control Branch (Document Con¬ 
trol Desk). 2pp. 60789:314-60789:315. 

9203040055 Discusses 911120 Itr re company inclusion in NRC Info Notice 89-059, 
“Suppliers of Potentially Misrepresented Fasteners." 

NORRHOLM.LJ. Vendor Inspection Branch. 1EIN-89-059. 92/02/28. CRANDALL,M.M. 
Bolts & Nuts, Inc. 3pp. 60767:133-60767:143. 

9203040189 Responds to NRC 920115 Itr re nonconformances noted in insp of safety 
related power generator supplied to facility. Corrective actions:vendor will review docu¬ 
mentation & engineering evaluations. 

POLITI.R.B. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 92/02/ 
27. Document Control Branch (Document Control Desk). 20pp. 60813:329-60813:356. 

—9203040193 Engineering Spec 2.10.1, “Design & Document Control - Use of Form 
1255.” 

MARINO,F.D. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 92/02/ 
25. 9pp. 60813:348-60813:356. 

9203050156 Submits comments on NRC draft Generic Ltr dtd 920211 re THERMO-LAG 
fire barriers,per 920212 meeting between NRC & NUMARC. 

FELDMAN,R. TSI, Inc. 92/02/28. MlRAGLIA.F.J. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 5pp. 60852:102-60852:106. 

9203060093 Ack receipt of 911219 & 920211 responses to NRC re notice of violation & 
notice of nonconformance concerning insp rept 99900761/91-01. 

NORRHOLM.L.H. Vendor Inspection Branch. 92/02/27. SMITH,M. United Controls, 
Inc. Ip. 60804:076-60804:076. 

9203060106 Ack receipt of 920130 Itr informing NRC of steps taken to correct concerns 
raised in 911127 notice of nonconformance. Review finds reply responsive to con¬ 
cerns. 

NORRHOLM.LJ. Vendor Inspection Branch. 92/02/27. RIESEN.A.E. Teledyne Wah 
Chang Albany (formerly Wah Chang Corp.). Ip. 60804:208-60804:208. 

9203090206 Responds to nonconformance noted in Insp Rept 99900005/92-01 .Correc¬ 
tive actions:operator & all other personnel reinstructed to follow Administrative Proce¬ 
dure CA-006 re Columbia Plant training policy. 

KOGA.R.H. Westinghouse Electric Corp. 92/03/02. Document Control Branch (Docu¬ 
ment Control Desk). 2pp. 60862:218-60862:219. 

9203100211 Confirms 920406-10 insp at Westinghouse,per 920214 telcon w/ L 
Campbell.lnsp will review selected criteria of 10CFR50,app B,QA program for 
design,procurement, manufacturing & supply of steam generators & 10CFR Part 21 
programs. 

NORRHOLM.LJ. Vendor Inspection Branch. 92/03/03. MARTINEZ,J.M. Westing¬ 
house Electric Corp. Ip. 60845:071-60845:071. 

9203130014 Forwards insp rept 99900081/92-01 on 920210-13 & notice of 
nonconformance.lmplementation of QA program failed to meet certain NRC require¬ 
ments re development & implementation of appropriate QA procedures. 
NORRHOLM.LJ. Vendor Inspection Branch. 92/03/09. VOLMER.C. Siemens Corp. 
2pp. 60886:051-60886:072. 

-9203130025 Notice of nonconformance from insp on 920210-13. Nonconformance 
noted:lot card entries obliterated,lot card used instead of component cleaning 
record,Zircaloy bars lacked issue slips & matls mix uncontrolled. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 4pp. 
60886:053-60886:055. 
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-9203130033 Insp rept 99900081/92-01 on 920210-13.Noncompliance noted. Major 
areas inspectedrfabrication & testing of fuel assemblies,implementation of QA program 
& corrective actions taken in response to recent matl control problem. 

MAGRUDER.S.L, CWALINA.G.C. Vendor Inspection Branch. 92/03/05. 17pp. 
60886:056-60886:072. 

9203170065 Forwards insp rept 99900056/92-01 on 920203-07 & notice of nonconfor¬ 
mance. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/11. KURKJAIN.G.A. Henry Pratt 
Co. 2pp. 60948:116-60948:129. 

-9203170072 NoticejDf nonconformance from insp on 920203-07. Nonconformances 
noted:HPC QA manual/implementing procedures did not provide sufficient require¬ 
ments or interfaces to ensure that commercial grade items could perform safely. 

* Vendor Inspection Branch. 92/03/11. 2pp. 60948:118-60948:119. 

—9203170082 Insp rept 99900056/92-01 on 920203-07.Noncompliances noted. Major 
areas inspected:review/evaluation of QA program & implementation in selected 
areas,including corrective actions re 10CFR21 repts. 

CAMPBELL,LL, POTAPOVS,U. Vendor Inspection Branch. 92/03/09. 10pp. 

60948:120-60948:129. 

9203170339 Informs that companys safety-related QA & integrated plant engineering 
depts have moved to listed address. 

GOODWIN,L. Control Data Corp. 92/03/09. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). 2pp. 60981:244-60981:245. 

9203180121 Responds to unresolved items noted in Insp Rept 99900056/92-01.Correc¬ 
tive actions:Cleveland Electric has verified that matl furnished under Purchase Order 
5124603 is 302 matl. 

CUMMINS,B.R. Henry Pratt Co. 92/02/28. CAMPBELL,L.L. Division of Reactor In¬ 
spection & Safeguards (Post 870411). 2pp. 60977:068-60977:069. 

9203180415 Informs that review of documents re failure of thermo-lag protective enve¬ 
lope during 3 hr fire endurance test performed in Oct 1989 complete.Results cause 
NRC concern for use of thermo-lag as fire rated barrier. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
10. FELDMAN,R. Thermal Science, Inc. 6pp. 60971:035-60971:040. 

9203180424 Informs of scheduled meeting on 911017 to discuss response to 910910 Itr 
& related technical issues. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/ 
18. FELDMAN,R. Thermal Science, Inc. Ip. 60971:034-60971:034. 

9203180429 Forwards official transcript of meeting held on 911017.W/O end. 
MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/10/ 
31. FELDMAN,R. Thermal Science, Inc. Ip. 60971:029-60971:029. 

9203180436 Discusses documents requested concerning info notice 91-079 & generic 
Itr 86-10.NRC expresses gratitude for use of photograph of util test article provided at 
911017 meeting. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). IEIN-91- 
079. 92/01/15. FELDMAN,R. Thermal Science, Inc. Ip. 60971:028-60971:028. 

9203190253 Informs that NRC completed review of 911017 meeting transcript.List of 
items requiring addl info end. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/10/ 
31. FELDMAN,R. Thermal Science, Inc. 4pp. 60971:158-60971:161. 

9203230202 Forwards corrected Engineering Spec 2.10.1, “Design & Document 
Control,Use of Form 1255" contained in response to nonconformance.Submittal cor¬ 
rects date of spec. 

MOOSBRUGGER.C. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 
92/03/16. Document Control Branch (Document Control Desk). Ip. 61077:135- 
61077:140. 

-9203230206 Corrected Engineering Spec EQ 2.10.1, “Design & Document Control,Use 
of Form 1255." 

MOOSBRUGGER.C. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles). 
92/02/25. 5pp. 61077:136-61077:140. 

9203230260 Suppls 920227 response to NRC 920206 Itr re nonconformances noted in 
Insp Rept 99900296/91-01.Declares that company maintains high level of confidence 
in regard to operation & reliability of Class IE relays. 

GERRAN.J.F. Amerace Corp. 92/03/16. Document Control Branch (Document Con¬ 
trol Desk). Ip. 61077:285-61077:285. 

9203240034 Confirms 920313 telcon concerning upcoming 920406-08 facility insp.lnsp 
will review 10CFR50,app B,QA program re supply of batteries for safety-related appli¬ 
cations at commercial nuclear power plants. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/16. EHLERMAN.M. Yuasa Exide, 
Inc. Ip. 61053:122-61053:122. 

9203240041 Expresses gratitude for 920302 Itr in response to NRC 920206 Itr.Reply re¬ 
sponsive to concerns raised in notice of nonconformance. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/16. KOGA.R.H. Westinghouse 
Electric Corp. Ip. 61053:126-61053:126. 

9203250138 Forwards commercial-grade dedication program insp rept 99901119/92-01 
on 920302-05 & forwards notice of violation & nonconformance. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/19. BHARTEEY.B.M. Spectrum 
Technologies, Inc. 3pp. 61070:314-61070:328. 

-9203250146 Notice of violation from insp on 920302-05.Violation noted: failure to in¬ 
corporate time limit for notification & other new requirements specified in current rev 
of 10CFR21 into procedures. 

* Vendor Inspection Branch. 92/03/19. 2pp. 61070:317-61070:318. 

-9203250175 Notice of nonconformance from insp on 920302-05. Noncomformance 
noted:premature tripping of instantaneous magnetic trip function for breakers not ad¬ 
dressed in procedures. 

* Vendor Inspection Branch. 92/03/19. 2pp. 61070:319-61070:320. 

-9203250183 Insp rept 99901119/92-01 on 920302-05.Violations & deviations 
noted. Major areas inspected:assessment of adequacy of Spectrum Technologies 
USA,Inc. 

MOIST,R.N., GAUTAM.A.S. Vendor Inspection Branch. 92/03/18. 8pp. 61070:321- 
61070:328. 


9203250218 Responds to NRC 920124 Itr re nonconformances noted in Insp Rept 
99901235/91-01.Corrective actions:chemical product analysis retest made & found re¬ 
quired Ni-content of 11,17%. Certificate changed & sent to customer. 

LISEGANG.G. LISEGA GmbH. 92/02/28. NORRHOLM.LJ. Vendor Inspection Branch. 
4pp. 61099:166-61099:169. 

9203260019 Requests that mailing address for licensee be changed,as listed.W/ 
marked-up mailing label. 

MARY.M.B. Ralph A. Hiller Co. 92/03/23. Office of Nuclear Reactor Regulation, Di¬ 
rector (Post 870411). Ip. 61128:035-61128:035. 

9203260200 Forwards Rev 2 to “QA Manual,” consisting of pages of Sections 1.0 & 2.0 
& discusses reasons for changes to manual. 

SMITH,R.H. Pacific Nuclear Systems, Inc. RHS 92-052. 92/03/06. SPRAUL.J. NRC - 
No Detailed Affiliation Given. Ip. 61129:223-61129:227. 

—9203260201 Rev 2 to “QA Manual," consiting of pages of Sections 1.0 & 2.0. 

* Pacific Nuclear Systems, Inc. 92/03/06. 4pp. 61129:224-61129:227. 

9203260218 Ack receipt of 920227 & 0316 Itrs responding to violations & nonconfor¬ 
mances noted in Insp Rept 99900296/91-01.Actions taken to address NRC concern 
re previous parts received & integrated prior to QA program improvements acceptable. 
NORRHOLM.L.J. Vendor Inspection Branch. 92/03/19. GERARD,J.F. Amerace Corp. 
3pp. 61165:096-61165:098. 

9203260269 Evaluates vendor 920225 response to nonconformance noted in Insp Rept 
99900100/91-01.Insp plan should be consistent w/ sampling plan being developed. 
NORRHOLM.LJ. Vendor Inspection Branch. 92/03/19. WILKINSON,I. Limitorque 
Corp. 4pp. 

9203260316 Ack receipt of 920225 Itr re insp rept 99900100/91-01.Reply & corrective 
action found adequate w/following comment re nonconformance 91-01-02,sampling 
plan should note guidance in NRC 920127 Itr on use of sampling plan. 
NORRHOLM.LJ Division of Reactor Inspection & Safeguards (Post 870411). 92/03/ 
19. WILKINSON,I.E. Limitorque Corp. 4pp. 61161:212-61161:215. 

9203300188 Responds to NRC 920217 Itr re nonconformances noted in Insp Rept 
99900369/91-01 .Corrective actions:QA Procedure QC-ER-84 which covers internal 
audits will be revised to address QC activities that affect quality. 

KLUGE,J.H. Automatic Switch Co. 92/03/19. Document Control Branch (Document 
Control Desk). 7pp. 61169:334-61169:340. 

9203310203 Provides update on corrective actions per insp rept 99900317/90-01 .Ac¬ 
tions to correct nonconformance 90-01-01, divided into four groups,are 10% 
complete.Util aims at 85% by 921231.AH X coded vendors contacted by 920129. 
STEFFAN.A.P. Cooper Bessemer Corp. QCG-8765. 92/03/20. NORRHOLM.LJ. 
Vendor Inspection Branch. 20pp. 61216:301-61216:328. 


REGGD REGULATORY GUIDES 


9202240025 NRC Info Notice 92-018, “Potential for Loss of Remote Shutdown Capabil¬ 
ity During Control Room Fire." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/ 
02/28. Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150. 

9203020016 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR937. 92/02/21. 
Regulatory Publications Branch. 2pp. 60731:013-60731:014. 

9203020030 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement.Calculating intakes to two significant figures is not consistent w/using 
ALI/DAC values that have one significant figure. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR1194. 92/02/21. 
Regulatory Publications Branch. 3pp. 60731:020-60731:022. 

9203020215 Comment on draft NUREG-1400, “Air Sampling in Work Place.” Too many 
refs to reg guide 8.25 in documentNUREG should be completed in final form,then 
prepare reg guide. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR1498 00004. 92/ 
02/21. Regulatory Publications Branch. 9pp. 60731:178-60731:186. 

9203020225 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam¬ 
pling in workplace.Many elements of reg guide, particularly use of hazard index as 
prescribed, not appropriate for nuclear power plant use. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 56FR52078 00020. 92/ 
02/21. Regulatory Publications Branch. 9pp. 60731:240-60731:248. 

9203040138 Forwards Rev 14 to Issue 4 of physical security plan, changing personnel 
access requirements by implementing all elements of Reg Guide 5.66 & changing title 
for director of security.Enel withheld (ref 10CFR2.790(d) & 73.21). 

SIEBER.J.W. Duquesne Light Co. 92/02/27. Document Control Branch (Document 
Control Desk). 2pp. 60802:304-60802:305. 

9203040262 “For Comment” issue to draft reg guide (DG-8010), "Criteria for Monitoring 
& Methods for Summation of Internal & External Occupational Doses." 

* Office of Nuclear Regulatory Research (Post 860720). 92/02/29. 19pp. 60792:325- 
60792:343. 

9203040343 FOIA request for documents re NUREG-0902,Apr 1982, NUREG-1199,Jan 
1988,NUREG-1200,Jan 1988,NUREG-1300,Apr 1987, Reg Guide 4.18,Reg Guide 4.19 
& performance objectives for LLRW disposal facilities re site selection (2). 

PELAN.E.G. Affiliation Not Assigned. 91/07/08. Division of Freedom of Information & 
Publications Services (Post 890205). Ip. 60808:174-60808:174. 

9203050040 Comment on draft reg guide task DG-8008, “Planned Special Exposures.” 
GIORGIO,H. Iowa Electric Light & Power Co. 57FR937. 92/02/26. Regulatory Publica¬ 
tions Branch. 3pp. 60790:119-60790:121. 

9203050060 Comment supporting draft reg guide DG-0002, “Guide for Preparation of 
Applications for Medical Use Programs.” 

COLLINS,S.C. Illinois, State of. 57FR937. 92/02/27. Regulatory Publications Branch. 
Ip. 60790:136-60790:136. 
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9203050078 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

GIORGIO,H. Iowa Electric Light & Power Co. 57FR1194. 92/02/26. Regulatory Publi¬ 
cations Branch. 6pp. 60790:251-60790:256. 

9203050091 Comment on draft reg guide task DG-8004 re radiation protection 
programs.Guide provides good guidance for maintaining effective radiation protection 
programs aimed at achieving occupational doses that are ALARA. 

SORENSEN,G.C. Washington Public Power Supply System. 56FR56671. 92/01/06. 
Regulatory Publications Branch. 16pp. 60807:043-60807:053. 

9203050267 Comments on draft reg guide DG-0002 re proposed app X, guidance & 
complying w/Part 20 requirements.Contradictory statements noted. 

GAT.U. Affiliation Not Assigned. 57FR937. 92/02/20. ROECKLEIN.A.K. Regulatory 
Publications Branch, pp. 60815:357-60815:358. 

9203060021 Advises that all elements of Reg Guide 5.66 implemented to satisfy re¬ 
quirements of 10CFR73.56 re personnel access authorization for nuclear power 
plants. 

SORENSEN.G.C. Washington Public Power Supply System. GO2-92-051. 92/02/27. 
Document Control Branch (Document Control Desk). Ip. 60840:321-60840:321. 

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per¬ 
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power 
Station),re reactor vessel structural integrity, 10CFR50.54(f). 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-11. 92/03/06. 
Consolidated Edison Co. of New York, Inc. 12pp. 61085:001-61085:012. 

9203090001 Forwards updated listing as evidence of compliance w/Reg Guide 1.97 re 
post-accident instrumentation,per 911212 Itr. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. B14034. 
92/03/02. Document Control Branch (Document Control Desk). 19pp. 60862:051- 
60862:069. 

9203090483 Final response to FOIA request for documents.App A records end & being 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/11. WINTHROP.D.F. Olin Corp. 2pp. 60962:187-60963:009. 

-9203170421 Discusses closeout insp rept 70-371/76-06 on 760308-10. H-Tract facility 
radiation levels found to be within acceptable surface contamination levels stated in 
reg guide 1.86. 

PLUMLEE.K.E. Region I, IE (720101-810228). 76/04/12. NELSON,P.R. Region I, IE 
(720101-810228). 2pp. 60963:002-60963:003. 

9203100001 Forwards insp rept 50-286/92-04 on 920127-31.No violations noted. 
DURR.J.P. Region 1 (Post 820201). 92/03/04. RUSSELL.J.E. Power Authority of the 
State of New York (New York Power Authority). 2pp. 60843:001-60843:009. 

-9203100003 Insp rept 50-286/92-04 on 920127-31.No violations noted. Major areas 
inspected:licensee implementation of post- accident monitoring instrumentation per 
Reg Guide 1.97, Rev 3. 

PAULINO,R.J., ANDERSON,C.J. Region 1 (Post 820201). 92/03/03. 7pp. 60843:003- 
60843:009. 

9203100022 Discusses 911122 meeting concerning incident in which supervisor acted 
inappropriately toward another employee during meeting on compliance w/reg guide 
1.97.Written response requested within 30 days. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/03/04. RUEGER.G.M. Pacific Gas & 
Electric Co. 2pp. 60843:132-60843:133. 

9203110011 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
COLLINS.S.C. Illinois, State of. 57FR937. 92/03/04. Regulatory Publications Branch. 
Ip. 60849:010-60849:010. 

9203110013 Comment on draft reg guide task DG-8008, “Planned Special Exposures.” 
POSTON,J.W. Texas A&M Univ., College Station, TX. 57FR937 00007. 92/03/01. 
Regulatory Publications Branch, ip. 60849:011-60849:011. 

9203110088 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

POSTON,J.W. Texas A&M Univ., College Station, TX. 57FR1194 00009. 92/03/01. 
Regulatory Publications Branch. 2pp. 60849:165-60849:166. 

9203110099 Comment on draft reg guide DG-8009,rev 1 to reg guide 8.9, “Interpreta¬ 
tion of Bioassay Measurements." 

COLLINS.S.C. Illinois, State of. 57FR1194 00008. 92/03/05. Regulatory Publications 
Branch. 2pp. 60849:194-60849:196. 

9203110101 Comment opposing draft reg guide DG-0002 re guidance on complying w/ 
new 10CFR20 requirements. 

BERNER,M. Kettering Medical Center, Adventist Health Systems-Eastern Middle 
America, Kette. 57FR937. 92/03/02. Regulatory Publications Branch. Ip. 60849:197- 
60849:197. 

9203110111 Comment on task DG-8009 to draft reg guide 8.9 re interpretation of bioas¬ 
say measurement. 

GRAHAM,C.C. Union Electric Co. 57FR1194. 92/02/19. Regulatory Publications 
Branch. 8pp. 60849:209-60849:216. 

9203120081 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

YATES,R.W. Allied Ecology Services, Inc. 57FR1194. 92/03/05. Regulatory Publica¬ 
tions Branch. 2pp. 60872:096-60872:097. 

9203120083 Comment on draft reg guide task DG-8008, “Planned Special Exposures," 
& DG-8009, “Interpretation of Bioassay Results." Believes reg guides will be useful to 
licensees in implementing requirements of 10CFR20. 

MCGAHA.J.R. Entergy Operations, Inc. 57FR1194. 92/03/05. CHILK.S.J. Office of the 
Secretary of the Commission. 7pp. 60872:098-60872:104. 

9203120088 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

JOHNSON,A.M. Johnson & Associates. 57FR1194. 92/02/29. Regulatory Publications 
Branch. 8pp. 60872:105-60872:112. 

9203120097 Comment on draft reg guide task DG-8008, "Planned Special Exposures,” 
& DG-8009, “Interpretation of Bioassay Results.” 

MCGAHA.J.R. Entergy Operations, Inc. 57FR937. 92/03/05. CHILK.SJ. Office of the 
Secretary of the Commission. 7pp. 60872:113-60872:119. 


9203120114 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement.Believes DG-8009 should not be issued in manner currently planned. 
TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR1194. 92/03/06. Regulatory Publications Branch. 19pp. 
60872:124-60872:142. 

9203120129 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR937. 92/03/06. Regulatory Publications Branch. 8pp. 60872:143- 
60872:150. 

9203120308 Grants approval to use ASME code case N-498, “Alternative Rules for 10 
yr Hydrostatic Pressure Testing for Class 1 & 2 Sys.Section XI.Div 1.” 

ADENSAM.E.G. Project Directorate 11-1. TAC M82836. 92/03/04. HAIRSTON,W.G. 
Southern Nuclear Operating Co. 3pp. 60895:070-60895:072. 

9203120361 Informs that util did not perform periodic full load rejection testing of 
EDG.per Reg Guide 1.108,Rev 1,1977. 

TRAMMELL,C.M. Project Directorate V. 92/03/02. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:046. 

9203130204 Comments on draft reg guide DG-0002 re proposed app X concerning guid¬ 
ance on complying w/new 10CFR20 requirements to reg guide 10.8,rev 2, “Guide for 
Preparation of Applications for Medical Use Programs." 

ALDRICH.R. New York, State of. 57FR937. 92/03/06. ROECKLEIN.A.K. Regulatory 
Publications Branch. 5pp. 60963:010-60963:014. 

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit 
2,in ref to NEDO-31558, “Position on NRC Reg Guide 1.97,Rev 3,Requirements for 
Post-Accident Neutron Monitoring Sys,” Mar 1988,per issuance of Generic Ltr 82-33. 
BINZ.R.D. BWR Owners Group. BWROG 92-019. 92/03/03. THADANI.A.C. Division of 
Systems Technology (Post 890827). 5pp. 60968:229-60968:233. 

9203160248 Provides response to SER re station blackout analysis.NRC recommenda¬ 
tions encompass listed areas. 

ORNELAS,R. Southern California Edison Co. 92/03/12. Document Control Branch 
(Document Control Desk). 8pp. 60949:339-60949:346. 

9203160260 Advises that based on review of util 890417 & 900404 responses to station 
blackout (SBO) rule 10CFR50.63,plant design does not conform w/SBO rule.guidance 
of reg guide 1.155 & NUMARC 87-OO.SE & contractor rept SAIC-91/1264 end. 
WIENS.L.A. Project Directorate 11-3. TAC M68575. 92/03/10. HAMPTON,J.W. Duke 
Power Co. 3pp. 60932:247-60932:292. 

-9203170114 Safety evaluation concluding that plant does not conform w/station black¬ 
out (SBO) rule & guidance of reg guide 1.155. Recommends that licensee reevaluate 
areas of concern identified in SE. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/10. 15pp. 
60932:250-60932:264. 

9203160294 Forwards Rev 22 to Security Plan.Elements of Reg Guide 5.66 implement¬ 
ed to satisfy requirements of 10CFR73.66.Rev withheld (ref 10CFR50.54(p)(2)). 
WOODARD,J.D. Alabama Power Co. 92/03/13. Document Control Branch (Document 
Control Desk). Ip. 60969:254-60969:254. 

9203170021 Comment on draft reg guide task DG-0002 concerning control & surveil¬ 
lance of patients whose nuclear medicine dosage exceeded 2 mrem per hr & proce¬ 
dures for receiving & opening radioactive packages. 

LAMBERT,K.N. Temple Univ., Philadelphia, PA. 57FR937. 92/02/26. Regulatory Publi¬ 
cations Branch. 2pp. 60924:010-60924:011. 

9203170024 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

SMITH,L.R. E.l. du Pont de Nemours & Co., Inc. 57FR1194. 92/03/09. Regulatory 
Publications Branch. 2pp. 60924:012-60924:013. 

9203170087 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. Draft reg guide acceptable w/listed exceptions. 

SHELTON,D.C. Centerior Energy. 57FR1194. 92/03/06. Regulatory Publications 
Branch. 3pp. 60924:095-60924:097. 

9203170093 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
Draft reg guide acceptable as written. 

SHELTON,D.C. Centerior Energy. 57FR937 00010. 92/03/06. Regulatory Publications 
Branch. 3pp. 60924:101-60924:103. 

9203170216 Informs that design of plant conforms w/station blackout rule,reg guide 
1.155 & NUMARC 87-00,contingent upon satisfactory resolution of recommendations 
in SE.SE documenting results of review end. 

SIEGEL.B.L. Project Directorate 111-2. TAC M68559. 92/03/06. KOVACH,T.J. Com¬ 
monwealth Edison Co. 3pp. 60964:039-60964:078. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180314 Advises that recommendations specified in NUREG-1061,Vol 2, have not 
been implemented in Reg Guide 1.61,in response to 860529 telex. 

GORE,A. Office of International Programs (Pre 870413). 86/06/10. PEREIRA,P. 
Brazil. Ip. 61213:174-61213:174. 

-9203180318 Requests to be inform if recommendations,specified in NUREG-1061,Vo! 
2,has already been implemented in Reg Guide 1.61 & in SRP 3.9.2 or if recommenda¬ 
tion accepted by NRR only on case-by-case basis. 

PEREIRA,P. Brazil. 86/05/29. GORE,A. Office of International Programs (Pre 
870413). 1 p. 61213:175-61213:175. 

—9203170446 Requests response to listed questions re US qualified level 
transmitters,per Reg Guide 1.97. 

SALVATORE,J.E. Brazil. 84/05/07. LAFLEUR.J. NRC - No Detailed Affiliation Given. 
2pp. 61213:120-61213:121. 
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9203180097 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

EDGAR,J.B. Siemens Nuclear Power Corp. (formerly Advanced Nuclear Fuels Corp. & 
Exxon Nucle. 57FR1194. 92/03/05. Regulatory Publications Branch. 3pp. 60936:059- 
60936:061. 

9203180101 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement. 

CROSS,J.E. Portland General Electric Co. 57FR1194. 92/03/12. Regulatory Publica¬ 
tions Branch. 3pp. 60936:062-60936:064. 

9203180107 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide 
8.7) re instructions for recording & reporting occupational radiation exposure data. 
OPEKA.J.F. Northeast Nuclear Energy Co. 56FR65278. 92/03/13. Regulatory Publica¬ 
tions Branch. 2pp. 60936:069-60936:070. 

9203180151 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
Recommends change to internal & external exposure considerations during planned 
special axoosuras 

MALINOSKI.J.W. Navy, Dept. of. 57FR937. 92/03/12. Regulatory Publications Branch. 
2pp. 60936:206-60936:207. 

9203190034 Expresses opinion that conditions of Reg Guide 1.99,Rev 2, Section C.1.3 
satisfied & that no addl correction required to compensate for cycle 1 & part of cycle 
2 operations w/ T-Cold at 522.5 F. 

SLADE,G.B. Consumers Power Co. 92/03/11. Document Control Branch (Document 
Control Desk). 4pp. 60990:009-60990:012. 

9203190125 Requests NRC approval to utilize ASME Code Case N-498 re alternative 
rule for 10-yr hydrostatic pressure testing for Class 1 & 2 sys in inservice insp 
proaram.since code case not currently listed in Reg Guide 1.147. 

SKOLDS.J.L. South Carolina Electric & Gas Co. 92/03/11. WUNDER.G.F. Document 
Control Branch (Document Control Desk). Ip. 60993:358-60993:358. 

9203190346 Comment on draft reg guide task DG-8008, “Planned Special Exposures.” 
POSTON,J.W. Texas A&M Univ., College Station, TX. 57FR937. 92/03/01. Regulatory 
Publications Branch. Ip. 61062:131-61062:131. 

9203190349 Discusses completion of review of util 15 yr reactor bldg tendon surveil¬ 
lance submitted on 900511.Surveillance performed per TMI-1 tech specs & draft ver¬ 
sion of rev 3 of reg guide 1.35, “Inservice Insp of Underground Tendons.” 
HERNAN.R.W. Project Directorate 1-4. TAC M76803. 92/03/16. BROUGHTON.T.G. 
General Public Utilities Corp. - GPU Service Corp. 7pp. 60972:318-60972:324. 

9203200245 Notifies of completion of activity in which RHR HX outlet temp instrumenta¬ 
tion was replaced w/environmentally qualified instrumentation on Unit 1 during Fall 
1991 refueling outage.Commitments for plant,per RG 1.97 complete. 

SCHUSTER,T.K. Commonwealth Edison Co. TAC M57198. 92/03/13. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 61069:289- 
61069:289. 

9203200314 Forwards SE for PWRs which determine appropriateness for relaxing envi¬ 
ron qualification requirements for accumulator pressure & level instrumentation,per reg 
guide 1.97. 

HANSEN,A.G. Project Directorate ill-3. 92/03/10. Office of Nuclear Reactor Regula¬ 
tion, Director (Post 870411). 2pp. 60997:341-60997:346. 

—9203200333 Safety evaluation re PWRs accumulator pressure & level 
instrumentation.Post-accident monitoring of accumulator vol & pressure does not per¬ 
form safety function.Category 3 qualification of instrumentation acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 92/03/10. 
4pp. 60997:343-60997:346. 

9203230015 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
BECK.G.J. Philadelphia Electric Co. 57FR937 00012. 92/03/12. Regulatory Publica¬ 
tions Branch. 2pp. 60984:019-60984:020. 

9203230045 Comment on draft reg guide task DG-8007 (proposed rev 1 to reg guide 
8.7) re instructions for recording & reporting occupational radiation exposure 
data.Objects to requirement to rept intake.Believes intake not regulated quantity. 
BRONSON,F. Affiliation Not Assigned. 56FR65279 00024. 92/03/06. Regulatory Pub¬ 
lications Branch. 2pp. 60984:087-60984:088. 

9203230093 Comment on draft reg guide task DG-8011 re radiation dose levels to 
embryo & fetus. 

SHABASON.L. Pennsylvania Hosp., Philadelphia, PA. 57FR937. 92/03/10. Regulatory 
Publications Branch. 1 p. 60984:259-60984:259. 

9203230096 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam¬ 
pling in workplace. 

TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR52078. 92/03/16. Regulatory Publications Branch. 16pp. 
60984:268-60984:283. 

9203230113 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement.Believes that language in Section D, Implementation,infers that use of 
alternate techniques to calculate dose directly prohibited w/o prior approval. 
BRONSON,F. Affiliation Not Assigned. 57FR1194 00017. 92/03/06. Regulatory Publi¬ 
cations Branch. 2pp. 60984:293-60984:294. 

9203230154 Comment on task DG-8010, “Criteria for Monitoring & Methods for Summa¬ 
tion of Internal & External Occupational Doses." 

RHODES,W.G. Arthur D. Little, Inc. 57FR7942. 92/03/12. Regulatory Publications 
Branch. 2pp. 60985:006-60985:007. 

9203230157 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement & draft reg guide DG-8008, "Planned Special Exposures.” 

BECK.G.J. Philadelphia Electric Co. 57FR1194 00018. 92/03/12. Regulatory Publica¬ 
tions Branch. 2pp. 60985:008-60985:009. 

9203230159 Comment on task DG-1022, “Emergency Planning & Preparedness for Nu¬ 
clear Power Plants." 

FUOTO.J.S. Environmental & Energy Systems,Inc. 57FR9462. 92/03/17. Regulatory 
Publications Branch. Ip. 60985:010-60985:010. 

9203230177 Advises that util has implemented 10CFR73.56 including all elements of 
RG 5.66. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. BVY 92-33. 92/03/16. Docu¬ 
ment Control Branch (Document Control Desk). Ip. 61082:346-61082:346. 


9203230278 Paper entitled, “Regulatory Guidance for License Renewal,” to be present¬ 
ed at ANS embedded topical on plant license renewal in Orlando,FL on 910602-06. 
THOMA.J.O. Office of Nuclear Reactor Regulation, Director (Post 870411). 
55FR29043. 91/06/02. 5pp. 61058:043-61058:047. 

9203240160 Forwards changes to security training & qualification plan. Changes reflect 
compliance w/requirements of 10CFR73.56,as clarified by Reg Guide 5.66 (June 
1991).Changes withheld. 

HAIRSTON,W.G. Georgia Power Co. HL-2118. 92/03/18. Document Control Branch 
(Document Control Desk). 2pp. 61107:353-61107:354. 

9203250309 Forwards SE re PWRs accumulator pressure & level instrumentation & re¬ 
laxation of reg guide 1.97 environ qualification requirements.No operator action based 
on post- accident instrumentation & does not perform safety function. 

KOKAJKO.LE. Project Directorate V. GL-82-33. 92/03/17. CROSS,J.E. Portland Gen¬ 
eral Electric Co. 4pp. 61092:330-61092:335. 

9203260185 Forwards Rev 28 to security plan,including commitment to implement all 
elements of Reg Guide 5.66, “Access Authorization Program for Nuclear Power 
Plants.” Rev withheld (ref 10CFR73.21). 

CREEL,G.C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc¬ 
ument Control Desk). Ip. 61129:234-61129:234. 

9203270225 Forwards Amend 94 to License NPF-29 & safety evaluation. Amend re¬ 
places License Condition 2.C(36),Attachment 1 .Item (c)(4) which requires implementa¬ 
tion of requirements of Reg Guide 1.97 for flux monitoring prior to startup. 

O’CONNOR,P.W. Project Directorate IV-1. TAC M79849. 92/03/23. COTTLE,W.T. En¬ 
tergy Operations, Inc. 3pp. 61202:304-61202:314. 

-9203270227 Amend 94 to License NPF-29,replacing License Condition 
2.C(36).Attachment 1 .Item (c)(4) which requires implementation of requirements of 
Reg Guide 1.97 for flux monitoring prior to startup. 

LARKINS,J.T. Project Directorate IV-1. 92/03/23. 4pp. 61202:307-61202:310. 

9203300054 Comment on proposed rule 10CFR51 re “Environ Review for Renewal of 
OL,” also endorsing NUMARC comments. 

SCHNELL.D.F. Union Electric Co. 56FR47016 00107. 92/03/18. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 61110:267-61110:270. 

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends eliminate discrepancies between plant TSs & reg guide 
1.108 & conforms to requirements in generic Itr 84-15. 

JABBOUR.K.N. Project Directorate 11-3. TAC M75816. 92/03/20. HAIRSTON.W.G. 
Georgia Power Co. 4pp. 61168:110-61168:155. 

-9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5,respectively, eliminating 
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in 
generic Itr 84-15. 

MATTHEWS,D.B. Project Directorate 11-3. NPF-05 A 119. 92/03/20. 26pp. 61168:114- 
61168:139. 

9203310307 Summary of 911218 meeting w/util in Rockville,MD re RG 1.97 issues ap¬ 
plicable to facility. 

ROOD.H. Project Directorate V. TAC M79787. 92/03/11. Project Directorate V. 25pp. 
61195:263-61195:285. 
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9203020031 Forwards translated Russian repts. 

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/ 
03/02. Document Control Branch (Document Control Desk). Ip. 60780:088- 
60781:123. 

—9203020061 RG-3 1.6 “Radiation Embrittlement of Anti-Corrosion Cladding.” 

BADANIN, V.I., IGNATOV,V.A., KURSEVICH.I.P. Union of Soviet Socialist Republics. 
JCCCNRS WG-3. 91/10/12. 40pp. 60780:089-60780:128. 

-9203020073 RG-3-10/91-1.3 “Data Base ’KORPUS-2’ for Matls of VVER Reactor Ves¬ 
sels." 

AMAYEV.A.D., DOBROMYSLOV.K., KRYUKOV,A.M. Union of Soviet Socialist Repub¬ 
lics. 2584. 91/10/31. 103pp. 60780:129-60780:231. 

—9203020092 WG-3 1.7 “Appraisal of Radiation Embrittlement of Matls of Reactor 
Vessel in Unit I of Novovoronezh Atomic Power Plant Based on Various Types of 
Tests.” 

AMAYEV.A.D., KARPIY.M.E., MOROZOV.A.M. Union of Soviet Socialist Republics. 
JCCCNRS WG-3. 91/10/12. 40pp. 60780:232-60780:271. 

—9203020098 RG-3 10/91-1.9 “Dependence of Radiation Resistance of WER Reactor 
Vessel Matls on Content of Phosphorus,Cooper & Nickel.” 

AMAYEV.A.D., KRYUKOV,A.M., SOKOLOV,M.A. Union of Soviet Socialist Republics. 

2590. 91/10/22. 46pp. 60780:272-60780:328. 

-9203020107 RG-3-10/91-1.13 “Dependence of Radiation Embrittlement of Reactor 
Vessel Matls on Flux of Fast Neutrons.” 

AMAYEV.A.D., VIKHROV,V.I., KRYUKOV.A.M. Union of Soviet Socialist Republics. 

2591. 91/10/22. 36pp. 60780:329-60781:004. 

-9203020129 RG-3-10/91-2.2 “Radiation Embrittlement of Vessel & Support Structures 
& Vessel Annealing.” 

ZARITSKIY.S.M. Union of Soviet Socialist Republics. 2592. 91/10/26. 19pp. 
60781:005-60781:023. 

-9203020138 RG-3-10/91-4.2 “Results of Brittle Fracture Tests on Large Samples & 
Wide Slabs." 

KARZOV.G.P., ANIKOVSKII.V.V., TIMOFEEV,V.T. Union of Soviet Socialist Republics. 

2594. 91/10/12. 25pp. 60781:024-60781:048. 

—9203020143 RG-3-10/91-4.2 “Test Results on Thermal Shock on Pressurized Ves- 

BLYUMIN.A.A., KARZOV.G.P., TIMOFEYEV,B.T. Union of Soviet Socialist Republics. 

2595. 91/10/12. 43pp. 60781:049-60781:091. 
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—9203020150 WG-3 4.2.4 “Comparison of Shifts of Curves for Impact Viscosity & De¬ 
struction Viscosity." 

KARZOV.G.P., ANIKOVSKIY.V.V., DEYCH.A.S. Union of Soviet Socialist Republics. 
JCCCNRS WG-3. 91/10/12. 16pp. 60781:092-60781:107. 

—9203020156 RG-3-10/91-2.2 “Markov Model in Problems of Optimizing Periodicity of 
Testing Safety Systems of Nuclear Power Units.” 

YEMEL’YANOV.V., KOLESNIK.A.I., PANOV,A.M. Union of Soviet Socialist Republics. 
2613. 91/12/31. 16pp. 60781:108-60781:123. 

9203020166 Forwards Russian repts. 

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/ 
03/02. Document Control Branch {Document Control Desk), ip. 60828:001- 
60828:192. 

—9203020171 RG-3-10/91.4.2.3 “Information About Testing Oversized Models of Ves- 

BLYUMIN.A.A., KARZOV.G.P., TIMOFEYEV.B.T. Union of Soviet Socialist Republics. 
2596. 91/10/12. 36pp. 60828:002-60828:038. 

-9203020174 RG-3-10/91.3.3 “Scientific Fundamentals & Practical Experience of Using 
Annealing to Lengthen Lifetime of PWR Vessels." 

AMAYEV.A.D., KRYUKOV,A.M., RYAZANTSEV.Y.P Union of Soviet Socialist Repub¬ 
lics. 2593. 91/10/12. 86pp. 60828:039-60828:123. 

—9203020232 RG-3010/91-5.6 “Study of Mixing of Water in Down Channel of VVER- 
440 Reactor." 

BIRYUKOV.G.I.. KHRIPACHEV.Y.B., DRAGUNOV.Y.G. Union of Soviet Socialist Re¬ 
publics. 2600. 91/10/22. 69pp. 60828:124-60828:192. 

9203020188 Notification of 920205 meeting w/seismic qualification util group (SQUG) in 
Rockville.MD to discuss attached agenda re SQUG generic implementation 
procedure,rev 2. 

SEARS,P. Project Directorate 1-3. 92/01/23. MURLEY.T., MIRAGLIA.F., RUSSELL,W. 
NRC - No Detailed Affiliation Given. 36pp. 60755:181-60755:218. 

9203020202 Notification of 920226 meeting w/NUMARC in Rockville.MD to discuss 
staff review of Rev 1 ,PWR containment structures industry report. 

TANG.D. License Renewal Project Directorate (Post 901216). 92/02/24. MURLEY.T., 
MIRGALIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 60745:358- 
60745:359. 

9203020325 Forwards matls requested during 920212 meeting,including minutes of 
920212 meeting,list of fire endurance tests repts.list of ampacity derating repts & mail- 

S ram from F Rubin,Thermal Science,Inc to J Taylor,NRC. 

IIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 
24. RASIN.W. Nuclear Management & Resources Council (NUMARC) (formerly Nucle¬ 
ar Utility Manage. 7pp. 60781:267-60781:297. 

-9203020329 Summary of 920212 meeting w/NUMARC re review of thermo-lag fire 
barrier performance.List of meeting attendees & draft generic Itr end. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 
13. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 22pp. 
60781:274-60781:297. 

9203020338 Forwards translated foreign documents RG-3-10-91,WG-3 1.4A, WG-3 1.4B 
& WG-3 1.5. 

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/ 
03/02. Document Control Branch (Document Control Desk), ip. 60772:041- 
60772:198. 

—9203020341 RG-3-10-91 “Study of Reactor Vessel Metal of Novovoronezh Nuclear 
Power Plant Third Unit Before & After Annealing." 

AMAYEV.A.D., KRASIKOV.Y.E., KOROLEV,Y.N. Union of Soviet Socialist Republics. 
NRC 2583. 92/02/29. 41pp. 60772:042-60772:082. 

-9203020342 WG-3 1.4A “Study of Resistance to Low Cycle Deformation of Samples 
of WER Vessels Under Remote Conditions.” 

AMAYEV.A.D., VIKTOROV,V.F., KORSHUNOV,M.Y. Union of Soviet Socialist Repub¬ 
lics. 2585. 92/01/31. 32pp. 60772:083-60772:114. 

—9203020343 WG-3 1.4B “Use of DDS Control Samples to Define Parameters of Fail¬ 
ure Viscosity of WER-40 Reactor Vessel Matls." 

AMAYEV.A.D., VIKTOROV.V.F., KUZNETSOV,V.N. Union of Soviet Socialist Repub¬ 
lics. NRC 2586. 92/01/31. 54pp. 60772:115-60772:168. 

—9203020344 WG-3 1.5 “Joint US-USSR Seminar of Coordination Commission on 
Safety of Civil Nuclear Reactors.” 

NIKOLAYEV.V.A., MOROZOY.A.M., KARPIY.S.A. Union of Soviet Socialist Republics. 
2587. 92/01/31. 30pp. 60772:169-60772:198. 

9203030240 Notification of 920225 meeting w/CRGR to discuss rept to EDO concern¬ 
ing results of special review.Agenda end. 

JORDAN,E.L. Committee to Review Generic Requirements. 92/02/25. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards. MIRAGLIA.F.J. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MOORE,J.E. Office of the General Counsel 
(Post 860701). 2pp. 60774:329-60774:330. 

9203030305 Summary of 920219 meeting w/NUMARC in Rockville.MD re part 52 relat¬ 
ed issues including sign-as-you-go insp process & NUMARC draft paper, “NRC Pro¬ 
gram for Periodic Validation of Compliance Program for Combined Operating Li¬ 
cense.” 

STEIN,S.R. Standardization Project Directorate (Post 901216). 92/02/26. Standardiza¬ 
tion Project Directorate (Post 901216). 16pp. 60774:344-60774:359. 

9203040172 Responds to 920127 Itr submitting Rev 2 to NUMARC/NESP-007, “Meth¬ 
odology for Development of Emergency Action Levels" & request for final endorse¬ 
ment of document as acceptable alternative to App 1 to NUREG-0654/FEMA-REP- 
1,Rev 1. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 
25. TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 3pp. 60793:207-60793:209. 

9203040307 Informs of 920221 meeting w/NUMARC/EPRI re potential role of 
NUMARC/EPRI to facilitate implementation & resolution of issues associated w/digital 
l&C sys in operating reactors. 

NEWBERRY,S. Instrumentation & Control Systems Branch. 92/02/27. THADANI.A. 
Division of Systems Technology (Post 890827). Ip. 60806:270-60806:270. 


9203050116 Forwards comments & marked-up draft NUMARC 91-03, “Nuclear Power 
Plant Personnel Access Authorization Data Exchange Guidelines,” dtd Jan 1992. 
GRIMES.B.K. Vendor Inspection Branch. 92/02/27. TIPTON,T.E. Nuclear Manage¬ 
ment & Resources Council (NUMARC) (formerly Nuclear Utility Manage. 40pp. 
60807:058-60807:083. 

9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-2 001. 92/02/20. Document 
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358. 

-9006140504 Expresses appreciation for opportunity to meet w/& discuss approach to 
license renewal rulemaking on 890727 & role of current licensing basis including treat¬ 
ment of exemptions & grandfather provisions. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 55FR29043. 89/06/28. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). Ip. 61148:236-61148:274. 

-9006140508 Forwards NUMARC NUPLEX position paper on license renewal 
rulemaking.Paper will provide useful insights into policy issues of most importance to 
industry. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 55FR29043. 89/04/21. HOUSTON,R.W. Division of Safety Issue Res¬ 
olution (Post 880717). 38pp. 61148:237-61148:274. 

-9203050297 Forwards comments offered in response to 891013 54FR41980. 
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 55FR29043. 89/12/01. CLEARY,D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 2pp. 61130:004-61130:005. 

-9203050298 Forwards comments to replace ones submitted on 891204 in response to 
891013 54FR41980. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 55FR29043. 89/12/11. CLEARY,D. Office of Nuclear Regulatory Re¬ 
search (Post 860720). 60pp. 61130:006-61130:065. 

-9203230272 Notification of 890727 meeting w/NUMARC in Rockville.MD to discuss 
plant life extension. 

HOUSTON,R.W. Division of Safety issue Resolution (Post 880717). 55FR29043. 89/ 
07/14. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp. 
61148:234-61148:235. 

-9203230303 Provides industry positions on license renewal rulemaking. Recommenda¬ 
tions have been made by industry urging NRC to adopt license renewal hearing 
schedule 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp. 
61149:061-61149:062. 

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev¬ 
eral key issues remain troublesome & require attention by Commission in areas of 
compilation of current licensing basis & scope of sys considered for renewal. 

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 56FR64943. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp. 
61149:063-61149:080. 

-9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on 
issues in licensing renewal rulemaking. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/03. 
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 2pp. 61149:097-61149:122. 

-9203230361 Recommends mod of criterion (iv) to assure scope more directly 
defined,thereby making significant improvement to final rule & expectations for license 
renewal. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR64943. 91/11/04. CURTISS,J.R. Commissioners (Post 750119). 
3pp. 61149:200-61149:202. 

-9203230201 Informs that end review package on proposed rule for nuclear power 
plant license renewal shows,by markups,changes made since 900314 submittal in re¬ 
sponse to 900328 CRGR comments. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 55FR29043. 
90/04/11. JORDAN,E.L. Committee to Review Generic Requirements. 350pp. 
61145:044-61147:044. 

-9203230213 Forwards draft final rule on nuclear power plant license renewal,for 
review. Requests that review be completed by mid-Apr 1991. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR64943. 
91/03/21. JORDAN,E.L. Committee to Review Generic Requirements. 150pp. 
61147:045-61147:206. 

9203060206 Forwards “Advanced LWR SER - Status,Feb 1992." Significant progress 
apparent in area of policy issues. 

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re¬ 
search Institute. 92/03/03. CRUTCHFIELD,D. NRC - No Detailed Affiliation Given. Ip. 
60866:334-60866:344. 

9203060301 Notification of 920414 meeting w/NUMARC in Rockville.MD to discuss reg¬ 
ulatory guide on monitoring of maint in nuclear power plants. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/03/02. 
ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). Ip. 60833:314- 
60833:314. 

9203090282 Comments,in response to 920212 request.on draft generic Itr addressing 
Thermo-Lag barriers.NUMARC supports NRC initiative to examine potential 
10CFR50,App R fire protection issues related to Thermo-Lag fire barrier sys. 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 92/03/03. MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Direc¬ 
tor (Post 870411). 9pp. 60863:014-60863:021. 

9203090398 Discusses 920207 meeting w/NRC re fatigue evaluation issues related to 
license renewal. 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 92/02/26. CRAIG,J. License Renewal Project Directorate (Post 
901216). 2pp. 60868:051-60868:052. 
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9203100150 Comment on NRC special review of regulations. Believes that many regula¬ 
tions represent burdens to industry w/o enhancing health & safety of public & others 
provide burdens not commensurate w/marginal safety benefits. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR6299 00009. 92/03/06. MEYER,D.L Regulatory Publications 
Branch. 36pp. 60844:221-60844:256. 

9203110057 Comment re special review of NRC regulations.Support comment submit¬ 
ted on behalf of electric util industry by NUMARC. 

FERTEL.M.S. US Council for Energy Awareness. 57FR6299 00012. 92/03/06. 
MEYER,D. Regulatory Publications Branch. 3pp. 60849:094-60849:096. 

9203120114 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay 
measurement.Believes DG-8009 should not be issued in manner currently planned. 
TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR1194. 92/03/06. Regulatory Publications Branch. 19pp. 
60872:124-60872:142. 

9203120251 Notification of 920304 meeting w/NUMARC in Rockville,MD to discuss Rev 
1.PWR containment structures industry rept. 

TANG.D.T. License Renewal Project Directorate (Post 901216). 92/03/04. 
CRAIG,J.W. License Renewal Project Directorate (Post 901216). 2pp. 60887:335- 
60887:336. 

9203120264 Informs that CRGR does not plan to discuss or review pilot program gener¬ 
ic Itr. 

JORDON,E.L. Committee to Review Generic Requirements. 92/03/04. MIRAGLIA.F.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 60887:337- 
60887:337. 

9203120307 Summary of 920226 meeting w/NUMARC in Rockville,MD re development 
of guidance documents for implementation of maint rule,per 10CFR50.65.Meeting 
notice & list of attendees end. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/03/06. 
ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). 15pp. 
60894:190-60894:204. 

9203120329 Staff requirements memo re Commissioner briefing by listed representa¬ 
tives of NUMARC & industry on status of design basis reconstitution programs. 
CHILK.S.J. Office of the Secretary of the Commission. M920225. 92/03/09. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 2pp. 60895:040- 
60895:041. 

9203170204 Forwards comment response document developed to respond to NRC 
comments on PWR internals industry rept submitted on 910131. 

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu¬ 
clear Utility Manage. 92/02/03. CRAIG,J. License Renewal Project Directorate (Post 
901216). 50pp. 60983:204-60983:268. 

9203170308 Discusses 920212 meeting w/NUMARC re thermo-lag fire barrier perform¬ 
ance. 

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/ 
19. MARTIN,T.T. Region 1 (Post 820201). EBNETER.S.D. Region 2 (Post 820201). 
DAVIS,A.B. Region 3 (Post 820201). Ip. 60942:307-60942:327. 

9203170355 Notification of 920317 meeting w/NUMARC in Rockville,MD to discuss 
access authorization program issues. 

MCKEE,P.F. Reactor Safeguards Branch. 92/03/10. GRIMES,B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). Ip. 60963:356-60963:356. 

9203180365 Summarizes 920303 meeting w/NUMARC re examples of commercial 
grade dedication packages.Next procurement initiatives workshop will be held in May 
1992.List of attendees end. 

NORRHOLM.L.J. Vendor Inspection Branch. 92/03/03. GRIMES,B.K. Division of Re¬ 
actor Inspection & Safeguards (Post 870411). 2pp. 60971:085-60971:092. 

-9203180369 Provides example dedication plans for review & comment.Plans illustrate 
what NUMARC believe to be acceptable & realistic approaches to provide reasonable 
assurance of commercial item quality & performance. 

MARION,A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 92/02/27. GRIMES,B.K. Division of Reactor Inspection & Safeguards 
(Post 870411). 2pp. 60971:087-60971:092. 

9203190057 Summarizes 920204 meeting w/NUMARC re revision of app A, “Seismic & 
Geologic Siting Criteria for Nuclear Power Plants,” to 10CFR100.Attendees list end. 
MURPHY,A.J. Structural & Seismic Engineering Branch. 92/02/18. SHAO.LC. Division 
of Engineering (Post 870413). 5pp. 60985:339-60985:343. 

9203190081 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of operating licenses. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR47016 00063. 92/03/16. Docketing & Services Branch. 115pp. 
60960:278-60961:031. 

9203190117 Comment opposing petition for rulemaking PRM-50-57 re insurance re¬ 
quirements for shutdown reactors. 

TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR2059 00004. 92/03/17. CHILK.S.J. Office of the Secretary of the 
Commission. 4pp. 60959:333-60959:336. 

9203190264 Provides agenda for discussion during CRGR meeting 216 on 920313. 
JORDAN,E.L. Committee to Review Generic Requirements. 92/03/10. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards. MIRAGLIA.F.J. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MOORE,J.E. Office of the General Counsel 
(Post 860701). 3pp. 60971:191-60971:193. 

9203190377 Provides agenda for CRGR meeting 217 on 920319. 

JORDAN,E.L Committee to Review Generic Requirements. 92/03/12. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards. MIRAGLIA.F.J. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). MOORE,J.E. Office of the General Counsel 
(Post 860701). 2pp. 60982:354-60982:355. 

9203200073 Summary of 920207 meeting w/NUMARC re NUMARC perspectives of 
staff draft technical position on fatigue evaluation procedures for license renewal. Flow 
chart end. 

CRAIG,J.W. Division of Advanced Reactors & Special Projects (Post 901216). 92/03/ 
12. Division of Advanced Reactors & Special Projects (Post 901216). 11pp. 
60991:116-60991:126. 


9203230096 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam¬ 
pling in workplace. 

TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR52078. 92/03/16. Regulatory Publications Branch. 16pp. 
60984:268-60984:283. 

9203230152 Forwards redrafted SSER 2 re seismic qualification util group generic im¬ 
plementation procedure,rev 2. 

SEARS,P.M. Project Directorate 1-3. GL-87-02. 92/03/13. Project Directorate 1-3. 
48pp. 61068:078-61068:123. 

9203230321 Forwards minor changes to Vol II of util requirements document,per con¬ 
tinuing discussions w/NRC. 

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re¬ 
search Institute. 92/03/19. WILSON,J.H. NRC - No Detailed Affiliation Given. 56pp. 
61104:146-61104:191. 

9203230348 Notification of 920320 meeting w/NUMARC in Washington,DC to discuss 
changes needed in all industry repts to verify that assumptions & conclusions in each 
are applicable to specific facility. 

TANG.D.T. License Renewal Project Directorate (Post 901216). 92/03/13. 
CRAIG,J.W. License Renewal Project Directorate (Post 901216). 2pp. 61057:290- 
61057:291. 

9203230383 Notification of 920317 public meeting w/NUMARC Working Group in 
Rockville.MD to discuss exchange info on current & planned NRC staff actions & Nu¬ 
clear Industry plans re guidance on maint rule,10CFR50.65. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/03/13. 
ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). Ip. 61057:184- 
61057:184. 

9203250194 Comment on proposed rule MISC (91-3) re compatability of agreement 
states w/NRC regulatory programs.NRC establishment of compatibility categories is 
appropriate concept.Suggests that NRC initiate rulemaking proceeding. 

BISHOP,R.W. Nuclear Management & Resources Council (NUMARC) (formerly Nucle¬ 
ar Utility Manage. 56FR66457 00088. 92/03/19. CHILK.S.J. Office of the Secretary of 
the Commission. 10pp. 61071:001-61071:010. 

9203260211 Requests info on whether or not relaxations being suggested are legally 
permissible,per CRGR 920313 meeting re Sholly Amend rules. 

JORDAN,E.L. Committee to Review Generic Requirements. 92/03/24. PALMER,W.C. 
Office of the General Counsel (Post 860701). Ip. 61165:103-61165:103. 

9203270237 Summary of 920317 meeting w/NUMARC in Rockville.MD re development 
of guidance documents for implementation of maint rule 10CFR50.65.Meeting notice 
& list of attendees end. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/03/20. 
ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). 6pp. 61127:077- 
61127:083. 

9203300054 Comment on proposed rule 10CFR51 re “Environ Review for Renewal of 
OL,” also endorsing NUMARC comments. 

SCHNELL.D.F. Union Electric Co. 56FR47016 00107. 92/03/18. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 61110:267-61110:270. 

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag 
fire barriers.Technical rept providing addl details will be provided in two weeks. 
THADANI.A. Plant Systems Branch. 92/03/18. MARION,A. Nuclear Management & 
Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 61122:018- 
61122:077. 

9203300282 2598 “Physicomechanical Model for Fracture." 

KARZOV.G.P., MARGOLIN,B.Z., SHVETSOVA.V.A. Union of Soviet Socialist Repub¬ 
lics. JCCCNRS WG-3. 91/10/05. 98pp. 61164:055-61164:152. 

9203300334 “Basic Principles for Selection,Training,Work Clearance & Control of Nucle¬ 
ar Power Plant Personnel in Process of Nuclear Power Plant Operation.” 
VEL’CHINSKIY.V. Union of Soviet Socialist Republics. OPKPAES-90. 91/12/31. 13pp. 
61122:098-61122:111. 

9203300378 Forwards position paper for passive plant sys classification & requirements 
including ends on reliability assurance & Tech Specs,per NRC 920227 Itr. 
KINTNER.E.E. ALWR Utility Steering Committee. 92/03/19. Document Control Branch 
(Document Control Desk). 34pp. 61169:233-61169:266. 

9203310026 Notification of 920325 meeting w/NUMARC in Rockville.MD to discuss in¬ 
sider security measures. 

MCKEE,P.F. Reactor Safeguards Branch. 92/03/25. GRIMES,B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). Ip. 61195:330-61195:330. 

9203310035 Notification of 920415 meeting w/NUMARC in Rockville.MD to discuss res¬ 
olution of NRC staff comments on PWR vessel internals industry rept. 

JACKSON,D. License Renewal Project Directorate (Post 901216). 92/03/23. 
CRAIG,J.W. License Renewal Project Directorate (Post 901216). 2pp. 61195:328- 
61195:329. 

9203310297 Summary of 920228 meeting w/owners group re status of activities for re¬ 
solving comments on draft STS & related matters. 

GRIMES,C.l. Technical Specifications Branch. 92/03/09. ROSSI,C.E. Technical Speci¬ 
fications Branch. 73pp. 61195:160-61195:232. 

9204010129 Forwards NRC 2609, “Study of Interaction Between Molten U Dioxide & 
Water,” 2601, “Explosive Properties of Hydrogen Containing Mixtures,” 2602, “Bibli¬ 
ography of Works of Physics Dept” & 2603, "Study of Interaction of Molten....” 

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 
JCCCNRS WG-6. 92/04/01. U.S./U.S.S.R. Joint Coordinating Committee for Civilian 
Nuclear Reactor Safety. Ip. 61196:019-61197:229. 

-9203300331 NRC 2609 “Study of Interaction Between Molten U Dioxide & Water.” 
BEZRUKOV,Y.A., LOGVINOV,S.A., TUKHVATULIN.S. Union of Soviet Socialist Re¬ 
publics. JCCCNRS WG-6. 92/02/29.192pp. 61196:020-61196:206. 

-9203300337 2601 “Explosive Properties of Hydrogen Containing Mixtures.” 
GELFAND.V.Y., DOROFEYEV.S.B., BEZMELNITSYN.A. Union of Soviet Socialist Re¬ 
publics. JCCCNRS WG-6. 92/02/29. 348pp. 61196:207-61197:059. 



314 NONDOCKETED ITEMS 


-9203300341 2602 “Bibliography of Works of Physics Dept” 

SMELOVA.N.A. Union of Soviet Socialist Republics. JCCCNRS WG-6. 91/12/31. 
138pp. 61197:060-61197:154. 

—9203300345 2603 “Study of Interaction of Molten Fuel W/Coolant in Model Experi¬ 
ments in Metal-Water Sys.” 

MASAGUTOV.R.F., KOZLOV,F.A., KHARITONOV,S.R. Union of Soviet Socialist Re¬ 
publics. JCCCNRS WG-6. 91/06/30. 75pp. 61197:155-61197:229. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

9201280354 SECY-92-018 Informs Commission of staff views on options for reporting 
structure of Non-Power Reaclors.Decommissioning & Environmental Project Director¬ 
ate within ofc of NRR sis directed by SRM of 911113. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/01/16. 3pp. 
60811:150-60811:152. 

9201300018 SECY-92-023 Requests Commission guidance on policy re integrated 
schedules for implementing plant mods & activities. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/01/21. 24pp. 
61117:144-61117:168. 

9201300026 SECY-92-025 Informs Commission of staff response to resolution of B-56 
(COMJ-91-001/001-A) re diesel generator reliability. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/01/21. 74pp. 

61115:278-61115:354. 

9202130092 SECY-92-045 Requests approval by negative consent of NRC plans for 
proceeding w/rulemaking on radiological criteria for decommissioning & employing 
techniques for encouraging enhanced public participation,per 910628 memo. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/07. 19pp. 

60919:021-60919:039. 

9202250244 SECY-92-049 Requests Commission approval of proposed agreement be¬ 
tween State of Maine & NRC pursuant to Section 274 of Atomic Energy Act of 
1954,as amended. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/14. 38pp. 

61115:217-61115:254. 

9202250257 SECY-92-053 Provides Commission w/method for using design acceptance 
criteria w/detailed design info during 10CFR52 process for reviewing & approving de¬ 
signs. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/19. 8pp. 
60811:142-60811:149. 

9202250262 SECY-92-055 Informs Commission of intent to issue generic Itr to all licens¬ 
ees & permit holders except Yankee Atomic Electric Co, re reactor vessel structural 
integrity. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/19. 13pp. 

60919:040-60919:052. 

9202250267 SECY-92-054 Provides Commission w/status of implementation of Mark I 
containment performance improvement program as directed in staff requirements 
memo of 890711. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/19. 6pp. 
60884:255-60884:260. 

9202270249 SECY-92-060 Responds to 910614 staff requirements memo to provide 
Commission w/comprehensive low level radwaste performance assessment develop¬ 
ment program plan. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/21. 41pp. 

60931:141-60931:179. 

9202270434 SECY-92-058 Litigation rept 1992-04. 

CORDES.J.F. Solicitor (Post 860701). 92/02/20. 68pp. 60910:029-60910:092. 

9202280234 SECY-92-061 Requests Commission approval of Itr to Dept of Navy sup¬ 
porting exclusion of nuclear matls & facilities from draft HNS convention. 

PARLER.W.C. Office of the General Counsel (Post 860701). 92/02/24. 7pp. 
61117:169-61117:175. 

9202280238 SECY-92-062 Informs Commission of minor proposed rule to amend 
10CFR50.54 to allow receipt by reactor licensee following offsite processing of low 
level radwaste initially generated by reactor. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/21. 23pp. 
61111:236-61111:258. 

9203020244 SECY-92-067 Provides info on staff technical evaluation of shutdown & 
low-power operation & plans for future activities. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/25. 5pp. 

60884:261-60884:266. 

9203020248 SECY-92-066 Provides semi-annual report on status of NRC licensed oper¬ 
ator requalification program & status of NRC reactor operator & senior reactor opera¬ 
tor initial exam. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/25. 7pp. 

60910:093-60910:099. 

9203020251 SECY-92-064 Advises Commissioners of issue w/potential natl policy impli¬ 
cations re disposition of large quantities of weapons grade SNM resulting from de¬ 
commissioned nuclear weapons. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/25. 9pp. 

60910:100-60910:108. 

9203030448 SECY-92-069 Weekly info rept for wk ending 920221. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/02/27. 41pp. 60773:056- 
60773:096. 

9203040186 SECY-91-397 Recommends updated Commission priorities for inti pro- 

B rams & activities in response to first item of 910919 staff requirements memo. 
IENTON.H.R. Office of International Programs (Post 911117). 91/12/10. 20pp. 
60806:194-60806:213. 

9203050268 SECY-92-070 Presents staff comparison of ACRS proposed criteria to ac¬ 
commodate severe accidents in advanced LWR containment designs w/related crite¬ 
ria proposed by industry. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/02/28. 30pp. 
61111:294-61111:323. 


9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-2 001. 92/02/20. Document 
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358. 

-8909130055 SECY-89-275 Requests Commission approval of staff activities for devel¬ 
opment of license renewal regulations & licensing guidance.Proposed rule should be 
published in May 1990 & draft generic EIS in Dec 1990. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 55FR29043. 89/09/01. 
12pp. 61152:111-61152:123. 

-8909190022 SECY-89-288 Informs of staff preliminary regulatory approach to develop¬ 
ment of rule & licensing guidance on renewals of OLs for nuclear power plants. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 55FR29043. 89/09/13. 
17pp. 61152:124-61160:283. 

9203110386 SECY-92-074 Weekly info rept for wk ending 920228. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/03/04. 39pp. 60885:156- 
60885:194. 

9203130022 SECY-92-075 Briefs Commission,per 911209 memo prior to any decision 
by staff re restart of Sequoyah Fuel Corp facility under 911003 shutdown order. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/09. 20pp. 
60919:001-60919:020. 

9203130027 SECY-92-073 Provides Commission with update on status of DOE off-site 
fuels policy re receiving & reprocessing high enriched U spent fuels from foreign re¬ 
search reactors. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/09. 11pp. 
61111:283-61111:293. 

9203170252 SECY-92-079 Weekly info rept for wk ending 920306. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/03/11. 42pp. 60963:106- 
60963:147. 

9203180289 SECY-92-078 Informs Commission about planned “Aging Research Info 
Conference” to be held at Holiday Inn Crowne Plaza in Rockville,MD on 920324-27. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/10. 24pp. 
61111:259-61111:282. 

9203240385 SECY-92-102 Weekly info rept for wk ending 920313. 

BLAHA.J.L. Assistant for Operations (Post 890205). 92/03/19. 40pp. 61068:177- 
61068:216. 


STATE PROG STATE PROGRAMS 


9203020008 Forwards info re status of states providing disposal of low level radwaste 
as of 911011. 

COMBS,F.C. Office of State Programs (Post 911117). 92/01/24. KAMMERER.C.. 
SALMON.S. NRC - No Detailed Affiliation Given. 118pp. 60788:142-60788:258. 

9203020289 Summarizes 920129-31 forum meeting re policy highlights of low-level 
waste. 

SALOMON,S.N. Assistant Director for State, Local & Indian Relations. 92/02/14. 
KAMMERER.C. Office of State Programs (Post 911117). 10pp. 60772:014-60772:023. 

9203020291 Confirms that Commission activities have not been affected by discontinu¬ 
ance of PA single point of contact & existing federal consistency notification/review 
procedures between State of PA & NRC remain in effect. 

COMBS,F. Office of State Programs (Post 911117). 92/02/14. TOTH.LJ. Pennsylva¬ 
nia, Commonwealth of. Ip. 60772:025-60772:025. 

9203020300 “NPDES Discharge Monitoring Rept for Jan 1992 for Hope Creek Generat¬ 
ing Station.” W/920225 Itr. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 92/01/31. 
CORPORALE.G. New Jersey, State of. 23pp. 60783:171-60783:193. 

9203020305 Forwards 920206 testimony submitted by NRC re civilian high level rad¬ 
waste mat program. 

KAMMERER.C. Office of State Programs (Post 911117). 92/02/11. Nevada, State of. 
Ip. 60781:246-60781:253. 

—9202200026 Revised testimony to be presented to House of 
Representatives.Committee on Science,Space & Technology, Subcommittee on 
Energy on 920206 re civilian high level radwaste mgt program. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/02/06. 7pp. 
60781:247-60781:253. 

9203020320 Submits specific changes to regulations re onsite storage of low-level rad¬ 
waste currently under NRC consideration. 

MILLER,V.L Assistant Director for State Agreements Program. 92/02/14. Affiliation 
Not Assigned. 10pp. 60781:257-60781:266. 

9203020327 Forwards states agreements program info re proposed rulemaking for low- 
level waste storage. 

MILLER,V.L. Assistant Director for State Agreements Program. 92/02/07. Affiliation 
Not Assigned. 4pp. 60781:298-60781:301. 

9203030055 Submits results of review of draft environ evaluation rept re termination of 
License SNM-777 & supporting technical data.Concerns raised re future groundwater 
use.monitoring & sediments 

DURFEE.L Rhode Island, State of. 92/02/21. AUSTIN,J.H. Decommissioning & Reg¬ 
ulatory issues Branch (Post 901230). 4pp. 60800:354-60800:357. 

9203030249 Forwards Jan 1992 significant intergovernmental activities & issues rept. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/25. THE CHAIR¬ 
MAN, SELIN,I., ROGERS Commissioners (Post 750119). 13pp. 60774:331-60774:343. 

9203040204 Confirms recent discussion re review of radiation control program sched¬ 
uled for 920413-17. 

WOODRUFF,R.L. Region 2 (Post 820201). 92/02/27. VOLPE.J. Kentucky, Common¬ 
wealth of. 33pp. 60813:023-60813:055. 
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9203040213 Provides comments on util 910805 & 911004 responses to generic Itr 89- 
lO.suppI 3, “Consideration of NRC Sponsored Tests of MOvs.” Licensee should per¬ 
form evaluation of actuator ratings. 

SHEA.J.W. Project Directorate 1-2. GL-89-10. 92/02/25. BECK.G.J. Pennsylvania 
Commonwealth of. 4pp. 60799:155-60799:158. 

9203040272 “NPDES Discharge Monitoring Repts for Jan 1992 for Beaver Valley Power 
Station.” W/920219 Itr. 

NOONAN,T.P. Duquesne Light Co. 92/01/31. 60pp. 60840:145-60840:208. 

9203040278 “NPDES Discharge Monitoring Rept for Jan 1992 for Nuclear Fuel 
Svcs,Erwin,TN.” W/920214 Itr. 

PAINE.D. Nuclear Fuel Services, Inc. 21G-92-0038. 92/01/31. CROWNOVER.S. Ten¬ 
nessee, State of. 10pp. 60840:220-60840:229. 

9203040283 Notification of contract execution,mod 11,to “Radiation Monitoring Program 
Requirements." Contractor:State of VT. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8351-2. NRC-28-83-605. 92/02/14. CONGEL.FJ. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60799:338-60799:351. 

-9203040287 Mod 11,extending period of performance,to “Radiation Monitoring Pro¬ 
gram Requirements." 

* Vermont, State of. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN B-8351-2. 92/02/14. 13pp. 60799:339-60799:351. 

9203050060 Comment supporting draft reg guide DG-0002, “Guide for Preparation of 
Applications for Medical Use Programs.” 

COLLINS,S.C. Illinois, State of. 57FR937. 92/02/27. Regulatory Publications Branch, 
ip. 60790:136-60790:136. 

9203050289 Informs licensee of Ohio Administrative Code requirements for Bert Ave 
dump per 920128 meeting.Submission of site characterization plan,waste pile charac¬ 
terization plan & rept & raw chemical data required. 

JONES,K. Ohio, State of. 92/02/10. KOH.B. Chemetron Corp. 2pp. 60873:IIS- 
60873:118. 

9203050291 Forwards documents re revised designation for reg history regarding nucle¬ 
ar power plant license renewal (55FR29043 & 56FR64943). 

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-2 001. 92/02/20. Document 
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358. 

-9203050303 Submits observations & comments re plant license extension workshop 
held in Reston.VA on 891113 & 14 & found workshop to be comprehensive in terms 
of technical issues covered. 

HOWEY.N.T. Illinois, State of. 55FR29043. 89/11/28. GILLESPIE,F. Program Man¬ 
agement, Policy Development & Analysis Staff (Post 870411). 3pp. 61130:184- 
61130:186. 

-9203090478 Submits comments to petition for rulemaking on behalf of Lincoln 
County, NV & City of Caliente.NV for consideration. 

BAUGHMAN,M.L. Intertech Consultant, Inc. 56FR64943. 90/10/09. Docketing & Serv¬ 
ices Branch. 2pp. 61132:160-61133:077. 

-9203090470 Informs of review of application for regulatory analysis for proposed rule 
on nuclear power plant license renewal. Supporting documentation end. 

WEAVER,L.W. Ohio. State of. 56FR64943. 90/09/26. SEGE.G. Docketing & Services 
Branch. 41pp. 61132:088-61132:159. 

9203060036 Responds to violations noted in insp rept.Corrective action$:KC-10 program 
modified re design of drogue assembly to eliminate requirement for tritium lights.Bill of 
lading end. 

LANCOUR.G.W. McDonnell Douglas Corp. 92/02/28. Document Control Branch (Doc¬ 
ument Control Desk). 7pp. 60867:049-60867:055. 

9203060081 Comment opposing proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

JOHNSRUD.J.H. Environmental Coalition on Nuclear Power. 56FR66457 00044. 92/ 
02/16. Office of the Secretary of the Commission. 6pp. 60804:059-60804:064. 

9203060089 Comment opposing proposed rule re compatability of agreement states w/ 
NRC regulatory programs. 

MADISON,K. Don’t Waste California. 56FR66457 00045. 92/02/28. Office of the Sec¬ 
retary of the Commission. 8pp. 60804:068-60804:075. 

9203060130 Comments on proposed rule 10CFR51 re environ review for renewal of OL. 
MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 56FR47016 00019. 92/02/06. 
SEDANO.R. Vermont, State of. 3pp. 60804:252-60804:254. 

9203060171 Solicits State of VT continued participation in NRC state liaison officer 
program.NRC requests notification of new appointment to VT liason officer position. 
THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/02/26. DEAN.H. Ver¬ 
mont, State of. Ip. 60816:161-60816:165. 

-9203060188 Solicits Commonwealth of KY continued participation in NRC state liaison 
officer program. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. JONES,B.C. 
Kentucky, Commonwealth of. Ip. 60816:162-60816:162. 

-9203060192 Solicits State of LA continued participation in NRC state liaison officer 
program. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. EDWARDS,E. 
Louisiana, State of. Ip. 60816:163-60816:163. 


9203060255 Ack receipt of 920103 Itr,responding to comments & recommendations fol¬ 
lowing 1991 review of dept radiation control program.Appreciate positive actions & 
staff implementing w/regard to comments. 

KAMMERER.C. Office of State Programs (Post 911117). 92/03/02. COBB.A.B. Missis¬ 
sippi, State of. Ip. 60858:038-60858:038. 

9203090010 NPDES noncompliance notification:on 920127,approx 20 gallons of fuel oil 
2 discharged from auxiliary boiler fuel oil day tank.Secondary site gauge replaced & 
operating procedures revised re draining of water in day tank. 

HAGAN,J.J. Public Service Electric & Gas Co. of New Jersey. NLR-E92057. 92/02/ 
26. New Jersey. State of. 10pp. 60862:093-60862:102. 

9203090034 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
disposal of low level radwaste.Univ not pursuing petition & matter withdrawn. 
GRANNIS.A.B. New York, State of. 53FR44014. 92/02/07. SELIN.I. Commissioners 
(Post 750119). 3pp. 60832:219-60832:221. 

9203090081 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
radwaste incinerator proposal. 

GETNICK.R. New York, State of. 53FR44014 00034. 92/02/20. CHILK.S. Office of 
the Secretary of the Commission. 4pp. 61287:001-61287:004. 

9203090103 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
radwaste incinerator proposal. 

BOWIE,L. New York, State of. 53FR44014 00035. 92/02/14. SELIN.I. Commissioners 
(Post 750119). 2pp. 60833:063-60833:064. 

9203090141 Forwards State of NY, Dept of Environ Conservation 920226 Itr to 
Cintichem.lnc responding to 910813 request for mod to Order on Consent 
D200059005.Carbon copy list inadvertently omitted from orignal submittal. 
YOUNGBERG.B. New York, State of. 92/03/03. ORLANDO,N., MCGRATH,J., 
MICHAELS,T. NRC - No Detailed Affiliation Given. 5pp. 60884:246-60884:250. 

9203090143 Responds to 920116 Itr to S Chilk,requesting deadline for comments on 
petition for rulemaking PRM-20-17 re application filed by Rockefeller Univ for radwaste 
incineration facility.NRC has published policy statement on BRC. 

COOL.D.A. Radiation Protection & Health Effects Branch. 53FR44014. 92/01/31. 
COLLINS.C. New York, State of. Ip. 60833:097-60833:098. 

—9203090146 Requests extension of deadline for comments on application filed by 
Rockefeller Univ for radwaste incineration facility. 

COLINS,C. New York, State of. 53FR44014. 92/01/16. CHILK.S. Office of the Secre¬ 
tary of the Commission. 1 p. 60833:098-60833:098. 

9203090153 Comment opposing petition for rulemaking PRM-20-17 re Rockefeller Univ 
petition to redefine animal tissues & other lab & medical waste containing certain ra¬ 
dioisotopes as de minimis or BRC matl. 

MESSINGER.R. New York, State of. 53FR44014 00032. 92/02/03. LAHS.W. NRC - 
No Detailed Affiliation Given. 2pp. 60833:106-60833:107. 

9203090159 Comment opposing petition for rulemaking PRM-20-17 re radioactive medi¬ 
cal wastes.Also addresses issue dealing w/states compatibility between NRC regula¬ 
tions & those promulgated by states & localities. 

GRANNIS.A.B. Albany, NY. 53FR44014 00031. 92/02/04. THE CHAIRMAN, SELIN.I. 
Commissioners (Post 750119). 2pp. 60833:111-60833:112. 

9203090168 NPDES noncompliance notification-.on 920204,leak occurred in emergency 
spray pond makeup & deicing line,resulting in discharge of 15-25 gallons of river water 
per minute to storm drains.Sample results listed on end. 

FIELDS,J.S. Pennsylvania Power & Light Co. PLE-15312. 92/02/28. LEHMAN,S. 
Pennsylvania, Commonwealth of. 2pp. 60884:175-60884:176. 

9203090185 Forwards update to rept, “Evaluation of Postulated Cascadia Subduction 
Zone Earthquake Ground Motion & Trojan Nuclear Plant Seismic Design" submitted 
originally on 8811 lO.Update includes util reviews of two seismotectonic studies. 
CROSS,J.E. Portland General Electric Co. 91/01/28. STEWART-SMITH Oregon, 
State of. 40pp. 60853:143-60853:182. 

9203090367 Requests assistance in obtaining Agreement State storage licensing re¬ 
quest info in coordination w/Staff Requirements Memo addressing storage of low 
level radwaste 

LOHAUS.P.H.' Low-Level Waste Management Branch (Post 901230). 92/03/05. 
MILLER,V.L Assistant Director for State Agreements Program. 2pp. 60882:339- 
60882:346. 

9203090455 Forwards “Yucca Mountain QA Div QA Surveillance Rept of SAIC Surveil¬ 
lance Rept YMP-SR-92-003,” conducted on 920224-25. 

HORTON,D.G. Energy, Dept. of. HLWR. 92/03/04. HOOKS,K.R. NRC - No Detailed 
Affiliation Given. NELSON,J.H. Nevada, State of. 2pp. 60871:308-60871:313. 

9203100102 Advises that licensee received comments on draft environ impact study 
plan, “Draft Generic Site Characterization Plan/Draft QA Plan." Comments/sugges¬ 
tions will be included in comment response document. 

GINGERICH.R.E. Connecticut. State of. 92/02/24. TOKAR.M. Low-Level Waste Man¬ 
agement Branch (Post 901230). 2pp. 60897:354-60897:355. 

9203100118 Verifies Corrective Action & Closure of Corrective Action Request YM-92- 
012 resulting from Yucca Mountain QA Div Audit YMP-91-1-01. 

SPENCE.R.E. Energy, Dept. of. HLWR. 92/02/28. GERTZ.C.P. Nevada, State of. 6pp. 
60948:229-60948:234. 


-9203060195 Solicits State of MS continued participation in NRC state liaison officer 

ft^CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. FOR DICE, K. 
Mississippi, State of. Ip. 60816:164-60816:164. 


9203100235 Submits bond amount for North Butte ISL project.Addl bonding instruments 
should be submitted within 45 days of Itr receipt. 

HEMMER.D. Wyoming, State of. 92/02/21. WICHERS.D. Pathfinder Mines Corp. Ip. 
60864:315-60864:315. 


-9203060200 Invites State of Rl continued participation in NRC state liaison officer pro¬ 
gram. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/26. SUNDLUN.B. 
Rhode Island, State of. Ip. 60816:165-60816:165. 


9203060250 Ack receipt of 920113 Itr.responding to comments & recommendations fol¬ 
lowing 1991 review of dept radiation control program.Appreciate positive actions & 
staff implementation of comments. ^ ^ 

KAMMERER.C. Office of State Programs (Post 911117). 92/03/02. FOX.C.E. Ala¬ 
bama, State of. Ip. 60867:146-60867:146. 


9203100237 Confirms 911212 discussion of RL Woodruff & RL Blanton w/WK Scharber 
& MH Mobley & subsequent conversations following NRC review/evaluation of Ten¬ 
nessee radiation control program. 

KAMMERER.C. Office of State Programs (Post 911117). 92/03/06. LUNA.J.W. Ten¬ 
nessee, State of. 10pp. 60845:127-60845:136. 

9203110011 Comment on draft reg guide task DG-8008, “Planned Special Exposures." 
COLLINS,S.C. Illinois, State of. 57FR937. 92/03/04. Regulatory Publications Branch. 
Ip. 60849:010-60849:010. 
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9203110060 Ack receipt of Clark 911206 Itr in response to comments following Feb 
1991 review of radiation control program. Informs that NRC pleased w/regulatory ac¬ 
tions taken by State in licensure of vindicator facility. 

KAMMERER.C. Office of State Programs (Post 911117). 92/03/06. MAHAN,C.S. Flor¬ 
ida, State Of. Ip. 60849:097-60849:097. 

9203110095 Comment opposing special review of NRC regulations presently being con¬ 
ducted by CRGR.Believes NRC should not act on any CRGR recommendation until 
staff completes analysis including consideration of public comments. 

TOSCH.K. New Jersey, State of. 57FR6299 00011. 92/03/03. MEYER,D.L Regula¬ 
tory Publications Branch. 2pp. 60849:186-60849:187. 

9203110099 Comment on draft reg guide DG-8009,rev 1 to reg guide 8.9, “Interpreta¬ 
tion of Bioassay Measurements." 

COLLINS.S.C. Illinois, State of. 57FR1194 00008. 92/03/05. Regulatory Publications 
Branch. 2pp. 60849:194-60849:196. 

9203110129 “Evaluation of Application for Renewal of Specific Radioactive Matls Li¬ 
cense 660-01 for Final Decontamination, Decommissioning & Reclamation of Umetco 
Minerals Corp Maybell U Heap Leach Site." 

QUILLIN.R.M. Colorado, State of. 92/02/05. 120pp. 60886:122-60886:258. 

9203110130 Submits figures for 920131 market value of trust account. 

SHAFFER,R. Wyoming. State of. 92/02/07. CARPENTER,S.A. American Nuclear 
Corp. Ip. 60885:325-60885:325. 

9203110212 Forwards 920210 memo re review of Pathfinder 1992-93 annual rept for 
North Butte ISL Project.Minor problems noted in areas,inciuding regional groundwater 
rept required by Condition 5. 

MOONEY,G. Wyoming, State of. 92/02/10. WICHERS.D. Pathfinder Mines Corp. 
17pp. 60886:330-60886:363. 

9203110220 Informs of review of 1991 annual rept & 910925 annual insp. Land Quality 
Div district III ofc should be informed within 45 days of recipient intention to reduce 
current bond. 

HEMMER.D. Wyoming, State of. 92/02/12. WICHERS.D. Pathfinder Mines Corp. 7pp. 
60887:150-60887:156. 

9203110239 Forwards memo from R Lucht of water quality div summarizing review of 
517 site restoration rept. 

MOONEY,G. Wyoming, State of. 92/02/18. CHAPMAN.W.J. Total Minerals Corp. 3pp. 
60887:214-60887:216. 

9203110259 Requests placement on NRC mailing list for all matls re Envirocare facility 
in Utah.Address listed. 

MERGES.P.J. New York, State of. 92/03/03. WASTLER.S.L. Uranium Recovery 
Branch (Post 901230). Ip. 60909:282-60909:282. 

9203110289 Forwards 920204 memo re review of Pathfinder 1990-91 annual rept for 
Ruth ISL Project.Minor problems noted in listed areas,including rept period shown on 
annual rept form & regional groundwater rept required by Condition 5. 

MOONEY,G. Wyoming, State of. 92/02/04. WICHERS.D. Pathfinder Mines Corp. 6pp. 
60887:221-60887:226. 

9203110329 Notifies of tentative date of 920220 for meeting in Cheyenne,WY to discuss 
excursion at Well M-21 & status of groundwater restoration in A/B Wellfield.per B 
Kearney request. Proposed agenda end. 

CASH.G.A. Wyoming, State of. 92/02/07. CORBETT.C. NRC - No Detailed Affiliation 
Given. 2pp. 60876:052-60876:053. 

9203110346 Discusses disposal of air-lifted water from wells developed at Crow Butte 
in-situ U mine.Recipient requested to submit NPDES permit application in order to 
continue type of discharge. 

WOOD.R. Nebraska, State of. 92/02/03. COLLINGS,S. Ferret Exploration Co. of Ne¬ 
braska, Inc. 2pp. 60887:230-60887:231. 

9203110377 Forwards groundwater monitoring rept for period covering 911001-1231 per 
discharge plan-362. 

LUTHIGER.P. Quivira Mining Co. 92/01/30. OHRBOM.R. New Mexico, State of. Ip. 
60887:329-60887:331. 

9203110388 Forwards results of 517 test site restoration for review & approval. 
CHAPMAN.W.J. Total Minerals Corp. 92/01/31. MOONEY,G. Wyoming, State of. Ip. 
60885:137-60885:155. 

9203110391 Ack receipt of 911223 Itr re NRC corrective action plan rept & US EPA 
NPDES permit. 

FERDINAND,B. Quivira Mining Co. 92/02/14. OHRBOM.R. New Mexico, State of. 
3pp. 60885:134-60885:136. 

9203120008 Comment opposing proposed rule 91-3 re compatability of agreement 
states w/NRC regulatory programs.NRC regulation of medical use no longer needed 
& detrimental to public welfare. 

PONTO.J.A. Iowa, Univ. of, Iowa City, IA. 56FR66457 00049. 92/03/04. CHILK.S.J. 
Office of the Secretary of the Commission. 3pp. 60872:016-60872:018. 

9203120015 Comment on proposed rule 91-3 re compatability of agreement states w/ 
NRC regulatory programs.Requiring identicalness may give appearance on paper that 
public health & safety enhanced. 

ORTCIGER.T.W. Illinois, State of. 56FR66457 00048. 92/03/04. Docketing & Services 
Branch. 7pp. 60872:020-60872:026. 

9203120018 Notification of cooperative agreement,mod 7,to “Maint & Operation of 
LPDR." Contractor:Perry Public Library. 

CRAMPTON.S.A. Contract Administration Branch 1 (Post 900603). FIN D-24161. 
NRC-10-87-437. 92/03/04. GRIMSLEY.D.H. Division of Freedom of Information & 
Publications Services (Post 890205). NORTHERN,S.S. NRC - No Detailed Affiliation 
Given. Ip. 60919:226-60919:229. 

—9203120026 Mod 7,deobligating funds,to “Maint & Operation of LPDR.” 

* Ohio, State of. SCOTT, M.L. Division of Contracts & Property Management (Post 
890205). FIN D-24161. NRC-10-87-437. 92/03/04. 3pp. 60919:227-60919:229. 

9203120022 Comment on proposed rule 91-3 re compatability of of agreement states 
w/NRC regulatory programs.Need for good radiation safety training & practices impor¬ 
tant in preventing unnecessary radiation exposure to public. 

SHERLOCK,C.N., HOWERTON,H.K. CBI Services, Inc. (formerly Chicago Bridge & 
Iron Co.). 56FR66457 00047. 92/03/04. Docketing & Services Branch. 2pp. 
60872:032-60872:033. 


9203120027 Responds to 920204 & 07 itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.Commission imposed moratori¬ 
um on 910128 re implementation of BRC policy & suspended work on petitions. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60872:034-60872:037. 

—9203120037 Informs that moratorium issued by Commission on 910628 re implementa¬ 
tion of BRC policy concerning suspension of work on petitions for rulemaking PRM 
20-17 & 20-18 will remain active until petitions granted,denied or withdrawn. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR44014. 
92/03/05. WIESEL.T. New York, State of. 2pp. 60872:036-60872:037. 

9203120028 Comment on proposed rule 91-3 re compatibility of agreement states w/ 
NRC regulatory programs.Some agreement states do not require isotope connectors 
to have fail safe designs. 

MOCKLI.B. Diamond H. Testing Co. 56FR66457 00046. 92/03/03. Docketing & Serv¬ 
ices Branch. Ip. 60872:038-60872:038. 

9203120046 Responds to 920204 & 07 Itrs to Chairman Selin re State compatibility & 
petitions for rulemaking submitted by Rockefeller Univ.lnforms that NRC 910128 
issued moratorium remains in effect & petitions will be considered active. 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR43896. 
92/03/05. GRANNIS.A.B. New York, State of. 2pp. 60884:251-60884:254. 

-9203120054 Informs that although NRC issued moratorium on 910628 on implementa¬ 
tion of BRC policy suspending work on petitions PRM 20-17 & 20-18,petitions will 
remain active until granted,denied or withdrawn by Univ. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 53FR43896. 
92/03/05. WIESEL.T. New York, State of. 2pp. 60884:253-60884:254. 

9203120053 Forwards complete Itr from D Casavant to R Sedano.Second page of Itr w/ 
end of W Newberry Itr dtd 920214 was omitted. 

TULLGREN.E.K. Vermont, State of. 92/02/19. LOHAUS.P. Low-Level Waste Manage¬ 
ment Branch (Post 901230). Ip. 60918:357-60918:361. 

-9203120059 Requests assistance in responding to end inquiry raising question re use 
of reactor containment bldg as repository for permanent disposal of low-level waste & 
views on technical & regulatory viability of proposal by early Apr. 

NEWBERRY,B. Vermont. State of. 92/02/14. LOHAUS.P. Low-Level Waste Manage¬ 
ment Branch (Post 901230). 4pp. 60918:358-60918:361. 

9203120144 Notification of contract execution,mod 12,to “Radiation Monitoring Program 
Requirement.” Contractor: Commonwealth of PA. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8356-2. NRC-28-83-607. 92/02/28. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60895:117-60895:131. 

-9203120155 Mod 12,extending period of performance & providing CY92 funds,to “Ra¬ 
diation Monitoring Program Requirements.” 

DAVIS,A.A. Pennsylvania, Commonwealth of. SCOTT,M.L. Division of Contracts & 
Property Management (Post 890205). FIN B-8356-2. 92/02/28. 14pp. 60895:118- 
60895:131. 

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor 
Facility including,records re License R-36, R-72 & various byproduct matls 
licenses.Forwards documents listed on App F & G.Search for addl records underway. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/07/08. BRENNAN,D.F. Affiliation Not Assigned. 18pp. 61316:001- 
61318:203. 

-9203120327 Forwards Amend 3 to License R-72,Indemnity Agreement R-33 & FR 
notice of issuance.Amend transfers title to reactor to Curtiss-Wright Nuclear Research 
Lab.W/o indemnity agreement. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/09. 

GODDARD,M.K. Pennsylvania, Commonwealth of. 2pp. 61316:031-61316:032. 

-9203120330 Forwards signed copy of Amend 3 to License R-72.Amend initially submit¬ 
ted in Itr dtd 671108 was unsigned. 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 67/11/16. 

GODDARD.M.K. Pennsylvania, Commonwealth of. Ip. 61316:033-61316:036. 

-9203120360 Forwards order to Commonwealth of PA & Nuclear Matls & Equipment 
Corp terminating License R-72. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/12/08. GERUSKY.T.M. 
Pennsylvania, Commonwealth of. Ip. 61316:047-61316:047. 

-9203130300 Forwards SNM licenses issued to companies & univs in State of PA.W/o 
end. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/04/30. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:219-61316:219. 

-9203160001 Forwards licenses issued to Curtiss-Wright Corp,Nuclear Electronics 
Corp,Pennsylvania State Univ & Westinghouse.W/o ends. 

PITtMAN,F.K. Atomic Energy Commission (Pre 750119). 57/05/31. MATTISON.B.F. 
Pennsylvania, Commonwealth of. Ip. 61316:220-61316:220. 

9203120380 Notification of contract execution,mod 16,to “Radiation Monitoring Program 
Requirements.” ContractonMichigan Dept of Public Health. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8451-2. NRC-30-83-644. 92/02/27. CONGEL,F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). PULSIPHER,K. NRC - No Detailed Affiliation 
Given. Ip. 60894:220-60894:233. 

—9203120388 Mod 16,extending period of performance.to “Radiation Monitoring Pro¬ 
gram Requirements.” 

ANTHONY.V.D. Michigan, State of. SCOTT,M.L. Division of Contracts & Property Man¬ 
agement (Post 890205). FIN B-8451-2. 92/02/27. 13pp. 60894:221-60894:233. 

9203120383 Revises 920213 notice of meeting on 920316 in Newburgh Heights,OH to 
review Bert Avenue & Harvard Avenue decommissioning status & status of plans for 
McGean/Rohco site area characterization study.Earlier meeting cancelled. 
SRENIAWSKI.D.J. Region 3 (Post 820201). 92/03/06. OWEN.R. Ohio, State of. 2pp. 
60930:044-60930:045. 
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9203130204 Comments on draft reg guide DG-0002 re proposed app X concerning guid¬ 
ance on complying w/new 10CFR20 requirements to reg guide 10.8,rev 2, “Guide for 
Preparation of Applications for Medical Use Programs.” 

ALDRICH,R. New York, State of. 57FR937. 92/03/06. ROECKLEIN.A.K. Regulatory 
Publications Branch. 5pp. 60963:010-60963:014. 

9203130323 Forwards Corrective Action Request YM-92-021 resulting from Yucca 
Mountain QA Div Audit YMP-92-09 of SANL. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/02/24. HOOKS,K.R. NRC - No Detailed Af¬ 
filiation Given. BLEJWAS.T.E. New Mexico, State of. 4pp. 60948:351-60948:354. 

9203130326 Verifies Corrective Action & Closure of Corrective Action Request YM-92- 
009 resulting from Yucca Mountain QA Div Audit YMP-91 -1-01.Results satisfactory. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/02/25. HOOKS,K.R. NRC - No Detailed Af¬ 
filiation Given. GERTZ.C.P. Nevada, State of. 6pp. 60948:355-60948:360. 

9203130337 Approves Corrective Action Extension for Corrective Action Request YM- 
92-007 resulting from Yucca Mountain QA Div Audit YMP-91-1-01. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/05. HOOKS,K.R. NRC - No Detailed Af¬ 
filiation Given. GERTZ.C.P. Nevada, State of. Ip. 60949:001-60949:001. 

9203130348 Notification of contract execution,mod 11,to “Radiation Monitoring Program 
Requirements.” Contractor:State of Delaware. 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
83522. NRC-28-83-602. 92/02/18. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 8704ft). PUtSAPHER.K. NRC - No Detailed Affiliation 
Given. Ip. 60912:299-60912:312. 

-9203130349 Mod 11,extending period of performance.to “Radiation Monitoring Pro¬ 
gram Requirements.” 

* Delaware, State of. SCOTT,M.L. Division of Contracts & Property Management (Post 
890205). FIN B-83522. 92/02/18. 13pp. 60912:300-60912:312. 

9203160066 Comment on proposed rules re compatiblity of agreement w/NRC regula¬ 
tory programs.Agreement must meet NRC standard for production against hazards of 
radiation. 

COTE-HOPKINS.D. Affiliation Not Assigned. 56FR66457 00050. 92/03/09. Docketing 
& Services Branch. Ip. 60911:090-60911:090. 

9203160072 Comment on proposed rules re compatability of agreement w/NRC regula¬ 
tory programs. Recommends that more efficient & appropriate regulatory sys would 
consist of single set of regulations for medical use of radioactive matls. 

ROSE.C.H. American Association for Nuclear Cardiology, Inc. 56FR66457 00052. 92/ 
03/10. Docketing & Services Branch. 4pp. 60911:093-60911:096. 

9203160078 Comment on proposed rules re compatibility of agreements states w/NRC 
regulatory programs.Believes that once NRC responds in timely & responsible manner 
to issues re part 35,most compatibility issues will disappear. 

KUPERUS.J.H. Florida, Univ. of, Gainesville, FL. 56FR66457 00051. 92/03/10. 
CHILK.S.J. Office of the Secretary of the Commission. 6pp. 60911:097-60911:102. 

9203160108 Comment opposing proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

WHEELER,G.S. Nuclear Cardiology Systems, Inc. dba N C Systems, Inc. 56FR66457 
00053. 92/03/10. Docketing & Services Branch. 4pp. 60911:122-60911:125. 

9203160114 Forwards amends to discharge confirmation repts,Cases 91-09-16-1058-24 
re HCGS sodium hypochlorite spill, 91-09-23-0949-26 re HCGS diesel fuel spill at 
warehouse & 91-10-05-0455-05 re HCGS ammonium bisulfate discharge. 

THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. NLR-E92072. 92/ 
03/05. New Jersey, State of. 15pp. 60969:232-60969:246. 

9203160121 Forwards “US DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for 
Audit Of SANL Audit YMP-92-09," for period 920211-13. 

HORTON,D.G. Energy, Dept. of. HLWR. 92/03/06. BLEJWAS.T.E. New Mexico, State 
of. HOOKS,K.R. NRC - No Detailed Affiliation Given. 2pp. 60997:105-60997:126. 

9203160141 Discusses termination of license for facility.Recommends that delicensing 
only be approved w/United Nuclear Corp binding agreement to listed stipulations. 
VARIN.D.W. Rhode Island, State of. 92/02/24. AUSTIN,J.H. Decommissioning & Reg¬ 
ulatory Issues Branch (Post 901230). 3pp. 60968:272-60968:274. 

9203160171 Comment opposing proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

PEARCE,C.E. Institute for Nuclear Medical Education, Inc. 56FR66457 00054. 92/03/ 
10. Docketing & Services Branch. 5pp. 60911:316-60911:320. 

9203170030 Comment supporting proposed rules re compatibility of agreement states 
w/NRC regulatory programs. 

STOREY,K. Affiliation Not Assigned. 56FR66457 00055. 92/03/05. NRC - No Detailed 
Affiliation Given. Ip. 60924:019-60924:019. 

9203170041 Comment on regulatory burdens placed on medical uses of radioactive 
matls based on incompatibility of agreement states programs w/NRC regulatory 
programs.Recommends single set of regulations for medical use of radioactive matls. 
PEARCE,C.E. Institute for Nuclear Medical Education, Inc. 57FR4166. 92/03/10. 
MEYER,D.L. Regulatory Publications Branch. 5pp. 60924:037-60924:041. 

9203170059 Comment on regulatory burdens placed on medical uses of radioactive 
matls based on incompatibility of agreement states programs w/NRC regulatory 
programs.Recommends single set of regulations for medical use of radioactive matls. 
WHEELER.G.S. Nuclear Cardiology Systems, Inc. dba N C Systems, Inc. 57FR4166 
00002. 92/03/10. MEYER,D.L. Regulatory Publications Branch. 3pp. 60924:050- 
60924:053. 

9203170067 Comment on regulatory burdens placed on medical uses of radioactive 
matls based on incompatibility of agreement states programs w/NRC regulatory 
programs.Recommends single set of regulations for medical use of radioactive matls. 
ROSE.C.H. American Association for Nuclear Cardiology, Inc. 57FR4166. 92/03/10. 
MEYER,D.L. Regulatory Publications Branch. 4pp. 60924:072-60924:075. 

9203170122 Trip rept of 920211-13 visit to Dallas,TX re paper presentation at Fifth Inti 
Conference on Solving Ground Water Problems w/ Models. 

BAGTZOGLOU.A.C., SAGAR.B., PATRICK,W.C. Center for Nuclear Waste Regulatory 
Analyses. 92/03/03. Center for Nuclear Waste Regulatory Analyses. 15pp. 
61122:160-61122:307. 


—9203170170 “Coupled Simulation-Optimization Technique for Protecting Municipal 
Ground-Water Supplies from Contamination.” 

VARUEN.M.D., SHAFER,J.M. Illinois, State of. 92/03/03. 13pp. 61122:262- 
61122:274. 

9203170360 Informs that util,in cooperation w/state of FL & county emergency re¬ 
sponse agencies,will conduct exercise of plant radiological emergency plan on 
920506.Scenario package for exercise encl.W/o end. 

PLUNKETT,T.F. Florida Power & Ught Co. L-92-57. 92/03/06. Document Control 
Branch (Document Control Desk). 1 p. 60974:337-60974:337. 

9203170372 Partial response to FOIA request for documents.Forwards App B 
documents.App B documents also placed 'in PDR.Review of addl records subj to re¬ 
quest still ongoing. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063. 

-9203180190 PNO-ll-85-037A:State of FL completed radiological survey of LB Foster 
Distribution Ctr in Tampa.Total of 16 casings found w/radiation levels between 15 & 
40 micro r/hr.Casings segregated from rest of inventory. 

TROJANOWSKI.R., STOHR.J.P. Region 2 (Post 820201). 85/04/16. Ip. 61213:151- 
61213:152. 


9203180039 Describes revised disposal plans for cooling tower & spray pond 
sludges.Sludge removed during outages will be taken to approved MD landfill. 

FIELDS,J.S. Pennsylvania Power & Light Co. PLE-70698. 92/03/13. TOMAYKO.W. 
Pennsylvania, Commonwealth of. 8pp. 60977:138-60977:145. 

9203180111 Comment on proposed rules 10CFR31 & 32 re requirements for posses¬ 
sion of industrial devices containing byproduct matl. Suggests that distributor be re¬ 
quired to rept return of devices by genera! licensee for disposal. 

LACKER,D.K. Texas, State of. 56FR67011 00018. 92/03/10. Docketing & Services 
Branch. Ip. 60936:072-60936:072. 

9203180115 Comment supporting proposed rule 10CFR51 re generic environ impact 
statement for license renewal of nuclear power plants. 

DORNSIFE.W.P. Pennsylvania, Commonwealth of. 56FR47016 00035. 92/03/10. 
CHILK.S.J. Office of the Secretary of the Commission. 11pp. 60936:080-60936:090. 

9203180117 PNO-11-92-014:on 920305,State of GA notified NRC that licensee Picker 
model C9 Co-60 teletherapy source failed to retract into “off” position for second 
time.Patient fractional treatment in excess of prescribed dose by 36%. 

CONNELL,C. Region 2 (Post 820201). 92/03/06. 2pp. 60936:094-60936:095. 

9203180145 Comment on proposed rule 10CFR51 re environ renewal of operating 
licenses.Recommends that contact be made w/all commenting state agencies. 
WEAVER,L.W. Ohio, State of. 56FR47016 00029. 92/03/07. Docketing & Services 
Branch. Ip. 60936:205-60936:205. 

9203180164 Comment opposing proposed rule 10CFR51 re environ review of applica¬ 
tions for renewal of nuclear power plant operating licenses. 

GLEASON,E.J. New York, State of. 56FR47016 00031. 92/03/12. CHILK.S.J. Office 
of the Secretary of the Commission. 21pp. 60936:254-60936:274. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

—9203270197 Responds to request for comments on preliminary analysis by P Davis of 
probability of catastrophic accident during remaining lifetime of plants. 

MOELLER,D.W. ACRS - Advisory Committee on Reactor Safeguards. 76/11/16. 
PAULSON,G. New Jersey, State of. Ip. 61215:261-61215:262. 

-9203270231 Discusses 761116 Itr forwarding comments on preliminary draft of analy¬ 
sis of certain aspects of plant by P Davis. Informs of tentative plans to prepare final 
draft of rept to be made available for broad public review. 

PAULSON,G. New Jersey, State of. 76/12/20. MOELLER,D.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 61215:267-61215:267. 

-9203270265 Confirms recent telcon w/E Casey re commentary Itr on preliminary draft 
of “Investigation of Probability of Serious Accidents at Plant." 

PAULSON,G. New Jersey, State of. 77/04/04. MOELLER.D.W. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 61215:274-61215:292. 

9203190001 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.NRC should develop regulations & reg guides for adoption by in¬ 
dividual states. 

BLACK,S.A. Teledyne Isotopes Midwest Laboratory. 56FR66457 00068. 92/03/17. 
CHILK.SJ. Office of the Secretary of the Commission. 2pp. 60959:001-60959:002. 

9203190002 Comment opposing proposed rule re compatibility of agreement states w/ 
NRC regulatory programs. 

ABRAMS,R. New York, State of. 56FR66457 00062. 92/03/16. Docketing & Services 
Branch. 5pp. 60959:003-60959:007. 

9203190003 Comment opposing proposed rule re compatibility of agreement states w/ 
NRC regulatory programs.States should retain rights to impose regulations which 
exceed those of NRC. 

POWITZ.C., POWITZ.A.J. Affiliation Not Assigned. 56FR66457 00063. 92/03/10. 
Docketing & Services Branch. 1 p. 60959:008-60959:008. 

9203190005 Comments on proposed rule 10CFR51 re environ review for renewal of OL 
& draft generic EIS NUREG-1437. 

MCLEAN,R.L. Maryland, State of. 56FR47016 00038. 92/03/10. Docketing & Services 
Branch. 17pp. 60959:009-60959:025. 

9203190006 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs. Institute concerned about NRC apparent goal to develop uniform 
federal code to deal w/local public health & safety matters. 

LULL.R.J. American College of Nuclear Physicians. MALMUD.L.S. Society of Nuclear 
Medicine. 56FR66457 00064. 92/03/12. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 60959:026-60959:027. 
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9203190007 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.Urges that NRC support state regulations & stds more protective 
thdn federal laws 

BRISTER.B. Affiliation Not Assigned. 56FR66457 00065. 92/03/12. NRC - No De¬ 
tailed Affiliation Given. Ip. 60959:028-60959:028. 

9203190011 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.NRC should support state regulations & stds of more protective 
nature than federal laws in areas of worker & public health. 

FLORSHEIM.N.P. Affiliation Not Assigned. 56FR66457 00066. 92/03/13. NRC - No 
Detailed Affiliation Given. Ip. 60959:032-60959:032. 

9203190015 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.Greater agreement state involvement needed in each step of 
policy setting & decisions concerning level of compatibility assignments. 
WOMELDORF.D.J. California, State of. 56FR66457 00067. 92/03/16. NRC - No De¬ 
tailed Affiliation Given. Ip. 60959:108-60959:108. 

9203190019 Comment opposing proposed rule 10CFR51 re use of generic EIS in li¬ 
cense. 

BERWICK,A.G. Massachusetts, Commonwealth of. 56FR47016 00059. 92/03/13. 
CHILK.S. Office of the Secretary of the Commission. 5pp. 60959:111-60959:115. 

9203190030 Comment opposing proposed rule 10CFR51 re environ review for renewal 
of OLs.Proposed rules would violate Natl Environ Policy Act 
HUMPHREY,H. Minnesota, State of. BLUMENTHAL.R. Connecticut, State of. 
ABRAMS,R. New York, State of. 56FR47016 00060. 92/03/13. Docketing & Services 
Branch. 24pp. 60959:163-60959:186. 

9203190058 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.NRC regulation of radioisotopes no longer needed & detrimental 
to public welfare. 

LAVEN.D.L. Dept, of Veterans Affairs Medical Center, Bay Pines, FL. 56FR66457 
00058. 92/03/11. CHILK.S.J. Office of the Secretary of the Commission. 20pp. 
60959:199-60959:218. 

9203190068 Forwards R Snyder comment on proposed rule 10CFR51 re generic EIS for 
license renewal of nuclear power plants. 

CUPIT.R.D. Mississippi, State of. 56FR47016 00062. 92/03/16. Docketing & Services 
Branch. 2pp. 60959:224-60959:225. 

9203190082 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.States regulations should be more stringent than federal. 

LUM.A.M. Affiliation Not Assigned. 56FR66457 00059. 92/03/11. Docketing & Serv¬ 
ices Branch. 3pp. 60961:032-60961:034. 

9203190092 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.Endorses comments submitted by Commonwealth of PA.NRC 
must recognize state & local govts right to protect health & safety of citizens. 

FULLER,E. Affiliation Not Assigned. 56FR66457 00060. 92/03/13. Docketing & Serv¬ 
ices Branch. Ip. 60959:305-60959:309. 

9203190118 Comment on proposed rule re compatibility of agreement states w/NRC 
regulatory programs.NRC should set min std for safety & health.Endorses comments 
submitted by Commonwealth of PA. 

ELDER,J.H. Concerned Citizens for SNEC Safety. 56FR66457 00061. 92/03/14. 
Docketing & Services Branch. Ip. 60959:337-60959:341. 

9203190122 Comment opposing proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

KEPPEL.D. Affiliation Not Assigned. 56FR66457 00057. 92/03/10. CARR.K. Commis¬ 
sioners (Post 750119). Ip. 60959:342-60959:342. 

9203190123 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

FUDALA.J.F. Affiliation Not Assigned. 56FR66457 00056. 92/03/10. Office of the 
Secretary of the Commission. 2pp. 60959:343-60959:344. 

9203190133 Comments & recommendations for proposed rule 10CFR51 re environ 
review for renewal of OLs & draft GEIS.NUREG-1437 & related documents. 
KVALSETH.A. Minnesota, State of. 56FR47016 00054. 92/03/13. CHILK.S.J. Office 
of the Secretary of the Commission. 92pp. 60960:141-60960:233. 

9203190196 Ack receipt of 920124 Itr responding to NRC comments & recommenda¬ 
tions following 1991 review of div radiation control program. 

KAMMERER.C. Office of State Programs (Post 911117). 92/03/16. REHEIS.H. Geor¬ 
gia, State of. Ip. 60960:018-60960:018. 

9203190198 Forwards notice of 920312 meeting w/State of CT in Rockville,MD to dis¬ 
cuss State of CT low level radwaste plan & program.Attendees listed. 

ULECK.R.B. Low-Level Waste Management Branch (Post 901230). 92/01/11. 
BANERJEE.M. Region 1 (Post 820201). FONNER.R. Office of the General Counsel 
(Post 860701). STABLEIN.K. Ofc of the Executive Director for Operations. 3pp. 
61062:282-61062:284. 

9203200058 Notice of Regional State Liaison Officer meeting on 920219 & 20 in Glen 
Ellyn,IL re emergency preparedness.low level waste disposal & storage,radioactivity in 
environ & state agreements. 

COMBS,F.C. Office of State Programs (Post 911117). 92/02/03. Ip. 60991:153- 
60991:153. 

9203200189 Notice of final MOU between NRC & State of Michigan.MOU provides 
basis for mutually agreeable procedures whereby Michigan police dept may utilize 
NRC emergency response data sys to receive data during emergency at plant. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. ROBINSON,M.D. Michi¬ 
gan, State of. 91/12/17.11pp. 60991:090-60991:100. 

9203200194 Forwards updated list of all state governors & lieutenant governors for 
1992. 

KAMMERER.C. Office of State Programs (Post 911117). 92/02/18. Office of State 
Programs (Post 911117). 14pp. 60990:347-60990:360. 

9203200381 Forwards proposed rules re nuclear generating plant decommissioning. 
CHILTON,R. New Jersey, State of. 92/03/06. NASH.D. Office of Nuclear Reactor 
Regulation, Director (Post 870411). DELANY.F. Public Service Electric & Gas Co. of 
New Jersey. HARLACHER.M.I. Atlantic City Electric Co. 7pp. 60997:352-60997:358. 


9203230007 Confirms recent conversation between Volpe & R Woodruff re review of 
Kentucky radiation control program for agreement matls. Review scheduled for 
920413-17. 

EBNETER.S.D. Region 2 (Post 820201). 92/03/13. COWHERD,H.J. Kentucky, Com¬ 
monwealth of. 2pp. 60984:008-60984:009. 

9203230037 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

LATENSER.J.E. Gibraltar Financial Services. LATENSER.J.E. Affiliation Not Assigned. 
56FR66457 00069. 92/03/09. NRC - No Detailed Affiliation Given. Ip. 60984:070- 
60984:070. 

9203230046 Comment on proposed rules re compatability of agreement states w/NRC 
regulatory programs.US would be better served w/one central agency & set of stds 
for use & licensing of byproduct matls. 

HOPKINS,S.M. SAM-SON Inspection & Technical Services, Inc. 56FR66457 00070. 
92/03/13. Docketing & Services Branch. 2pp. 60984:089-60984:090. 

9203230052 Comment on proposed rules re compatability of agreement states w/NRC 
regulatory programs.Uniform approach necessary but states should not be compelled 
to follow federal regulations. 

KUHNS,E. Affiliation Not Assigned. 56FR66457 00071. 92/03/14. NRC - No Detailed 
Affiliation Given. Ip. 60984:093-60984:093. 

9203230058 Comment on proposed rules re compatability of agreement states w/NRC 
regulatory programs.State urges adoption of end regulatory compatibility recommen¬ 
dations to prevent subjective judgements. 

GLEASON,E.J. New York, State of. 56FR66457 00072. 92/03/16. CHILK.S.J. Office 
of the Secretary of the Commission. 23pp. 60984:095-60984:117. 

9203230079 Comment on proposed rule 10CFR51 re generic environ impact 
statement.Comments on level of review needed on four topics, including 
need .alternatives, EM F & amounts of spent fuel. 

SPRENGER.A. Wisconsin, State of. 56FR47016 00075. 92/03/16. Docketing & Serv¬ 
ices Branch. 6pp. 60984:147-60984:152. 

9203230126 Comment on proposed rule 10CFR51 re environ review of applications for 
renewal of nuclear power plant operating licenses.including specific comments on pro¬ 
posed rule & generic environ impact statement. 

SEDANO.R.P. Vermont, State of. 56FR47016 00079. 92/03/16. CHILK.S.J. Office of 
the Secretary of the Commission. 110pp. 60985:093-60985:203. 

9203230138 Comment opposing proposed rule 10CFR51 re generic environ review for 
renewal of OL. 

CEBULLA.C.M. Massachusetts, Commonwealth of. 56FR47016 00085. 92/03/18. 
NRC - No Detailed Affiliation Given. 2pp. 60984:334-60984:335. 

9203230148 Comments on proposed rule 10CFR51 re generic environ impact statement 
for license renewal of nuclear power plants. Generic approach to review of facility for 
relicensing is neither appropriate nor acceptable. 

SMITH.S. Massachusetts, Commonwealth of. 56FR47016 00083. 92/03/12. 
CLEARY,D. NRC - No Detailed Affiliation Given. Ip. 60985:001-60985:001. 

9203230151 Responds to 920214 Itr to Chairman Selin supporting publication of pro¬ 
posed uniform data base & manifest rulemaking & complementing W Lahs for efforts 
on rulemaking & other low level waste mat tasks. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/03/05. 
DORNSIFE.W.P. Pennsylvania, Commonwealth of. 2pp. 61069:333-61069:334. 

9203230205 Informs that state of ME has reviewed util Proposed Change 167 raising 
RHR sys pressure limit from 600 psig to 660 psig & has no objections. 

DOSTIE.P.J. Maine, State of. 92/03/18. Document Control Branch (Document Control 
Desk), ip. 61077:134-61077:134. 

9203230270 Suppl to 920305 NPDES noncompliance notification:approx 7.5 cubic feet 
of soil & gravel removed from discharge area & placed in 55 gallon drums.Drums dis¬ 
posed of as hazardous waste at licensed disposal facility. 

THOMSON, F.X. Public Sen/ice Electric & Gas Co. of New Jersey. NLR-E92086. 92/ 
03/19. REDDY,B.S. New Jersey, State of. 4pp. 61082:340-61082:343. 

9203230331 Responds to request for position re readiness to restart facility.OK Dept of 
Wildlife Conservation objects to restart of facility unless facility & NRC together make 
listed commitments. 

CANTRELL.B.H. Oklahoma, State of. 92/03/12. CHILK.S.J. Office of the Secretary of 
the Commission. 5pp. 61077:080-61077:084. 

9203230387 Forwards Chemetron Corp Itr dtd 920205,responding to comments entitled, 
“Remediation Plan for Harvard & Bert Ave Sites,Aug 1991.” W/o end. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
18. JONES,K. Ohio, State of. Ip. 61091:257-61091:258. 

9203240196 Forwards Chemetron Corp Itr dtd 920205,responding to comments on li¬ 
censee document entitled, “Remediation Plan for Harvard & Bert Ave Sites,920816.” 
W/o end. 

HUFFERT.A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
18. OWEN.R.E. Ohio, State of. Ip. 

9203240267 Forwards State of NV comments on 920317 & 18 technical exchanges on 
NRC thermal loads STP & air & vapor movement. 

JOHNSON.C.A. Nevada, State of. 92/03/20. LEE.M. Division of High-Level Waste 
Management (Post 870413). 5pp. 61120:267-61120:271. 

9203240289 Forwards notice of consideration of issuance of amend to License DPR- 
7.Amend entirely administrative in nature.W/o end. 

BELL, LG. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/19. BAILEY,E.D. California, State of. Ip. 61093:339-61093:339. 

9203250019 Comment supporting proposed rules re compatibility of agreement states 
w/NRC regulatory programs. 

CULLINGTON.L Affiliation Not Assigned. 56FR66457 00078. 92/03/17. Docketing & 
Services Branch. 11pp. 61070:062-61070:106. 

—9203250027 “Rept on Site Selection Process for North Carolina ’Low-Level’ Radwaste 
Disposal Facility." 

FARREN.J.D. Tharrington, Smith & Hargrove. 92/01/28. 32pp. 61070:074-61070:106. 
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9203250034 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulator programs. 

BUDIN.E. Affiliation Not Assigned. 56FR66457 00079. 92/03/18. NRC - No Detailed 
Affiliation Given. Ip. 61077:055-61077:057. 

-9203250110 Comment opposing proposed rules re “Environ Review for Renewal of 
Operating Licenses.” 

BUDIN.E. Affiliation Not Assigned. 56FR66457. 92/03/16. Docketinq & Services 
Branch. Ip. 61077:056-61077:056. 

-9203250046 Forwards comments of Dr E Budin constituting response to Commission 
request for public comments on agreement state compatability issues. 

INGRAM,F. Office of Public Affairs (Post 911117). 92/03/18. JULIAN,E. Docketing & 
Services Branch. Ip. 61077:057-61077:057. 

9203250051 Comment on proposed rule MISC (91-3) re compatability of agreement 
states w/NRC regulatory programs.Opposes NRC actions that would permit agree¬ 
ment state radiation control & protection rules be imposed which differs from NRC 
rules. 

SORENSEN,G.C. Washington Public Power Supply System. 56FR66457 00073. 92/ 
03/13. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 61070:140- 
61070:141. 

9203250054 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

BAKER,B.W. Amersham Corp. 56FR66457 00080. 92/03/18. Office of the Secretary 
of the Commission. 9pp. 61070:142-61070:150. 

9203250055 Notification of contract execution,mod 12,to “Radiation Monitoring Program 
Requirement.” Contractor:Radiological Health Program for State of NH. 

CRAMTON.S.A. Property & Procurement Branch. FIN B-8364-2. NRC-28-83-611. 92/ 
03/20. CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness 
(Post 870411). KOTTAN.J. NRC - No Detailed Affiliation Given. Ip. 61100:101- 
61100:103. 

-9203250062 Mod 12,obligating CY92 funds,to “Radiation Monitoring Program Require¬ 
ment." 

* New Hampshire, State of. TARNER.D. Division of Contracts & Property Management 
(Post 890205). FIN B-8364-2. NRC-28-83-611. 92/03/20. 2pp. 61100:102-61100:103. 

9203250064 Comment on proposed rule MISC (91-3) re compatability of agreement 
states w/NRC regulatory programs.NRC should not stand in way of agreement states 
which pass regulations & stds of more protective nature than federal ones. 
FULLERTON,C. Fulton County Citizens Against Radioactive Dump (CARD). 
56FR66457 00074. 92/03/16. CHILK.S.J. Office of the Secretary of the Commission. 
Ip. 61070:246-61070:246. 

9203250071 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

BAKER,B.W. US Council for Energy Awareness. 56FR66457 00081. 92/03/18. Office 
of the Secretary of the Commission. 8pp. 61070:257-61070:264. 

9203250079 Comment supporting proposed rule re compatibility of agreement states w/ 
NRC regulatory program. 

HARBOUR,D.A. Fuel Cycle Facilities Forum. 56FR66457 00081. 92/03/18. Office of 
the Secretary of the Commission. 4pp. 61070:268-61070:273. 

9203250090 Comment supporting proposed rule re compatibility of agreement states w/ 
NRC regulatory programs. 

HIRSCH.D. Committee to Bridge the Gap. 56FR66457 00083. 92/03/19. Docketing & 
Services Branch. 2pp. 61070:274-61070:275. 

9203250101 Comment supporting proposed rules re compatibility of agreement states 
w/NRC regulatory programs.Believes that relaxaion of NRC compatibility policy could 
hinder implementation of national energy strategy. 

BERUBE.R.P. Energy, Dept. of. 56FR66457 00089. 92/03/19. CHILK.S.J. Office of 
the Secretary of the Commission. 11pp. 61070:281-61070:291. 

9203250104 Comment opposing proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

JUBELIRER.R.C. Pennsylvania, Commonwealth of. 56FR66457 00076. 92/03/17. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 61070:292-61070:293. 

9203250107 Advises that NRC will discuss review of state radiation control program for 
agreement matls w/recipient on 920717. 

HORNOR.J. Region 5 (Post 820201). 92/03/18. GEBBIE.K.M. Washington, State of. 
Ip. 61070:294-61070:294. 

9203250120 Comment supporting proposed rules re compatability of agreement states 
w/NRC regulatory programs. 

SLACK,S.T. ACURI Association, Inc. (Appalachian Compact Users of Radioactive Iso¬ 
topes). 56FR66457 00077. 92/03/19. CHILK.S.J. Office of the Secretary of the Com¬ 
mission. 4pp. 61070:304-61070:307. 

9203250122 Comment on proposed rules re compatability of agreement states w/NRC 
regulatory programs.Believes that federal govt should set min natl standards,leaving 
states free to regulate more stringently. 

KILROY.E.G. Ohio. State of. 56FR66457 00090. 92/03/13. Office of the Secretary of 
the Commission. 3pp. 61070:308-61070:310. 

9203250155 Advises that NRC will discuss results of review of State of AZ radiation 
control program for agreement matls w/recipient on 920612. 

HORNOR.J.W. Region 5 (Post 820201). 92/03/18. PEARSON,R. Arizona, State of. 
ip. 61070:329-61070:329. 

9203250160 Comment on proposed rules re compatability of agreement states w/NRC 
regulatory programs.Maintains that safety mgt & economic efficiency best ensured by 
uniformity in standards & expectations. 

STELLUTO.J.D. NELRAD. 56FR66457 00091. 92/03/17. CHILK.S.J. Office of the 
Secretary of the Commission. 5pp. 61070:330-61070:334. 

9203250165 Comment on proposed rules re compatibility of agreement states w/NRC 
regulatory programs.Believes that proposed uniformity should lean to comprehensive. 
JORGENSEN,J.R. Rochester Gas & Electric Corp. 56FR66457 00094. 92/03/19. 
CHILK.S.J. Office of the Secretary of the Commission. 4pp. 61070:336-61070:339. 


9203250169 Comment opposing proposed rules re compatibility of agreement states w/ 
NRC regulatory programs.Demands that NRC support state regulations & standards 
which are more protective than federal,in areas of public health & safety. 

SCHUT.D. Toledo Coalition for Safe Energy. 56FR66457 00092. 92/03/17. Docketing 
& Services Branch. Ip. 61070:335-61070:335. 

9203250172 Comment on proposed rules re compatibility of agreement states w/NRC 
regulatory programs.Commission needs to involve states in early formulation of issues 
which may impact compatibility. 

VOLPE.J.A. Kentucky, Commonwealth of. 56FR66457 00084. 92/03/19. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 61070:340-61070:341. 

9203250178 Comment on proposed rule MISC (91-3) re compatability of agreement 
states w/NRC regulatory programs.Supports NRC initiative to better define & clarify 
std which agreement state regulatory programs must comply with. 

SWANSON,D.L. Edison Electric Institute. 56FR66457 00087. 92/03/19. CHILK.S.J. 
Office of the Secretary of the Commission. 10pp. 61070:342-61070:351. 

9203250180 Comment supporting proposed rules re compatibility of agreement states 
w/NRC regulatory programs. 

GILCHRIST,J.E. American Mining Congress. 56FR66457 00095. 92/03/19. CHILK.S.J. 
Office of the Secretary of the Commission. 5pp. 61070:354-61070:358. 

9203250185 Comment on proposed rules re compatibility of agreement states w/NRC 
regulatory programs.Believes that uniform & comprehensive natl approach to radiation 
safety matters is very important for listed reasons. 

MCDANIEL,W.M. Amersham Corp. 56FR66457 00093. 92/03/18. Docketing & Serv¬ 
ices Branch. 3pp. 61070:359-61070:361. 

9203250186 Comment on proposed rules re compatibility of agreement states w/NRC 
regulatory programs. 

FRAZEE.T.C. Washington. State of. 56FR66457 00085. 92/03/19. Docketing & Serv¬ 
ices Branch. 2pp. 61070:352-61070:353. 

9203250194 Comment on proposed rule MISC (91-3) re compatability of agreement 
states w/NRC regulatory programs.NRC establishment of compatibility categories is 
appropriate concept.Suggests that NRC initiate rulemaking proceeding. 

BISHOP.R.W. Nuclear Management & Resources Council (NUMARC) (formerly Nucle¬ 
ar Utility Manage. 56FR66457 00088. 92/03/19. CHILK.S.J. Office of the Secretary of 
the Commission. 10pp. 61071:001-61071:010. 

9203250195 Comment on proposed rules re compatibility of agreement states w/NRC 
regulatory programs.Endorses NUMARC comments. 

FERTEL.M.S. US Council for Energy Awareness. 56FR66457 00086. 92/03/19. 
CHILK.S.J. Office of the Secretary of the Commission. 5pp. 61071:011-61071:015. 

9203250205 Comment opposing proposed rules re comapatibility of agreement states 
w/NRC regulatory programs. 

SAUER,R.E. American Ecology Corp. 56FR66457 00097. 92/03/19. Docketing & 
Services Branch. 7pp. 61071:052-61071:058. 

9203250208 Comment opposing proposed rules re compatibility of agreement states w/ 
NRC regulatory programs. 

SCHROEDER.B. Florida Coalition for Safe Energy. 56FR66457 00096. 92/03/17. 
Docketing & Services Branch. Ip. 61071:059-61071:059. 

9203250210 Comment on proposed rule re compatibility of agreement states 
program.Forwards specific responses to NRC questions prepared by Pennsylvania 
DER dtd 920218.Bedford-Fu!ton- Huntingdon Solid Waste Authority strongly supports 
comments. 

CARTER,L.D. Hopewell Township, Aliquippa, PA. 56FR66457 00075. 92/03/17. Dock¬ 
eting & Services Branch. Ip. 61071:060-61071:064. 

9203250212 Comment on proposed rules on compatibility of agreements states w/NRC 
regulatory programs.NRC should maintain uniform natl approach to radiation safety 
matters that is comprehensive in scope. 

KAYE.G.I. Affiliation Not Assigned. 56FR66457 00098. 92/03/19. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 61071:065-61071:066. 

9203250231 Forwards Audit YMP-92-07, “DOE Ofc of Civilian Radwaste Mgt Ofc of QA 
Audit Rept for Limited Scope Audit of Yucca Mountain Site Characterization Project 
Ofc Las Vegas,NV 920204-07." 

HORTON,D.G. Energy, Dept. of. 92/03/06. GERTZ.C.P. Nevada, State of. 2pp. 
61224:147-61224:165. 

9203250240 Provides status of 15 areas requiring corrective action noted during 1991 
emergency exercise conducted 910521-22. State of NE Dept of Agriculture mobiliza¬ 
tion scheduled for demonstration at next FEMA exercise involving state & plant. 
GATES,W.G. Omaha Public Power District. LIC-92-080R. 92/03/19. Document Control 
Branch (Document Control Desk). 5pp. 61104:341-61104:345. 

9203250253 Discusses review of updated submittal for Chapter 6 rev to US Ecologys 
Facility Stds Manual for Hanford Low-Level Waste Disposal Facility,dtd 920219.Lists 
documents included in review. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/20. 
ROBERTSON,G. Washington, State of. 4pp. 61104:356-61104:359. 

9203250254 Forwards comments on ACNW 911202 Itr re NRC capabilities in computer 
modeling & performance assessment of low level waste disposal facilities. NRC con¬ 
curs w/most of ACNW comments. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/13. THE CHAIR¬ 
MAN, ROGERS, CURTISS Commissioners (Post 750119). 8pp. 61107:293-61107:310. 

-9203250257 Forwards State of NE 920123 Itr of appreciation for assistance provided 
to state Low Level Radwaste Program. 

MILLER,V.L. Assistant Director for State Agreements Program. 92/01/31. LOHAUS.P. 
Low-Level Waste Management Branch (Post 901230). Ip. 61107:301-61107:301. 

-9203250260 Trip rept of M Kozak (Sandia Natl Labs) visit to State of NE to support 
performance assessment activities. 

RINGENBERG.J. Nebraska, State of. 92/01/23. MILLER,V. Assistant Director for 
State Agreements Program. 8pp. 61107:302-61107:310. 
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9203250258 Discusses memo for Commissioners which lists various types of land dis¬ 
posal facilities & contains relevent definitions in 10CFR61.Subj memo prepared in re¬ 
sponse to SRM 92-058. 

LpHAUSP.IH. Low-Level Waste Management Branch {Post 901230). 92/03/20. 
MILLER,V.L. Office of State Programs (Post 911117). 2pp. 61106:358-61106:359. 

9203260011 Comment supporting proposed rule 10CFR51 re environ review for renewal 
of OL. 

SCHMIDT.L. New Jersey, State of. 56FR47016 00096. 92/03/16. Docketing & Serv¬ 
ices Branch. 7pp. 61083:021-61083:027. 

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25 
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/ 
low pH value.Values returned to within normal range on 920309. 

ATHERTON,N.G. Duke Power Co. 92/03/19. North Carolina, State of. 2pp. 
61128:029-61128:030. 

9203260142 Advises that NV feels lifting of Site Characterization Analysis Objection 2 re 
Ofc of Civilian Radwaste Mgts lack of acceptable QA program premature. 

LOUX.R.R. Nevada, State of. HLWR. 92/03/04. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 2pp. 61224:198-61224:199. 

9203260192 NPDES noncompliance notificatiomon 920304,sanitary treatment sys sand 
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc¬ 
ess of evaluating some form of shading to control algae growth. 

ATHERTON,N.G. Duke Power Co. 92/03/17. GLEASON,R. North Carolina, State of. 
5pp. 61129:229-61129:233. 

9203270101 Informs that NRC approved proposal to enter into agreement to discontin¬ 
ue & State of Maine will assume certain Commission regulatory authority over 
byproductsource & SNM on 920401. 

SELIN,I. Commissioners (Post 750119). 92/03/16. MCKERNAN.J.R. Maine, State of. 
5pp. 61109:332-61109:336. 

9203270141 Ack receipt of author & Hokel 920106 responses to NRC findings of 1991 
followup review of State of IA radiation control program for agreement 
matls.Apologizes for erroneous statement made in NRC Itr re fee structure. 
KAMMERER.C. Office of State Programs (Post 911117). 92/03/25. ATCHISON,C.G. 
Iowa, State of. Ip. 

9203270169 Suppl to 920305 NPDES noncompliance notification re discharge of oil 
contaminated water at laydown yard.Approx 135 cubic ft of soil & gravel removed 
from discharge area & placed into drums.No lab data collected for discharge. 
THOMSON,F.X. Public Service Electric & Gas Co. of New Jersey. NLR-92085. 92/03/ 
19. JENNUS.D.C. New Jersey, State of. 4pp. 61166:081-61166:084. 

9203270187 Forwards final MOU for State of OH standardized format for emergency 
response data sys,for signature. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/03/03. 
ALEXANDER,R.C. Ohio. State of. 10pp. 61108:240-61108:250. 

9203300067 Comment supporting proposed rules re compatibility of agreement states 
w/NRC regulatory programs.Requests 60 days extension. 

MALONEY,C.B. New York, State of. 56FR66457 00101. 92/03/18. SELIN.I. Commis¬ 
sioners (Post 750119). 7pp. 61110:292-61110:298. 

9203300087 Comment opposing proposed rules re compatibility of agreement states w/ 
NRC regulatory programs. 

BUDIN.E. Affiliation Not Assigned. 56FR66457 00102. 92/03/18. BUDIN.E. NRC - No 
Detailed Affiliation Given. Ip. 61110:348-61110:348. 

9203300112 Comments on proposed rules re compatibility of agreement states w/NRC 
regulatory programs.Exemption mechanism should be developed & made available to 
agreement states 

FREY.S.R. ICN Biomedicals, Inc. (formerly KOR, Inc.). 56FR66457 00100. 92/03/12. 
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 61111:057-61111:059. 

9203300176 Forwards Issuance of Corrective Action Requests YM-92-025 & YM-92-026 
resulting from Yucca Mountain QA Div Audit YMP-92-11 of Raytheon Svcs NV. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/20. BULLOCK,R.L. Nevada, State of. 
9pp. 61225:009-61225:017. 

9203300185 Comment opposing proposed rules re compatibility of agreement states w/ 
NRC regulatory programs. 

BARNES.K.A Affiliation Not Assigned. 56FR66457 00099. 92/03/08. NRC - No De¬ 
tailed Affiliation Given. Ip. 61111:151-61111:152. 

-9203300194 Forwards correspondence of K Barnes,PB Novak & KJ Novak constituting 
response to Commission request for public comments on agreement state compatibil¬ 
ity issues. 

INGRAM,F. Office of Public Affairs (Post 911117). 92/03/24. JULIAN.E. Docketing & 
Services Branch. Ip. 61111 : 1 52-61111:152. 

9203300202 Informs that listed open habitation sites appear to be most promising for 
portion of research project to assess long- term weathering rates of sandstones in¬ 
volving quantitative assessment of rock durability,per 920317 conversation. 

JOHNSON,T.L. Uranium Recovery Branch (Post 901230). 92/03/25. DABNEY,W. 
Utah. State of. 2pp. 61172:358-61172:359. 

9203300277 Advises that State of IL program for regulating Agreement State matls ade¬ 
quate to protect public health & safety & compatable w/NRC regulatory prog ram, per 
920121 discussions. Application of guidelines re radiation control program encl 
KAMMERER.C. Office of State Programs (Post 911117). 92/03/26. ORTCIGER.T.W. 
Illinois, State of. 11pp. 61174:033-61174:043. 

9203310131 NPDES noncompliance notification:on 920227,discharge of two gallons of 
Number 2 fuel oil from gas turbine to ground occurred.Personnel applied absorbent to 
affected area to collect matl.Remediation plan being developed. 

VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. NLR-E92080. 92/03/ 
24. 10pp. 61205:182-61205:191. 

9203310255 NPDES noncompliance notification:on 920206,rain water pumped from eie- 
trical manhole into storm water runoff drain due to inadequate procedural 
guidance.Blue drains to be labelled, indicating use for storm water runoff only by 
920801. 

DOERING,J. Philadelphia Electric Co. 92/03/25. BAUER,R. Pennsylvania, Common¬ 
wealth of. 3pp. 61216:356-61216:358. 
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9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re 
alternate plugging criteria.Nonproprietary WCAP-12872,Rev 2 & proprietary WCAP- 
12871,Rev 2, “JM Farley ...Plugging Criteria..." encl.WCAP-12871 ,Rev 2 withheld. 
HAIRSTON.W.G. Alabama Power Co. 91/02/26. Document Control Branch (Docu¬ 
ment Control Desk). 3pp. 61072:001-61073:092. 

9203020018 Forwards proprietary GE-NE-187-37-0991, “Shroud Support Access Hole 
Cover SER for Dresden & Quad-Cities.” SER withheld. 

SCHRAGE.J.L Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313. 

9203020195 Forwards Rev 1 to WCAP-13170, “Safety Assessment for Indian Point Unit 
3 Fuel Assemblies W/ZIRLO Clad Fuel Rods.” 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
IPN-92-012. 92/02/26. Document Control Branch (Document Control Desk). 3pp. 
60791:196-60791:287. 

9203020205 Notification of 920225 meeting w/Westinghouse in Rockville,MD re Wes¬ 
tinghouse response to staff issues & concerns regarding need for high-pressure,full- 
height integral test facility. 

HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/24. 
MURLEY.T., MIRAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 
60755:142-60755:144. 

9203020213 Summary of 920212 meeting w/util in Rockville, MD re distribution of Wes- 
tinghouse proprietary info in support of NRC confirmatory test facility. 
HASSELBERG.F.W. Standardization Project Directorate (Post 901216). 92/02/26. 
Standardization Project Directorate (Post 901216). 5pp. 60755:227-60755:231. 

9203030006 Informs that licensee 920214 submittal documenting previously described 
informal submittals re TR CPC-2A rev 12 acceptable,per 10CFR50 App B. 

MILLER.H.J. Region 3 (Post 820201). 92/02/27. HOFFMAN,D.P. Consumers Power 
Co. 2pp. 60753:034-60753:035. 

9203030133 Forwards Rev 1 to TR-084, “Oyster Creek Cycle 13R Outage IGSCC Ac¬ 
tivities” & GE Design Rept GE-NE-523-41 -0691, “Full Structural Weld Overlay Design 
for Oyster Creek Shutdown Cooling & Core Spray Sys,” in ref to IGSCC insps & re¬ 
pairs. 

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. C321-91-2002. 92/02/ 
26. Document Control Branch (Document Control Desk). 3pp. 60802:026-60802:086. 

—9203030150 GE-NE-523-41-0691 “Full Structural Weld Overlay Design for Oyster 
Creek Shutdown Cooling & Core Spray Sys." 

BRANLUND.B.J., MEHTA,H.S., RANGANATH.S. General Electric Co. 91 /06/30. 44pp. 
60802:043-60802:086. 

9203030235 Forwards draft Rev 0 to “Advanced BWR SSAR Main Steam, Feedwater & 
SRVDL Piping Sys Design Criteria & Analysis Methods” & draft Rev 0 to “Advanced 
BWR Feedwater Loop A Piping & Equipment Loads,” per GE/NRC 911209-10 meet¬ 
ing. 

MARRIOTT,P.W. General Electric Co. MFN 043-92. 92/02/24. PIERSON,R.C. Office 
of Nuclear Reactor Regulation, Director (Post 870411). Ip. 60782:304-60783:029. 

-9203030246 Draft Rev 0 to "Advanced BWR SSAR Main Steam,Feedwater & SRVDL 
Piping Sys Design Criteria & Analysis Methods.” 

HERZOG,M., PATEL,R.D. General Electric Co. 92/02/29. 34pp. 60782:305- 

60782:338. 

-9203030253 Draft Rev 0 to "Advanced BWR Feedwater Loop A Piping & Equipment 
Loads.” 

HERZOG,M., PATEL,R.D. General Electric Co. 92/02/29. 52pp. 60782:339- 

60783:029. 

9203030293 Forwards proprietary responses to NRC request for addl info related to 
AP600 containment analysis. Responses withheld (ref 10CFR9.17(a)(4) & 

10CFR2.790(b)(1)). 

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-92-3665. 92/02/24. 

HASSELBERG.F. Document Control Branch (Document Control Desk). 2pp. 
60854:336-60854:347. 

—9203030299 Advises that responses to NRC request for addl info related to AP600 
containment analysis proprietary info & should be withheld from public disclosure per 
10CFR2.790. 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-92-275. 92/02/24. HASSELBERG.F. 
Document Control Branch (Document Control Desk). 10pp. 60854:338-60854:347. 

9203030294 Requests that JR McBride at listed address be removed from distribution 
list for NRC info notices. 

JONES,W.G. Bechtel Corp. 92/02/26. Office of Nuclear Reactor Regulation, Director 
(Post 870411). ip. 60801:300-60801:300. 

9203030405 Requests withholding of info in EPRI rept NP-6560-L, “Human Reliability 
Analysis Approach Using Measurements for Individual Plant Exam,” per 10CFR2.790. 
AULUCK.R. Project Directorate 11-2. 92/02/26. MACCOUN.J.W. Electric Power Re¬ 
search Institute. 3pp. 60774:314-60774:316. 

9203030415 Forwards Rev 000 to MCEI-0400-20, "McGuire Unit 2,Cycle 8 Core Operat¬ 
ing Limits Rept” 

CANADY.K.S. Duke Power Co. 92/02/21. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 60811:252-60812:194. 

-9203030418 MCEI-0400-20 R000 Rev 000 to MCEI-0400-20, “McGuire Unit 2,Cycle 8 
Core Operating Limits Rept.” 

BENNETT,J.D. Duke Power Co. 92/02/29. 303pp. 60811:254-60812:194. 

9203030423 Forwards nonproprietary WCAP-13217 & proprietary WCAP-13210, “Eval¬ 
uation of Thermal Stratification for Comanche Peak,Unit 2,Pressurizer Surge Line,” in 
accordance w/NRC Bulletin 88-011.Proprietary rept withheld (ref 10CFR2.790). 
CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). IEB-88-011. 92/02/24. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 60856:303-60857*147 
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-9203030427 Requests that WCAP-13210, “Evaluation of Thermal Stratification for Co¬ 
manche Peak,Unit 2,Pressurizer Surge Line,” be withheld from public disclosure per 
10CFR2.790. 

DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-92-271. 92/02/14. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 11pp. 60856:306-60856:316. 

-9203030429 WCAP-13217 Nonproprietary “Evaluation of Thermal Stratification for Co¬ 
manche Peak,Unit 2,Pressurizer Surge Line.” 

VORA,V.V., WITT.F.J., PATEL,R.B. Westinghouse Electric Corp. TXX-92077. 92/02/ 
29. 97pp. 60856:317-60857:147. 

9203030451 Partial response to FOIA request for documents.Forwards app E docu¬ 
ments which are being made available in PDR.App F documents partially withheld & 
App G documents being withheld in entirety (ref FOIA Exemptions 4 & 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/19. WILLIAMS,O.G. JRA Associates. 9pp. 60810:198-60811:138. 

-8910160184 Forwards SER re NRC review of generic program developed by Westin- 
house to resolve Item C.2 of NRC Bulletin 88-002, ‘‘Rapidly Propagating Fatigue 
Cracks in Steam Generator Tubes." Approach will guard against future failures. 
RICHARDSON,J.E. Division of Engineering & Systems Technology (870411-890826). 
IEB-88-002. 89/10/02. JOHNSON.W.J. Westinghouse Electric Corp. 32pp. 60811:100- 
60811:131. 

9203040104 Forwards nonproprietary Rev 1 to WCAP-12375 & proprietary Rev 1 to 
WCAP-12374, “EAGLE-21 Microprocessor-Based Process Protection Sys.” Rept pro¬ 
vided to assist in review of design change from Foxboro Process Control Sys.Rept 
withheld. 

GARRITY.J.H. Tennessee Valley Authority. TAC M81063. 92/02/26. Document Con¬ 
trol Branch (Document Control Desk). 2pp. 60876:169-60876:275. 

-9203040108 Requests that Rev 1 to WCAP-12374, “EAGLE-21 Microprocessor-Based 
Process Protection Sys,” be withheld from public disclosure per 10CFR2.790(b)(4). 
DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-92-251. 92/01/13. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 13pp. 60876:171-60876:183. 

-9203040111 WCAP-12375 R01 Nonproprietary Rev 1 to “EAGLE-21 Microprocessor- 
Based Process Protection Sys." 

MORRIS,P.J., ERIN.L.E. Westinghouse Electric Corp. 91/12/31. 100pp. 60876:184- 
60876:275. 

9203040141 Forwards nonproprietary Rev 2 to WCAP-12614 & proprietary Rev 2 to 
WCAP-12613, “RTD Bypass Elimination Licensing Rept,” Table 2.1-1 .Rept withheld. 
WOODARD,J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch 
(Document Control Desk). Ip. 60851:030-60851:033. 

-9203040151 Advises that Table 2.1-1 of Rev 2 to WCAP-12613, “RTD Bypass Elimina¬ 
tion Licensing Rept for JM Farley Nuclear Plant,Units 1 & 2,” can be released to 
public. Identifies proprietary info of subj rept. 

DIPIAZZA,R.P. Westinghouse Electric Corp. 92/02/22. SIEMIEN.M.P. Office of the 
General Counsel (Post 860701). Ip. 60851:031-60851:031. 

-9203040155 WCAP-12614 R02 Nonproprietary Rev 2 to “RTD Bypass Elimination for 
Licensing Rept for JM Farley Nuclear Plant,Units 1 & 2,” Table 2.1-1 (Replacement 
Page 15). 

* Westinghouse Electric Corp. 92/02/28. 2pp. 60851:032-60851:033. 

9203050094 Forwards proprietary Suppl 1-P to Topical Rept CENPD-382-P, “Methodol¬ 
ogy for Core Designs Containing Erbium Burnable Absorbers" for review & accept¬ 
ance for referencing in licensing actions.Rept withheld (ref 10CFR2.790). 

TOELLE.S.A. Combustion Engineering, Inc. TOELLE.S.A. ASEA Brown Boveri, Inc. 
LD-92-032. 92/02/25. Document Control Branch (Document Control Desk). 7pp. 
60827:001-60827:007. 

9203050188 Forwards SE of topical rept OPPD-NA-8301 ,rev 4, “Reload Core Analysis 
Methodology Overview." Proposed changes acceptable. 

WIGGINTON.D.L. Project Directorate IV-1. TAC M80437. 92/03/02. GATES,G. 
Omaha Public Power District. 3pp. 60808:113-60808:118. 

-9203050203 Safety evaluation of topical rept OPPD-NA-8301,rev 4, “Reload Core 
Analysis Methodology Overview.” Proposed changes acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-88-16. 92/03/02. 
3pp. 60808:116-60808:118. 

9203050194 Forwards rev 3 to topical rept OPPD-NA-8303, "Reload Core Analysis 
Methodology Transient & Accident Methods & Verification.” NRC finds changes ac¬ 
ceptable. 

WIGGINTON.D.L. Project Directorate IV-1. TAC M80436. 92/03/02. GATES,W.G. 
Omaha Public Power District. 3pp. 60811:153-60811:158. 

-9203050197 Safety evaluation denying use of CENTS computer code for transient 
analyses & approving rev 3 of OPPD-NA-8303. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp. 
60811:156-60811:158. 

9203060053 Requests exemption from full cost recovery of Westinghouse Owners 
Group topical rept review costs & return to providing fixed fee ceiling for review of 
topical repts. 

WALSH, L.A. Westinghouse Operating Plants Owners Group. OG-92-13. 92/02/27. 
DANDOIS.D.B. License Fee & Debt Collection Branch (Post 890827). 2pp. 60867:016- 
60867:017. 

9203060168 Forwards info in response to 920203 request for info for SCDAP/RELAP 
code mods.W/13 oversize drawings. Info, including drawings withheld (ref 

10CFR9.17(a)(4)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3670. 92/02/28. MURLEY.T. 
Document Control Branch (Document Control Desk). 2pp. 60912:320-60912:331. 

-9203060172 Requests that info submitted in response to 920203 request for info for 
SCDAP/RELAP code mods be withheld (ref 10CFR 2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. AW-920279. 92/02/28. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 10pp. 60912:322-60912:331. 

9203090156 Forwards SE re topical rept WCAP-12996, “Augmentation Factor Elimina¬ 
tion for Westinghouse Fuel in Fort Calhoun.” Rept acceptable. 

WIGGINTON.D.L. Project Directorate IV-1. TAC M81272. 92/03/04. GATES,W.G. 
Omaha Public Power District. 3pp. 60839:234-60839:238. 


—9203090162 Safety evaluation accepting topical rept WCAP-12996, “Augmentation 
Factor Elimination for Westinghouse Fuel in Fort Calhoun.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 2pp. 
60839:237-60839:238. 

9203090346 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, changing 
TS re LOCA linear heat rate limit. "MK-B9 Spectrum LOCA LHR Limit Analyses for 
177-Fuel Assembly Lowered Loop Plants” encI.Rept withheld. 

HAMPTON,J.W. Duke Power Co. 92/03/03. Document Control Branch (Document 
Control Desk). 3pp. 60882:212-60882:224. 

9203090392 Responds to NRC inquiries re specific ATWS analyses. Initial analyses pro¬ 
vided to NRC in Topical Repts BAW-10099 & BAW-1610.Generic analyses used auxil¬ 
iary feedwater flow rate of 780 gpm per pump. 

FISICARO.J.J. Entergy Operations, Inc. 1CAN039201. 92/03/03. Document Control 
Branch (Document Control Desk). 3pp. 60882:347-60882:349. 

9203110185 Forwards SE accepting topical rept WCAP-12977, “Westinghouse Reload 
Fuel Mechanical Design Evaluation for Fort Calhoun Station Unit I.” 

WIGGINTON.D.L. Project Directorate IV-1. TAC M80435. 92/03/04. GATES,W.G. 
Omaha Public Power District. 3pp. 60875:193-60875:198. 

-9203110192 Safety evaluation accepting Westinghouse fuel mechanical design for fa¬ 
cility in stated topical rept. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp. 
60875:196-60875:198. 

9203110319 Forwards GE proprietary rept NEDC-31753P, “BWROG In-Service Relief 
Tech Spec Rev Licensing Topical Rept,” dtd Feb 1990. Rept withheld.W/o end. 
BINZ.R.D. BWR Owners Group. BWROC-92023. 92/03/05. RAZZAQUE.M. Reactor 
Systems Branch. 1 p. 60897:276-60897:276. 

9203110371 Forwards response to request for addl info re Topical Rept WPPSS FTS- 
129, “BWR Transient Analysis Model,” per 910813 telcon. 

SORENSEN,G.C. Washington Public Power Supply System. TAC M77048. 92/03/05. 
Document Control Branch (Document Control Desk). 86pp. 60898:001 -60898:086. 

9203110381 Forwards rept entitled, “Approach to Analysis of Operator Actions in PRA” 
& EPRI NP-7183-SL, “SHARP1 - Revised Systematic Human Action Reliability Proce¬ 
dure." EPRl NP-7183-SL withheld (ref 10CFR2.790(a)(4)). 

BOCKHOLD.G. Electric Power Research Institute. 92/03/02. WILSON,J. NRC - No 
Detailed Affiliation Given. Ip. 60946:219-60947:009. 

-9203110389 Requests that Interim Rept EPRI NP-7183-SL, “SHARP1 - Revised Sys¬ 
tematic Human Action Reliability Procedure” be withheld (ref 10CFR2.790(a)(4)). 
MACCOUN.J.W. Electric Power Research Institute. 92/02/24. WILSON,J. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 60946:220-60946:222. 

-9203110395 “Approach to Analysis of Operator Actions in PRA." 

PARRY,G.W. Halliburton Co. SPURGIN.A.J. Accident Prevention Group. BEARE.A. 
General Physics Corp. 91/11/30.100pp. 60946:223-60947:009. 

9203120218 Notification of 920319 meeting w/Westinghouse in Rockville, MD to dis¬ 
cuss owners group activities. 

PERCH,R. Division of Systems Technology (Post 890827). 92/03/05. THADANI.A. Di¬ 
vision of Systems Technology (Post 890827). 5pp. 60895:032-60895:036. 

9203130199 Undated Itr forwarding overheads to be presented at NRC 920311 Com¬ 
missioners meeting re Westinghouse AP600 test & analyses program. 

LIPARULO,N.J. Westinghouse Electric Corp. ET-NSRA-RNLC-08. 92/03/13. Docu¬ 
ment Control Branch (Document Control Desk). 15pp. 60919:253-60919:267. 

9203160168 Forwards BWROG assessment of 910813 event at Nine Mile Point Unit 
2,in ref to NEDO-31558, “Position on NRC Reg Guide 1.97,Rev 3,Requirements for 
Post-Accident Neutron Monitoring Sys," Mar 1988,per issuance of Generic Ltr 82-33. 
BINZ.R.D. BWR Owners Group. GL-82-33. 92/03/03. THADANI.A.C. Division of Sys¬ 
tems Technology (Post 890827). 5pp. 60968:229-60968:233. 

9203160176 Forwards affidavit supporting proprietary classification of B&W Document 
86-1202153-00, “MK-B9 Spectrum LOCA LHR Limit Analyses for 177-Fuel Assembly 
Lowered Loop Plants.” Document should be withheld (ref 10CFR2.790). 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/92-52. 92/03/10. Document Control Branch 
(Document Control Desk). 7pp. 60968:222-60968:228. 

9203160184 Informs that substantive progress being made,in ref to 920115 Itr providing 
statement describing criteria & mgt implementation procedures for evaluation & report¬ 
ing of loss of criticality safety controls,NRC Bulletin 91-001. 

KOGA.R.H. Westinghouse Electric Corp. IEB-91-001. 92/03/06. Document Control 
Branch (Document Control Desk). Ip. 60968:221-60968:221. 

9203170090 Forwards “Proposed Cooperative NRC/Westinghouse AP600 Integral Sys 
Testing Program." Proposed program withheld (ref 10CFR9.17(a)(4)). 

CASO.C.L. Westinghouse Electric Corp. NATD-CLC-92-65. 92/03/09. MURLEY.T. 
Document Control Branch (Document Control Desk). Ip. 60985:267-60985:276. 

—9203170102 Requests that “Proposed Cooperative NRC/Westinghouse AP600 Inte¬ 
gral Sys Testing Program" be withheld (ref 10CFR2.790). 

LIPARULO.N.J. Westinghouse Electric Corp. AW-92-283. 92/03/09. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 9pp. 60985:268-60985:276. 

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear 
Plant.Forwards App A documents which are being made available in PDR. 

PHILIPS,J.D. Division of Freedom of Information & Publications Services (Post 
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292. 

—9203270024 Forwards GE 720510 Itr furnishing summarized conclusions & recommen¬ 
dations re results of insps of safety valves removed from plant, 

SKOVHOLT.D.J. Atomic Energy Commission (Pre 750119). 72/05/19. SIESS.C.P. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:160-61215:161. 

9203180371 Responds to 911213 request to withhold Westinghouse rept, “EAGLE-21 
Micro-Processor Based Process Protection Sys.” WCAP-12374 dtd Sept 1989 from 
public disclosure.Proprietary version submitted will be withheld per 10CFR2.790(b)(5). 
HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60997:304-60997:309. 
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9203180384 Informs that Westinghouse rept, “Equipment Qualification Test 
Rept,EAGLE 21 Process Protection Sys (Environ & Seismic Testing),” WCAP- 
8687,Suppi 2,E69A,E69B & E69C will be withheld from public disclosure per 
10CFR2.790(b)(5). 

HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:001-60962:006. 

9203180388 Informs that Westinghouse rept, “Noise,Fault,Surge & Radio Frequency In¬ 
terference Test Rept for EAGLE 21 Process Protection Sys Upgrade,” WCAP-11733 
will be withheld from public disclosure per 10CFR2.790(b)(5),as requested. 

HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60962:007-60962:012. 

9203180408 Informs that Westinghouse rept, “W Revised Thermal Design Procedure In¬ 
strument Uncertainty Methodology for Comm Ed Zion units 1 & 2 Nuclear Power Sta¬ 
tion,” WCAP-12801 will be withheld from public disclosure per 10CFR2.790(b)(5). 
HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:352-60961:357. 

9203180413 Informs that Westinghouse rept, “Zion NSSS Setpoint 
Evaluation,Protection Sys Channels,EAGLE-21 Version," dtd Nov 1991 will be with¬ 
held from public disclosure per 10CFR2.790(b)(5),as requested in util 911127 Itr. 
HICKMAN,J.B. Project Directorate 111-2. 92/03/12. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 6pp. 60961:346-60961:351. 

9203180464 Forwards nonproprietary response to SECY-92-030. 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3673. 92/03/06. TAYLOR,J. 
Document Control Branch (Document Control Desk). 35pp. 60964:141-60964:175. 

9203190027 Forwards GE Rept NEDO-32047, “ATWS Rule Issues Relative to BWR 
Core Thermal-Hydraulic Stability” for review.NRC approval not requested since no 
change to requirements of 10CFR50.62 being made. 

BINZ.R.D. BWR Owners Group. BWROG-92004. 92/02/24. THADANI.A.C. Division of 
Systems Technology (Post 890827). 2pp. 60993:262-60993:337. 

—9203190029 NEDO-32047 “ATWS Rule Issues Relative to BWR Core Thermal-Hydrau¬ 
lic Stability." 

* General Electric Co. 92/02/29. 74pp. 60993:264-60993:337. 

9203190031 Forwards Rev 7 to CENPD-210, “QA Program Topical Rept" & marked-up 
copy of Rev 6 to CENPD-210A, “QA Program Topical Rept.” 

BRINKMAN,C.B. Combustion Engineering, Inc. BRINKMAN.C.B. ASEA Brown Boveri, 
Inc. LD-92-031. 92/03/12. ZECH.G.G. Performance & Quality Evaluation Branch (Post 
890101). ip. 60993:159-60993:247. 

-9203190033 CENPD-210 R07 “QA Program Topical Rept." 

* Combustion Engineering, Inc. LD-92-031. 92/03/12. 43pp. 60993:160-60993:202. 

-9203190036 CENPD-210A R06 Marked-up copy of “QA Program Topical Rept.” 

* Combustion Engineering, Inc. LD-92-031. 92/03/12. 45pp. 60993:203-60993:247. 

9203190297 Informs that CE-CES-129,rev 1-P, “Methodology Manual - Physics Biases 
& Uncertainties," will be withheld from public disclosure (ref 10CFR2.790),per 920212 
request 

WIGGINTON.D.L. Project Directorate SV-1. 92/03/13. GATES,G. Omaha Public Power 
District 5pp. 60971:208-60971:212. 

9203190328 Informs that Westinghouse rept WCAP-13194, “NRC Presentation & Wes¬ 
tinghouse ECCS Evaluation Model for Analysis of CE NSSS & Results of Large & 
Small Break lOCA Analysis...” will be withheld from public disclosure,per 
10CFR2 790 

WIGGINTON.D.L Project Directorate IV-1. 92/03/13. GATES,W.G. Omaha Public 
Power District 4pp. 60971:213-60971:216. 

9203190373 Informs that GE NEDC-31982P, “Fermi 2 SAFER/GESTR-LOCA" & portion 
of Licensing Rept 91-150, “Power Uprate Safety Analyses for Fermi 2” will be with¬ 
held from public disclosure (ref 10CFR2.790(b)(5)),per 910924 request. 

COLBURN,T.G. Project Directorate IV-1. TAC M82102. 92/03/16. ORSER.W.S. De¬ 
troit Edison Co. 3pp. 60971:177-60971:180. 

9203200013 Forwards comments & questions re licensing topical rept NEDC-31336, 
“GE Instrument Setpoint Methodology.” 

STRANSKY.R. Project Directorate 111-1. TAC M64221. 92/03/11. ROBARE.D.J. Gen¬ 
eral Electric Co. 3pp. 60999:353-60999:355. 

9203200269 Forwards License Change Application 220,requesting amend to License 
NPF-1 to revise RCS heatup & cooldown curves & reactor vessel matl irradiation sur¬ 
veillance schedule.Rev 2 to Westinghouse Technical Rept WCAP-12868 also end. 
CROSS,J.E. Portland General Electric Co. 92/03/13. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61067:229-61068:069. 

-9203200285 WCAP-12868 R02 “Analysis of Capsule V from Portland General Electric 
Co Trojan Reactor Vessel Radiation Surveillance Program.” 

CHICOTS.J.M., ANDERSON,S.L, MEYER.T.A. Westinghouse Electric Corp. 91/12/31. 
171pp. 61067:257-61068:069. 

9203200344 Confirms mat meeting of BWR Owners Group Executive Oversight Commit¬ 
tee w/NRC on 920505 in Rockville,MD to discuss BWR issues of mutual interest.RD 
Binz has been asked to work w/ NRC staff to develop agenda for subj meeting. 
GALLE.D.P. BWR Owners Group. BWROG-92024. 92/03/06. RUSSELLW.T. Associ¬ 
ate Director for Inspection A Technical Assessment (Post 870411). ip. 61108:147- 
S1108:147. 

9203230135 Forwards GE affidavit to protect rept NEDC-31336, “GE Instrument Set- 
point Methodology,” dtd Oct 1986. 

ROBARE.D.J. General Electric Co. MFN-070-92. 92/03/18. MCKNIGHT.J.C. Docu¬ 
ment Control Branch (Document Control Desk). 4pp. 61062:252-61062:255. 

9203230185 Forwards Rev 2 to WCAP-12868, “Analysis of Capsule V from POGE 
Trojan Reactor Vessel Radiation Surveillance Program." 

CROSS,J.E. Portland General Electric Co. 92/03/12. Document Control Branch (Doc¬ 
ument Control Desk). 2pp. 61119:205-61120:021. 

9203230194 Forwards proprietary info justifying adequacy of RETRAN-02 model for 
plant,per 920114 meeting w/NRC to resolve issues on subj & NRC SER for DPC-NE- 
3000, “Thermal-Hydraulic Transient Analysis Methodology.” Enel withheld. 

TUCKER,H.B. Duke Power Co. 92/03/11. Document Control Branch (Document Con¬ 
trol Desk). 3pp. 61102:252-61102:254. 


9203230259 Slide presentation entitled, “B&WOG/NRC Meeting to Discuss Indefinite 
Bypass of One RPS Channel,910828.” 

AHMED,I. Instrumentation & Control Systems Branch. 91/08/28. 22pp. 61057:317- 
61057:337. 

9203230322 Advises of possible delay in replacing Inconel 600 plugs w/ 690 mechani¬ 
cal plugs at next outage due to Westinghouse tooling configuration.Plugs to be re¬ 
placed by 1993 outage per WCAP-12244,Rev 3 Addendum 2. 

MCCOY.C.K. Georgia Power Co. ELV-03495. 92/03/17. Document Control Branch 
(Document Control Desk). Ip. 61077:347-61077:347. 

9203230334 Forwards nonproprietary WCAP-13038 & proprietary WCAP-13039, “Tech¬ 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for....” Proprietary WCAP-13039 withheld (ref 10CFR2.790). 
RUEGER.G.M. Pacific Gas & Electric Co. DCL-92-059. 92/03/16. Document Control 
Branch (Document Control Desk). 2pp. 61093:219-61093:325. 

-9203230341 Requests that proprietary WCAP-13039, “Technical Justification for Elimi¬ 
nating Large Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon 
Units 1 & 2 Nuclear Power Plants" be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-92-257. 92/01/24. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 11pp. 61093:221-61093:231. 

-9203230343 WCAP-13038 Nonproprietary “Technical Justification for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon Units 1 & 2 
Nuclear Pow©r Plants M 

SCHMERTZ.J.C., BHOWMICK.D.C., ADAMONIS.D.C. Westinghouse Electric Corp. 91/ 
11/30. 95pp. 61093:232-61093:325. 

9203230348 Notification of 920320 meeting w/NUMARC in Washington,DC to discuss 
changes needed in all industry repts to verify that assumptions & conclusions in each 
are applicable to specific facility. 

TANG.D.T. License Renewal Project Directorate (Post 901216). 92/03/13. 
CRAIG,J.W. License Renewal Project Directorate (Post 901216). 2pp. 61057:290- 
61057:291. 


9203240082 Forwards nonproprietary Revs 1 to WCAP-13203 & proprietary WCAP- 
13202, “AP600 Plant Description Document.” Proprietary rept withheld (ref 
10CFR9.17(a)(4)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3677. 92/03/13. MURLEY.T. 
Document Control Branch (Document Control Desk). 3pp. 61183:121-61184:202. 

-9203240088 Requests that Rev 1 to WCAP-13202, “AP600 Plant Description Docu¬ 
ment,” be withheld from public disclosure,per 10CFR2.790. 

LIPARULO.N.J. Westinghouse Electric Corp. AW-92-284. 92/03/13. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 9pp. 61183:124-61183:132. 

-9203240091 WCAP-13203 R01 Nonproprietary Rev 1 to “AP600 Plant Description 
Document." 

* Westinghouse Electric Corp. 92/01/31. 250pp. 61183:133-61184:202. 

9203240389 Advises that WCAP-13221, “Steam Generator Tube Alternate Plugging Cri¬ 
teria Presentation Matls,” will be withheld from public disclosure,per 920214 request 
HOFFMAN,S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA,R.P. Westinghouse Elec¬ 
tric Corp. 3pp. 61068:217-61068:219. 

9203250035 Speech entitled “Assessment of Thermal Fatigue Crack Propagation in 
Safety Injection PWR Lines,” presented at 900619 Pressure Vessel Piping Conference 
in Nashville,TN. 

SIMOS.N. NRC - No Detailed Affiliation Given. 90/06/19. 9pp. 61125:336-61125:344. 

9203250150 Forwards Rev 1 to WCAP-10902, “Plant Specific Neutron Fluence Evalua¬ 
tion for Zion,Units 1 & 2,” in response to fracture toughness requirements for protec¬ 
tion against pressurized thermal shock events rule rev. 

LEZON.R. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear Re¬ 
actor Regulation, Director (Post 870411). 2pp. 61107:214-61107:292. 

-9203250154 WCAP-10902 R01 Rev 1 to “Plant Specific Neutron Fluence Evaluation 
for Zion.Units 1 & 2.” 

LAU.F.L., MEYER,T.A., LIPPINCOTT.E.P. Westinghouse Electric Corp. 90/11/30. 
85pp. 61107:216-61107:292. 

9203250290 Advises that WCAP-13138, “Steam Generator Tube/Tube Support Plate 
Elevation Alternate Plugging Criterion Summary,” will be withheld from public 
disclosure,per 920109 request. 

HOFFMAN,S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA.R.P. Westinghouse Elec¬ 
tric Corp. 2pp. 61086:064-61086:065. 

9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping 
connected to RCS.Nonproprietary WCAP-12388 & WCAP-13245 & proprietary WCAP- 
12387 & WCAP-12425 repts encl.Proprietary repts withheld. 

CHRZANOWSKi.D. Commonwealth Edison Co. IEB-88-008. 92/03/16. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 17pp. 61106:010- 
61106:117. 


-9203250323 Requests that WCAP-12387, “Evaluation of Thermal Stratification for 
Byron & Braidwood Units 1 & 2 RHR Lines” be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. CAW-92-277. 92/03/10. MURLEY.T. 
Document Control Branch (Document Control Desk). 12pp. 61106:027-61106:038. 

-9203250328 Requests that WCAP-12425, “Evaluation of Byron & Braidwood Units 1 & 
2 Auxiliary Spray Unes Per NRC Bulletin 88-008” be withheld (ref 10CFR2.790). 
LIPARULO.N.J. Westinghouse Electric Corp. IEB-88-008. 92/03/10. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 11pp. 61106:039-61106:049. 

-9203250334 WCAP-12388 Nonproprietary “Evaluation of Thermal Stratification for 
Byron & Braidwood Units 1 & 2 RHR Lines.” 

STRAUCH.P.L Westinghouse Electric Corp. 89/09/30. 46pp. 61106:050-61106:094. 

-9203250338 WCAP-13245 Nonproprietary “Evaluation of Byron & Braidwood Units 1 & 
2 Auxiliary Spray Unes Per NRC Bulletin 88-008." 

STRAUCH.P.L Westinghouse Electric Corp. 92/02/29. 24pp. 61106:095-61106:117. 
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9203260124 Application for amend to License DPR-58, revising TSs to allow alternate 
plugging criteria to establish operability of SG tubes.Westinghouse nonproprietary rept 
WCAP-13188 & proprietary rept WCAP-13187 encl.Proprietary rept withheld. 
FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). AEP:NRC:1166. 92/03/20. MURLEY.T.E. Document Control Branch (Document 
Control Desk). 13pp. 61191:182-61192:274. 

-9203260136 Requests that proprietary rept WCAP-13187, “DC Cook Unit 1 Steam 
Generator Tube Plugging Criteria for Indications at Tube Support Plates” be withheld 
(ref 10CFR2.790). 

LIPARULO.N.J. Westinghouse Electric Corp. CAW-92-282. 92/03/12. MURLEY.T. 
Document Control Branch (Document Control Desk). 9pp. 61191:225-61191:233. 

-9203260150 WCAP-13188 Nonproprietary “DC Cook Unit 1 Steam Generator Tube 
Plugging Criteria for Indications at Tube Support Plates." 

WOOTTEN.M.J. Westinghouse Electric Corp. 92/03/31.400pp. 61191:234-61192:274. 

9203260196 Responds to RES request that Westinghouse grant permission to BNL to 
use info in 920224 Itr to NRC re response to request for addl info on AP600 contain¬ 
ment analysis.Info should be withheld (ref 10CFR9.17(a)(4)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3678. 92/03/18. 

HASSELBERG.R. Document Control Branch (Document Control Desk). Ip. 
61129:228-61129:228. 

9203270056 Informs that document entitled “Evaluation of Thermal Stratification for Co¬ 
manche Peak Unit 2 Pressurizer Surge Line,” will be withheld per 10CFR2.790. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:253-61109:255. 

9203270064 Advises that request to withhold document entitled “NRC Bulletin 88- 
008, Evaluation of Auxiliary Piping for Comanche Peak Unit 2,” per 
10CFR2.790,granted. 

BUCK,S.C. Project Directorate IV-2. IEB-88-008. 92/03/23. DIPIAZZA,R.P. Westing¬ 
house Electric Corp. 3pp. 61109:262-61109:264. 

9203270076 Advises that request to withhold document entitled “Technical Justification 
for Eliminating Pressurizer Surge Line Rupture from Structural Design Basis for Co¬ 
manche Peak Unit 2,” from public disclosure per 10CFR2.790,acceptable. 

BLACK,S.C. Project Directorate IV-2. 92/03/23. DIPIAZZA,R.P. Westinghouse Electric 
Corp. 3pp. 61109:273-61109:275. 

9203300190 Request that licensee provide revised application for withholding limited to 
only info considered proprietary,per 920309 request concerning, “Proposed Coopera¬ 
tive W/NRC AP600 1ST Program." 

CRUTCHFIELD,D. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/ 
03/25. LIPARULO.N.J. Westinghouse Electric Corp. 2pp. 61121:122-61121:123. 

9203300218 Ack receipt of info for ninth annual conference of software safety on 
920407-11 in Luxembourg.Concurs w/suggestion that on technical person from NRC 
& one from LLNL should attend conference. 

THADANI.A. Division of Systems Technology (Post 890827). FIN 1867. 92/03/23. 
CHOU.C.K. Lawrence Livermore National Laboratory. Ip. 61164:054-61164:054. 

9203300241 Forwards License Amend Request 92-01,proposing revs to TSs associated 
w/design change that will eliminate RTD Bypass sys.Westinghouse repts WCAP- 
13193,nonproprietary & WCAP-13181,proprietary also end. WCAP-13181 withheld. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92-01. 92/03/20. Docu¬ 
ment Control Branch (Document Control Desk). 3pp. 61199:180-61199:295. 

-9203300254 Requests that proprietary rept WCAP-13181, “RTD Bypass Elimination Li¬ 
censing Rept for Seabrook Nuclear Station” be withheld (ref 10CFR2.790). 

DIPIAZZA,R.P. Westinghouse Electric Corp. CAW-92-255. 92/01/17. MURLEY.T. Doc¬ 
ument Control Branch (Document Control Desk). 11pp. 61199:221-61199:231. 

-9203300257 WCAP-13193 Nonproprietary “RTD Bypass Elimination Licensing Rept for 
Seabrook Nuclear Station." 

BRASSART.G.A., BROWN,U.L. Westinghouse Electric Corp. 92/01/31. 64pp. 
61199:232-61199:295. 

9203300263 Forwards nonproprietary & proprietary slides from 920317 Westinghouse/ 
NRC meeting re AP600 containment & severe accident issues.Proprietary slide with¬ 
held (ref 10CFR9.17(a) (4) & 2.790)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3679. 92/03/20. MURLEY.T. 
Document Control Branch (Document Control Desk). 150pp. 61198:001-61198:208. 

9203300319 Informs of proposed workshop format to provide answers to questions re 
920319 issuance of generic Itr 92-03 requesting voluntary participation by licensees in 
pilot program to compile current licensing basis. 

VIRGILIO.M.J. Assistant Director for Region IV/V Reactors (Post 901216). GL-92-03. 
92/03/25. ZOLAN.P. Commonwealth Edison Co. 2pp. 61164:052-61164:053. 

9203310133 Informs that proprietary info wilt be withheld from B&W Nuclear Technol¬ 
ogies Technical Document 32-1174827-04, “Leak Rate of Rolled Orifice Plugs," dtd 
910904,per 10CFR2.790(b). 

MATTHEWS,D.B. Project Directorate 11-3. TAC M81537. 92/03/25. TAYLOR,J.H. Bab¬ 
cock & Wilcox Co. 4pp. 61195:345-61195:348. 

9203310139 Forwards response to NRC Instrumentation & Controls Branch 920225 re¬ 
quest for addl info on 910924 proposed amend to License NPF-43 re uprated power 
operation.GE Rept GE-NE-901 -014-0392-2 also encI.Response & rept withheld. 
ORSER.W.S. Detroit Edison Co. NRC-92-0043. 92/03/26. Document Control Branch 
(Document Control Desk). 9pp. 61217:089-61217:097. 

9203310221 Forwards Brookhaven Natl Lab technical evaluation rept L-1311 dtd 
911220, "Evaluation of Surveillance & Technical Issues re Rosemount Pressure 
Transmitter Loss of Fill-Oil Failures.” . _ 

PERCH,R. Division of Systems Technology (Post 890827). 92/03/27. LANHAM.D. 
Office of Information Resources Management (Post 890205). Ip. 61200:252- 
61200:294. 

-9203310239 L-1311 “Evaluation of Surveillance & Technical Issues re Rosemount 
Pressure Transmitter Loss of Fill-Oil Failures." 

* Brookhaven National Laboratory. 91/12/20. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 40pp. 61200:254-61200:294. 


9203310306 Forwards CE NPSD-692-P, “Cracked CEA Failure Analysis & Evaluation of 
Highly Irradiated CEA Matls” final rept for info,per 901212 Itr.Rept withheld (ref 
10CFR2.790). 

NICHOLS,S.E. Maine Yankee Atomic Power Co. MN-92-26. 92/03/23. Document 
Control Branch (Document Control Desk). 9pp. 61216:261-61216:269. 
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9203020008 Forwards info re status of states providing disposal of low level radwaste 
as of 911011. 

COMBS.F.C. Office of State Programs (Post 911117). 92/01/24. KAMMERER.C., 
SALMON,S. NRC - No Detailed Affiliation Given. 118pp. 60788:142-60788:258. 

9203020038 Forwards response to ACNW 911202 Itr & NRC post-closure performance 
assessment strategy for high-level nuclear waste repository,per 910429 memo. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. HLWR. 92/02/21. 
ROGERS Commissioners (Post 750119). 14pp. 60838:037-60838:050. 

9203020120 Forwards suggested generic methodology for performance assessments & 
reviews,per 910210-920212 discussions re use of 5512 model for dose assessment. 
HOGG.R.C. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/02/13. EID,B. NRC - No Detailed Affiliation Given. 5pp. 60783:252- 
60783:256. 


9203020289 Summarizes 920129-31 forum meeting re policy highlights of low-level 

SALOMON.S.N. Assistant Director for State, Local & Indian Relations. 92/02/14. 
KAMMERER.C. Office of State Programs (Post 911117). 10pp. 60772:014-60772:023. 

9203020305 Forwards 920206 testimony submitted by NRC re civilian high level rad¬ 
waste mat program. 

KAMMERER.C. Office of State Programs (Post 911117). 92/02/11. Nevada, State of. 
Ip. 60781:246-60781:253. 

-9202200026 Revised testimony to be presented to House of 
Representatives.Committee on Science,Space & Technology, Subcommittee on 
Energy on 920206 re civilian high level radwaste mgt program. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/02/06. 7pp. 
60781:247-60781:253. 


9203030274 Informs that DOE is revising Vicinity Property Mgt & Implementation Manual 
(VPMIM) to more accurately reflect current procedures & practices in vicinity property 

program. Mods or additions to VPMIM requested. _ 

CHERNOFF.A.R. Energy, Dept. of. 92/02/25. BRUMMETT.E. Uranium Recovery 
Branch (Post 901230). 2pp. 60819:043-60819:044. 

9203030434 Forwards PMPR 92-05, “CNWRA Program Manager Periodic Rept on Ac¬ 
tivities of CNWRA" for fiscal reporting period 920118- 0214. 

STILTENPOLE.B. NRC - No Detailed Affiliation Given. HLWR. 92/02/28. LINEHAN.J. 
Division of High-Level Waste Management (Post 870413). BALLARD,R. Geology & 
Engineering Branch (Post 910506). FEDERLINE.M. Office of Nuclear Material Safety 
& Safeguards. 2pp. 60392:195-60392:298. 

—9203030437 Forwards PMPR 92-05, “CNWRA Program Manger Periodic Rept on Ac¬ 
tivities of CNWRA” for fiscal reporting period 920118- 0214. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 92/02/26. 
FUNCHES.J.L. Division of High-Level Waste Management (Post 870413). Ip. 
60392:197-60392:197. 

-9203030442 PMPR 92-05 “CNWRA Program Manager Periodic Rept on Activities of 
CNWRA” for fiscal reporting period 920118-0214. 

* Center for Nuclear Waste Regulatory Analyses. FIN D-1035. NRC-02-88-005. 92/ 
02/28. NRC - No Detailed Affiliation Given. 101pp. 60392:198-60392:298. 

9203040332 Forwards listed Stripa Project technical repts.W/o end. 

LEVICH.R.A. Energy, Dept. of. HWLR. 92/02/27. STABLEIN.N.K. NRC - No Detailed 
Affiliation Given. 2pp. 60838:001-60838:002. 

9203040341 Forwards Ofc of Civilian Radwaste Mgt, “QA Audit Plan for Audit YM P-92- 

12 of LASL Los Alamos,NM on 920317-20." 

HORTON,D.G. Energy, Dept. of. HLWR. 92/02/27. CANEPA.J.A. Los Alamos National 
Laboratory. HOOKS,K.R. NRC - No Detailed Affiliation Given. 2pp. 60392:189- 
60392:194. 

-9203040342 Ofc of Civilian Radwaste Mgt, “QA Audit Plan for Audit YMP-92-12 of 
LASL Los Alamos,NM on 920317-20." 

DANA.S.R., HORTON,D.G. Energy, Dept. of. HLWR. 92/02/20. 4pp. 60392:191- 
60392:194. 

9203040344 Forwards Ofc of Civilian Radwaste Mgt, “QA Audit Plan for Audit YM P-92- 

13 of US Geological Survey at Neveda Test Site & Denver,CO on 920401-10.” 
HORTON,D.G. Energy, Dept. of. HLWR. 92/02/27. HAYES.L.R. Nevada, State of. 
HOOKS,K.R. NRC - No Detailed Affiliation Given. 2pp. 60392:182-60392:188. 

-9203040347 Ofc of Civilian Radwaste Mgt, QA Audit Plan for Audit YMP-92-13 of US 
Geological Survey at Nevada Test Site & Denver,CO on 920401-10." 

WARREN,C.C., HORTON,D.G. Energy, Dept. of. HLWR. 92/02/25. 5pp. 60392:183- 
60392:188. 

9203050160 Forwards draft page changes for Attachments 3 & 4 of Final Remedial 
Action Plan for Falls City.TX U mill site.Draft provided for use prior to DOE 920312 
meeting in San Antonio,TX. 

MANN.P.T. Energy, Dept. of. 92/02/28. WASTLER.S. Uranium Recovery Branch (Post 
901230). 89pp. 60851:352-60852:080. 

9203060026 Advises that NRC completed review of Rev 1B to remedial action insp plan 
for Lowman.lD UMTRAP site & concurs w/rev. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/02/26. 

CHERNOFF.A.R. Energy, Dept. of. 2pp. 60867:056-60867:057. 
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9203060119 Forwards Yucca Mountain Project Weekly Highlights for wks ending 
920207 & 0214 & Yucca Monutain Site Qfc Field Activity Rept for wks ending 920131 
& 0207. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 92/02/26. BROOKS.D. 
Repository Licensing & Quality Assurance Project Directorate (Post 881120). 36pp. 
61057:006-61057:183. 

-9203060125 "DOS USGS Yucca Mountain Project Monthly Highlights & Status Rept 
Oct 1991 & Nov 1991." 

* Interior, Dept, of, Geological Survey. HLWR. 91/11/30. 100pp. 61057:042- 
61057:150. 

—9203060128 “Yucca Mountain Site Characterization Project Monthly Activity Rept Dec 
1991." 

* Los Alamos National Laboratory. HLWR. 91/12/31. 33pp. 61057:151-61057:183. 

9203060138 Forwards Reynolds Electrical & Engineering Co,Inc monthly status rept for 
Jan 1992 & USGS monthly status rept for Oct & Nov 1991. 

DESELL.L.J. Energy, Dept. of. HLWR. 92/02/24. HOLONICH.JJ. Repository Licens¬ 
ing & Quality Assurance Project Directorate (Post 881120). 5pp. 60392:069- 
60392:181. 

9203060169 Advises that NRC staff evaluated DOE request & agrees that Site Charac¬ 
terization Analysis Objection 2 re DOE QA program can be lifted based on progress 
since Jul 1991 as listed. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 92/03/02. 
BARTLETT,J.W. Energy, Dept. of. 4pp. 60871:198-60871:201. 

9203060186 Forwards project descriptions suitable for assignment to former Soviet 
weapons scientists. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
92/03/02. EISS.A.L. Program Management, Policy Development & Analysis Staff 
(Post 870413). 3pp. 60871:202-60871:204. 

9203060287 Lists action items resulting from NRC/DOE U Mill Tailings Remedial Action 
Project Ofc mgt meeting of 920123-ltems have been jointly discussed & reviewed. 
CHERNOFF.A.R. Energy, Dept. of. SURMEIER.J.J. Uranium Recovery Branch (Post 
901230). 92/02/27. SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 3pp. 
60867:060-60867:062. 

9203060304 Forwards “Yucca Mountain Site Characterization Project Technical Data 
Base Quarterly Rept,Jul-Dec 1991.” 

DYER.J.R. Energy, Dept. of. 92/03/02. IBRAHIM,A.K. NRC - No Detailed Affiliation 
Given. 2pp. 60859:150-60859:359. 

—9203060307 “Yucca Mountain Site Characterization Project,Technical Data Base Quar¬ 
terly Rept,Jul-Dec 1991.” 

* Sandia National Laboratories. * EG&G Energy Measurements. * Lawrence Liver¬ 
more National Laboratory. 92/03/02. 350pp. 60859:153-60859:359. 

9203060315 Forwards SAND91-0025, “Yucca Mountain Site Characterization 
Project,Exploratory Studies Facility Alternatives Study Final Repts Vols 1 & 2." 
ROBERTS,J.P. Energy, Dept of. HLWR. 92/03/03. HOLONICH.JJ. Repository Li¬ 
censing & Quality Assurance Project Directorate (Post 881120). 23pp. 60889:001 - 
60892:010. 

-9203060325 SAND91-0025 “Yucca Mountain Site Characterization Project,Exploratory 
Studies Facility Alternatives Study Final ReptVol 1." 

DENNIS,A.W. Sandia National Laboratories. 91/09/30. 200pp. 60889:024-60890:283. 

-9203060331 SAND91-0025 “Yucca Mountain Site Characterization Project,Exploratory 
Studies Facility Alternatives Study Final Rept,Vol 2.” 

DENNIS,A.W. Sandia National Laboratories. 91/09/30. 200pp. 60890:284-60892:010. 

9203060316 Forwards computer disk of Las Vegas library. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 92/02/26. 
ABARAMS.C. NRC - No Detailed Affiliation Given. Ip. 60948:151-60948:151. 

9203090110 Forwards “Final Completion Review Rept for Remedial Action at Spook U 
Mill Tailings Site,Converse County.WY.” Signature pages signifying concurrence in 
completion of Spook remedial ation (other than groundwater restoration) end. 
SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/03/04. 

CHERNOFF.A.R. Energy, Dept of. 3pp. 60862:009-60862:044. 

—9203090115 “Final Completion Review Rept for Remedial Action at Spook U Mill Tail¬ 
ings Site,Converse County.WY.” 

* Division of Low-Level Waste Management & Decommissioning (Post 870413). 92/ 
03/31. 33pp. 60862:012-60862:044. 

9203090147 Discusses 920220 meeting concerning dissatisfaction w/DOE progress in 
resolving issues associated w/high level waste repository. 

JOHNSON J.W. Commissioners (Post 750119). 92/02/24. Commissioners (Post 
750119). 2pp. 60853:187-60853:188. 

9203090219 Forwards notice of upcoming meetings related to HLW management pro¬ 
gram. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/09. Repository Licensing & Quality Assurance Project Direc¬ 
torate (Post 881120). 2pp. 60948:153-60948:154. 

9203090329 Discusses QA program for monitored retrievable storage & transportation. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 92/02/27. 
BARTLETTJ. Energy, Dept of. 2pp. 60948:155-60948:156. 

9203090367 Requests assistance in obtaining Agreement State storage licensing re¬ 
quest info in coordination w/Staff Requirements Memo addressing storage of low 
Igygl radwaste. 

LOHAUS.P.H. * Low-Level Waste Management Branch (Post 901230). 92/03/05. 
MILLER,V.L Assistant Director for State Agreements Program. 2pp. 60882:339- 
60882:346. 

9203090436 Trip rept of 920219-20 visit to Phillips Bldg in Bethesda, MD re ACNW 
Working Group meeting on sys analyses.Viewgraphs end. 

ADLER,R.E., PATRICK,W. Center for Nuclear Waste Regulatory Analyses. 92/02/24. 
Center for Nuclear Waste Regulatory Analyses. 100pp. 60884:002-60884:170. 


-9203090447 “Perspective on Legal & Regulatory Issues Affecting Disposal of High- 
Level Radwaste,” briefing for NRC ACNW in Bethesda, MD on 920219.Viewgraphs 
end. 

KOCHER.D.C. Oak Ridge National Laboratory. 92/02/19. 93pp. 60884:078- 
60884:170. 

9203090453 Summary of 920210 meeting w/NRC in Augusta,GA re Nuclear Waste 
Technical Review Board engineered barrier sys panel meeting. 

WALTON,J., NAIR.P. Center for Nuclear Waste Regulatory Analyses. 92/02/17. 
Center for Nuclear Waste Regulatory Analyses. 80pp. 60883:214-60883:359. 

9203090455 Forwards “Yucca Mountain QA Div QA Surveillance Rept of SAIC Surveil¬ 
lance Rept YMP-SR-92-003,” conducted on 920224-25. 

HORTON,D.G. Energy, Dept. of. HLWR. 92/03/04. HOOKS,K.R. NRC - No Detailed 
Affiliation Given. NELSON,J.H. Nevada, State of. 2pp. 60871:308-60871:313. 

-9203090460 “Yucca Mountain QA Div QA Surveillance Rept of SAIC Surveillance Rept 
YMP-SR-92-003," conducted on 920224-25. 

MAUDLIN,R.L, HORTON,D.G. Energy, Dept of. HLWR. 92/03/03. 4pp. 60871:310- 
60871:313. 

9203100102 Advises that licensee received comments on draft environ impact study 
plan, “Draft Generic Site Characterization Plan/Draft QA Plan." Comments/sugges¬ 
tions will be included in comment response document. 

GINGERICH.R.E. Connecticut, State of. 92/02/24. TOKAR.M. Low-Level Waste Man¬ 
agement Branch (Post 901230). 2pp. 60897:354-60897:355. 

9203100118 Verifies Corrective Action & Closure of Corrective Action Request YM-92- 
012 resulting from Yucca Mountain QA Div Audit YMP-91-1-01. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/02/28. GERTZ.C.P. Nevada, State of. 6pp. 
60948:229-60948:234. 

9203100152 Forwards Yucca Mountain Project weekly highlights for wk ending 920221. 
PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 92/03/ 
05. BROOKS.D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 13pp. 60893:068-60893:080. 

9203100152 Forwards Yucca Mountain Project weekly highlights for wk ending 920221 
& Sandia Natl Lab “Monthly Highlights & Status Rept” for Jan 1992.DOE marked-up 
“Midway Valley Excavations Phases I & II" Job Package 92-05 also end. 
PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 92/03/ 
05. BROOKS.D. Repository Ucensing & Quality Assurance Project Directorate (Post 
881120). 14pp. 60919:057-60919:157. 

-9203120355 “Yucca Mountain Site Charaterization Project Monthly Highlights & Status 
Rept” for Jan 1992. 

* Sandia National Laboratories. 92/01/31. 33pp. 60919:071-60919:105. 

-9203120362 Marked-up “Midway Valley Excavations Phases I & II" Job Package 92- 
05. 

BLANCHARD,M.B. Energy, Dept. of. 92/02/29. 31pp. 60919:106-60919:136. 

-9203120367 Rev 0 to Test Planning Package 92-03, “Midway Valley Investigations.” 
SULLIVAN,J.T. Energy, Dept of. 92/02/20. 21pp. 60919:137-60919:157. 

9203100229 Requests that NRC review current vicinity property mgt & implementation 
manual,rev D & identify changes which will improve quality of document.Comments & 
mark-ups should be submitted by 920403. 

CHERNOFF.A.R. Energy, Dept. of. 92/02/25. MICHAUD,P. Uranium Recovery Field 
Ofc, R4. 2pp. 60864:313-60864:314. 

9203100289 Package of info re thermal loads STP. 

* NRC - No Detailed Affiliation Given. 56FR33478. 92/03/03. 62pp. 60865:046- 
60865:109. 

9203110005 Responds to 920220 request for clarification of two statements made by 
LaGuiardia at Seminar on Decommissioning held in Paris last yr.NRC BRC policy put 
on hold. Participatory rulemaking re residual contamination underway. 

JOHNSON.T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
05. LARAIA.M. International Atomic Energy Agency. 2pp. 60897:071-60897:087. 

9203110129 “Evaluation of Application for Renewal of Specific Radioactive Matls Li¬ 
cense 660-01 for Final Decontamination, Decommissioning & Reclamation of Umetco 
Minerals Corp Maybell U Heap Leach Site." 

QUILLIN.R.M. Colorado, State of. 92/02/05. 120pp. 60886:122-60886:258. 

9203110316 Forwards Surveillance Rept YMP-SR-92-002, “Ofc of Civilian Radwaste 
Mgt Yucca Mountain QA Div QA Surveillance Rept of Review of Comment Resolu¬ 
tions on Techical Assessment & Quality Procedures,” conducted 920108-22. 

HORTON,D.G. Energy, Dept. of. HLWR. 92/02/28. GERTZ.C.P. Energy, Dept. of. Ip. 
60948:221-60948:228. 

-9203110318 YMP-SR-92-002 “Ofc of Civilian Radwaste Mgt Yucca Mountain QA Div 
QA Surveillance Rept of Review of Comment Resolutions on Technical Assessments 
& Quality Procedures,” conducted 920108-22.Activities surveilled included comment 
records. 

KLEMENS.R.H., HORTON,D.G. Energy, Dept. of. HLWR. 92/02/27. 6pp. 60948:223- 
60948:228. 

9203110363 Forwards rept summarizing results of sampling program conducted at facili¬ 
ty in response to discovery of seepage of tailings pore water from disposal cell.Rept 
concludes that alluvial groundwater not contaminated. 

CHERNOFF.A.R. Energy, Dept. of. 92/01 /27. HALL,R.E. Uranium Recovery Field Ofc, 
R4. Ip. 60887:250-60887:299. 

-9203110372 “Evaluation of Results of Alluvial Groundwater Sampling from 1987-1991 
at Bodo Canyon Disposal Site." 

* Energy, Dept. of. 91/09/30. 48pp. 60887:251-60887:299. 

9203110374 Forwards vicinity property completion rept for NRC certification 
concurrence, per U Mill Tailings Radiation Control Act of 1978.EPA stds & MOU be¬ 
tween DOE & NRC.W/o end. 

CHERNOFF.A.R. Energy, Dept. of. 92/02/10. HALL.R. Uranium Recovery Field Ofc, 
R4. 1 p. 60887:316-60887:316. 
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9203120053 Forwards complete Itr from D Casavant to R Sedano.Second Daae of Itr w/ 
end of W Newberry Itr dtd 920214 was omitted. w y 

TULLGREN.E.K. Vermont, State of. 92/02/19. LOHAUS.P. Low-Level Waste Manage¬ 
ment Branch (Post 901230). 1 p. 60918:357-60918:361. a 

—9203120059 Requests assistance in responding to end inquiry raising question re use 
of reactor containment bldg as repository for permanent disposal of low-level waste & 
views on technical & regulatory viability of proposal by early Apr. 

NEWBERRY.B. Vermont, State of. 92/02/14. LOHAUS.P. Low-Level Waste Manage¬ 
ment Branch (Post 901230). 4pp. 60918:358-60918:361. 


9203120152 Forwards revised HP procedures including.lnterim Change Notice (ICN) ICN 
001-1 to Rev 5 to RAC-001,ICN 004-1 to Rev 6 to RAC-004,ICN 012-1 to Rev 1 to 
RAC-012 & ICN 027-1 to Rev 0 to RAC-027. 


SULLIVAN,S. MK-Ferguson Co. 92/02/25. MULLENS,A. NRC - No Detailed Affiliation 
Given. 4pp. 60930:320-60930:329. 


-9203170129 “Are Particle Methods Only Suited for Modeling Advective 
Transport.Some Counter-Examples.” 

BAGTZOGLOU.A. Center for Nuclear Waste Regulatory Analyses. DOUGHERTY,D.E. 
Vermont, Univ. of, Burlington, VT. TOMPSON.A.F. Lawrence Livermore National Labo¬ 
ratory. 92/03/03. 14pp. 61122:176-61122:189. 

-9203170139 “Dynamic Coupling - New Tool for Three-Dimensional Flow & Transport 
Simulations.” 

HAUG.A., GRISAK.G.E. INTERA, Inc., Austin, TX (formerly INTERA Technologies, 
Inc.). WOLF.F.G. Atochem North America, Inc. 92/03/03. 14pp. 61122:190- 
61122:203. 

-9203170147 “Local Adaptive Grid Refinement (LAGR) for Contaminant Transport Mod¬ 
eling." 

WOLFSBERG.A.V., FREYBERG.D.L. Stanford Univ., Stanford, CA. 92/03/03. 15pp. 
61122:204-61122:218. 


-9203120163 Interim Change Notice 001-1 to Rev 5 to HP Procedure RAC-001 "Radi¬ 
ological Instruments Calibr & Functional Checks.” 

CARLSON,D.S., TURNER,J.B. MK-Ferguson Co. 92/02/04. Ip. 60930:324-60930:324. 

-9203120166 Interim Change Notice 004-1 to Rev 6 to HP Procedure RAC-004, “Partic¬ 
ulate/Radiation/Contamination Control.’ ’ 

CARLSON,D., TURNER,J.B. MK-Ferguson Co. 92/02/04. 3pp. 60930:325-60930:327. 

-9203120168 Interim Change Notice 012-1 to Rev 1 to HP Procedure RAC-012, “ Envi¬ 
ron Radon & Gamma Monitoring." 

CARLSON,D.S., TURNER,J.B. MK-Ferguson Co. 92/02/04. Ip. 60930:328-60930:328. 


—9203170154 “Interpretation of Two-Dimensional Characteristics of 
Stochastic,Fractal,Heterogeneous.Porous Media Models from One-Dimensional Sam¬ 
pling.” 

ZLATEV.P.A. James L. Grant Associates, Inc. POETER.E.P. Colorado School of 
Mines, Golden, CO. 92/03/03. 12pp. 61122:219-61122:230. 

—9203170158 “Selecting Calibr Values & Formulating Calibr Targets for Ground-Water 
Flow Simulations.” 

WOESSNER,W.W. Montana, Univ. of, Missoula, MT. ANDERSON,M.P. Wisconsin, 
Univ. of, Madison, Wl. 92/03/03. 14pp. 61122:231-61122:244. 


-9203120173 Interim Change Notice 027-1 to Rev 0 to HP Procedure RAC-027, “Emer- 

g ency Response to Transportation Accidents." 

ARLSON.D., ANDREWS,D. MK-Ferguson Co. 92/02/19. Ip. 60930:329-60930:329. 

9203120180 Trip rept of 920127-29 visits to New Orleans, LA to interact, exchange ideas 
& lab experience w/researchers from across country working in area of vitrified waste- 
forms development, characterization & performance assessment. 

MANAKTALA,H.K. Center for Nuclear Waste Regulatory Analyses. 92/03/03. Center 
for Nuclear Waste Regulatory Analyses. 4pp. 60909:302-60909:305. 


—9203170166 “Remediation of Groundwater Contamination at Rocky Mountain 
ArsenakNumerical & Geostatistical Analysis.” 

WARNER,J., ABDEL-RAHMAN.A. Colorado State Univ., Fort Collins, CO. MAY.J. 
Army, Dept, of, Corps of Engineers. 92/03/03. 17pp. 61122:245-61122:261. 

-9203170170 “Coupled Simulation-Optimization Technique for Protecting Municipal 
Ground-Water Supplies from Contamination.” 

VARUEN.M.D., SHAFER,J.M. Illinois, State of. 92/03/03. 13pp. 61122:262- 
61122:274. 


9203120210 Notification of 920317-18 technical exchanges w/DOE in Albuquerque,NM 
to discuss NRC final draft staff technical position on Geologic Repository Operations 
Area Underground Facility Design - Thermal Loads. 

LEE,M.P. Repository Licensing & Quality Assurance Project Directorate (Post 881120). 
HLWR. 92/03/03. JOHNSON.R.L. Repository Licensing & Quality Assurance Project 
Directorate (Post 881120). 4pp. 60997:051 -60997:054. 

9203130244 Rev 0 to Study Plan for Study 8.3.1.5.1.3, “Climatic Interpretations of Ter¬ 
restrial Paleoecology,” summarizing Site Characterization Plan. Describes plans for es¬ 
timating climatic changes in southern Great Basin. 

* Interior, Dept, of, Geological Survey. HLWR. 92/01/13. 40pp. 60997:069-60997:103. 

9203130323 Forwards Corrective Action Request YM-92-021 resulting from Yucca 
Mountain QA Div Audit YMP-92-09 of SANL. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/02/24. HOOKS,K.R. NRC - No Detailed Af¬ 
filiation Given. BLEJWAS.T.E. New Mexico, State of. 4pp. 60948:351-60948:354. 

9203130326 Verifies Corrective Action & Closure of Corrective Action Request YM-92- 
009 resulting from Yucca Mountain QA Div Audit YMP-91-1-01.Results satisfactory. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/02/25. HOOKS.K.R. NRC - No Detailed Af¬ 
filiation Given. GERTZ.C.P. Nevada, State of. 6pp. 60948:355-60948:360. 

9203130337 Approves Corrective Action Extension for Corrective Action Request YM- 
92-007 resulting from Yucca Mountain QA Div Audit YMP-91-1-01. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/05. HOOKS.K.R. NRC - No Detailed Af¬ 
filiation Given. GERTZ.C.P. Nevada, State of. Ip. 60949:001-60949:001. 

9203160121 Forwards “US DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for 
Audit of SANL Audit YMP-92-09,” for period 920211-13. 

HORTON,D.G. Energy, Dept. of. HLWR. 92/03/06. BLEJWAS.T.E. New Mexico, State 
of. HOOKS.K.R. NRC - No Detailed Affiliation Given. 2pp. 60997:105-60997:126. 

-9203160139 “US DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for Audit of 
SANL Audit YMP -92-09," for period 920211-13. 

COX.N.D., HORTON,D.G. Energy, Dept. of. HLWR. 92/03/06. 20pp. 60997:107- 
60997:126. 

9203160218 Advises that draft rept on 920224-26 observation audit of Oak Ridge Natl 
Lab QA program satisfies requirements & acceptable. 

HOOKS.K.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/11. MABR1TO.B. Center for Nuclear Waste Regulatory Analy¬ 
ses. Ip. 60997:104-60997:104. 

9203160254 Forwards monthly schedules for selected UMTRA sites, reflecting current & 
future key project activities in areas of site characterization,NEPA compliance,design 
development, remedial action const,certification.licensing & maint. 

LINDAS,N. Energy, Dept. of. 92/03/09. SURMEIER.J. NRC - No Detailed Affiliation 
Given. 39pp. 60981:165-60981:203. 

9203170060 Forwards minutes from 911028 procedural agreement meeting in 
Rockville.MD to discuss pending issues from 910912 procedural agreements meeting 
re proposed revs to "...NRC & DOE Identifying Guiding Principles for Interface 
During....” 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/10. ROBERTS,J.P. Energy, Dept. of. 2pp. 60997:156- 
60997:184. 


—9203170175 “Simulation of Two-Phase Carbon-14 Transport at Yucca Mountain.NV." 
WHITE,M.D., FRESHLEY.M.D., ESLINGER.P.W. Battelle Memorial Institute, Pacific 
Northwest Laboratory. 92/03/03. 15pp. 61122:275-61122:289. 

—9203170182 “Application of Kalman Filter for Analysis of Containment Transport in 
Ground Water Originating from Point Sources." 

PANIGRAHI.B.K. Eckenfelder, Inc. (formerly Aware, Inc.). HWANG,J.C. Environmental 
Protection Agency. 92/03/03. 9pp. 61122:290-61122:298. 

—9203170187 “Evaluation of Uncertainty Associated w/Contaminant Migration in 
Ground Water - Technically Feasible Approach.” 

WINGLE.W.L., POETER.E. Colorado School of Mines, Golden, CO. 92/03/03. 9pp. 
61122:299-61122:307. 

9203180250 Forwards uncontrolled “Physical Sys Requirements - Overall Sys,” dtd Jan 
1992 & “Physical Sys Requirements - Store Waste," dtd Jan 1992,per 920303 telcon 
request.W/o ends. 

ROBERTS.J.P. Energy, Dept. of. HLWR. 92/03/09. LARSON,H.J. Advisory Committee 
on Nuclear Waste. 3pp. 61085:019-61085:022. 

9203180272 Informs of Yucca Mountain Site Characterization Project Ofcs intention to 
perform independent technical design review of first design package for Exploratory 
Studies Facility Title II design. 

ROBERTS.J.P. Energy, Dept. of. HLWR. 92/03/06. HOLONICH.J.J. Repository Li¬ 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 61085:023- 
61085:023. 

9203190191 Forwards “Yucca Mountain Site Characterization Project Monthly Highlights 
& Status Rept," for Jan.l 992. 

DESELL,L.J. Energy, Dept. of. HLWR. 92/03/06. HOLONICH.J.J. Repository Licens¬ 
ing & Quality Assurance Project Directorate (Post 881120). 2pp. 61085:125- 
61085:157. 

9203190198 Forwards notice of 920312 meeting w/State of CT in Rockville.MD to dis¬ 
cuss State of CT low level radwaste plan & program.Attendees listed. 

ULECK.R.B. Low-Level Waste Management Branch (Post 901230). 92/01/11. 
BANERJEE.M. Region 1 (Post 820201). FONNER.R. Office of the General Counsel 
(Post 860701). STABLEIN.K. Ofc of the Executive Director for Operations. 3pp. 
61062:282-61062:284. 

9203190204 Provides formal approval of Rev 00 to QAPD, “SANL Nuclear Waste Re¬ 
pository Technology Dept - QA Program Description." Subj rept end. 

ROBERTS.J.P. Energy, Dept. of. HLWR. 92/03/05. HOLONICH.J.J. Repository Li¬ 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 61085:161- 
61085:174. 

—9203190207 Rev 00 to QAPD, “SANL Nuclear Waste Repository Technology Dept - 
QA Program Description.” 

RICHARDS,R.R., BLEJWAS.T.E. Sandia National Laboratories. HLWR. 91/07/29. 
12pp. 61085:163-61085:174. 

9203190226 Advises of verification by Yucca Mountain QA staff of corrective action & 
closure of CAR YM-92-002 resulting from audit YMP-92-01 at Los Alamos Natl Lab. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/10. CANEPA.J.A. Los Alamos National 
Laboratory. 3pp. 61085:158-61085:160. 


-9203170073 Summary of 911028 procedural agreements meeting in Rockville.MD to 
discuss pendina issues from 910912 procedural agreements meeting re proposed revs 
to “...NRC & DOE Identifying Guiding Principles for Interface During....” 

CARLSON,R.D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). DESELL,L.J. Energy, Dept. of. HLWR. 92/03/05. Repository Licensing & 
Quality Assurance Project Directorate (Post 881120). 27pp. 60997:158-60997:184. 

9203170122 Trip rept of 920211-13 visit to Dallas,TX re paper presentation at Fifth Inti 
Conference on Solving Ground Water Problems w/Models. 

BAGTZOGLOU.A.C., SAGAR.B., PATRICK,W.C. Center for Nuclear Waste Regulatory 
Analyses. 92/03/03. Center for Nuclear Waste Regulatory Analyses. 15pp. 
61122:160-61122-307. 


9203190232 Forwards roadmap development planning process that focuses on issue 
identification,root-cause analysis & issues resolution. 

CHERNOFF.A.R. Energy, Dept. of. 92/03/12. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). 10pp. 60998:315-60998:324. 

9203190252 Advises that Yucca Mountain QA Division has completed review & that 
DOE accepts Reynolds Electrical & Engineering QA program plan 568-DOC-115 w/ 
change notices 91-01,92-01 & -02. Changes consistent w/QA Requirements 
Document,Rev 4. 

ROBERTS.J.P. Energy, Dept. of. HLWR. 92/03/09. HOLONICH.J.J. Repository Li¬ 
censing & Quality Assurance Project Directorate (Post 881120). 11pp. 61085:175- 
61085:185. 
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9203190269 Forwards Dec 1991 “Technical Data Catalogue,” from Yucca Mountain 
Site Characterization Project Office in quarterly update per NRC 1984 Procedural 
Agreement w/DOE.Includes info collected since 900329 on potential HLW repository 
site. 

ROBERTS,J.P. Energy, Dept. of. HLWR. 92/03/11. HOLONICH.JJ. Repository Li- 
61063347 ° Uality Assurance Directorate (Post 881120). 2pp. 61063:239- 

-9203190311 “Technical Data Catalogue,” for Yucca Mountain Site Characterization 
Project. 

* Energy, Dept. of. HLWR. 91/12/31. 106pp. 61063:241-61063:347. 

9203200336 Forwards substitute Memo of Agreement (MOA) on Dam Safety Between 
FEMA & NRC.MOA revised due to legal questions that arose from General Counsel 
for Dept of Army on specific wording used in MOA.Recommends revised MOA be ex- 

GREEVES.J.T. Office of Nuclear Material Safety & Safeguards. 92/02/24. 
TAYLORJ.M. Ofc of the Executive Director for Operations. Ip. 61077:088-61077:092. 

-9203200346 Responds to notification that NRC received re need to re- execute re¬ 
vised Memo of Agreement (MOA) between agencies. Requests that MOA dtd 910830 
be terminated by mutual agreement once end revised MOA has been fully executed. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/05. PETERSON.G. 
Federal Emergency Management Agency. Ip. 61077:089-61077:089. 

-9203200349 “Memo of Agreement Between NRC & FEMA to Provide Funding for Natl 
Dam Safety Program Activities.” 

TAYLOR,J.M. Ofc of the Executive Director for Operations. PETERSON.G.C. Federal 
Emergency Management Agency. 92/03/05. 3pp. 61077:090-61077:092. 

9203230097 Forwards Rev 4,Vols 1-5 of YMP/CM-0011, “Yucca Mountain Site Charac¬ 
terization Program Baseline (SCPB).” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 92/03/13. YOUNGBLOOD,B.J. Division of High-Level Waste Management 
(Post 870413). 2pp. 61120:041-61120:169. 

-9203230101 YMP/CM-OOl 1 R04 Rev 4,Vols 1-5 of “Yucca Mountain Site Character¬ 
ization Program Baseline (SCPB)." 

* Energy, Dept. of. HLWR. 92/03/13. 50pp. 61120:043-61120:169. 

9203230151 Responds to 920214 Itr to Chairman Selin supporting publication of pro¬ 
posed uniform data base & manifest rulemaking & complementing W Lahs for efforts 
on rulemaking & other low level waste mgt tasks. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/03/05. 
DORNSIFE.W.P. Pennsylvania, Commonwealth of. 2pp. 61069:333-61069:334. 

9203230374 Forwards Yucca Mountain Site Ofc Field Activity Rept for wks ending 
920214,21,28 & 0306 & Los Alamos Natl Lab Jan 1992 Monthly Activity Rept. 
PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. 92/03/13. 
BROOKS,D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 24pp. 61117:203-61117:295. 

-9203230377 “Yucca Mountain Site Characterization Project Monthly Activity Rept." 

* Los Alamos National Laboratory. 92/01 /31. 69pp. 61117:227-61117:295. 

9203230386 Forwards Commission paper (SECY-92-060) describing NRC low-level rad- 
waste performance assessment program plan.W/o end. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/17. 
MILLER.V.L Assistant Director for State Agreements Program. 2pp. 61091:255- 
61091:256. 

9203240106 Responds to request for info related to decommissioning nuclear power 
stations & research reactors. 

BELL.LG. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/18. STERN,J. United Kingdom, Govt of. ip. 61202:298-61202:298. 

9203240115 Discusses high-level waste program,including storage & disposal,per recent 
public meeting on subj & low-level waste. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/18. 
SHERIDAN,T.A. Waterford, CT. 4pp. 61117:352-61117:361. 

9203240121 Discusses on-site storage of low-level radwaste rulemaking, per Staff Re¬ 
quirements Memo dtd 920130. Requests to be placed on agenda for ACNW Apr 
meeting.Draft of proposed rulemaking expected to be submitted to ACNW for review 
on 920413. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/11. THE CHAIR¬ 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 4pp. 61202:300-61202:303. 

9203240152 Requests addl info demonstrating that unprocessed ore does not exceed 
lower limit established for Spook remedial action or supporting alternative argument 
that matl does not warrant disposal as residual radioactive matl. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/03/10. 

CHERNOFF.A.R. Energy, Dept of. Ip. 61202:299-61202:299. 

9203240215 Advises that Yucca Mountain QA Div of Ofc of QA has postponed Audit 
YM P-92-14 scheduled for wk of 920420. Listed program elements to be evaluated 
during subj audit will be combined w/Audit YM P-92-21 scheduled for 920810. 

SPENCE,R.E. Energy, Dept of. HLWR. 92/03/13. CLARKE,W.L. Lawrence Livermore 
National Laboratory. 2pp. 61120:247-61120:247. 

9203240267 Forwards State of NV comments on 920317 & 18 technical exchanges on 
NRC thermal loads STP & air & vapor movement 

JOHNSON,C.A. Nevada. State of. 92/03/20. LEE.M. Division of High-Level Waste 
Management (Post 870413). 5pp. 61120:267-61120:271. 

9203240279 Forwards draft Itr commenting on Czech & Slovak Federal Republic draft 
Preoperational Safety Rept for low-level radwaste disposal site at Dukovany.in re¬ 
sponse to request for NRC review of subj rept. 

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/18. SCHECHTER.H. Office of International Programs (Post 911117). 
2pp. 61100:079-61100:096. 

-9203240282 Responds to F Cejnar 910829 request that NRC review basic documenta¬ 
tion that will serve for preparation of Preoperational Safety Rept for low-level radwaste 
disposal site at Dukovany. 

LOHAUS.P. Low-Level Waste Management Branch (Post 901230). 92/03/18. 
VESELY.V. Czechoslovakia, Govt. of. 16pp. 61100:081-61100:096. 


9203240287 Forwards “Inti Transboundary Movement of Radwaste:Code of Practice" & 
draft proposed rule, “Import & Export of Radwastes.NRC,” as followup to conversa¬ 
tions w/P Lohaus.W/o ends. 

AUSTIN.J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/13. 
RUBINER.R.M. Metallurgical Resources International. Ip. 61094:325-61094:325. 

9203240293 Forwards revs to App 1 writeup for draft rept entitled, "Natl Policies & Reg¬ 
ulations for Decommissioning Nuclear Facilities,” in response to request. 

JOHNSON,T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/ 
13. LARAIA.M. International Atomic Energy Agency. 6pp. 61084:354-61084:359. 

9203240327 Speech entitled “Regulatory Sys-Based Licensing Guidance Documenta¬ 
tion,” presented at 910428-0503 ANS & ASCE 1991 inti meeting in Las Vegas,NV. 
DELIGATTl.M.S. NRC - No Detailed Affiliation Given. 91 /04/28. 8pp. 61085:304- 
61085:311. 

9203240340 Speech entitled “Dry Spent Fuel Storage in 1990," presented at 910428- 
0503 High-Level Radwaste mgt meeting in Las Vegas, NV. 

ROBERTS,J.P. NRC - No Detailed Affiliation Given. 91 /04/28. 6pp. 61085:316- 
61085:321. 

9203240346 Speech entitled “NRC Regulatory & Safety Philosophy as Applied to High- 
Level Waste Repository," presented at 910224-28 Waste Mgt meeting in Tucson,AZ. 
HOLONICH.JJ. Division of High-Level Waste Management (Post 870413). 91 /02/24. 
8pp. 61085:322-61085:329. 

9203240357 Speech entitled “Dry Spent Fuel Storage Licensing at Reactor Sites," pre¬ 
sented at 910116-18 Spent Fuel Mgt Seminar 8 in Washington,DC. 

STURZ.F. Fuel Cycle Safety Branch. 91/01/16. 9pp. 61086:001-61086:009. 

9203250067 Forwards Ofc of Geologic Disposal weekly highlights for wk ending 
920306. 

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. 92/03/17. 
BROOKS,D. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 29pp. 61099:225-61099:253. 

9203250222 Forwards Audit YNP-92-10, “DOE Ofc of Civilian Radwaste Mgt Ofc of QA 
Audit Rept for Limited Scope Audit of Reynolds Electrical & Engineering Co,Inc Las 
Vegas & Mercury.NV 920225-28." 

HORTON.D.G. Energy, Dept. of. 92/03/19. PRITCHETT,R.F Reynolds Electrical & En¬ 
gineering Co., Inc. 2pp. 61120:330-61120:352. 

-9203250227 YMP-92-10 “DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for 
Limited Scope Audit of Reynolds Electrical & Engineering Co, Inc Las Vegas & 
Mercury.NV 920225-28.” 

ARCEO.A.I. Energy, Dept. of. 92/03/19. 20pp. 61120:331-61120:352. 

9203250231 Forwards Audit YMP-92-07, “DOE Ofc of Civilian Radwaste Mgt Ofc of QA 
Audit Rept for Limited Scope Audit of Yucca Mountain Site Characterization Project 
Ofc Us Vegas,NV 920204-07." 

HORTON.D.G. Energy, Dept. of. 92/03/06. GERTZ.C.P. Nevada, State of. 2pp. 
61224:147-61224:165. 

-9203250244 YMP-92-07 “DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for 
Limited Scope Audit of Yucca Mountain Site Characterization Project Ofc Las 
Vegas,NV 920204-07." 

KRATZINGER.FJ., HORTON.D.G. Energy, Dept. of. 92/03/06. 16pp. 61224:149- 
61224:165. 


9203250249 Forwards NRC comments on “Proposed Groundwater Monitoring Policy at 
Selected UMTRA Project Disposal Sites.” 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/03/20. 

CHERNOFF.A.R. Energy, Dept. of. 8pp. 61104:346-61104:353. 

9203250253 Discusses review of updated submittal for Chapter 6 rev to US Ecologys 
Facility Stds Manual for Hanford Low-Level Waste Disposal Facility,dtd 920219.Lists 
documents included in review. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/20. 
ROBERTSON,G. Washington, State of. 4pp. 61104:356-61104:359. 

9203250254 Forwards comments on ACNW 911202 Itr re NRC capabilities in computer 
modeling & performance assessment of low level waste disposal facilities.NRC con¬ 
curs w/most of ACNW comments. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/13. THE CHAIR¬ 
MAN, ROGERS, CURTISS Commissioners (Post 750119). 8pp. 61107:293-61107:310. 

-9203250257 Forwards State of NE 920123 Itr of appreciation for assistance provided 
to state Low Level Radwaste Program. 

MILLER.V.L Assistant Director for State Agreements Program. 92/01/31. LOHAUS.P. 
Low-Level Waste Management Branch (Post 901230). Ip. 61107:301-61107:301. 

-9203250260 Trip rept of M Kozak (Sandia Natl Ubs) visit to State of NE to support 
performance assessment activities. 

RINGENBERGJ. Nebraska, State of. 92/01 /23. MILLER,V. Assistant Director for 
State Agreements Program. 8pp. 61107:302-61107:310. 

9203250258 Discusses memo for Commissioners which lists various types of land dis¬ 
posal facilities & contains relevant definitions in 10CFR61.Subj memo prepared in re¬ 
sponse to SRM 92-058. 

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 92/03/20. 
MILLER.V.L. Office of State Programs (Post 911117). 2pp. 61106:358-61106:359. 

9203250262 Confirms visit to Mexican Hat & Monument Valley U Mill Tailings Remedial 
Action Project site proposed for 920421. 

HAQUE.M.W. Uranium Recovery Branch (Post 901230). 92/03/23. HAMP.S. Energy, 
Dept. of. Ip. 61099:201-61099:201. 

9203250304 Forwards monthly status repts for Jan - Feb 1992. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 92/03/19. ABRAMS,C. 
Repository Licensing & Quality Assurance Project Directorate (Post 881120). 132pp. 
61162:093-61162:224. 
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9203260066 Forwards NRC Rules & Regulations.Title 10,Chapter l.Code of Federal 
Regulations-Energy.Part 60 entitled, “Disposal of High-Level Radwaste in Geologic 
Repositories” & “Disposal of High-Level Radwaste...Licensing Procedures,” per 
920305 Itr. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/23. PAUL.D.E. Affiliation Not Assigned. 75pp. 61224 204- 
SI 224:278. 

9203260142 Advises that NV feels lifting of Site Characterization Analysis Objection 2 re 
Ofc of Civilian Radwaste Mgts lack of acceptable QA program premature. 

LOUX.R.R. Nevada, State of. HLWR. 92/03/04. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 2pp. 61224:198-61224:199. 

9203260160 Advises that results of Corrective Action Request YM-91-068 resulting from 
Yucca Mountain QA Div Audit YMP-91-04 of Raytheon Svc NV determined to be 
unsatisfactory.Personnel have not had training maintained to assigned procedures. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/17. BOLLOCK,R.L. Raytheon Service 
Co. (subs, of Raytheon Co.). Ip. 61224:200-61224:200. 

9203260165 Advises of two remaining open issues relating to Rifle,CO Remedial Action 
Plan,submitted by 920225 Itr. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/03/24. 

CHERNOFF.A.R. Energy, Dept. of. 3pp. 61128:083-61128:085. 

9203260203 Advises of approval of corrective action extension request for Corrective 
Action Request YM-92-007 resulting from Yucca Mountain QA Div Audit YMP-91-1- 
01 .Date extended to 920413. 

SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/17. GERT2,C.P. Energy, Dept. of. Ip. 
61224:201-61224:201. 

9203260205 Forwards notice of upcoming meetings related to NRC high- level waste 
mgt program.NWTRB & DOE to meet on 920407-08 on progress at proposed Yucca 
Mountain Site,NRC/DOE to meet on 920430 on QA & ACNW 42nd meeting to be 
held 920423-24. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/23. NRC - No Detailed Affiliation Given. 2pp. 61224:202- 
61224:203. 

9203260251 Forwards Observation Audit Rept 92-06 for “ Ofc of Civilian Radwaste Mgt 
Audit YMP-92-07 of Yucca Mountain Site Characterization Project Ofc” from 920204- 
07. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/23. ROBERTS,J.P. Energy, Dept. of. 2pp. 61224:279- 
61224:287. 

-9203260253 92-06 Observation Audit Rept 92-06 for “Ofc of Civilian Radwaste Mgt 
Audit YM P-92-07 of Yucca Mountain Site Characterization Project Ofc” from 920204- 
07. 

BUCKLEY,J.T., GILRAY.J.W., HOOKS,K.R. Repository Licensing & Quality Assurance 
Project Directorate (Post 881120). HLWR. 92/02/27. 7pp. 61224:281-61224:287. 

9203260262 Forwards abstract of proposed talk entitled, “Readiness Reviews in High- 
Level Waste Program" to be given at American Society for QC Energy Div Third Inti 
Waste Mgt conference on 920503. 

HOOKS,K.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/03/24. LEFMAN.I.J. Science Applications International Corp. (for¬ 
merly Science Applications, Inc.). Ip. 61224:288-61224:289. 

—9203260270 Abstract “Readiness Reviews in High-Level Waste Program." 

HOOKS,K.R. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 92/03/17. Ip. 61224:289-61224:289. 

9203270219 Discusses DOE request that NRC nominate persons to Advisory Commit¬ 
tee on environ restoration & waste mgt/Programmatic Environ Impact Statement 
activities.Staff believes establishment of subj committee may be warranted. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/20. THE CHAIR¬ 
MAN, SELIN,I., ROGERS Commissioners (Post 750119). 2pp. 61190:343-61190:353. 

~9203270241 Requests that NRC establish Advisory Committee to advise Assistant 
Secretary for Environ Restoration & Waste Mgt on Programmatic Environ Impact 
Statement & other projects relating to environ restoration & waste mgt activities. 
DUFFY,L.P. Energy, Dept. of. 92/02/21. THE CHAIRMAN, SELIN.I. Commissioners 
(Post 750119). 6pp. 61190:345-61190:352. 

-9203300273 Nominates RL Bangart,Director of Div of LLW Mgt & Decommissioning to 
serve on DOE Advisory Committee on Environ Restoration & Waste Mgt in response 
to 920221 Itr. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/03/20. DUFFY,L.P. 
Energy, Dept. of. Ip. 61190:353-61190:353. 

9203300161 Trip rept of 920302-05 visit to Tucson,AZ to represent ctr at Waste Mgt ’92 
Conference & provide focus for recruitment of ctr staff. 

ADLER,R.E., LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. 92/03/24. 
Center for Nuclear Waste Regulatory Analyses. 5pp. 61169:328-61169:332. 

9203300176 Forwards Issuance of Corrective Action Requests YM-92-025 & YM-92-026 
resulting from Yucca Mountain QA Div Audit YMP-92-11 of Raytheon Svcs NV. 
SPENCE,R.E. Energy, Dept. of. HLWR. 92/03/20. BULLOCK,R.L. Nevada, State of. 
9pp. 61225:009-61225:017. 

9203300202 Informs that listed open habitation sites appear to be most promising for 
portion of research project to assess long- term weathering rates of sandstones in¬ 
volving quantitative assessment of rock durability,per 920317 conversation. 

JOHNSON,T.L. Uranium Recovery Branch (Post 901230). 92/03/25. DABNEY.W. 
Utah, State of. 2pp. 61172:358-61172:359. 

9203300204 Forwards response to ACNW 920210 comments & questions on low-level 
waste issues.Concurs that meetings of informal nature may be of benefit for issues 
that are unique or may arise prior to scheduled meeting.W/o end. 

BANGART,R.L. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/03/26. LARSON,H.J. Advisory Committee on Nuclear Waste. 5pp. 
61169:341-61169:345. 

9203300293 Forwards Health Physics Procedure RAC-OP-003, “Bulk Radionuclide 
Determination,Excavation Control & Site Verification for Cobbly Soils.” 

CHERNOFF.A. Energy, Dept. of. 92/03/26. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). 2pp. 61199:325-61199:340. 


-9203300295 Health Physics Procedure RAC-OP-003, “Bulk Radionucl 
Determination.Excavation Control & Site Verification for Cobbly Soils.” 

* MK-Ferguson Co. 92/03/18. 14pp. 61199:327-61199:340. 

9203300368 Forwards “Prepared Statement to United States Senate Committee 
Energy & Natural Resources re Civilian High- Level Radwaste Mgt Program." 
YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLV 
92/03/25. BLAHA.J.L. Assistant for Operations (Post 890205). Ip. 61340:0 
61340:008. 

-9203300371 “Prepared Statement to United States Senate Committee on Energy 
Natural Resources re Civilian High-Level Radwaste Mgt Program.” 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/03/31. 6 
61340:002-61340:008. 

9203300382 Informs that Div of HLW has no comments on specifics of draft proposa 
review of regulatory impact survey.Agrees that scope of survey should exclude disp 
al of HLW. 

YOUNGBLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLV 
92/03/25. BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 
61225:086-61225:086. 


9203300384 Forwards notice of upcoming meetings re NRC HLW mgt program. 
HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (F 
881120). HLWR. 92/03/30. Repository Licensing & Quality Assurance Project Dii 
torate (Post 881120). 2pp. 61225:087-61225:088. 

9203310047 Informs that DOE regards videotaping of people performing various pi 
esses or activities to be inappropriate manner for NRC to review 
characterization,in response to NRC On-Site Representatives request during 920: 
meeting. 

ROBERTS,J.P. Energy, Dept. of. 92/03/26. HOLONICH.J.J. Repository Licensim 
Quality Assurance Project Directorate (Post 881120). 2pp. 61225:089-61225:090. 

9203310057 Forwards supplemental std application for satellite cell at Canonsburg.P, 
response to NRC 910124 Itr re control of residual radioactive matl disposed of outs 
of encapsulation cell. 

CHERNOFF.A.R. Energy, Dept. of. 92/03/26. SURMEIER.J.J. Uranium Reco\ 
Branch (Post 901230). 9pp. 61205:055-61205:063. 

9203310081 Forwards “External Review Panel Majority Rept,” & “Assessment of 
Szymanskis Conceptual Hydro-Tectonic Model & Relevance to Hydrologic & Geok 
Processes at Proposed Yucca Mountain Nuclear Waste Repository." 

ROBERTS,J.P. Energy, Dept. of. HLWR. 92/01/21. HOLONICH.J.J. Repository 
censing & Quality Assurance Project Directorate (Post 881120). 3pp. 61206:C 
61207:029. 

“9203310104 “External Review Panel Majority Rept," review of “Conceptual Consii 
ations of Yucca Mountain Groundwater Sys w/Special Emphasis on Adequacy of ‘ 
Sys to Accomodate High-Level Nuclear Waste Repository," authored by J$ ( 
manski. 

POWERS,D.W., RUDNICKI.J.W., SMITH,L. Energy, Dept. of. HLWR. 91/08/31. 8: 
61206:053-61206:146. 

“9203310111 “Assessment of JS Szymanskis Conceptual Hydro-Tectonic Model & I 
evance to Hydrologic & Geologic Processes at Proposed Yucca Mountain Nuc 
Waste Repository," minority rept of special DOE review panel. 

ARCHAMBEAU.C.B. Colorado, Univ. of. PRICE,N.J. Affiliation Not Assigned. HU 
92/03/31. 150pp. 61206:147-61207:029. 

9203310206 Forwards minutes of 920218 meeting w/DOE & State of NV 
Rockville,MD. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (f 
881120). HLWR. 92/03/26. ROBERTS,J.P. Energy, Dept. of. 2pp. 61225:' 
61225:135. 

“9203310212 Summary of 920218 meeting w/DOE & State of NV in Rockville, Ml 
discuss items of mutual interest re QA.Attendance list included as Attachment 1. 
BUCKLEY,J.T. Repository Licensing & Quality Assurance Project Directorate (I 
881120). SKUCHKO.S.L. Energy. Dept. of. HLWR. 92/03/26. Repository Licensin 
Quality Assurance Project Directorate (Post 881120). 24pp. 61225:112-61225:135. 

9203310229 Forwards “Technical Data Base Quarterly Rept - Jul-Dec 1991.” 
ROBERTS,J.P. Energy, Dept. of. HLWR. 92/03/26. HOLONICH.J.J. Repository 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 61203:2 
61204:052. 

“9203310231 “Technical Data Base Quarterly Rept - Jul-Dec, 1991." 

* Energy, Dept. of. HLWR. 91/12/31. 111pp. 61203:208-61204:052. 

9203310285 Responds to 920116 Itr expressing interest in role of NRC w/ respet 
Savannah River Site.NRC has no jurisdiction over activities at site & therefore cai 
undertake review of Draft Federal Facility Agreement. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/03 
CONNOR,T. Affiliation Not Assigned. Ip. 61216:298-61216:298. 


XPORTLIC EXPORT AND IMPORT LICENSES 

9203020265 Application to amend license,increasing quantity by 11.2 kg U-235, 
tained in 485 kg U & extending license expiration date to 951231.End use stater 

^ 100 one) 

GRANT,R.L. Braunkohle Transport USA, Inc. 92/02/20. WRIGHT,B. Office of Inte 
tional Programs (Post 911117). 3pp. 60931:101-60931:103. 

9203020301 Requests 6-month extension to export license to transport matl to Can 
JOHNSON,R.J. Hoke, Inc. 92/01/30. WRIGHT.B.L. NRC - No Detailed Affilii 
Given. 2pp. 60781:244-60781:245. 

9203020316 Forwards application for license to export U as UF6 to Korea for uj 
commercial reactors. 

FISK.R.H. Edlow International Co. 92/02/24. WRIGHT,B. Assistant Director 
Export/Import & International Safeguards. Ip. 60781:254-60781:256. 
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—9203020319 Application for license to export U as U hexafiouride to Republic of 
Korea. 

FISK.R.H. Edlow International Co. 92/02/24. 2pp. 60781:255-60781:256. 

9203030473 License for Westinghouse to export equipment controlled by 10CFR110 
App A(5) through A(9),including transformers & relays for swrtchgear.to Mexico. 
WRIGHT,B.L. Office of International Programs (Post 911117). WSH-91-219. 92/02/28. 
Ip. 60773:055-60773:055. 

9203040078 Forwards application for license to export U as UF6 to Republic of Korea. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/02/ 
28. ROONEY,J. Energy, Dept. of. Ip. 60793:225-60793:228. 

9203040160 Discusses agreement between US & Govt of Japan concerning peaceful 
uses of nuclear energy.Requests written confirmation that listed items will be held subj 
to agreement. 

* U.S. Embassies. 92/01/24. Japan. 7pp. 60793:214-60793:220. 

9203040166 Forwards 920220 request for amend to export license XSNM-2596 to in¬ 
crease quantity of matl authorized for export from 625.0 kg U to 1,110.0 kg U. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/02/ 
28. ROONEY,J. Energy, Dept of. Ip. 60793:210-60793:213. 

9203040184 Submits Itr of confirmation of proposed transfer of items subj to US - 
Sweden nuclear cooperation agreement. 

* Office of International Programs (Post 911117). 92/02/19. Sweden, Govt. of. Ip. 
60793:203-60793:203. 

9203050130 Application for amend to license XSNM-2486,authorizing export of natural 
U heel cylinders,to France. 

MCLAUGHLIN,J. Transnuclear, Inc. 92/02/27. WRIGHT,B. NRC - No Detailed Affili¬ 
ation Given. Ip. 60807:087-60807:088. 

—9203050135 Application for amend to license XSNM-2486,requesting extension of ex¬ 
piration date. 

MCLAUGHLIN,J. Transnuclear, Inc. 92/03/02. WRIGHT,B. NRC - No Detailed Affili¬ 
ation Given. Ip. 60807:088-60807:088. 

9203050150 License for GAMMA-METRICS to export 7.124 g U-235,contained in 7.65 g 
U from Sweden. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 92/03/02. 2pp. 60807:119-60807:120. 

9203050161 Advises that Executive branch recommends issuance of license for Wes¬ 
tinghouse to export to Mexico relays & transformers for switchgear equipment used to 
control reactor power level & primary coolant in Unit 2 of Laguna Verde Nuclear 
Power. 

MCGOLDRICK.F. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 92/02/28. DENTON,H.R. International Programs (870413-911116). 4pp. 
60807:129-60807:132. 

9203100259 Forwards Transnuclear.lnc 920227 application for amend to export license 
XSNM-2486 to include natural U as well as enriched U as heels & adding Comurhex 
Usine de Pierrelatte as addl ultimate cosignee.Ltr of assurance requested. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
06. ROONEY.J.M. Energy, Dept of. Ip. 60865:190-60865:192. 

9203100288 License for Transnuclear.lnc to export 30.148 kg U-235, contained in 
32.261 kg U.to France. 

HAUBER.R.D. Assistant Director for Export/Import & International Safeguards. NUK- 
519. 92/03/06. 2pp. 60865:177-60865:178. 

9203100297 License for General Atomics to export compensated ion chamber assembly 
& three way solenoid valve to Mexico. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
05. ip. 60865:324-60865:324. 

9203110268 Executive Branch position re General Atomics application to export to 
Mexico one compensated ion-chamber assembly & one 3-way solenoid valve for Sala¬ 
zar TRIGA Mark III research reactor.Recommends that license be issued. 
MCGOLDRICK.F. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 92/03/05. DENTON,H.R. Office of International Programs (Post 911117). 5pp. 
60875:313-60875:317. 

9203160237 Application for license to export special nuclear matl items to Belgium. 
PEVEY.L.E. Commerce, Dept. of. 92/02/28. 3pp. 60932:352-60932:354. 

—9203160241 Requests export licenses for items of enriched U special nuclear matl for 
delivery to Belgium. 

PEVEY.L.E. Commerce, Dept. of. 92/02/28. WRIGHT,B.L. Office of International Pro¬ 
grams (Post 911117). Ip. 60932:354-60932:354. 

9203160263 Ltr application for amend to license XSNM-2596,increasing quantities of U- 
235 for delivery. 

FLIAGOU.C. European Communities, Commission of. 92/03/06. Ip. 60932:351- 
60932:351. 

9203160273 Ltr of assurance certifying terms & conditions of addl agreement for 
cooperation.Terms apply to export of 3.825 g U-235 to 
France,Germany,Belgium.Spain & United Kingdom. 

FLINGOU,C. European Communities, Commission of. 92/03/05. DEDIK.T. Energy, 
Dept. of. Ip. 60932:349-60932:349. 

9203160277 Ltr of assurance re certification of terms & conditions of addl agreement for 
cooperation.Terms apply to export of 26,426 kg U contained in U-235 to Germany. 
FLINGOU.C. European Communities, Commission of. 92/03/05. DEDIK.T. Energy, 
Dept. of. Ip. 60932:347-60932:347. 

9203160283 Ltr of assurance re cooperation concerning licenses XSNM-2663.XSNM- 
2665 & XSNM-2666. 

* Japan. 92/03/06. State, Dept. of. Ip. 60932:348-60932:348. 

9203160293 Ltr of assurance concerning terms & conditions of addl agreement for 
cooperation.Terms applicable to export of 3,000 kg U as UF6 to 
France,Germany,Netherlands & United Kingdom. 

FLINGOU.C. European Communities, Commission of. 92/02/28. DEDIK.T. Energy, 
Dept. of. Ip. 60932:350-60932:350. 


9203170261 Application to amend license XSOU-8713,revising description of flow of 
matl as listed. 

CARPENITO.T. Nuclear Metals, Inc. 92/03/06. WRIGHT,B. Assistant Director for 
Export/Import & International Safeguards. Ip. 60963:343-60963:344. 

9203170267 Ucense for Edlow Inti Co to export 543.0 kg U-235,contained in 13,388 kg 
U.to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. KLK-69. 
92/03/11. 2pp. 60963:345-60963:346. 

9203180471 Ucense for Mitsubishi Inti Corp to export 274 kg U-235, containing 6,741 
kg U enriched to 4.05 w/o max,to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 92/03/13. 2pp. 60962:015-60962:016. 

9203180476 License for Braunkohle Transport USA,Inc to export 26.2 kg U-235,contain¬ 
ing 1,110 kg U enriched to 2.3 w/o max,to Federal Republic of Germany. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
gill 16). 92/03/16. Ip. 60962:013-60962:013. 

9203180477 Ucense for UCAR Carbon Co,Inc to export 298,035 kg bulk nuclear grade 
graphite to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 92/03/13. Ip. 60962:014-60962:014. 

9203190180 Application for amend to export license.adding COMURHEX Usine de Pier¬ 
relatte as ultimate consignee. 

BLANQUART.J.C. European Atomic Energy Community (EURATOM). 92/03/12. 
DEDIK.T. State. Dept. of. Ip. 61252:333-61252:333. 

9203190236 Executive Branch position re Gerard Kluyskens Co,Inc application to export 
12,500 kg matl to Republic of Korea over 10-yr period w/annual shipments not ex¬ 
ceeding 1,400 kg. Ucense should be issued. 

MCGOLDRICK.F. State, Dept of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/10/08. SHEA.J.R. Office of International Programs (Post 911117). Ip. 
60985:351-60985:351. 

9203190239 Executive Branch position re Gerard Kluyskens Co,Inc application to export 
18,000 kg matl to Japan over 10-yr period w/annual shipments not exceeding total of 
2,000 kg. Ucense should be issued. 

MCGOLDRICK.F. State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/10/08. SHEA.J.R. Office of International Programs (Post 911117). Ip. 
60985:352-60985:352. 

9203190246 Executive Branch position re Gerard Kluyskens Co,Inc application to export 
25,000 kg matl over 10-yr period to all countries except Cuba.Kampuchea.North Korea 
& Vietnam in amounts of up to 750 kg per yr.Ucense should be issued. 
MCGOLDRICK.F. State, Dept, of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 91/10/08. SHEA.J.R. Office of International Programs (Post 911117). Ip. 
60985:353-60985:353. 

9203190455 Executive Branch position re Gamma-Metrics 910927 application to export 
1002 fission chambers to Belgium, France,Germany,Spain & United 

Kingdom.Recommends that license be issued. 

MCGOLDRICK.F. State, Dept of. 92/03/11. DENTON,H. Office of International Pro¬ 
grams (Post 911117). 2pp. 60972:262-60972:263. 

9203200018 License for GE to export 916 kg U-235,containing 26,426 kg U to Federal 
Republic of Germany. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 92/03/11. 2pp. 60998:357-60998:358. 

9203200024 License for GE to export 120 kg U-235 containing 3,000 kg natural & en¬ 
riched U to Federal Republic of Germany,France, Netherlands & United Kingdom. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). FDF91-117. 92/03/13. 2pp. 60999:356-60999:357. 

9203200055 Amend 1 to license to export needle valves & air-operated bellows valves 
to Argentina. 

HAUBER.R. Assistant Director for Exports, Security & Safety Cooperation (901104- 
911116). 92/03/12. 2pp. 60998:354-60998:356. 

9203200065 Ucense for Mitsubishi Inti Corp to export 384.0 kg U-235, contained in 
9,954.0 koU enriched to 3.85 w/o max to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
12. 2pp. 60991:151-60991:152. 

9203300146 Ack receipt of Notes 42 & 43 dtd 920121 from US Embassy re notification 
of intended transfer of items & confirms that listed items will be held per Agreement 
for Cooperation Between Govts of Japan & US. 

* Japan. 92/02/10. U.S. Embassies. 3pp. 61121:124-61121:128. 

-9203300178 Notifies of intended transfer of listed items per paragraph 3 of Article 2 of 
Agreement for Cooperation Between Govt of US & Govt of JA re Peaceful Uses of 
Nuclear Energy.Requests written confirmation that items will be held per agreement. 

* U.S. Embassies. 92/01 /21. Japan. 2pp. 61121:128-61121:128. 

9203300183 Ack receipt of Notes 54,55 & 56 dtd 920128 from US Embassy re notifica¬ 
tion of intended transfer of items & confirms that items will be held per Agreement for 
Cooperation Between Govts of Japan & US. 

* Japan. 92/02/24. U.S. Embassies. 3pp. 61121:129-61121:133. 

-9203300192 Notifies of intended transfer of listed items per Paragraph 3 of Article 2 of 
Agreement For Cooperation Between Govt of US & Govt of JA re Peacfu! Uses of 
Nuclear Energy.Requests written confirmation that items will be held per Agreement. 

* U.S. Embassies. 92/01/28. Japan. 2pp. 61121:132-61121:133. 

9203300208 Forwards application to export slightly enriched UF6 to be used for fabrica¬ 
tion of fuel assemblies & ultimately loaded into Mihama Unit-3 (Region 18) owned by 
Kansai Electric Power Co,Inc. 

MAEKITA.M. Mitsubishi International Corp. HSA-5492-07. 92/03/13. WRIGHT,B. 
Office of International Programs (Post 911117). 2pp. 61121:134-61121:136. 

-9203300216 Application for license to export enriched UF6 to Fukui Prefecture,Japan. 

* Mitsubishi International Corp. 92/03/06. Ip. 61121:136-61121:136. 



NONDOCKETED ITEMS 329 


9203300224 Ack receipt of Notes 54,55 & 56 dtd 920128 from US Embassy re notifica¬ 
tion of intended transfer of items & confirms that items will be held per Agreement for 
Cooperation Between Govts of US & Japan. 

* Japan. 92/02/24. U.S. Embassies. 3pp. 61121:137-61121:141. 

—9203300228 Notifies of intent to transfer listed items per Paragraph 3 of Article 2 of 
Agreement for Cooperation Between Govt of US & Govt of JA re Peaceful Uses of 
Nuclear Energy. Requests written confirmation that items will be held per Agreement. 

* U.S. Embassies. 92/01/28. Japan. 2pp. 61121:140-61121:141. 

9203300235 Forwards application for export license for low enriched U & high enriched 
U contained in std samples for interaction research in Belgium.Ltr of assurance re¬ 
quested. 

HAUBER.R.D. Office of International Programs (Post 911117). 92/03/20. ROONEY.D. 
Energy, Dept. of. Ip. 61121:142-61121:145. 

9203300267 Notifies that Westinghouse may resume shipments under export license 
XSNM-1067,effective immediately.Ltr dtd 920318 from US Dept of State.informing that 
concerns re sufficiency of arrangements have been resolved. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
18. HUDEC.W.S. Westinghouse Electric Corp. Ip. 61204:324-61204:327. 

-9203300288 Informs that NRC should advise Westinghouse that shipments to Krsko 
nuclear power reactor under license XSNM-1067 may be resumed.Existing US - IAEA 
- YO arrangements sufficient for addl supply of low enriched U fuel to Krsko reactor. 
THORNE.C.E State, Dept, of, Bureau of Oceans & Inti. Environmental & Scientific Af¬ 
fairs. 92/03/18. HAUBER.R.D. Assistant Director for Exports, Security & Safety Coop¬ 
eration. 3pp. 61204:325-61204:327. 

9203300280 Confirms that item listed in attachments will be held subject to Agreement 
upon entry into territorial jurisdiction of Japan & that proposed recipients are author¬ 
ized persons in Japan. 

* Japan. 92/01/28. U.S. Embassies. 5pp. 61164:026-61164:030. 

9203300356 Amend 2 to license XSNM-2486 for Transnuclear.lnc to export 250.0 kg U- 
235 contained in 5,000 kg U enriched to 5.0 w/o max as “heels" in cylinders to 
p ra nce 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
23. Ip. 61164:051-61164:051. 

9203310166 License for General Atomics to export 39.2 g U 235 containing RIGA fuel 
element to Republic of Zaire. 

WRIGHT,B.L. Assistant Director for Exports, Security & Safety Cooperation. 92/03/27. 
2pp. 61194:006-61194:007. 


9203310171 Forwards application for license to export 20,419 kg U enriched U 
hexafluoride,to Japan.Assistance requested in obtaining necessary assurances from 
Govt of Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
27. THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. Ip. 61194:357-61194:360. 

-9203310178 Application for license to export 20,419 kg U.containing 827 kg U-235 to 
Japan. 

* Mitsui & Co. (USA), Inc. 92/03/06. Ip. 61194:358-61194:358. 

-9203310182 Discusses application for license to export low enriched U for use as 
reload fuel for Mihama unit 3 in Japan.Requests that two P-10 tube samples be taken 
from each parent cylinder & delivered to Teledyne Isotopes for analysis. 

MAEKITA.M. Mitsui & Co. (USA), Inc. 92/03/13. WRIGHT,B. Assistant Director for 
Export/Import & International Safeguards. 2pp. 61194:359-61194:360. 

9203310185 Requests assistance in obtaining assurances required for end application 
for license to export low enriched U for use in Fessenheim 2 & Bugey 3 reactors in 
France. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/03/ 
27. ROONEY,J.M. Energy, Dept. of. Ip. 61194:001-61194:005. 

-9203310191 Application for license to export 30,049.5 kg U,containing 1,050.43 kg U- 
235 to France. 

MCLAUGHLIN.J. Transnuclear, Inc. TNP 525. 92/03/20. 3pp. 61194:002-61194:004. 

-9203310200 Forwards application for license to export low enriched U to 
France. Licensing fee also end. 

MCLAUGHLIN.J. Transnuclear, Inc. 92/03/20. NRC - No Detailed Affiliation Given. Ip. 
61194:005-61194:005. 

9203310277 License for GA to export 4 TRIGA research reactor control rods to United 
Kingdom. 

WRIGHT,B.L. Assistant Director for Exports, Security & Safety Cooperation. 1680. 92/ 
03/27. Ip. 61200:237-61200:237. 

9203310322 License for Penngraph.lnc to export 35,000 kg bulk nuclear grade graphite 

WRIGHT.B.L. Assistant Director for Exports, Security & Safety Cooperation. 92/03/27. 
Ip. 61195:321-61195:321. 
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BARNES, 1. 

9203020127* 

50-445 

Q 

BEACH ,A.B. 

9203160093 

50-445 

Q 

BECKJORD.E.S. 

9203130325 

NUREG 


BARNES,1. 

9203040082* 

50-285 

Q 

BEACH.A.B. 

9203160148 

50-458 

P 

BECKJORD.E.S. 

9203130327 

NUREG 


BARNESj. 

9203110079* 

50-498 

Q 

BEACH,A.B. 

9203180020 

50-267 

Q 

BECKJORD.E.S. 

9203130329 

NUREG 


BARNES.I. 

9203250008* 

50-382 

Q 

BEACH,A.B. 

9203180088 

50-298 

Q 

BECKJORD.E.S. 

9203160175 

NUREG 


BARNESj. 

9203250216* 

50-285 

Q 

BEACH.A.B. 

9203180202 

50-445 

P 

BECKJORD.E.S. 

9203170174 

NUREG 


BARNES,K.A 

9203300185 

STATE PRO G 

BEACH,A.B. 

9203230085 

50-458 

Q 

BECKJORD.E.S. 

9203170332 

NUREG 


BARNETT.L.D. 

9203050167 

71-662 


BEACH,A.B. 

9203230095 

50-498 

Q 

BECKJORD.E.S. 

9203200330 

GEN TEC 1 

s 

BAROCSI.R. 

9203190013 

PR 


BEACH,A.B. 

9203230146 

50-498 

F 

BECKJORD.E.S. 

9203230201 * 

PR 


BARON, M.J. 

9203170347 

50-277 

R 

BEACH, A.B. 

9203250004 

50-382 

Q 

BECKJORD.E.S. 

9203230213* 

PR 


BARON.R.R. 

9203050200 

50-259 

R 

BEACH.A.B. 

9203250007 

50-482 

Q 

BECKMAN,W.L. 

9203020131 

50-155 

R 

BARON,R.R. 

9203060165 

50-259 

R 

BEACH.A.B. 

9203250013 

50-458 

Q 

BECKMAN,W.L. 

9203020162 

50-155 

R 

BARON,R.R. 

9203160281 

50-259 

R 

BEACH,A.B. 

9203250028 

50-298 

Q 

BECKMAN,W.L. 

9203020186 

50-155 

S 

BARON.R.R. 

9203170294 

50-260 

P 

BEACH,A.B. 

9203250066 

50-382 

Q 

BECKMAN,W.L. 

9203040216 

50-155 

R 

BARON.R.R. 

9203180276 

50-259 

F 

BEACH,A.B. 

9203250074 

50-445 

P 

BECKMAN,W.L. 

9203090307 

50-155 

R 

BARR.K.P. 

9203100173* 

50-438 

Q 

BEACH,A.B. 

9203250196 

50-445 

Q 

BECKMAN,W.L. 

9203120149 

50-155 

S 

BAR RETT, R.J. 

9203020302* 

50-295 

P 

BEACH.A.B. 

9203250199 

50-458 

P 

BECKMAN.W.L 

9203130226 

50-155 

S 

BARRETT,RJ. 

9203020323* 

50-265 

P 

BEACH.A.B. 

9203250213 

50-285 

Q 

BECKMAN,W.L 

9203180102 

50-155 

F 

BARRETT,R.J. 

9203270191 

50-265 

P 

BEACH,A.B. 

9203260012 

50-458 

V 

BECKMAN.W.L. 

9203190053 

50-155 

P 

BARRON, H.B. 

9203090194* 

50-269 

P 

BEACH.A.B. 

9203260016 

50-285 

V 

BECKMAN.W.L. 

9203190164 

50-155 

S 

BARRON,H.B. 

9203090210* 

50-269 

P 

BEACH,A.B. 

9203260063 

50-298 

V 

BECKMAN.W.L. 

9203240195 

50-155 

s 

BARRONiH.B. 

9203240329* 

50-269 

F 

BEACH,A.B. 

9203260097 

50-458 

Q 

BECKMAN.W.L. 

9203250170 

50-155 

S 

BARTON.J.J. 

9203060126 

50-219 

F 

BEACH,A.B. 

9203300016 

50-313 

Q 

BECKMAN.W.L 

9203270292 

50-155 

R 

BARTON,J.J. 

9203160229 

50-219 

F 

BEACH,A.B. 

9203300028 

50-382 

V 

BECKMAN.W.L 

9203300276 

50-155 

s 

BARTON,J.J. 

9203170132 

50-219 

P 

BEACH.A.B. 

9203300145 

50-267 

Q 

BECKMAN.W.L 

9203300342 

50-155 

p 

BARTON.J.J. 

9203170280 

50-219 

P 

BEACH,A.B. 

9203300212 

50-368 

S 

BECKMAN.W.L. 

9203300352 

50-155 

R 

BARTON,J.J. 

9203180414 

50-219 

R 

BEAM.M.T. 

9203130122* 

FOIA 


BEEDLE.R. 

9203060242 

50-286 

R 

BARTON.J.J. 

9203190351 

50-219 

R 

BEAM.M.T. 

9203160018* 

FOIA 


BEEDLE.R.E. 

9203020195 

50-286 

P 

BARTON,JJ. 

9203230158 

50-219 

J 

BEARD,P.M. 

9010310082 

PR 


BEEDLE.R.E. 

9203030213 

50-286 

P 

BARTON,J.J. 

9203230328 

50-219 

P 

BEARD,P.M. 

9203040248 

50-302 

P 

BEEDLE.R.E. 

9203110015 

PR 


BARTON.J.J. 

9203260024 

50-219 

V 

BEARD,P.M. 

9203110143 

50-302 

P 

BEEDLE.R.E. 

9203120040 

PR 


BARTON.J.J. 

9203310291 

50-219 

R 

BEARD.P.M. 

9203190186 

50-302 

P 

BEEDLE.R.E. 

9203180241 

50-333 

F 

BASIAGA.R.J. 

9203100300 

FOIA 


BEARD,P.M. 

9203230117 

PR 


BEEDLE.R.E. 

9203190137 

50-333 

P 

BASSETT,C.H. 

9203030282* 

70-1113 


BEARD.P.M. 

9203300354 

50-302 

J 

BELANGER,J.L. 

9203130139* 

50-373 

Q 

BASSETT,C.H. 

9203100165* 

70-143 


BEARD.P.M. 

9203310194. 

50-302 

P 

BELANGER,J.L. 

9203240112* 

50-151 

Q 

BASSIN.N. 

9203190163* 

FOIA 


BEARD.P.M. 

9203310197 

50-302 

P 

BELANGER,J.L. 

9203260240* 

50-331 

Q 

BASSIN.N. 

9203190170* 

FOIA 


BEARD,R.M. 

9203160286 

50-321 

R 

BELANGER,J.L. 

9203310123* 

50-151 

Q 

BASSIN.N. 

9203190171* 

FOIA 


BEARE.A. 

9203110395* 

TOPREP 


BELISLE.G.A. 

9203100040* 

50-369 

Q 

BASSIN.N. 

9203230099* 

FOIA 


BECHHOEFER.C. 

9203200271 

40-8989 


BELISLE.G.A. 

9203100193 

50-269 

Q 

BASSIN.N. 

9203230102* 

FOIA 


BECK.C. 

9203170019* 

70-***** 


BELISLE.G.A. 

9203180122* 

50-369 

Q 

BATE.G.R. 

9202190624* 

50-424 

S 

BECK.C.K. 

9203160004* 

70-***** 


BELISLE.G.A. 

9203180136* 

50-269 

Q 

BATES, R.C. 

8909150234* 

50-440 

P 

BECK.C.K. 

9203160037* 

70-. 


BELL.J.M. 

9203240350 

ORG 


BAUGHMAN.M.L. 

9203090478* 

PR 


BECK.C.K. 

9203160158* 

70-***** 


BELL.L.G. 

9203240106 

WASTE MGT 

BAUM,J.W. 

9203130114 

NUREG 


BECK.G.J. 

9203020141 

50-277 

P 

BELL.L.G. 

9203240289 

50-133 

P 

BAUR.D.H. 

9203230250 

50-261 

S 

BECK.G.J. 

9203020161 

50-277 

P 

BELL.P. 

9203180367* 

FOIA 


BAX.R.L. 

9203090356 

50-254 

S 

BECK.G.J. 

9203030317 

50-277 

F 

BELL.P. 

9203180370* 

FOIA 


BAX.R.L 

9203090400 

50-254 

R 

BECK.G.J. 

9203060263 

50-277 

R 

BELL.P. 

9203180400* 

FOIA 


BAX.R.L 

9203120124 

50-254 

S 

BECK.G.J. 

9203060272 

50-277 

R 

BELLAMY,R.R. 

9203310293* 

50-245 

F 

BAX.R.L. 

9203120131 

50-254 

s 

BECK.G.J. 

9203100092 

50-353 

P 

BELLES,T.D. 

9203160151 

50-387 

R 

BAX.R.L 

9203130330 

50-254 

s 

BECK.G.J. 

9203100125 

50-352 

P 

BELLIAN.J.G. 

9011140120 

PR 


BAX.R.L 

9203180301 

50-254 

s 

BECK.G.J. 

9203160156 

PR 


BENANTE.M.R. 

9203110070 

PT21 


BAX.R.L 

9203180339 

50-254 

s 

BECK.G.J. 

9203180059 

50-278 

P 

BENAROYA.V. 

9203200396* 

FOIA 


BAX.R.L. 

9203230311 

50-265 

s 

BECK.G.J. 

9203180387 

50-352 

Q 

BENDER,M. 

9203270249* 

FOIA 


BAX.R.L. 

9203240239 

50-254 

s 

BECK.G.J. 

9203180398 

50-352 

P 

BENESOLE.S.G. 

9203110116 

50-269 

S 

BAXTER,T.A. 

9203200263 

50-320 

G 

BECK.G.J. 

9203190340 

50-277 

J 

BENESOLE.S.G. 

9203270300 

50-270 

s 

BAXTER,T.A. 

9203200263 

50-320 

G 

BECK.G.J. 

9203230015 

REGGD 


BENNETT,E.A. 

9203270267 

50-245 

s 

BAXTER,T.A. 

9203260040 

50-320 

G 

BECK.G.J. 

9203230157 

REGGD 


BENNETT,J.D. 

9203030418* 

50-370 

p 

BAXTER,T.A. 

9203260040 

50-320 

G 

BECK.GJ. 

9203230266 

50-352 

F 

BENSON,R.G. 

9011200064 

PR 


BAZIN, J. 

9203050198 

CONTRACT 

BECK.G.J. 

9203270006 

PRM 


BERANEK.A. 

9203250301 

NUREG 


BAZIN,J.P. 

9203030468 

CONTRACT 

BECK.G.J. 

9203300068 

50-277 

V 

BERG.J.E. 

9203040170* 

50-250 

R 

BEACH,A.B. 

9203020070 

50-313 

Q 

BECK.G.J. 

9203300226 

50-277 

Q 

BERG.K. 

9203130352* 

CONTRACT 

BEACH,A.B. 

9203020089 

50-482 

Q 

BECK.G.J. 

9203300249 

50-352 

F 

BERG,W.L 

9203040256 

50-409 

R 

BEACH,A.B. 

9203020121 

50-445 

Q 

BECKER,J. 

9203060013 

PR 


BERGER,D.A. 

9203060197* 

CONTRACT 

BEACH,A.B. 

9203040036 

50-498 

Q 

BECKHAM.J.T. 

9203020252 

50-321 

Q 

BERGMAN,T.A. 

9203040277 

50-445 

P 

BEACH,A.B. 

9203040043 

50-445 

Q 

BECKHAM,J.T. 

9203030072 

50-321 

F 

BERGMAN,T.A. 

9203160111 

50-445 

P 

BEACH,A.B. 

9203040054 

50-298 

P 

BECKHAM,J.T. 

9203030158 

50-321 

F 

BERGMAN,T.A. 

9203160128* 

50-445 

P 

BEACH,A.B. 

9203040062 

50-298 

Q 

BECKHAM.J.T. 

9203030265 

50-321 

R 

BERGMAN,T.A. 

9203180506 

50-445 

P 

BEACH,A.B. 

9203040076 

50-285 

Q 

BECKHAM.J.T. 

9203040064 

50-321 

Q 

BERGMAN,T.A. 

9203190393 

50-445 

P 

BEACH,A.B. 

9203040099 

50-382 

Q 

BECKHAM, J.T. 

9203040271 

50-321 

R 

BERGMAN,T.A. 

9203240387 

50-445 

P 

BEACH,A.B. 

9203040118 

50-498 

Q 

BECKHAM.J.T. 

9203050028 

50-321 

S 

BERKOW.H.N. 

9203030387 

50-335 

P 





PERSONAL AUTHOR INDEX 333 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

BERKOW.H.N. 

9203060294* 

50-338 

P 

BERKOW.H.N. 

9203060336* 

50-338 

P 

BERKOW.H.N. 

9203180253 

50-302 

P 

BERKOW.H.N. 

9203240363 

50-302 

P 

BERKOW.H.N. 

9203240379* 

50-302 

P 

BERKOW.H.N. 

9203260155 

50-302 

P 

BERKOW.H.N. 

9203260297 

50-338 

P 

BERKOW.H.N. 

9203300023 

50-280 

P 

BERLIN,R.E. 

9203160133 

50-199 

P 

BERUNGER.C.H. 

9203120321 

l&E 


BERLINGER.C.H. 

9203240298 

l&E 


BERNARD,J.A. 

9203030312 

50-20 

P 

BERNARD,J.A. 

9203060383 

50-20 

S 

BERNARD,J.A. 

9203170318 

50-20 

P 

BERNARD,J.A. 

9203180188 

50-20 

s 

BERNER,M. 

9203110101 

REGGD 


BERNERO.R.M. 

9202200026* 

WASTE MGT 

BERNERO.R.M. 

9203060169 

WASTE MGT 

BERNERO.R.M. 

9203060239 

PROJ 


BERNERO.R.M. 

9203090329 

WASTE MGT 

BERNERO.R.M. 

9203100130 

40-8027 


BERNERO.R.M. 

9203230151 

WASTE MGT 

BERNERO.R.M. 

9203300371 * 

WASTE MGT 

BERNERO.R.M. 

9203310285 

WASTE MGT 

BERRY,R.L. 

9203180237 

50-29 

R 

BERUBE,R.P. 

9203250101 

STATE PRO G 

BERWICK,A.G. 

9203190019 

PR 


BESSETTE,D. 

9203180363* 

FOIA 


BESSETTE,D. 

9203180437* 

FOIA 


BESSETTE,D. 

9203180438* 

FOIA 


BETTENBAUSEN, L. 

9203020029 

50-333 

Q 

BETTENHAUSEN.L 

9203090055 

50-272 

V 

BETTENHAUSEN.L. 

9203030177 

50-289 

P 

BETTENHAUSEN.L. 

9203030229 

50-271 

P 

BETTENHAUSEN.L. 

9203040011 

50-219 

Q 

ETTENHAUSEN.L. 

9203060428* 

50-245 

P 

BETTENHAUSEN.L. 

9203090043 

50-333 

V 

BETTENHAUSEN.L. 

9203090063 

50-219 

V 

BETTENHAUSEN.L. 

9203090070 

50-286 

V 

BETTENHAUSEN.L. 

9203090116 

50-443 

V 

BETTENHAUSEN.L 

9203090302 

50-247 

V 

BETTENHAUSEN.L. 

9203090305 

50-309 

V 

BETTENHAUSEN.L. 

9203160055 

50-277 

Q 

BETTENHAUSEN.L. 

9203160077 

50-289 

V 

ETTENHAUSEN.L. 

9203170120 

50-277 

V 

ETTENHAUSEN.L. 

9203190076 

50-387 

Q 

BETTENHAUSEN.L. 

9203190127 

50-286 

Q 

BETTENHAUSEN.L. 

9203200063 

50-293 

V 

BETTENHAUSEN.L. 

9203200171* 

50-271 

V 

BETTENHAUSEN.L. 

9203240206 

50-213 

Q 

BETTENHAUSEN.L. 

9203260071 

50-289 

Q 

BETTENHAUSEN.L. 

9203300010 

50-354 

Q 

BEVAN.R.B. 

9203050121 

50-298 

P 

BEVAN.R.B. 

9203230356 

50-298 

P 

BEVAN.R.B. 

9203230359* 

50-298 

P 

BEVEN.T. 

9203100057 

PR 


BEVERLY,R.L. 

9203240345* 

50-499 

Q 

BEZMELNITSYN.A. 

9203300337* 

REVIEW GR P 

BEZRUKOV,Y.A. 

9203300331* 

REVIEW GR P 

H ATTACH ARYYA 

9203250282 

NUREG 


HOWMICK.D.C. 

9203230343* 

50-275 

P 

BICEHOUSE.H.J. 

9203120381* 

50-310 

P 

BIELBY.M. 

9203310055* 

50-461 

V 

BINKOWSKI.J.A. 

9203160068 

50-302 

R 

BINZ.R.D. 

9203110319 

TOPREP 


BINZ.R.D. 

9203160168 

50-410 

s 

BINZ.R.D. 

9203190027 

TOPREP 


3IRD.P.E. 

9203120316 

ORG 


BIRD.R. 

9203130114 

NUREG 


BIRNIE.P. 

9010250149 

PR 


BIRYUKOV,G.l. 

9203020232* 

REVIEW GR P 

BISHOP,R.W. 

9203250194 

STATE PRO G 

BISHOP,R.W. 

9203270008 

PR 


BISSETT.P. 

9203160087* 

50-289 

V 

BLACK,L.J. 

9203050303* 

PR 


BLACK.S.A. 

9203190001 

STATE PRO G 

BLACK.S.C. 

9203090106* 

50-498 

p 

BLACK.S.C. 

9203180507* 

50-445 

p 

BLACK,S.C. 

9203260168 

50-498 

p 

BLACK, S.C. 

9203270026 

50-482 

p 

BLACK.S.C. 

9203270056 

50-446 

A 

BLACK.S.C. 

9203270064 

50-446 

Q 

BLACK,S.C. 

9203270076 

50-446 

A 

BLACK, S.C. 

9203270108 

50-446 

A 

BLACK.S.C. 

9203300182* 

50-498 

P 

BLACK,S.C. 

9203310108 

50-445 

P 

BLACK.S.C. 

9203310114 

50-446 

A 


AUTHOR 


BLAHA.J.L. 

BLAHA.J.L 

BLAHA.J.L 

BLAHA.J.L 

BLAHA.J.L 

BLAKE, J.J. 

BLAKE,J.J. 

BLAKE,J.J. 

BLAKE,J.J. 

BLAKE,J.J. 

BLAKE,J.J. 

BLAKE,J.J. 
BLANCHARD,M.B. 
BLANQUART.J.C. 
BLEJWAS.T.E. 

BLESSIE.W.J. 
BLESSIE.W.J. 
BLIND,A.A. 

BLIND,A.A. 

BLIND,A.A. 

BLIND.A.A. 

BLIND,A.A. 

BLOCH,P.B. 

BLOCK,M.L. 
BLOSSER 

BLOSSER.J. 
BLOSSER,J.D. 
BLOUGH.A.R. 
BLOUGH.A.R. 
BLOUGH.A.R. 

BLOUGH.A.R. 

BLOUGH.A.R. 

BLUBAUGH.R.E. 

BLUMBERG.N.J. 

BLUMBERG.N.J. 

BLUMBERG.N.J. 

BLUMENKRANT2.A. 

BLUMENTHAL.R. 

BLYUMIN.A.A. 

BLYUMIN.A.A. 

BOBEK.L.M. 

BOBEK.L.M. 

BOCANEGRA.R. 

BOCKHOLD.G. 

BOCKHOLD.G. 

BOCKHOLD.G. 
BOCKHOLD.G. 
BOCKHOLD.G. 
BOCKHOLD.G. 
BOGORAD,R.A. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHLKE.W.H. 

BOHN.G.T. 

BOLDT.G.L. 

BOLDT.G.L. 

BOLDT.G.L. 
BOLDT.G.L. 
BOLDT.G.L. 
BONSER.B.R. 
BOOTH,C.E. 

BOOTH, C.E. 

BOOTH,C.E. 
BORCHERT.R.A. 
BORES,R. 

BORES,R. 

BORES,R. 

BORES,R. 

BORES,R.J. 

BORES,R.J. 
BORES.R.J. 

BORES,R.J. 
BORES.R.J. 

BORES,R.J. 
BOSKEY.B. 

BOS KEY, B. 

BOULETTE,E.T. 

BOULETTE.E.T. 

BOULETTE.E.T. 

BOULETTE.E.T. 

BOURASSA.M.D. 

BOURASSA.M.D. 

BOURASSA.M.D. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUB* 

NUMBER 

CATEGORY 


NUMBER 

CATE' 

9203030448 

COMMISSION 

BOWIE.L. 

9203060100 

PRM 

9203110386 

COMMISSIO N 

BOWIE, L. 

9203090103 

PRM 

9203170252 

COMMISSION 

BOWYER.J.E. 

9203040306* 

FOIA 

9203240385 

COMMISSION 

BOWYER.J.E. 

9203120074* 

FOIA 

9203300347 

COMMISSION 

BOYER,B.B. 

9010250165 

PR 

9203030048* 

50-438 

Q 

BRADFUTE.J.O. 

9203030349 

50-206 

9203100069* 

50-250 

Q 

BRADFUTE.J.O. 

9203180366 

50-206 

9203100085* 

50-338 

Q 

BRADHAM.O.S. 

8811090082 

PR 

9203180027* 

50-269 

Q 

BRADISH.T.R. 

9203110122 

50-528 

9203180138* 

50-369 

Q 

BRADISH.T.R. 

9203250347 

50-528 

9203180159* 

50-269 

Q 

BRADLEY.E. 

9203190351 

50-219 

9203180168* 

50-302 

Q 

BRADY.R.J. 

9203020348* 

PR 

9203120362* 

WASTE MGT 

BRAM.S.B 

9203100182 

50-3 

9203190180 

XPORTLIC 


BRAM.S.B. 

9010300349 

PR 

9203190207* 

WASTE MGT 

BRAM.S.B. 

9203090410 

50-247 

9203020262 

50-285 

S 

BRAM.S.B. 

9203190017 

50-247 

9203300358 

50-285 

S 

BRAM.S.B. 

9203190079 

50-247 

9203090343 

50-315 

S 

BRAM.S.B. 

9203230204 

PR 

9203190175 

50-315 

s 

BRAM.S.B. 

9203230274 

50-247 

9203200062 

50-316 

s 

BRAM.S.B. 

9203230312 

50-247 

9203260170 

50-316 

s 

BRAM.S.B. 

9203090422 

50-3 

9203300359 

50-315 

R 

BRAM.S.B. 

9203110195 

50-3 

9203260093 

50-320 

G 

BRANCH,M.W. 

9203090261 * 

50-280 

9203200053 

50-267 

R 

BRANCH.M.W. 

9203100170* 

50-280 

9203090240* 

50-483 

R 

BRANLUND.B.J. 

9203030150* 

50-219 

9203250039 

50-483 

F 

BRASSART.G.A. 

9203300257* 

50-443 

9203170015 

50-483 

R 

BRAUNER.A. 

9203120378* 

50-310 

9203040034 

50-277 

Q 

BREEN,J.J. 

9203160288 

50-335 

9203050011 

50-387 

Q 

BREENE.T. 

9203170320* 

50-306 

9203100123 

50-277 

Q 

BRENNER.R.D. 

9011210247 

PR 

9203100196 

50-272 

Q 

BREUER.A.T. 

9203180242* 

FOIA 

9203120126 

50-311 

Q 

BREUER.A.T. 

9203180244* 

FOIA 

9203110151 

40-3453 


BRIAN,W.R. 

9203120204 

50-382 

9203160058* 

50-277 

Q 

BRIGGS,L.E. 

9203240212* 

50-213 

9203190135* 

50-286 

Q 

BRINKMAN 

9203040023* 

FOIA 

9203260077* 

50-289 

Q 

BRINKMAN.C.B. 

9203060293 

52-2 

9203180377* 

FOIA 


BRINKMAN.C.B. 

9203060293 

52-2 

9203190030 

PR 


BRINKMAN.C.B. 

9203060317 

52-2 

9203020143* 

REVIEW GR P 

BRINKMAN.C.B. 

9203060317 

52-2 

9203020171* 

REVIEW GR P 

BRINKMAN.C.B. 

9203060343 

52-2 

9203230333 

50-134 

F 

BRINKMAN.C.B. 

9203090104 

52-2 

9203240240 

50-134 

H 

BRINKMAN.C.B. 

9203090104 

52-2 

9203230026* 

50-528 

Q 

BRINKMAN.C.B. 

9203090118 

52-2 

9203060206 

PROJ 


BRINKMAN.C.B. 

9203090118 

52-2 

9203060206 

PROJ 


BRINKMAN.C.B. 

9203190031 

52-2 

9203060318 

PROJ 


BRINKMAN.C.B. 

9203190031 

52-2 

9203110381 

TOPREP 


BRINKMAN,D.S. 

9203260206 

50-220 

9203230321 

PROJ 


BRINKMAN,R.E. 

9203040027* 

FOIA 

9203230321 

PROJ 


BRINKMAN,R.E. 

9203040028* 

FOIA 

9103180033 

PR 


BRINKMAN,R.E. 

9203040031* 

FOIA 

9203020118 

50-250 

R 

BRINKMAN,R.E. 

9203040035* 

FOIA 

9203120004 

PR 


BRINKMAN,R.E. 

9203040044* 

FOIA 

9203170219 

50-250 

P 

BRINKMAN,R.E. 

9203040045* 

FOIA 

9203180137 

50-335 

P 

BRINKMAN,R.E. 

9203040047* 

FOIA 

9203230030 

PRM 


BRINKMAN,R.E. 

9203050178* 

FOIA 

9203240369 

50-250 

J 

BRINKMAN,R.E. 

9203050192* 

FOIA 

9203270022 

PR 


BRINKMAN,R.E. 

9203090264* 

FOIA 

9203030059 

50-423 

S 

BRINKMAN,R.E. 

9203120023* 

FOIA 

9203030412 

50-302 

S 

BRINKMAN.R.E. 

9203120025* 

FOIA 

9203040097 

50-302 

R 

BRINKMAN,R.E. 

9203120029* 

FOIA 

9203050231 

50-302 

F 

BRINKMAN.R.E. 

9203120030* 

FOIA 

9203160068 

50-302 

R 

BRINKMAN.R.E. 

9203120035* 

FOIA 

9203180103 

PR 


BRINKMAN.R.E. 

9203120039* 

FOIA 

9203180063* 

50-424 

Q 

BRINKMAN.R.E. 

9203120042* 

FOIA 

9203030298 

50-285 

S 

BRINKMAN.R.E. 

9203120072* 

FOIA 

9203060356 

50-285 

S 

BRINKMAN.R.E. 

9203120079* 

FOIA 

9203240383 

50-285 

S 

BRINKMAN.R.E. 

9203120085* 

FOIA 

9203200208 

50-336 

S 

BRINKMAN.R.E. 

9203120089* 

FOIA 

9203160109* 

50-322 

Q 

BRINKMAN.R.E. 

9203120093* 

FOIA 

9203240050 

50-293 

R 

BRINKMAN.R.E. 

9203120095* 

FOIA 

9203240054 

50-171 

R 

BRINKMAN.R.E. 

9203120101* 

FOIA 

9203240060 

50-293 

R 

BRINKMAN.R.E. 

9203120104* 

FOIA 

9203090218* 

50-29 

Q 

BRINKMAN.R.E. 

9203120110* 

FOIA 

9203100285* 

50-57 

Q 

BRINKMAN.R.E. 

9203120113* 

FOIA 

9203190028 

70-135 


BRINKMAN.R.E. 

9203120136* 

FOIA 

9203190045 

50-54 

R 

BRINKMAN.R.E. 

9203120137* 

FOIA 

9203240085* 

50-387 

Q 

BRINKMAN.R.E. 

9203120148* 

FOIA 

9203250006* 

50-54 

Q 

BRINKMAN.R.E. 

9203120150* 

FOIA 

9203110073 

50-346 

M 

BRINKMAN.R.E. 

9203120153* 

FOIA 

9203110073 

50-346 

M 

BRINKMAN.R.E. 

9203120158* 

FOIA 

9203030424 

50-293 

R 

BRINKMAN.R.E. 

9203120165* 

FOIA 

9203040338 

50-293 

R 

BRINKMAN.R.E. 

9203120170* 

FOIA 

9203160247 

50-293 

R 

BRINKMAN.R.E. 

9203120174* 

FOIA 

9203250252 

50-293 

R 

BRINKMAN.R.E. 

9203190093* 

FOIA 

9203020186 

50-155 

S 

BRINKMAN.R.E. 

9203190111* 

FOIA 

9203120149 

50-155 

S 

BRINKMAN.R.E. 

9203190119* 

FOIA 

9203130226 

50-155 

S 

BRINKMAN.R.E. 

9203190138* 

FOIA 


P 

W 

R 

P 


ccccaocL 
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BRINKMAN,R.E. 

9203190143* 

FOIA 


BURSKI.R.F. 

9203120191 

50-382 

P 

CALLAN.UJ. 

9203040058 

50-284 

Q 

BRINKMAN,R.E. 

9203190147* 

FOIA 


BURSKI.R.F. 

9203170253 

50-382 

R 

CALLAN.L.J. 

9203110021 

40-8027 


BRINKMAN,R.E. 

9203200252* 

FOIA 


BURSKI.R.F. 

9203170327 

50-382 

Q 

CALONE.L.J. 

9203050172 

50-322 

R 

BRINKMAN,R.E. 

9203200261* 

FOIA 


BURSKI.R.F. 

9203230141 

50-382 

F 

CALVO.J. 

9202210467* 

50-424 

S 

BRINKMAN, R.S. 

9203120132* 

FOIA 


BURSKI.R.F. 

9203300019 

50-382 

Q 

CALVO.J.A. 

9203130340 

50-29 

P 

BRISTER.B. 

9203190007 

STATE PROG 

BURZYNSKI.M.J. 

9203030285 

50-259 

R 

CAMMER.R.T. 

9203050009 

PR 


BRONS.J.C. 

8811110062 

PR 


BURZYNSKI.M.J. 

9203060078 

50-259 

P 

CAMPBELL.K. 

9203130002* 

FOIA 


BRONS.J.C. 

9010250062 

PR 


BURZYNSKI.M.J. 

9203090011 

50-259 

J 

CAMPBELL.L.L. 

9203170082* 

QA999 


BRONSON,F. 

9203230045 

REGGD 


BURZYNSKI.M.J. 

9203090062 

50-259 

H 

CANADY,K.S. 

9203030415 

50-370 

P 

BRONSON,F. 

9203230113 

REGGD 


BURZYNSKI.M.J. 

9203090253 

50-259 

F 

CANIANO.R.J. 

9203120220* 

70-36 


BROSI,R.K. 

9203170258 

50-334 

F 

BURZYNSKI.M.J. 

9203260125 

PR 


CANIANO.R.J. 

9203120228* 

70-36 


BROUGHTON,T.G. 

9203020303 

50-289 

R 

BUSCHBAUM.D.E. 

9203090031 

50-445 

S 

CANIANO.R.J. 

9203240016 

40-6563 


BROUGHTON.T.G. 

9203020310 

50-289 

S 

BUSCHBAUM.D.E. 

9203130262 

50-445 

S 

CANIANO.R.J. 

9203300064* 

70-1308 


BROUGHTON.T.G. 

9203030020 

50-289 

P 

BUSCHBAUM.D.E. 

9203240213 

50-445 

s 

CANTRELL.B.H. 

9203230331 

40-8027 


BROUGHTON.T.G. 

9203030022* 

50-289 

P 

BUSH.G. 

9203020149* 

COMMISSIO N 

CANTRELUF.S. 

9203030079* 

50-348 

Q 

BROUGHTON.T.G. 

9203030039 

50-289 

P 

BUSH.G. 

9203020154* 

COMMISSION 

CANTRELUF.S. 

9203100114* 

50-395 

Q 

BROUGHTON.T.G. 

9203050201 

50-289 

R 

BUSS.D.B. 

9203060067* 

PROJ 


CANTRELUF.S. 

9203100124* 

50-416 

Q 

BROUGHTON.T.G. 

9203060173 

50-289 

R 

BUTCHER.R.C. 

9203180153* 

50-250 

Q 

CAPHTON.D.L. 

9203260077* 

50-289 

Q 

BROUGHTON.T.G. 

9203170042 

50-289 

R 

BUTLER.D.S. 

9203200105* 

50-295 

Q 

CAPRA.R.A 

9203170117* 

50-286 

P 

BROUGHTON.T.G. 

9203170057 

50-289 

J 

BUTLER,J.G. 

9009240089 

PR 


CAPRA.R.A. 

9203020321 

50-220 

P 

BROUGHTON.T.G. 

9203170194 

50-289 

P 

BUTLER.M.K. 

9203180368* 

FOIA 


CAPRA,R.A. 

9203040230* 

50-410 

P 

BROWN.B.P. 

9203180012* 

70-1054 


BUTLER,M.K. 

9203180374* 

FOIA 


CAPRA,R.A. 

9203170098* 

50-333 

P 

BROWN,B.P. 

9203180297* 

FOIA 


BUTLER.M.K. 

9203180412* 

FOIA 


CAPRA,R.A. 

9203170195* 

50-333 

P 

BROWN,C. 

9203250277 

NUREG 


BUTLER,W.R. 

9203130345* 

50-29 

P 

CAPRA.R.A. 

9203190313 

50-220 

P 

BROWN,G.W. 

9203160080 

PR 


BYRAM,R.G. 

9203190040 

50-387 

P 

CAPRA.R.A. 

9203260137 

50-318 

P 

BROWN.H.H. 

9203170375* 

FOIA 


BYRAM.R.G. 

9203190041* 

50-387 

P 

CAPRA,R.A. 

9203300340 

50-220 

P 

BROWN,J.F. 

9203180004* 

FOIA 


CADE.M.S. 

9203260088 

71-258 


CARETTE.M. 

9203250313 

50-139 

P 

BROWN.J.M. 

9203200296* 

FOIA 


CAHILL.M. 

9203040068 

l&E 


CARGILL,E.M. 

9203090124* 

50-458 

R 

BROWN,J.M. 

9203200317* 

FOIA 


CAHILL,W.J. 

9203020177 

50-446 

S 

CARLSON,D. 

9203120166* 

WASTE MGT 

BROWN.K.R. 

9203250226 

50-482 

P 

CAHILL,W.J. 

9203020184 

50-445 

S 

CARLSON,D. 

9203120173* 

WASTE MGT 

BROWN,K.R. 

9203250229* 

50-482 

P 

CAHILL,W.J. 

9203020200 

50-446 

S 

CARLSON,D.S. 

9203120163* 

WASTE MGT 

BROWN,N.D. 

9203300296 

50-289 

F 

CAHILL,W.J. 

9203020218 

50-446 

S 

CARLSON,D.S. 

9203120168* 

WASTE MGT 

BROWN,S.C. 

9203120011 

50-155 

F 

CAHILL,W.J. 

9203030056 

50-445 

V 

CARLSON,R.D. 

9203170073* 

WASTE MGT 

BROWN,S.H. 

9203170271* 

70-1054 


CAHILL,W.J. 

9203030117 

50-445 

R 

CARLSON,R.T. 

9203120340* 

50-310 

Q 

BROWN ,S.W. 

9203060355* 

50-322 

P 

CAHILL.W.J. 

9203030180 

50-445 

S 

CARLSON.R.T. 

9203120345* 

50-310 

Q 

BROWN, S.W. 

9203190427 

50-312 

P 

CAHILL,W.J. 

9203030182 

50-445 

K 

CARMODY.J.M. 

9203180071* 

50-278 

P 

BROWN, S.W. 

9203200170 

50-322 

P 

CAHILL,W.J. 

9203030194 

50-445 

F 

CARNS.N.S. 

9203180383 

50-313 

P 

BROWN,S.W. 

9203200268 

50-312 

P 

CAHILL,W.J. 

9203030239 

50-445 

Q 

CARNS.N.S. 

9203250148 

50-313 

P 

BROWN,S.W. 

9203240330 

50-312 

V 

CAHILL, W.J. 

9203030286 

50-445 

K 

CARPENITO.T. 

9203170261 

XPORTLIC 


BROWN,S.W. 

9203240354 

50-312 

P 

CAHILL.W.J. 

9203030353 

50-445 

P 

CARR.A.V. 

9203270002 

PRM 


BROWN,S.W. 

9203270027 

50-312 

P 

CAHILL.W.J. 

9203030423 

50-446 

Q 

CARR.R.W. 

9203230087 

PT21 


BROWN ,S.W. 

9203300154 

50-312 

P 

CAHILL,W.J. 

9203050237 

50-445 

F 

CARRIGAN.R.H. 

9203090363* 

40-2407 


BROWN, U.L. 

9203300257* 

50-443 

P 

CAHILL,W.J. 

9203090031 

50-445 

S 

CARRIGAN.R.H. 

9203090373* 

40-2407 


BRUEUER.A.T. 

9203180239* 

FOIA 


CAHILL,W.J. 

9203100163 

50-445 

P 

CARRION,R.P. 

9203180023* 

50-335 

Q 

BRUNER,M. 

9203120002 

PR 


CAHILL, W.J. 

9203110181 

50-445 

Q 

CARSON, L.C. 

9203250099 

50-206 

P 

BUCHANAN,C.R. 

9203170049* 

FOIA 


CAHILL,W.J. 

9203120071 

50-445 

K 

CARSON,L.C. 

9203250118* 

50-312 

Q 

BUCHANAN,C.R. 

9203180057* 

FOIA 


CAHILL, W.J. 

9203130262 

50-445 

S 

CARSON,L.C. 

9203250128 

50-397 

P 

BUCHANAN.C.R. 

9203180070* 

FOIA 


CAHILL, W.J. 

9203170352 

50-445 

R 

CARTER,L.D. 

9203250210 

STATE PRO G 

BUCHANAN,C.R. 

9203180087* 

FOIA 


CAHILL,W.J. 

9203190250 

50-445 

V 

CARTWRIGHT,W.R. 

8811110201 

PR 


BUCHANAN.C.R. 

9203180214* 

FOIA 


CAHILL.W.J. 

9203190298 

50-445 

P 

CASE.E.G. 

9203160050* 

70-. 


BUCHANAN.C.R. 

9203180246* 

FOIA 


CAHILL,W.J. 

9203200049 

50-446 

Q 

CASE.E.G. 

9203180334* 

50-219 

P 

BUCHANAN.C.R. 

9203180278* 

FOIA 


CAHILL,W.J. 

9203200272 

50-446 

A 

CASE.E.G. 

9203180358* 

50-219 

O 

BUCHANAN.C.R. 

9203180286* 

FOIA 


CAHILL,W.J. 

9203230175 

50-446 

K 

CASE.E.G. 

9203180382* 

50-219 

O 

BUCHANAN, C.R. 

9203180307* 

FOIA 


CAHILL,W.J. 

9203230282 

50-445 

P 

CASE.E.G. 

9203180399* 

50-219 

o 

BUCHANAN.C.R. 

9203180317* 

FOIA 


CAHILL,W.J. 

9203240213 

50-445 

S 

CASE.E.G. 

9203180419* 

50-219 

0 

BUCHANAN.C.R. 

9203180332* 

FOIA 


CAHILL,W.J. 

9203240352 

50-445 

P 

CASH,G .A. 

9203110329 

40-8857 


BUCHANAN.C.R. 

9203180336* 

FOIA 


CAHILL,W.J. 

9203250207 

50-445 

Q 

CASHWELL.R.J. 

9203060395 

50-156 

p 

BUCHANAN,J.D. 

9203230336 

MISC 


CAHILL.W.J. 

9203300099 

50-445 

Q 

CASO.C.L. 

9203170090 

TOPREP 


BUCKLEY,B.C. 

9203060113 

50-280 

P 

CAHILL,W.J. 

9203300126 

50-445 

V 

CASSIDY,M.D. 

9203030068 

50-245 

s 

BUCKLEY,B.C. 

9203190432 

50-280 

Q 

CAHILL,W.J. 

9203310290 

50-445 

Q 

CASSIDY,M.D. 

9203130296 

50-245 

s 

BUCKLEY,B.C. 

9203250111 

50-280 

P 

CAHILL.W.J. 

9203110252 

50-446 

K 

CASTO.C.A. 

9203030165* 

50-400 

V 

BUCKLEY,B.C. 

9203300316 

50-280 

Q 

CAIN.C.L. 

9203110029* 

40-8027 


CASTO.C.A. 

9203180034* 

50-269 

V 

BUCKLEY,J.T. 

9203260253* 

WASTE 

MGT 

CAIN,R.S. 

9111220229* 

50-335 

P 

CAVANAUGH,G.R. 

9203170028 

50-285 

R 

BUCKLEY,J.T. 

9203310212* 

WASTE MGT 

CALDWELL.C. 

9203230103 

50-361 

S 

CAWLEY,J.T. 

9203160245 

50-298 

R 

BUDIN.E. 

9203250034 

STATE PROG 

CALDWELL.R. 

9203120337* 

50-310 

P 

GEAR LEY, J.E. 

9203250173* 

50-155 

s 

BUDIN.E. 

9203250110* 

STATE PROG 

CALDWELL,R. 

9203170173* 

FOIA 


CEBULLA.C.M. 

9203230138 

PR 


BUDIN.E. 

9203300038 

PR 


CALDWELL,R. 

9203170176* 

FOIA 


CENTOLANZI.P. 

9203170253 

50-382 

R 

BUDIN.E. 

9203300087 

STATE PROG 

CALDWELL,R. 

9203170181* 

FOIA 


CHAFFEE.A.E. 

9203060252 

ORG 


BUDIN.E. 

9203310056 

PR 


CALDWELL,R. 

9203180283* 

FOIA 


CHAIKO.M.A. 

9203230299* 

50-387 

P 

BULING.H.F. 

9203260193* 

50-528 

F 

CALDWELL,R. 

9203180306* 

FOIA 


CHAMBERLIN,J.W. 

9203180494* 

50-320 

S 

BUMGARNER,R.L. 

9203300221 

50-170 

R 

CALDWELL,R. 

9203180308* 

FOIA 


CHAMBERS,R.H. 

9203020245 

50-261 

F 

BURBA.L 

9203250232 

50-369 

P 

CALDWELL.R.D. 

9203180016* 

FOIA 


CHAMBERS,R.H. 

9203020288 

50-261 

F 

BURDICK,T. 

9203160126* 

50-295 

V 

CALDWELL,R.D. 

9203180033* 

FOIA 


CHAMBERS,R.H. 

9203020336 

50-261 

R 

BURDICK.T. 

9203310147* 

50-483 

V 

CALDWELL.R.D. 

9203180038* 

FOIA 


CHAMBERS,R.H. 

9203110204 

50-261 

P 

BURDICK,T.M. 

9203300024* 

50-266 

V 

CALDWELL,R.D. 

9203180045* 

FOIA 


CHAMBERS,R.H. 

9203160250 

50-261 

R 

BURG.R. 

9203060143 

PRM 


CALDWELL,R.D. 

9203180048* 

FOIA 


CHAMBERS,R.H. 

9203230250 

50-261 

S 

BURGESS,B. 

9203120192* 

50-254 

Q 

CALDWELUR.D. 

9203180076* 

FOIA 


CHAMBERS,R.H. 

9203230271 

50-261 

S 

BURGESS.B.L. 

9203090057* 

50-373 

Q 

CALDWELL.R.D. 

9203180093* 

FOIA 


CHAMBERS,R.H. 

9203240333 

50-261 

R 

BURGESS,B.L. 

9203240040* 

50-237 

Q 

caldwelur.d. 

9203180207* 

FOIA 


CHAN.T. 

9203040370* 

50-530 

P 

BURGESS,S.D. 

9203060124* 

50-254 

Q 

CALDWELL.R.D. 

9203180217* 

FOIA 


CHANDLER,H.G. 

9203230183 

50-238 

R 

BURNETT,P.T. 

9203030112* 

50-416 

Q 

CALDWELL,R.D. 

9203180265* 

FOIA 


CHANEY,D.C. 

9203180359* 

FOIA 


BURNETT,P.T. 

9203100227* 

50-327 

Q 

caldwelur.d. 

9203180271* 

FOIA 


CHANEY.D.C. 

9203180396* 

FOIA 


BURNETT.R.F. 

9203020353* 

PR 


caldwelur.d. 

9203180281* 

FOIA 


CHANEY,D.C. 

9203180409* 

FOIA 


BURSKI.R.F. 

8811070326 

PR 


caldwelur.d. 

9203180284* 

FOIA 


CHANEY.D.C. 

9203180435* 

FOIA 


BURSKI.R.F. 

9203030337 

50-382 

R 

CALDWELUR.D. 

9203180302* 

FOIA 


CHANEY.D.C. 

9203180444* 

FOIA 


BURSKI.R.F. 

9203030340 

50-382 

R 

CALDWELUR.D. 

9203180348* 

FOIA 


CHANEY.D.C. 

9203180454* 

FOIA 


BURSKI.R.F. 

9203040218 

50-382 

P 

CALFA.J.P. 

9203230307 

50-293 

S 

CHANEY, H.D. 

9203060015* 

50-206 

Q 

BURSKI.R.F. 

9203040281 

50-382 

R 

CAL LAN, UJ. 

9203020117 

40-7580 


CHAPIN,D.M. 

9203200334* 

CONTRACT 
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:hapman,w.j. 

9203110388 

40-8502 


CILLIS.M. 

9203170275 

50-133 

S 

COLLINS,S.J. 

9203110044 

50-313 

V 

^HAPMAN.W.J. 

9203120090 

40-8502 


CLAFFEY.S.F. 

9203230347 

50-213 

R 

COLLINS,S.J. 

9203110053 

50-382 

V 

2HARNLEY.J.E. 

9203100188* 

50-155 

S 

CLARK.A.T. 

9203130044 

40-8820 


COLLINS,S.J. 

9203110086 

50-445 

V 

SHARNLEY.J.E. 

9203250173* 

50-155 

S 

CLARK,D. 

9203020122 

CONTRACT 


COLLINSiSJ. 

9203110089 

50-458 

V 

DHARNOFF.D.B. 

9203200266 

50-346 

M 

CLARK,D. 

9203040269 

CONTRACT 


COLLINS,S.J. 

9203110098 

50-285 

V 

:harnoff,d.b. 

9203200266 

50-346 

M 

CLARK.D. 

9203050277 

CONTRACT 


COLLINS,S.J. 

9203110107 

50-482 

V 

»,HASE,G. 

9203110368 

40-8452 


CLARK,D. 

9203100030 

CONTRACT 


COLMAN.D.E. 

9203250092 

50-220 

R 

2HAUDHARY.S.K. 

9203100253* 

50-277 

Q 

CLARK.D. 

9203230373 

CONTRACT 


COLVIN,J.F. 

8811110070 

PR 


^HAVET.K.A. 

9203170023* 

50-528 

R 

CLARK.D. 

9203260067 

CONTRACT 


COMBS,F. 

9203020291 

STATE PRO G 

:havet,k.a. 

9203170233* 

50-528 

R 

CLARK,P.R. 

9010230261 

PR 


COMBSiF. 

9203230065* 

FOIA 


:heng,c.f. 

9203190277* 

50-219 

O 

CLARK,P.R. 

9203110378 

50-289 

Q 

COMBS,F. 

9203230069* 

FOIA 


:heng,c.f. 

9203240302* 

50-219 

O 

CLARK,R.J. 

9203130185 

50-277 

P 

COMBS,F. 

9203230073* 

FOIA 


'HENG.C.Y. 

8808300186* 

FOIA 


CLARK,R.J. 

9203190224 

50-277 

P 

COMBS,F.C. 

9203020008 

WASTE MGT 

HENG.C.Y. 

9112270324* 

50-324 

P 

CLARK,R.J. 

9203190356 

50-352 

P 

COMBS,F.C. 

9203200058 

STATE PRO G 

,»HENlER,D.M. 

9203170456* 

FOIA 


CLARK,R.J. 

9203300330 

50-352 

P 

COMPOCCIA.A. 

9203310024 

PRM 


XENIER.D.M. 

9203200407* 

FOIA 


CLARK,R.J. 

9203300336 

50-352 

P 

COMPOCCIA.A. 

9203310040 

PRM 


.hernoff.a. 

9203300293 

WASTE MGT 

CLARK,W.M. 

9203180123 

50-461 

S 

CONANT.J.F. 

9203030375 

70-1100 


jHERNOFF.A.R. 

9203030274 

WASTE MGT 

CLARKE, S.B. 

9203040070* 

FOIA 


CONANT.J.F. 

9203030375 

70-1100 


:hernoff,a.r. 

9203060287 

WASTE MGT 

CLARKE,S.B. 

9203050109* 

FOIA 


CONGDON.M.B. 

9203180498* 

FOIA 


:hernoff,a.r. 

9203100229 

WASTE MGT 

CLARKSON,D. 

9203200116* 

50-482 

F 

CONGDOKM.B. 

9203180503* 

FOIA 


:hernoff,a.r. 

9203110363 

WASTE MGT 

CLAYTON, B. 

9203030137 

50-454 

Q 

CONGDON.M.B. 

9203190336* 

FOIA 


xernoff.a.r. 

9203110374 

WASTE MGT 

CLAYTON.B. 

9203090050 

50-373 

Q 

CONGDON.M.B. 

9203190342* 

FOIA 


:hernoff,a.r. 

9203190232 

WASTE MGT 

CLAYTON,B. 

9203120187 

50-254 

Q 

CONGDON.M.B. 

9203190348* 

FOIA 


:hernoff,a.r. 

9203310057 

40-6500 


CLAYTON.B. 

9203160177 

50-295 

Q 

CONGEL.F.J. 

9203030432* 

CONTRACT 


jHERRY.J.E. 

9203250346* 

50-414 

Q 

CLAYTON.B. 

9203170092 

50-265 

S 

CONGER.D.S. 

9203240045* 

CONTRACT 


:hiang,h. 

9203060215* 

PROJ 


CLAYTON.B. 

9203200001 

50-373 

Q 

CONICELLA.N.F. 

9203170112 

50-286 

P 

xicots.j.m. 

9203200285* 

50-344 

P 

CLAYTON.B. 

9203200002 

50-237 

Q 

CON NELL,C. 

9203180096 

l&E 


CHILDS, W.V. 

9203040264 

50-333 

S 

CLAYTON.B. 

9203200010 

50-237 

P 

CONNELL,C. 

9203180117 

l&E 


'HILDS.W.V. 

9203120102 

50-333 

S 

CLAYTON.B. 

9203300083 

50-237 

P 

CONNER.J.A. 

9203090014 

70-27 


HILDS.W.V. 

9203180032 

50-333 

S 

CLINE,W.E. 

9203030003 

50-259 

F 

CONNER,J.A. 

9203190227 

PR 


'HILK.S.J. 

8811110190 

PR 


CLINE,W.E. 

9203030142 

50-338 

Q 

CONNER.J.L. 

9203110242 

40-299 


xilk,s.j. 

9008290184 

PR 


CLINE.W.E. 

9203030198 

50-261 

Q 

CONNER,T.B. 

8811080261 

PR 


-HILK.S.J. 

9008290191 

PR 


CUNE.W.E. 

9203030212 

50-280 

Q 

CONNOR,W. 

9203030138* 

50-219 

P 

xilk.sj. 

9109060091* 

PR 


CLINE.W.E. 

9203100045 

50-338 

F 

CONRAD,H.F. 

8708130323* 

50-338 

S 

'HILK.S.J. 

9201020287 

PR 


CLINE.W.E. 

9203100047 

50-395 

Q 

CONSTABLE.G.L. 

9203180022* 

50-267 

Q 

XILK.S.J. 

9203020093 

50-322 

G 

CLINE.W.E. 

9203100067 

50-395 

F 

CONTE,R.J. 

9203040018* 

50-219 

Q 

-HILK.S.J. 

9203020146* 

COMMISSIO N 

CLINE.W.E. 

9203100071 

50-413 

F 

CONTE,R.J. 

9203170135* 

50-277 • 

V 

xilk.s.j. 

9203030320 

10CFR 


CLINE.W.E. 

9203100106 

50-413 

F 

CONTE,R.J. 

9203190099* 

50-387 

Q 

xilk.sj. 

9203040209 

50-425 

P 

CLINE.W.E. 

9203100157 

50-302 

Q 

CONTE,R.J. 

9203200171* 

50-271 

V 

-HILK.S.J. 

9203050004 

50-445 

G 

CLINE.W.E. 

9203100194 

50-269 

Q 

CONTE,R.J. 

9203300123 

50-387 

V 

-HILK.S.J. 

9203050036 

50-333 

G 

CUNE.W.E. 

9203180021 

50-335 

Q 

CONVERSE,R. 

9203020247 

50-333 

R 

xilk,s.j. 

9203050097 

10CFR 


CLINE,W.E. 

9203180065 

70-143 


CONVERSE,R.J. 

9203030061 

50-333 

S 

xilk,s.j. 

9203050140 

10CFR 


CLINE.W.E. 

9203180112 

50-269 

Q 

CONVERSE,R.J. 

9203040264 

50-333 

S 

xilk,s.j. 

9203090048 

50-346 

M 

CUNE.W.E. 

9203180113 

50-416 

F 

CONVERSE,R.J. 

9203120102 

50-333 

S 

xilk,s.j. 

9203090052 

PR 


CUNE.W.E. 

9203180125 

50-269 

Q 

CONVERSE,R.J. 

9203180032 

50-333 

S 

-HILK.S.J. 

9203090061 

70-3070 


CLINE.W.E. 

9203230072 

50-369 

F 

CONVERSE,R.J. 

9203270038 

50-333 

S 

-HILK.S.J. 

9203090071 

PR 


COBLENTZ.L. 

9203310091* 

50-344 

Q 

CONVERSE,R.J. 

9203270269 

50-333 

S 

-HILK.S.J. 

9203090170 

10CFR 


COHEN.I. 

9203090488* 

70-371 


CONWAY,W.F. 

9011140102 

PR 


XILK.S.J. 

9203090238 

10CFR 


COHEN,M. 

9203240155 

PT21 


CONWAY,W.F. 

9203030135 

50-528 

Q 

'HILK.S.J. 

9203110014 

70-3070 


COHEN,N. 

9203250282 

NUREG 


CONWAY,W.F. 

9203030326 

50-528 

R 

xilk,s.j. 

9203120031 

PR 


COHEN,S. 

9203040150 

50-423 

S 

CONWAY,W.F. 

9203060044 

50-528 

P 

xilk,s.j. 

9203120329 

10CFR 


COHEN,S. 

9203250109 

50-245 

s 

CONWAY.W.F. 

9203060057 

50-528 

Q 

xilk,s.j. 

9203170053 

50-333 

G 

COHEN,S. 

9203300377* 

CONTRACT 


CONWAY,W.F. 

9203060358 

50-528 

Q 

xilk,s.j. 

9203180170 

10CFR 


COLAPINTO.D.K. 

9203090078 

50-528 

G 

CONWAY.W.F. 

9203090262 

50-528 

P 

xilk.sj. 

9203230352 

10CFR 


COLBURN,T.G. 

9203030352 

50-341 

P 

CONWAY.W.F. 

9203090270* 

50-528 

P 

xilk,s.j. 

9203250140* 

PR 


COLBURN,T.G. 

9203190276 

50-341 

P 

CONWAY.W.F. 

9203100166 

50-528 

F 

xilk,s.j. 

9203270137 

10CFR 


COLBURN,T.G. 

9203190373 

50-341 

P 

CONWAY.W.F. 

9203120007 

50-528 

H 

xilk,s.j. 

9203270256 

50-322 

P 

COLBURN,T.G. 

9203200158 

50-341 

J 

CONWAY.W.F. 

9203190360 

50-528 

J 

xilk.s.j. 

9203270268 

10CFR 


COLBURN,T.G. 

9203270117 

50-341 

P 

CONWAY.W.F. 

9203230039 

PR 


XILK.S.J. 

9203270284 

10CFR 


COLE.R.F. 

9203200241 

50-440 

G 

CONWAY.W.F. 

9203230351 

50-528 

R 

XILK.S.J. 

9203270287 

10CFR 


COLEY,J.L. 

9203030048* 

50-438 

Q 

CONWAY.W.F. 

9203240047 

50-528 

K 

xilk,s.j. 

9203300065 

10CFR 


COLEY,J.L. 

9203180159* 

50-269 

Q 

CONWAY.W.F. 

9203260191 

50-528 

F 

-HILK.S.J. 

9203300077 

10CFR 


COLINS,C. 

9203090146* 

PRM 


CONWAY.W.F. 

9203260207 

50-529 

P 

-HILK.S.J. 

9203300101 

PRM 


COLLINGS.S.P. 

9203110175 

40-8943 


CONWAY.W.F. 

9203270091 

50-528 

Q 

-HILK.S.J. 

9203300312 

10CFR 


COLLI NS,C. 

9203060121* 

PRM 


CONWAY.W.F. 

9203270188 

50-528 

P 

SHILTON,R. 

9203200381 

50-272 

P 

COLLINS,C. 

9203060143 

PRM 


CONWAY.W.F. 

9203300206 

50-529 

Q 

XITWOOD.R.B. 

9203180291* 

FOIA 


COLLINS,C. 

9203090167 

PRM 


CONWAY.W.F. 

9203310066 

50-528 

P 

XITWOOD.R.B. 

9203180292* 

FOIA 


COLLINS.D.M. 

9203030278 

70-1113 


CONWAY.W.F. 

9203310080 

50-528 

P 

XITWOOD.R.B. 

9203180297* 

FOIA 


COLLINS,D.M. 

9203100158 

70-143 


CONWAY.W.F. 

9203310138 

50-528 

K 

XRISTENSEN.H. 

9203030233* 

50-324 

Q 

COLLINS.D.M. 

9203120259 

50-348 

F 

CONWAY.W.F. 

9203310295 

50-528 

P 

XRISTENSEN.H. 

9203100039* 

50-261 

Q 

COLLINS.D.M. 

9203130020 

50-413 

Q 

CONYERS,J. 

9203060160* 

COMMISSION 

XRISTENSEN.H. 

9203100145* 

50-400 

Q 

COLLINS.D.M. 

9203130037 

50-261 

Q 

COOK.S.C. 

9203050175* 

50-269 

P 

XRZANOWSKI.D. 

9203020189 

50-295 

P 

COLLINS.D.M. 

9203130137* 

FOIA 


COOKE,B.J. 

9203160147 

PR 


XRZANOWSKI.D. 

9203180255 

50-10 

P 

COLLINS.D.M. 

9203230012 

70-27 


COOL, D. A. 

9203060116 

PRM 


XRZANOWSKI.D. 

9203230301 

50-237 

P 

COLLINS.D.M. 

9203230044 

70-1201 


COOL, D. A. 

9203090143 

PRM 


XRZANOWSKI.D. 

9203240211 

50-454 

P 

COLLINS.D.M. 

9203260092 

50-327 

Q 

COOL, D. A. 

9203230336 

MISC 


XRZANOWSKI.D. 

9203250320 

50-454 

Q 

COLLINS.D.M. 

9203260101 

50-250 

Q 

COOPER,J.W. 

9203120021* 

FOIA 


XUN.R.C. 

9203250288 

NUREG 


COLLINS.D.M. 

9203260109 

50-400 

Q 

COOPER,J.W. 

9203190172* 

FOIA 


XUNG.H.M. 

9203270025 

NUREG 


COLLINS.D.M. 

9203300346 

50-259 

F 

COOPER,J.W. 

9203190176* 

FOIA 


XUNG.M.K. 

9203060208* 

PROJ 


COLLINS.D.M. 

9203300351 

50-302 

F 

COOPER,T.A. 

9203180122* 

50-369 

Q 

XURCHILL.B.W. 

9203170243* 

FOIA 


COLLINS.D.M. 

9203310071 

50-348 

Q 

CORBETT-MILLER 

9203110157 

40-6659 


XURCHILL.B.W. 

9203170254* 

FOIA 


COLLINS,D.M. 

9203310077 

70-143 


CORDES.J.F. 

9202270434 

SECY 


XURCH1LL.B.W. 

9203180028* 

FOIA 


COLLINS,M. 

9203260199 

50-302 

F 

CORDES.J.F. 

9203120344 

50-322 

U 

XURILLA.M. 

9203180119 

50-237 

S 

COLLINS,S.C. 

9203050060 

REGGD 


CORLEY,A.M. 

9203130250* 

70-***** 


3IALKOWSKI.M.J. 

9203160252 

50-373 

R 

COLLINS,S.C. 

9203110011 

REGGD 


CORLEY,A.M. 

9203130256* 

FOIA 


3ICCONE.M.A. 

9203180072 

50-336 

S 

COLLINS,S.C. 

9203110099 

REGGD 


COR LEY, J.L 

9203100221 

40-8698 


3ILLIS.M. 

9203060059* 

50-275 

Q 

COLLINS.S.J. 

9203110030 

50-298 

V 

CORNELIUS.T.W. 

9203120092 

50-259 

F 

SILLIS.M. 

9203170189* 

50-133 

Q 

COLLINS,S.J. 

9203110039 

50-498 

V 

CORNELIUS,W.E. 

9203200016 

50-483 

1 
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CORREIA,R.P. 

9203060301 

REVIEW GR P 

CROOK,R.D. 

9203230271 

50-261 

S 

DAVIS.A.B. 

8903030498* 

FOIA 


CORREIA,R.P. 

9203120307 

REVIEW GR P 

CROSS,J.E. 

9203030015 

50-344 

F 

DAVIS,A.B. 

9006270287* 

FOIA 


CORREIA,R.P. 

9203230383 

REVIEW GR P 

CROSS.J.E. 

9203030408 

50-344 

R 

DAVIS.A.B. 

9006270294* 

FOIA 


CORREIA,R.P. 

9203270237 

REVIEW GR P 

CROSS, J.E. 

9203040059 

50-344 

R 

DAVIS.A.B. 

9012030046* 

FOIA 


CORRIS.F.M. 

9012170070 

PR 

CROSS.J.E. 

9203040130 

50-344 

P 

DAVIS.A.B. 

9105300050* 

FOIA 


CORTEZ.J.L 

9203180479* 

FOIA 

CROSS.J.E. 

9203090185 

50-344 

P 

DAVIS.A.B. 

9106140190* 

FOIA 


COSSART.A.M. 

9011160181 

PR 

CROSS.J.E. 

9203180101 

50-344 

H 

DAVIS.A.B. 

9203030120 

50-373 

Q 

COTE-HOPKINS.D. 

9203160066 

STATE PRO G 

CROSS,J.E. 

9203190008 

50-344 

P 

DAVIS.A.B. 

9203030134 

50-263 

Q 

COTTLE,W.T. 

9203020309 

50-416 S 

CROSS,J.E. 

9203200269 

50-344 

P 

DAVIS,A.B. 

9203030175 

50-306 

Q 

COTTLE,W.T. 

9203050099 

50-416 R 

CROSS,J.E. 

9203230185 

50-344 

P 

DAVIS,A.B. 

9203060042 

50-440 

Q 

COTTLE,W.T. 

9203060211 

50-416 F 

CROSS.J.E. 

9203240153 

50-344 

Q 

DAVIS.A.B. 

9203060114 

50-155 

P 

COTTLE,W.T. 

9203060256 

50-416 R 

CROSS.J.E. 

9203250353 

50-344 

Q 

DAVIS.A.B. 

9203060131* 

50-254 

Q 

COTTLE,W.T. 

9203090080 

50-416 R 

CROW, W.T. 

9203170411* 

70-371 


DAVIS.A.B. 

9203120310 

50-331 

Q 

COTTLE.W.T. 

9203160249 

50-416 R 

CROWLEY,B.R. 

9203180168* 

50-302 

Q 

DAVIS.A.B. 

9203200039 

50-315 

Q 

COTTLE,W.T. 

9203170301 

50-416 J 

CRUTCHFIELD,D. 

9203060134 

52-2 


DAVIS.A.B. 

9203200089 

70-3025 


COTTLE,W.T. 

9203180082 

50-416 F 

CRUTCHFIELD, D. 

9203060291 

PROJ 


DAVIS.A.B. 

9203240069 

50-306 

Q 

COTTLE,W.T. 

9203180095 

50-416 Q 

CRUTCHFIELD,D. 

9203190446 

52-1 


DAVIS,A.B. 

9203260215 

50-440 

S 

COTTLE.W.T. 

9203180226 

50-416 F 

CRUTCHFIELD,D. 

9203190456 

PROJ 


DAVIS.A.B. 

9203270155 

50-237 

S 

COTTLE,W.T. 

9203230251 

50-416 P 

CRUTCHFIELD,D. 

9203200277* 

50-312 

P 

DAVIS,A.B. 

9203300059 

50-373 

Q 

COTTLE.W.T. 

9203240012* 

50-416 V 

CRUTCHFIELD,D. 

9203300190 

PROJ 


DAVIS.A.B. 

9203310051 

50-155 

Q 

COURTEMANCHE.S. 

9203160161 

l&E 

CRUTCHFIELD,D.M 

9203120276 

PROJ 


DAVIS, E.L. 

9203040131* 

50-344 

P 

COWGILL.C.J. 

9203160021 

50-220 Q 

CUCURA.J. 

9203190074 

CONTRACT 


DAVIS, F.C. 

9203180083* 

FOIA 


COWGILL.C.J. 

9203160120 

50-333 Q 

CUCURA.J. 

9203270059 

CONTRACT 


DAVIS.F.C. 

9203180280* 

FOIA 


COWGILL.C.J. 

9203160170 

50-286 Q 

CULLINGTON.L. 

9203250019 

STATE PRO G 

DAVIS.G. 

9203170352 

50-445 

R 

COWGILL.C.J. 

9203190014 

50-247 Q 

CUMMINS,B.R. 

9203180121 

QA999 


DAVIS.G.W. 

9108150100 

50-293 

F 

COWGILL.C.J. 

9203190183 

50-317 Q 

CUNNINGHAM,G.E. 

9203030400 

50-73 

F 

DAY.R. 

9203190347* 

FOIA 


COX.C- 

9203060046* 

50-454 Q 

CUNNINGHAM,G.E. 

9203170200 

71-9044 


DE AGAZIO.A.W. 

9203050139 

50-412 

P 

COX.C.R. 

9203090140* 

50-151 Q 

CUNNINGHAM,G.E. 

9203170208 

71-5971 


DE AGAZIO.A.W. 

9203050210 

50-334 

P 

COX.N.D. 

9203160139* 

WASTE MGT 

CUNNINGHAM,G.E. 

9203180417 

71-5980 


DE AGAZIO.A.W. 

9203120405 

50-334 

P 

CRAFT, F.R. 

9203110325 

40-8903 

CUNNINGHAM,G.E. 

9203200030 

70-754 


DE AGAZIO.A.W. 

9203270078 

50-412 

P 

CRAIG,J.W. 

9203200073 

REVIEW GR P 

CUNNINGHAM,G.E. 

9203200348 

50-18 

R 

DE AGAZIO.A.W. 

9203310179 

50-334 

P 

CRAIG, J.W. 

9203230295 

PR 

CUNNINGHAM,L.J. 

9203050171 

ORG 


DE PLANQUE 

9203040146 

COMMISSIO N 

CRAMPTON.S.A. 

9203030350 

CONTRACT 

CUNNINGHAM,R.E. 

9202190037 

50-3 

Q 

DE PLANQUE 

9203270116 

COMMISSIO N 

CRAMPTON.S.A. 

9203030425 

CONTRACT 

CUNNINGHAM,R.E. 

9203060030 

PROJ 


DE PLANQUE,E. 

9203270252 

COMMISSIO N 

CRAMPTON.S.A. 

9203040283 

CONTRACT 

CUNNINGHAM,R.E. 

9203170152* 

FOIA 


DE PLANQUE,E.G. 

9203050093 

COMMISSIO N 

CRAMPTON.S.A. 

9203050202 

CONTRACT 

CUNNINGHAM,R.E. 

9203170331 

ORG 


DE PLANQUE,E.G. 

9203270111 

COMMISSION 

CRAMPTON.S.A. 

9203050212 

CONTRACT 

CUNNINGHAM,R.E. 

9203260220 

ORG 


DE PLANQUE,E.G. 

9203270266 

COMMISSIO N 

CRAMPTON.S.A. 

9203050248 

CONTRACT 

CUPIT.R.D. 

9203190068 

PR 


DEAN.W.M. 

9203300223 

50-397 

P 

CRAMPTON.S.A. 

9203100260 

CONTRACT 

CURRAN,D. 

9008170009 

PR 


DEASON.J.P. 

9203190102 

PR 


CRAMPTON.S.A. 

9203100265 

CONTRACT 

CURRAN.D. 

9203050006 

40-8027 


DEAVER.G.A. 

9203100188* 

50-155 

S 

CRAMPTON.S.A. 

9203100271 

CONTRACT 

CURRAN,D. 

9203050006 

40-8027 


DEBARBA.E.A. 

9203200121 

50-245 

S 

CRAMPTON.S.A. 

9203100272 

CONTRACT 

CURRAN.D. 

9203050020 

70-3070 


DEBARBA.E.A. 

9203200121 

50-245 

s 

CRAMPTON.S.A. 

9203110215 

CONTRACT 

CURRAN.D. 

9203050020 

70-3070 


DEBARBA.E.A. 

9203230140 

50-245 

p 

CRAMPTON.S.A. 

9203120018 

CONTRACT 

CURRAN.D. 

9203110016 

40-8027 


DEBOLT.R. 

9010150033 

PR 


CRAMPTON.S.A. 

9203120144 

CONTRACT 

CURRAN.D. 

9203110022 

40-8027 


DECELLES.G.L. 

9012170133 

PR 


CRAMPTON.S.A. 

9203120380 

CONTRACT 

CURRAN.D. 

9203230350* 

PR 


DECKER.T.R. 

9203030217* 

50-280 

Q 

CRAMPTON.S.A. 

9203130028 

CONTRACT 

CURRAN.D. 

9203230350* 

PR 


DECKER,T.R. 

9203100161* 

50-302 

Q 

CRAMPTON.S.A. 

9203130167 

CONTRACT 

CURRAN.D. 

9203230350* 

PR 


DECKER.T.R. 

9203180023* 

50-335 

Q 

CRAMPTON.S.A. 

9203130187 

CONTRACT 

CURRAN.D. 

9203230384 

40-8027 


DEDDENS.J.C. 

9203310204 

50-458 

F 

CRAMPTON.S.A. 

9203130259 

CONTRACT 

CURRAN.D. 

9203240220* 

40-8027 


DEEN.V.C. 

9203160242 

50-284 

H 

CRAMPTON.S.A. 

9203130272 

CONTRACT 

CURRAN.D. 

9203260076 

40-8027 


DEFAYETTE.R.W. 

9203030010* 

50-341 

Q 

CRAMPTON.S.A. 

9203130275 

CONTRACT 

CURRAN.D. 

9203260076 

40-8027 


DEFAYETTE.R.W. 

9203030219* 

50-263 

Q 

CRAMPTON.S.A. 

9203130291 

CONTRACT 

CURRAN.D. 

9203260076 

40-8027 


DEFAYETTE.R.W. 

9203240089* 

50-155 

Q 

CRAMPTON.S.A. 

9203130308 

CONTRACT 

CURRAN.D. 

9203260084* 

40-8027 


DEHAAN.D.R. 

9011200041 

PR 


CRAMPTON.S.A. 

9203130348 

CONTRACT 

CURRAN.D. 

9203260084* 

40-8027 


DELANEY,J.C. 

9203090382* 

40-2407 


CRAMPTON.S.A. 

9203180439 

CONTRACT 

CURTISS 

9203040149 

COMMISSION 

DELANEY,J.C. 

9203130142* 

FOIA 


CRAMPTON.S.A. 

9203190385 

CONTRACT 

CURTISS 

9203270128 

COMMISSION 

DELANEY,J.C. 

9203130266* 

70-. 


CRAMTON.S.A. 

9203250055 

CONTRACT 

CURTISS,J.R. 

9203050128 

COMMISSION 

DELANEY,J.C. 

9203130285* 

70-. 


CRANFORD,G.F. 

9203050107 

ORG 

CURTISS,J.R. 

9203270107 

COMMISSION 

DELANEY,J.C. 

9203130287* 

70-. 


CRANFORD,G.F. 

9203090155 

ORG 

CURTISS,J.R. 

9203270250 

COMMISSION 

DELANEY,J.C. 

9203160016* 

70-***** 


CRANFORD,G.F. 

9203170142 

ORG 

CURTISS,J.R. 

9203270264 

COMMISSION 

DELANEY,J.C. 

9203160028* 

70-***** 


CRANFORD,G.F. 

9203300261 

ORG 

CWALINA.G.C. 

9203130033* 

QA999 


DELANEY,J.C. 

9203160152* 

70-***** 


CRAWFORD.A.C. 

9111060210 

50-267 F 

D’AMATO.A.M. 

9203230335* 

COMMISSION 

DELANEY,J.C. 

9203160163* 

70-. 


CRAWFORD.A.C. 

9203250033 

50-267 P 

DAHL.G. 

9203230274 

50-247 

S 

DELANEY,J.C. 

9203160166* 

70-. 


CREED,J.R. 

9203020332 

70-1113 

DAHLBERG.K.A. 

9203030094 

50-220 

S 

DELANEY,J.C. 

9203160172* 

70-. 


CREED,J.R. 

9203030471 

50-267 F 

DAHLBERG.K.A. 

9203250092 

50-220 

R 

DELANEY,J.C. 

9203160174* 

70-***** 


CREED,J.R. 

9203030472 

70-1113 

DAHLBERG.K.A. 

9203250098 

50-220 

S 

DELANEY,J.C. 

9203160178* 

70-. 


CREED,J.R. 

9203040086 

70-734 

DAHLBERG.K.A. 

9203250102 

50-220 

S 

DELANEY,J.C. 

9203160182* 

70-***** 


CREED,J.R. 

9203130267 

70-371 

DALEY,M.J. 

9203260037 

PR 


DELANEY,J.C. 

9203160195* 

70-***** 


CREED,J.R. 

9203240112* 

50-151 Q 

DAMASCENO.E. 

9203180335* 

FOIA 


DELANEY,J.C. 

9203160198* 

70-***** 


CREED,J.R. 

9203300074* 

50-237 Q 

DAMASCENO.E. 

9203180391* 

FOIA 


DELANEY,J.C. 

9203160201* 

70-. 


CREED,J.R. 

9203310023* 

50-341 Q 

DANA.S.R. 

9203040342* 

WASTE MGT 

DELANEY,J.C. 

9203160224* 

70-***** 


CREED, J.R. 

9203310123* 

50-151 Q 

DARKE,J. 

9203090100* 

PR 


DELANEY,J.C. 

9203160225* 

70-***** 


CREEL.G.C. 

9203250308 

50-317 F 

DARKE,J.F. 

9203090085* 

PR 


DELANEY,J.C. 

9203160228* 

70-. 


CREEL,G.C. 

9010250176 

PR 

DARKE, J.F. 

9203090093* 

PR 


DELANEY,J.C. 

9203160231* 

70-. 


CREEL.G.C. 

9203030109 

50-317 P 

DARKE, J.F. 

9203090097* 

PR 


DELANEY,J.C. 

9203160235* 

70-. 


CREEL,G.C. 

9203050047 

50-317 P 

DARKE,J.F. 

9203090108* 

PR 


DELANEY,J.C. 

9203160236* 

70-. 


CREEL,G.C. 

9203060039 

50-317 R 

DARKE,J.F. 

9203090121* 

PR 


DELANEY,J.C. 

9203160256* 

70-. 


CREEL.G.C. 

9203120082 

50-317 Q 

DARKE,J.F. 

9203090126* 

PR 


DELANEY,J.C. 

9203160259* 

70-***** 


CREEL,G.C. 

9203160073 

PR 

DARKE,J.F. 

9203090135* 

PR 


DELANEY,J.C. 

9203160262* 

70-*’*** 


CREEL,G.C. 

9203160102 

50-317 P 

DARKE,J.F. 

9203090149* 

PR 


DELANEY,J.C. 

9203170004* 

70-. 


CREEL,G.C. 

9203260118 

PR 

DARKE,J.F. 

9203090184* 

PR 


DELANEY,J.C. 

9203170007* 

70-. 


CREEL,G.C. 

9203260185 

50-317 F 

DASTUR.A.R. 

9203060067* 

PROJ 


DELANEY,J.D. 

9203130279* 

70-45 


CRENSHAW,A. 

9203190153 

50-400 R 

DAUGHTERY.L.F. 

9203160249 

50-416 

R 

DELAWRENCE.J.L. 

9203090023* 

50-213 

Q 

CRLENJAK.R.V. 

9203030112* 

50-416 Q 

DAVIS,A.A. 

9203120155* 

CONTRACT 

DELEZENSKI.J. 

9203190169 

50-312 

R 

CRLENJAK.R.V. 

9203100227* 

50-327 Q 

DAVIS,A.B. 

8704290199* 

FOIA 


DELGEORGE.L.O. 

8811070271 

PR 


CROCKER.H.W. 

9203090484* 

70-371 

DAVIS,A.B. 

8704290203* 

FOIA 


DELIGATTI.M.S. 

9203240327 

WASTE MGT 

CROCKER,H.W. 

9203090486* 

70-371 

DAVIS.A.B. 

8903030494* 

FOIA 


DELUCA,P.M. 

9203130123* 

PR 
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DELUCA.P.M. 

9203130145* 

PR 


DRAKE,T. 

8601130068* 

FOIA 


EDGAR,G.L. 

9203200286 

50-445 

DEMBEK.S. 

9203180287 

50-354 

P 

DRAKE,T.L. 

8602190117* 

FOIA 


EDGAR,G.L. 

9203200286 

50-445 

DEMBEK.S. 

9203260325 

50-354 

P 

DRAWBRIDGE,B.L. 

9203190315 

50-443 

V 

EDGAR,J.B. 

9203180097 

REGGD 

DEMUTH.R.T. 

9203030138* 

50-219 

P 

DROMER ICK,A. W. 

9203040294 

50-219 

P 

EDGAR.J.B. 

9203310270 

70-1257 

DEN10.L.L. 

9203110203 

70-1308 


DROMERICK.A.W. 

9203120279 

50-219 

P 

EDIDIN.L.F. 

9011200026 

PR 

DENNIS,A.W. 

9203060325* 

WASTE MGT 

DROMERICK.A.W. 

9203120296 

50-219 

P 

EDISON,G. 

9203040161 

50-443 

DENNIS, A. W. 

9203060331 * 

WASTE MGT 

DROMERICK.A.W. 

9203130019 

50-219 

P 

EDISON,G.E. 

9203040274 

50-443 

DENNIS,D. 

9203120139* 

CONTRACT 


DROMERICK.A.W. 

9203130074 

50-219 

P 

EDWARDS.D.L. 

9203110180 

40-3453 

DENOFF.D.H. 

9203250153 

50-255 

S 

DROMERICK.A.W. 

9203200218 

50-219 

Q 

EDWARDS, D.W. 

8811080334 

PR 

DENT.P.A. 

9203100027 

50-266 

F 

DRUHE.V. 

9009240075 

PR 


EDWARDS.D.W. 

9203110071 

50-29 

DENT.P.A. 

9203100044* 

50-266 

F 

DRYSDALE.P. 

9203190135* 

50-286 

Q 

EDWARDS,D.W. 

9203160167 

PR 

DENTON,H.R. 

9203040186 

SECY 


DUBE.N.L. 

9203120347* 

50-310 

W 

EDWARDS.D.W. 

9203190078 

50-29 

DENTON,H.R. 

9203170463* 

FOIA 


DUBIEL.R.W. 

9203040317* 

50-352 

R 

EDWARDS,G.O. 

9203110148* 

70-143 

DENTON,R.E. 

9203030097 

50-317 

R 

DUBINSKI.L. 

9203090369* 

40-2407 


EDWARDS,G.O. 

9203110160* 

70-143 

DENTON, R.E. 

9203030108 

50-317 

R 

DUBOSE,BJ. 

9203030435 

50-171 

Q 

EDWARDS,G.O. 

9203110173* 

70-143 

DENTON,R.E. 

9203050100 

50-317 

S 

DUBOSE,B.J. 

9203030460 

CONTRACT 


EDWARDS.G.O. 

9203110179* 

70-143 

DENTON,R.E. 

9203060003 

50-317 

Q 

DUBOSE,B.J. 

9203100286 

CONTRACT 


EDWARDS,G.O. 

9203110223* 

70-143 

DENTON,R.E. 

9203060039 

50-317 

R 

DUBOSE,BJ. 

9203110142 

CONTRACT 


EHLERT.G.W. 

9203050230* 

50-605 

DENTON,R.E. 

9203190162 

50-317 

R 

DUBOSE,B.J. 

9203110161 

50-254 

Q 

ELDER,J.H. 

9203190118 

STATE PR< 

DESAI.B.B. 

9203180136* 

50-269 

Q 

DUBOSE,B.J. 

9203160299 

50-270 

Q 

ELDER,J.H. 

9203190213 

PR 

DESELL,L.J. 

9203060138 

WASTE MGT 

DUBOSE, B.J. 

9203190431 

CONTRACT 


ELIASON.L.R. 

9203060259 

50-263 

DESELL,L.J. 

9203170073* 

WASTE MGT 

DU BOSE,B.J. 

9203190436 

CONTRACT 


ELIASON.LR. 

9203110113 

50-282 

DESELL,L.J. 

9203190191 

WASTE MGT 

DUBOSE,BJ. 

9203190440 

CONTRACT 


ELLIOTT,M. 

9203230049* 

70-1201 

DEVINE,J.C. 

9203030133 

50-219 

P 

DUBOSE,BJ. 

9203300029 

CONTRACT 


ELLIOTT.M.P. 

9203230014* 

70-27 

DEYCH.A.S. 

9203020150* 

REVIEW GR P 

DUBOSE.B.J. 

9203300329 

CONTRACT 


ELLWANGER.J.R. 

9203090410 

50-247 

DIAMOND,E. 

9203180274 

50-286 

S 

DUDLEY,R.F. 

9203240358* 

50-312 

P 

ELMS,A. L. 

9203240374 

50-423 

DICK.G.F. 

9203090076 

50-498 

P 

DUFFY,L.P. 

9203270241* 

COMMISSIO N 

ELROD,S.A. 

9203100083* 

50-335 

DICK,G.F. 

9203090144 

50-498 

P 

DUFT.P.H. 

9203120295 

40-6563 


EMMONS,D.L. 

9011200093 

PR 

DICK.G.F. 

9203300179 

50-498 

P 

DUGSTAD.D. 

9203160076 

50-282 

R 

ENG.P.L. 

9203120326 

50-397 

DICKEY,J.W. 

9203160051* 

70-. 


DUKELOW.J.S. 

9203270010 

NUREG 


ENG.P.L. 

9203260318 

50-397 

DIEDERICH.GJ. 

9203020175 

50-373 

R 

DUKES,J.R. 

9203180135 

PR 


ENG.P.L. 

9203270297 

50-397 

DIEDERICH.G.J. 

9203020260 

50-373 

R 

DUMAS,D.O. 

9203110315 

71-384 


ENGEL,J.D. 

9203240003* 

FOIA 

DIEDERICH.GJ. 

9203060025 

50-373 

R 

DUNLOP,A.J. 

9203100014* 

50-373 

Q 

ENGEL,J.D. 

9203240005* 

FOIA 

DIEDERICH.G.J. 

9203090412 

50-373 

R 

DUNN.R.A. 

9203200325* 

CONTRACT 


ENGEL,J.D. 

9203240011* 

FOIA 

DIEDERICH.GJ. 

9203090414 

50-373 

S 

DUNN.R.A. 

9203270210 

CONTRACT 


ENGEL,J.D. 

9203240014* 

FOIA 

DIEDERICH.GJ. 

9203160252 

50-373 

R 

DURFEE.L. 

9203030055 

70-820 


ENGEL,J.D. 

9203240017* 

FOIA 

DIEDERICH.GJ. 

9203230382 

50-374 

S 

DURR.J.P. 

9203100001 

50-286 

Q 

ENGLAND,L.A. 

9203240338 

50-458 

DIETZ,C.R. 

9203130236 

50-261 

P 

DURR.J.P. 

9203100142 

50-219 

Q 

ENGLAND,L.A. 

9203310202 

50-458 

DIETZ,C.R. 

9203170192 

50-261 

Q 

DURR.J.P. 

9203100214 

50-309 

Q 

ENGLAND,L.A. 

9203310208 

50-458 

DIETZ,C.R. 

9203310287 

50-261 

Q 

DURR.J.P. 

9203100249 

50-277 

Q 

ENGLE, L. 

9203190432 

50-280 

DIETZ,G.R. 

9203310251* 

71-9 


DURR.J.P. 

9203120241 

50-333 

Q 

ENGLE,L. 

9203270033 

50-338 

DIETZ,G.R. 

9203310254* 

71-9 


DURR.J.P. 

9203120268 

50-309 

Q 

ENGLE,L.B. 

9203060290 

50-338 

DIGGS,R.M. 

9203170133* 

70-. 


DURR.J.P. 

9203120273 

50-271 

Q 

ENGLE,L.B. 

9203060333 

50-338 

DINGELL.J.D. 

9203060244* 

COMMISSIO N 

DURR.J.P. 

9203160031 

50-423 

Q 

ENGLE,L.B. 

9203180251 

50-338 

DIPIAZZA,R.P. 

9203030299* 

TOPREP 


DURR.J.P. 

9203170108 

50-333 

Q 

ENGLE,L.B. 

9203200028 

50-338 

DIPIAZZA,R.P. 

9203030427* 

50-446 

Q 

DURR.J.P. 

9203170202 

50-443 

Q 

ENGLE,L.B. 

9203250111 

50-280 

DIPIAZZA,R.P. 

9203040108* 

50-390 

A 

DURR.J.P. 

9203190021 

50-219 

P 

ENGLE,L.B. 

9203250283 

50-338 

DIPIAZZA,R.P. 

9203040151* 

50-348 

P 

DURR.J.P. 

9203200078 

50-245 

Q 

ENGLE,L.B. 

9203260267 

50-338 

DIPIAZZA,R.P. 

9203060172* 

TOPREP 


DURR.J.P. 

9203200147 

50-286 

Q 

EPSTEIN,E.J. 

9203090087 

50-320 

DIPIAZZA,R.P. 

9203110178* 

PROJ 


DURR.J.P. 

9203240105 

50-213 

F 

ERICKSON,P.B. 

9203300386 

50-267 

DIPIAZZA,R.P. 

9203110283* 

PROJ 


DURR.J.P. 

9203270051 

50-220 

Q 

ERICKSON,R.A. 

9202140328* 

50-344 

DIPIAZZA,R.P. 

9203230341 * 

50-275 

P 

DURR.J.P. 

9203300096 

50-352 

Q 

ERIN.L.E. 

9203040111* 

50-390 

DIPIAZZA,R.P. 

9203300254* 

50-443 

P 

DURR.J.P. 

9203300128 

50-247 

Q 

ERNST,D. 

9203260114 

PR 

DIXON,A.J. 

9203170292* 

COMMISSIO N 

DWOSKIN.G.E. 

9203100279* 

CONTRACT 


ERNSTES.M.E. 

9203030165* 

50-400 

DOBROMYSLOV.K. 

9203020073* 

REVIEW GR P 

DYER.J.E. 

9203040182 

PROJ 


ESCHELS.C. 

8810260444 

PR 

DODA.RJ. 

9203180184* 

FOIA 


DYERJ.E. 

9203040366* 

FOIA 


ESELGROTH.P. 

9203160087* 

50-289 

DODD.C.J. 

9203060274* 

COMMISSIO N 

DYER.J.E. 

9203050146 

PROJ 


ESELG ROTH, P.W. 

9203240212* 

50-213 

DODGE.R.E. 

9203230342 

50-244 

R 

DYERJ.E. 

9203050157 

PROJ 


ESLINGER.P.W. 

9203170175* 

WASTE M( 

DOERFLEIN.LT. 

9203100131* 

50-277 

Q 

DYER,J.R. 

9203060304 

WASTE MGT 

ESTEFAN.N. 

9203130355* 

CONTRAC 

DOERFLEIN,L.T. 

9203240083 

50-277 

P 

EAPEN.P.K. 

9203100253* 

50-277 

Q 

ETHERINGTON.H. 

9203190089* 

50-219 

DOERFLEIN.LT. 

9203240092 

50-277 

P 

EAPEN.P.K. 

9203120253* 

50-333 

Q 

ETHERINGTON.H. 

9203190106* 

50-219 

DOERING.J. 

9203040328* 

50-352 

R 

EAPEN.P.K. 

9203160047* 

50-423 

Q 

ETHERINGTON.H. 

9203190195* 

50-219 

DOERINGJ. 

9203060085 

50-353 

S 

EAPEN.P.K. 

9203170207* 

50-443 

Q 

EUGENIO,A.D. 

9203260117 

ORG 

DOERING.J. 

9203240281 

50-353 

S 

EAPEN.P.K. 

9203260315* 

50-220 

Q 

EURE.J.A. 

8810280297 

PR 

DOERINGJ. 

9203300025 

50-352 

S 

EASTMAN,J. 

9203200329 

CONTRACT 


EURY.L.W. 

9203160208 

50-261 

DOERINGJ. 

9203310219 

50-352 

S 

EASTMAN,J. 

9203310150 

CONTRACT 


EVANS,J.D. 

9203050307* 

FOIA 

DOERINGJ. 

9203310255 

50-352 

S 

EASTMAN.J.G. 

9203310325 

CONTRACT 


EVERS,K.H. 

9010240028 

PR 

DONOHEW.J.N. 

9203120184 

PROJ 


EASTMAN.J.W. 

9203120122* 

CONTRACT 


FACCIOLO.T. 

9203050199* 

CONTRAC 

DONOHEW.J.N. 

9203120189 

PROJ 


EASTON,E.P. 

9203300184* 

71-9229 


FAIRAND.B.P. 

9203110208 

71-5939 

DONOHEW.J.N. 

9203190457 

PROJ 


EATON,R. 

9203110373 

50-293 

P 

FAIRTILE.M.B. 

9203060339 

50-29 

DONOVAN.S.K. 

9203060087 

50-348 

T 

EATON,R.B. 

9203120314 

50-293 

P 

FAIRTILE.M.B. 

9203130286 

50-29 

DONOVAN,S.K. 

9203120305 

50-348 

G 

EATON, R.B. 

9203190398 

50-293 

F 

FALLON.F.E. 

9203160030* 

70-***** 

DORMAN,D.H. 

9203310115 

50-29 

T 

EBERT,MJ. 

9203180288* 

FOIA 


FALLON,F.E. 

9203160039* 

70-. 

DORNSIFE.W.P. 

.9203180115 

PR 


EBNETER.S. 

9203130288 

l&E 


FANTACCI.C.L. 

9203090124* 

50-458 

DOROFEYEV.S.B. 

9203300337* 

REVIEW GR P 

EBNETER.S. 

9203310289 

l&E 


FARAMARZI.A. 

9112310175 

NUREG 

DOSTIE.P.J. 

9203230205 

50-309 

P 

EBNETER.S.D. 

9203030100 

50-324 

P 

FARAZ.Y.H. 

9203240378 

40-7102 

DOUGHERTY,D.E. 

9203170129* 

WASTE MGT 

EBNETER.S.D. 

9203030272 

70-143 


FARBER.M.J. 

9203030140* 

50-454 

DOW,R.M. 

9203050029 

50-445 

G 

EBNETER.S.D. 

9203050023 

50-424 

Q 

FARBER.M.J. 

9203160186* 

50-295 

DOW,R.M. 

9203050038 

50-445 

G 

EBNETER.S.D. 

9203180047 

50-324 

Q 

FARR.M.M. 

9203240098* 

50-361 

DOW,R.M. 

9203050234 

50-445 

G 

EBNETER.S.D. 

9203180084 

50-250 

P 

FARRAR, J.P. 

9203310256 

50-62 

DOW,R.M. 

9203260028 

50-445 

G 

EBNETER.S.D. 

9203180099 

50-260 

P 

FARREN.J.D. 

9203250027* 

STATE PR 

DOW.S.L. 

9203050029 

50-445 

G 

EBNETER.S.D. 

9203230007 

STATE PRO G 

FARRIS, J. 

9011090339 

PR 

DOW.S.L. 

9203050038 

50-445 

G 

EBNETER.S.D. 

9203230197 

50-413 

Q 

FAULKNER,H.J. 

9203180474* 

FOIA 

DOW.S.L. 

9203260028 

50-445 

G 

ECKERT,L. 

9203240107* 

50-387 

Q 

FAULKNER,M. 

9203250039 

50-483 

DOYLE.J.E. 

9203190030 

PR 


ECKHOLT.E. 

9203170320* 

50-306 

P 

FAY.C.W. 

9011060131 

PR 

DRAGOUN.T. 

9203100285* 

50-57 

Q 

ECONOMOS.N. 

9203100085* 

50-338 

Q 

FEDERLINE.M. 

9203230324* 

PR 

DRAGOUN.T. 

9203250006* 

50-54 

Q 

EDELMAN.M.R. 

9203100177 

50-346 

J 

FEIGENBAUM.T.C. 

9203020090 

50-443 

DRAGUNOV.Y.G. 

9203020232* 

REVIEW GR P 

EDELMAN.M.R. 

9203160257 

PR 


FEIGENBAUM.T.C. 

9203030162 

50-443 
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FEIGENBAUM.T.C. 

9203030309 

50-443 

S 

FLIAGOU.C. 

9203160263 

XPORTLIC 


GARRITY.J.H. 

9203040104 

50-390 

A 

FEIGENBAUM.T.C. 

9203050225 

50-443 

Q 

FLINGOU.C. 

9203160273 

XPORTLIC 


GARRITY.J.H. 

9203040337 

50-390 

A 

FEIGENBAUM.T.C. 

9203180258 

50-443 

S 

FLINGOU.C. 

9203160277 

XPORTLIC 


GARRITY.J.H. 

9203090451 

50-390 

A 

FEIGENBAUM.T.C. 

9203190047 

50-443 

H 

FLINGOU.C. 

9203160293 

XPORTLIC 


GARRITY.J.H. 

9203170314 

50-390 

Q 

FEIGENBAUM.T.C. 

9203230316 

50-443 

R 

FLORSHEIM.N.P. 

9203190011 

STATE PRO G 

GARRITY.J.H. 

9203190043 

50-390 

Q 

FEIGENBAUM.T.C. 

9203240148 

50-443 

P 

FLOYD, E.T. 

9203030157* 

50-445 

R 

GARRITY.J.H. 

9203230255 

50-390 

S 

FEIGENBAUM.T.C. 

9203260236 

50-443 

J 

FLOYD,S.D. 

9110090224 

50-261 

F 

GARWIN.R.L. 

9203160272* 

COMMISSIO N 

FEIGENBAUM.T.C. 

9203270257 

50-443 

P 

FLOYD,S.D. 

9203030241 

50-325 

Q 

GARY.T.A. 

9202280037* 

7U-398 


FEIGENBAUM.T.C. 

9203270259* 

50-443 

P 

FLOYD,S.D. 

9203040040 

50-261 

R 

GASKE.M.C. 

9203190060* 

50-219 

O 

FEIGENBAUM.T.C. 

9203300241 

50-443 

P 

FLOYD,S.D. 

9203260174 

50-324 

S 

GASKE.M.C. 

9203190065* 

50-219 

O 

FEIGENBAUM.T.C. 

9203300244* 

50-443 

P 

FLOYD,S.D. 

9203260247* 

50-324 

F 

GASKE.M.C. 

9203190070* 

50-219 

1 

FEIGENBAUM.T.C. 

9203310263 

50-443 

R 

FOGEL.D.M. 

9203050262 

70-135 


GASKE.M.C. 

9203190086* 

50-219 

O 

FEIGENBAUM.T.C. 

9203310283 

50-443 

P 

FONES.R.W. 

9203120298 

50-346 

M 

GASKE.M.C. 

9203190177* 

50-219 

0 

FEIGENBAUM.T.C. 

9203310288* 

50-443 

P 

FORD.E.W. 

9203030207 

50-344 

S 

GASKE.M.C. 

9203190192* 

50-219 

0 

FEIGHAN.E.F. 

9203060201* 

PR 


FORD.E.W. 

9203030420 

50-344 

S 

GASKE.M.C. 

9203190245* 

50-219 

0 

FELDMAN.R. 

9203050156 

QA999 


FORD.E.W. 

9203120391 

50-344 

s 

GASKE.M.C. 

9203190257* 

50-219 

0 

FELLOWS.M. 

9011090334 

PR 


FORD.E.W. 

9203180403 

50-344 

s 

GASKE.M.C. 

9203190281* 

50-219 

0 

FERDINAND.B. 

9203110140 

40-8964 


FOSSEY.F.G. 

9203100244 

40-8084 


GASKE.M.C. 

9203190284* 

50-219 

0 

FERDINAND,B. 

9203110231 

40-8768 


FOSTER,E.R. 

9203250095 

50-336 

s 

GASKE.M.C. 

9203240304* 

50-219 

1 

FERDINAND.B. 

9203110320 

40-8084 


FOSTER, P.L. 

9203260065 

71-9246 


GASKE.M.C. 

9203240318* 

50-219 

0 

FERDINAND.B. 

9203110376 

40-8768 


FOUCHARD.J.J. 

9203030409 

50-443 

p 

GASKE.M.C. 

9203240325* 

50-219 

0 

FERDINAND.B. 

9203110391 

40-8905 


FOURNIER,J.M. 

9203120386* 

50-280 

H 

GASKE.W.C. 

9203180410* 

50-219 

0 

FERDINAND.B. 

9203110402 

40-8084 


FOY.R. 

9203310308 

50-223 

H 

GAT.U. 

9203050267 

REGGD 


FERGUSON.M. 

9203100344* 

FOIA 


FRALEY,F. 

9203180355* 

50-219 

O 

GATES,W.G. 

9010230306 

PR 


FERNER.M. 

9203230081 

PR 


FRALEY,R.F. 

9203120160 

ACRS 


GATES,W.G. 

9203020077 

50-285 

S 

FERTEL.M.S. 

9203110057 

PR 


FRALEY.R.F. 

9203180349* 

50-219 

O 

GATES,W.G. 

9203020261 

50-285 

S 

FERTEL.M.S. 

9203120100 

PR 


FRALEY,R.F. 

9203180405* 

50-219 

O 

GATES,W.G. 

9203020262 

50-285 

S 

FERTEL.M.S. 

9203190107 

PRM 


FRALEY.R.F. 

9203190077* 

50-219 

O 

GATES,W.G. 

9203020271 

50-285 

S 

FERTEL.M.S. 

9203230144 

PRM 


FRALEY.R.F. 

9203190098* 

50-219 

O 

GATES.W.G. 

9203030298 

50-285 

S 

FERTEL.M.S. 

9203250195 

STATE PRO G 

FRALEY.R.F. 

9203190105* 

50-219 

O 

GATES,W.G. 

9203040180 

50-285 

R 

FEY.F.L. 

9203040301 

50-282 

R 

FRALEY.R.F. 

9203190114* 

50-219 

O 

GATES.W.G. 

9203040190 

50-285 

R 

FEY.F.L. 

9203050058 

50-263 

R 

FRALEY.R.F. 

9203190268* 

50-219 

O 

GATES.W.G. 

9203060108 

PRM 


FEY.F.L. 

9203050062* 

50-263 

R 

FRALEY,R.F. 

9203240296* 

50-219 

O 

GATES.W.G. 

9203060354 

50-285 

S 

FIEDLER,P.B. 

9203060361 

50-219 

P 

FRALEY.R.F. 

9203250330* 

50-219 

O 

GATES.W.G. 

9203060356 

50-285 

S 

FIELDS,J. 

9203160307 

CONTRACT 


FRANCE,G.M. 

9203120228* 

70-36 


GATES.W.G. 

9203090254 

50-285 

P 

FIELDS.J. 

9203300360 

CONTRACT 


FRANCE.G.M. 

9203300064* 

70-1308 


GATES.W.G. 

9203100241 

PR 


FIELDS,J. 

9203300374 

CONTRACT 


FRANCIS,M. 

9203100195* 

50-155 

s 

GATES.W.G. 

9203110081 

PR 


FIELDS,J.A. 

9203020126* 

CONTRACT 


FRANZ, J.F. 

9203030313 

50-331 

p 

GATES.W.G. 

9203110264 

50-285 

P 

FIELDS.J.S. 

9203090168 

50-387 

S 

FRANZ,J.F. 

9203040236 

50-331 

R 

GATES.W.G. 

9203110270 

50-285 

F 

FIELDS,J.S. 

9203180039 

50-387 

P 

FRANZ,J.F. 

9203130234 

50-331 

V 

GATES.W.G. 

9203120069 

50-285 

P 

FIELDS.J.S. 

9203260239 

50-387 

R 

FRANZ,J.F. 

9203200211 

50-331 

P 

GATES.W.G. 

9203120078* 

50-285 

P 

FIELDS,M.B. 

9203270148 

50-445 

P 

FRASER,D.R. 

9203310250* 

50-424 

P 

GATES.W.G. 

9203120285 

50-285 

F 

FIES.C.L 

9203030088 

50-397 

S 

FRAZEE.T.C. 

9203250186 

STATE PRO G 

GATES.W.G. 

9203160062 

50-285 

P 

FIES.C.L 

9203250329 

50-397 

S 

FREDERICKSON.P. 

9203090261* 

50-280 

Q 

GATES.W.G. 

9203160063* 

50-285 

P 

FINFROCK.I.R. 

9203270207* 

50-219 

O 

FREDERICKSON.P. 

9203100088 

50-302 

Q 

GATES.W.G. 

9203170028 

50-285 

R 

FINKEL.A. 

9203160058* 

50-277 

Q 

FREDERICKSON.P. 

9203100139 

50-338 

Q 

GATES.W.G. 

9203180077 

50-285 

S 

FIRLIT.J.F. 

9203030113 

50-220 

R 

FREDERICKSON.P. 

9203100164 

50-280 

Q 

GATES.W.G. 

9203180146 

50-285 

F 

FIRLIT.J.F. 

9203040196 

50-220 

R 

FREDERICKSON.P. 

9203100170* 

50-280 

Q 

GATES.W.G. 

9203180331 

50-285 

J 

FIRLIT.J.F. 

9203110083 

50-220 

S 

FRESHLEY.M.D. 

9203170175* 

WASTE MGT 

GATES.W.G. 

9203180343 

50-285 

P 

FIRLIT.J.F. 

9203110100 

50-220 

S 

FREUDENBERGER, 

9203100097* 

50-302 

Q 

GATES.W.G. 

9203190189 

50-285 

F 

FIRLIT.J.F. 

9203110210 

50-220 

S 

FREY.S.R. 

9203300112 

STATE PRO G 

GATES.W.G. 

9203190238 

50-285 

P 

FIRLIT.J.F. 

9203180041 

50-410 

S 

FREYBERG.D.L. 

9203170147* 

WASTE MGT 

GATES.W.G. 

9203230258 

50-285 

P 

FIRLIT.J.F. 

9203180091 

71-5950 


FRIDERICKS.T. 

9203100197-* 

50-155 

S 

GATES.W.G. 

9203230296 

50-285 

1 

FISCHER,R.E. 

9203260173 

70-1151 


FRIDERICKS.T. 

9203100200* 

50-155 

S 

GATES.W.G. 

9203240383 

50-285 

S 

FISHER,W.L. 

9203110417* 

40-8027 


FRIES, E.V. 

9203020298 

50-213 

S 

GATES.W.G. 

9203250240 

50-285 

F 

FISICARO.J.J. 

9203030359 

50-368 

R 

FRIES,E.V. 

9203090120 

50-213 

F 

GATES.W.G. 

9203260095 

PR 


FISICARO.J.J. 

9203040117 

50-313 

R 

FRIES,E.V. 

9203270212 

50-213 

S 

GATES.W.G. 

9203260288 

50-285 

P 

F1SICARO.J.J. 

9203050049 

50-313 

F 

FRIES,E.V. 

9203270283 

50-213 

S 

GATES.W.G. 

9203300314 

50-285 

F 

FISICARO.J.J. 

9203050292 

50-313 

R 

FROATS.E.E. 

9203050301 * 

PR 


GATES.W.G. 

9203300358 

50-285 

S 

FISICARO.J.J. 

9203050294 

50-368 

R 

FUDALA.J.F. 

9203190123 

STATE PRO G 

GATES.W.G. 

9203310122 

50-285 

P 

FISICARO.J.J. 

9203060041 

50-313 

R 

FULLER,E. 

9203190092 

STATE PRO G 

GATES.W.G. 

9203310128* 

50-285 

P 

FISICARO.J.J. 

9203060107 

50-313 

F 

FULLER,E. 

9203190200 

PR 


GAUTAM.A.S. 

9203250183* 

QA999 


FISICARO.J.J. 

9203090392 

50-313 

P 

FULLER,R.E. 

9203250357 

50-397 

s 

GAUVIN.C.F. 

9203230109 

PR 


FISICARO.J.J. 

9203180389 

50-313 

P 

FULLERTON,C. 

9203250064 

STATE PRO G 

GAVILA.F.M. 

9011160175 

PR 


FISICARO.J.J. 

9203190241 

50-313 

P 

FUNCHES.J. 

9203040349* 

PR 


GAYDOS.J.M. 

9203130233* 

PR 


FISICARO.J.J. 

9203200350 

50-368 

R 

FUNCHES.J. 

9203040352* 

PR 


GEIDENSON.S. 

9203200420* 

COMMISSIO N 

FISICARO.J.J. 

9203200361 

50-313 

R 

FUNCHES.J. 

9203040359* 

PR 


GEISE.G.D. 

9203170404* 

70-371 


FISICARO.J.J. 

9203250161 

50-368 

S 

FUNCHES.J. 

9203040361 * 

PR 


GEISLER.G.C. 

9203180001* 

70-1054 


FISICARO.J.J. 

9203260021 

50-313 

P 

FUOTO.J.S. 

9203230159 

REGGD 


GEKLER.W.C. 

9203110091 

40-8021 


FISICARO.J.J. 

9203310278 

50-313 

P 

FURIA.J. 

9203100294* 

50-317 

Q 

GEKLER.W.C. 

9203110115 

40-8027 


FISICARO.J.J. 

9203310279 

50-313 

P 

FUTRELL.R.C. 

9203090349 

50-413 

S 

GEKLER.W.C. 

9203250014 

40-8027 


FISK.R.H. 

9203020316 

XPORTLIC 


GAGLIARDO.J.E. 

9203040048* 

50-445 

Q 

GEKLER.W.C. 

9203310174 

40-8027 


FISK.R.H. 

9203020319* 

XPORTLIC 


GAGLIARDO.J.E. 

9203270087 

50-397 

P 

GELFAND.V.Y. 

9203300337* 

REVIEW GR P 

FITZGERALD,J. 

9203270038 

50-333 

S 

GAINTY.C.A. 

9203300100* 

50-456 

Q 

GEORGE,C. 

9203230338 

50-556 

A 

FITZPATRICK,E. 

9203020043 

50-315 

R 

GALLE.D.P. 

9203200344 

TOPREP 


GERARD,J.F. 

9203020152 

QA999 


FITZPATRICK,E. 

9203020140 

50-315 

Q 

GALLO,J. 

9011190189 

PR 


GERARD,J.F. 

9203020155 

QA999 


FITZPATRICK,E. 

9203020147 

50-315 

R 

GALLO,R.M. 

9203260004 

50-498 

V 

GERHARD, E.H. 

9203260079 

71-272 


FITZPATRICK.E. 

9203200238 

50-315 

P 

GALLO,R.M. 

9203260005 

50-382 

V 

GERHARD,M.A. 

9203250286 

NUREG 


FITZPATRICK.E. 

9203260124 

50-315 

P 

GALLO,R.M. 

9203260006 

50-313 

V 

GERRAN.J.F. 

9203230260 

QA999 


FITZPATRICK.E. 

9203260158 

50-315 

V 

GALLO,R.M. 

9203260008 

50-445 

V 

GETNICK.N. 

9203060143 

PRM 


TZ ATRI K. . 

9203270001 

PR 


GALLO.R.M. 

9203260009 

50-482 

V 

GETNICK.R. 

9203090081 

PRM 
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CATEGORY 
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CATEGOI 

GIBSON, A.F. 

9203180062 

50-424 

Q 

GREENMAN.E.G. 

9203300084 

50-305 

Q 

GRIMES.C.I. 

9203310297 

REVIEW G 

GIBSON,A.F. 

9203180158 

50-395 

Q 

GREENMAN.E.G. 

9203030139 

50-456 

P 

GRIMM,J.P. 

9203100228 

40-8964 

GIBSON,A.F. 

9203240007 

50-416 

V 

GREENMAN.E.G. 

9203030185 

50-346 

P 

GRIMSLEY.D. 

9203100321 

40-8027 

GIBSON,G.A. 

9203110364* 

70-143 


GREENMAN.E.G. 

9203060060 

50-341 

P 

GRIMSLEY.D. 

9203110425 

50-244 

GIBSON,G.A. 

9203120045* 

70-143 


GREENMAN.E.G. 

9203090047 

50-483 

P 

GRIMSLEY.D.H. 

9203020351* 

PR 

GIBSON,G.A. 

9203120062* 

70-143 


GREENMAN.E.G. 

9203090151 

50-373 

Q 

GRIMSLEY.D.H. 

9203030451 

50-244 

GIBSON,G.A. 

9203120064* 

70-143 


GREENMAN.E.G. 

9203100002 

50-255 

P 

GRIMSLEY.D.H. 

9203040004 

50-87 

GIBSON,G.A. 

9203120076* 

70-143 


GREENMAN.E.G. 

9203100313* 

FOIA 


GRIMSLEY.D.H. 

9203050296 

FOIA 

GIBSON,G.A. 

9203120091* 

70-143 


GREENMAN.E.G. 

9203100315* 

50-329 

Q 

GRIMSLEY.D.H. 

9203050306 

FOIA 

GIBSON,J. 

9203120248 

50-336 

R 

GREENMAN.E.G. 

9203120297 

50-254 

Q 

GRIMSLEY.D.H. 

9203060405 

FOIA 

GILCHRIST, J.E. 

9203180154 

PR 


GREENMAN.E.G. 

9203120377 

50-237 

P 

GRIMSLEY.D.H. 

9203060421 

50-213 

GILCHRIST,J.E. 

9203250180 

STATE PRO G 

GREENMAN.E.G. 

9203170121 

50-282 

P 

GRIMSLEY.D.H. 

9203060423 

FOIA 

GILRAY.J.W. 

9203100152 

WASTE MGT 

GREENMAN.E.G. 

9203170304 

50-315 

Q 

GRIMSLEY.D.H. 

9203090336 

40-2407 

GILRAY.J.W. 

9203230374 

WASTE MGT 

GREENMAN.E.G. 

9203240008 

50-440 

Q 

GRIMSLEY.D.H. 

9203090479 

40-8027 

GILRAY.J.W. 

9203250067 

WASTE MGT 

GREENMAN.E.G. 

9203240010* 

50-440 

Q 

GRIMSLEY.D.H. 

9203090483 

70-371 

GILRAY.J.W. 

9203260253* 

WASTE MGT 

GREENMAN.E.G. 

9203240026 

50-237 

Q 

GRIMSLEY.D.H. 

9203100301 

50-329 

GINGERICH.R.E. 

9203100102 

WASTE MGT 

GREENMAN.E.G. 

9203240031* 

50-237 

Q 

GRIMSLEY.D.H. 

9203120243 

50-310 

GIORGIO,H. 

9203050040 

REGGD 


GREENMAN.E.G. 

9203240072 

50-266 

P 

GRIMSLEY.D.H. 

9203170372 

FOIA 

GIORGIO,H. 

9203050078 

REGGD 


GREENMAN.E.G. 

9203240084 

50-346 

P 

GRIMSLEY.D.H. 

9203300105 

PRM 

GIRE.S.B. 

9203240275* 

50-397 

1 

GREENMAN.E.G. 

9203240241 

50-483 

F 

GRIMSLEY.D.H. 

9203310218 

50-245 

GIRE.S.B. 

9203240337* 

50-397 

1 

GREENMAN.E.G. 

9203260305 

50-266 

Q 

GRISAK.G.E. 

9203170139* 

WASTE M 

GIRE.S.B. 

9203240342* 

50-397 

1 

GREENMAN.E.G. 

9203270012 

50-461 

Q 

GROBE.J. 

9203030266 

l&E 

GIRE.S.B. 

9203240349* 

50-397 

1 

GREENMAN.E.G. 

9203300079 

50-295 

P 

GROBE.J. 

9203060099 

l&E 

GISCLON.J.M. 

9203040162 

50-133 

R 

GREEVES.J.T. 

9203200336 

WASTE MGT 

GROBE.J. 

9203100006 

l&E 

GISCLON.J.M. 

9203040276 

50-275 

R 

GREGER.L.R. 

9203030062 

50-346 

F 

GROBE.J.A. 

9203120214 

70-36 

GISCLON.J.M. 

9203090187 

50-275 

R 

GREGER.L.R. 

9203030065 

50-255 

F 

GROBE.J.A. 

9203120228* 

70-36 

GISCLON.J.M. 

9203250189 

50-275 

F 

GREGER.L.R. 

9203030071 

50-237 

P 

GROBE.J.A. 

9203170096 

40-8948 

GLADDING,C.J. 

9203090023* 

50-213 

Q 

GREGER.L.R. 

9203030193 

50-454 

Q 

GROBE.J.A. 

9203300058 

70-1308 

GLASMAN.M. 

9203180030 

50-400 

S 

GREGER.LR. 

9203030224 

50-255 

Q 

GROBE.J.A. 

9203300064* 

70-1308 

GLASSMAN.J.H. 

9203230184 

PR 


GREGER.L.R. 

9203030254 

50-254 

Q 

GROOMS,J. 

9203160250 

50-261 

GLASSMAN.R. 

8811100113 

PR 


GREGER.LR. 

9203030262* 

50-254 

Q 

GROSS.K. 

9203040139 

50-483 

GLEASON,E.J. 

9203180164 

PR 


GREGER.LR. 

9203030328 

50-263 

F 

GRUMME.L.L. 

9203120112 

50-397 

GLEASON,E.J. 

9203230058 

STATE PRO G 

GREGER.LR. 

9203030330 

50-341 

F 

GRUMME.L.L. 

9203180320 

50-397 

GLEASON,J.F. 

9203270017 

NUREG 


GREGER.LR. 

9203060038 

50-454 

Q 

GRUMME.L.L. 

9203260145 

50-397 

GLENN,J. 

9203020169* 

COMMISSIO N 

GREGER.LR. 

9203060043* 

50-454 

Q 

GRUMME.L.L. 

9203260225 

50-397 

GLENN,J. 

9203120262* 

MISC 


GREGER.LR. 

9203090013 

50-255 

Q 

GUARNIERI.S.R. 

9203040240 

50-317 

GLENN,J. 

9203310215 

40-8724 


GREGER.LR. 

9203090140* 

50-151 

Q 

GUINN,P.R. 

7904120257* 

FOIA 

GNIOT.R. 

9203300037 

PR 


GREGER.LR. 

9203120203 

50-373 

Q 

GUINN,P.R. 

9203040015* 

FOIA 

GODWIN,G.C. 

9203240159 

50-445 

S 

GREGER.LR. 

9203120230 

50-155 

Q 

GUINN,P.R. 

9203120012* 

FOIA 

GODY.A.T. 

9203240360 

ORG 


GREGER.LR. 

9203120233* 

50-155 

Q 

GUINN.P.R. 

9203120014* 

FOIA 

GOLDBERG,J.H. 

9203230238 

50-250 

Q 

GREGER.LR. 

9203130055 

50-282 

Q 

GUINN.P.R. 

9203120017* 

FOIA 

GOLDBERG,J.H. 

9203230243 

50-335 

Q 

GREGER.LR. 

9203130134 

50-373 

Q 

GUNTRUM.B. 

9203240332 

50-322 

GOLDBERG,R. 

9203110028 

50-346 

M 

GREGER.LR. 

9203160173 

50-295 

Q 

GURICAN.G.M. 

9203020310 

50-289 

GOLDBERG,R. 

9203110028 

50-346 

M 

GREGER.LR. 

9203160193 

50-263 

Q 

GUSTIN.H.L. 

9203100128* 

50-321 

GOLDIE,M.E. 

9203230337 

50-250 

R 

GREGER.LR. 

9203200004 

50-346 

F 

GUTTERMAN.A.H. 

9203270013 

PR 

GOLDMAN, P. 

9203060013 

PR 


GREGER.LR. 

9203200007 

50-254 

F 

GUTTERMAN.A.H. 

9203270013 

PR 

GOOD.B. 

9203130166* 

50-146 

P 

GREGER.LR. 

9203200097 

50-341 

F 

GUTTERMAN.A.H. 

9203270013 

PR 

GOOD.G.M. 

9203060027* 

50-344 

Q 

GREGER.LR. 

9203200151 

50-456 

F 

HAAG.R.C. 

9203100114* 

50-395 

GOODEN,A. 

9203100052* 

50-395 

Q 

GREGER.LR. 

9203200155 

50-295 

F 

HABIGHORST.P. 

9203060431* 

50-336 

GOODMAN,S.J. 

9010310077 

PR 


GREGER.LR. 

9203200160 

50-10 

F 

HABIGHORST.P. 

9203060435* 

50-336 

GOODWIN,L. 

9203170339 

QA999 


GREGER.LR. 

9203200165 

50-454 

F 

HABIGHORST.P. 

9203110324* 

50-336 

GORDON,B. 

9010230257 

PR 


GREGER.LR. 

9203240097 

50-155 

F 

HAERTJENS.B.L. 

9203020241 * 

70-135 

GORE,A. 

9203170459* 

FOIA 


GREGER.LR. 

9203240110 

50-151 

Q 

HAERTJENS.B.L. 

9203260214 

70-135 

GORE,A. 

9203180171* 

FOIA 


GREGER.LR. 

9203240297 

50-373 

F 

HAGAN.J. 

9203020300 

50-354 

GORE,A. 

9203180185* 

FOIA 


GREGER.LR. 

9203260240* 

50-331 

Q 

HAGAN,J. 

9203040051 

50-354 

GORE,A. 

9203180231* 

FOIA 


GREGER.LR. 

9203260310 

50-456 

Q 

HAGAN.J.J. 

9203020296 

50-354 

GORE,A. 

9203180314* 

FOIA 


GREGER.LR. 

9203260323 

50-254 

Q 

HAGAN.J.J. 

9203020315 

50-354 

GORE.A.E. 

9203200404* 

FOIA 


GREGER.LR. 

9203300069 

50-237 

Q 

HAGAN.J.J. 

9203090010 

50-354 

GRADY,M. 

9203270269 

50-333 

S 

GREGER.LR. 

9203310023* 

50-341 

Q 

HAGAN.J.J. 

9203170068 

50-354 

GRAHAM.C.C. 

9203110111 

REGGD 


GREGER.LR. 

9203310117 

50-151 

Q 

HAGAN ,J.J. 

9203190173 

50-354 

GRAHAM,J.J. 

9203170190* 

70-***** 


GREGG,R.J. 

9203060297 

70-371 


HAGEMAN.R.C. 

9203090338* 

50-89 

GRAHAM,J.J. 

9203170193* 

70-***** 


GREGG,R.J. 

9203090243 

70-371 


HAGEMAN.R.C. 

9203100183* 

FOIA 

GRANNIS.A.B. 

9203090034 

PRM 


GREGG,R.J. 

9203110384 

70-371 


HAGEMAN.R.C. 

9203100191* 

50-87 

GRANNIS.A.B. 

9203090159 

PRM 


GREGG,R.J. 

9203160086 

70-371 


HAGEMAN.R.C. 

9203110234* 

FOIA 

GRANT,P. 

9203300061 

PR 


GREGG,R.J. 

9203240322 

70-371 


HAGEMAN.R.C. 

9203110254* 

50-87 

GRANT,R.L. 

9203020265 

XPORTLIC 


GREGG.R.J. 

9203310180 

70-371 


HAGEMAN.R.C. 

9203110256* 

50-87 

GRANT,S.D. 

9203060144* 

PROJ 


GREGOR,F.E. 

8811090437 

PR 


HAGEMAN.R.C. 

9203170283* 

FOIA 

GRAVES,R. 

9203090480* 

40-8027 


GREGOR,F.E. 

9010230308 

PR 


HAGEY.H. 

9203230368 

CONTRA< 

GRAVES.R. 

9203100338* 

40-8027 


GRIDLEY.R. 

8811070277 

PR 


HAGUE.R.L. 

9203310105* 

50-305 

GRAVES,R. 

9203100339* 

40-8027 


GRIFFEN.J.M. 

9203110263* 

70-143 


HAIRSTON,W.G. 

9010250113 

PR 

GRAY.E.H. 

9203300104* 

50-352 

Q 

GRIFFEN.J.M. 

9203110385* 

70-143 


HAIRSTON,W.G. 

9102280117 

50-348 

GRAY.E.H. 

9203300133* 

50-247 

Q 

GRIFFING.E.P. 

9203090398 

REVIEW GR P 

HAIRSTON,W.G. 

9203160295 

50-425 

GRAY.O.S. 

9203120317* 

50-310 

P 

GRIFFING.E.P. 

9203170204 

REVIEW GR P 

HAIRSTON,W.G. 

9203170045 

50-424 

GREEN, D.H. 

9203170079* 

FOIA 


GRIFFITH,J.M. 

9203110240* 

70-143 


HAIRSTON,W.G. 

9203190145 

50-424 

GREEN,R.J. 

9203110144* 

70-143 


GRIFFITH,J.M. 

9203110244* 

70-143 


HAIRSTON,W.G. 

9203190149 

50-425 

GREEN,R.J. 

9203110156* 

70-143 


GRIFFITH,J.M. 

9203110245* 

70-143 


HAIRSTON,W.G. 

9203240160 

50-321 

GREEN,R.J. 

9203110165* 

70-143 


GRIFFITH,J.M. 

9203110257* 

70-143 


HAIRSTON,W.G. 

9203240291 

50-321 

GREEN,R.J. 

9203110177* 

70-143 


GRIFFITH, J.M. 

9203110348* 

70-143 


HAIRSTON, W.G. 

9203300281 

50-321 

GREEN,R.J. 

9203110186* 

70-143 


GRIFFITH,J.M. 

9203110390* 

70-143 


HAIRSTON,W.G. 

9203310241 

50-321 

GREEN,RJ. 

9203110191* 

70-143 


GRIFFITH,J.M. 

9203110396* 

70-143 


HAIRSTON, W.G. 

9203310300 

50-321 

GREEN,R.J. 

9203110225* 

70-143 


GRIFFITH,J.M. 

9203110398* 

70-143 


HALL.G.R. 

9203130261* 

70-***** 

GREEN,R.J. 

9203110229* 

70-143 


GRIFFITH,J.M. 

9203120058* 

70-143 


HALL.J.R. 

9203030433 

50-440 

GREEN,R.J. 

9203110230* 

70-143 


GRIFFITH,J.M. 

9203120070* 

70-143 


HALL.J.R. 

9203120331 

50-483 

GREEN, R.J. 

9203110233* 

70-143 


GRIFFITH,J.M. 

9203120073* 

70-143 


HALL.J.R. 

9203120338* 

50-483 

GREEN,R.J. 

9203110235* 

70-143 


GRIFFITH,J.M. 

9203120099* 

70-143 


HALL.J.R. 

9203180261 

50-440 

GREEN, R.J. 

9203110237* 

70-143 


GRIMES,B.K. 

9203050116 

REVIEW GR P 

HALL.J.R. 

9203180268* 

50-440 

GREENE,R.S. 

9203130254* 

70-. 


GRIMES,C.l. 

9203170201 

50-206 

P 

HALL.J.R. 

9203260189* 

50-346 

GREENFIELD,T. 

9203260115 

PR 


GRIMES,C.l. 

9203270270 

50-206 

P 

HALL.J.R. 

9203260306 

50-440 
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HALL.J.R. 

9203300168 

50-440 

P 

HARRIS.K.L 

HALL.J.R. 

9203300174* 

50-440 

P 

HARRIS,K.L. 

HALL.M.D. 

9203310193* 

50-482 

P 

HARRIS,K.N. 

HALL.R.E. 

9203090032 

40-8027 


HARRIS.K.N. 

HALL.R.E. 

9203100208 

40-8903 


HARRIS,R.E. 

HALL.R.E. 

9203100216 

40-8903 


HARRISON,D.G. 

HALL.R.E. 

9203100292 

40-299 


HARWOOD,J.E. 

HALL,R.E. 

9203110141 

40-2259 


HASELTINE.J.D. 

HALL.R.E. 

9203110334 

40-8902 


HASKELL,P.C. 

HALL.R.E. 

9203110344 

40-2259 


HASSELBERG.F.W. 

HALL.R.E. 

9203110382 

40-8584 


HASSELBERG.F.W. 

HALL.R.E. 

9203110387* 

40-8584 


HASSELBERG.F.W. 

HALL.R.E. 

9203180375 

40-8027 


HASSELBERG.F.W. 

HALL.R.E. 

9203310067 

40-8914 


HASSELBERG.F.W. 

HALL.R.E. 

9203310070* 

40-8914 


HASSELBERG.F.W. 

HALL.S.L. 

9203170058 

50-309 

R 

HAUBER.R. 

HALLSMITH.G. 

9203260035* 

PR 


HAUBER.R. 

HALTIWANGER.J. 

9203090257 

50-395 

R 

HAUBER.R. 

HAMILTON.G.W. 

9203090240* 

50-483 

R 

HAUBER.R.D. 

HAMPTON.J.W. 

9203020183 

50-269 

Q 

HAUBER.R.D. 

HAMPTON.J.W. 

9203030058 

50-269 

R 

HAUBER.R.D. 

HAMPTON.J.W. 

9203030074 

50-269 

R 

HAUBER.R.D. 

HAMPTON.J.W. 

9203090132* 

50-269 

Q 

HAUBER.R.D. 

HAMPTON.J.W. 

9203090137 

50-269 

P 

HAUBER.R.D. 

HAMPTON.J.W. 

9203090289 

50-269 

F 

HAUBER.R.D. 

HAMPTON.J.W. 

9203090346 

50-269 

P 

HAUBER.R.D. 

HAMPTON.J.W. 

9203090351 

50-269 

P 

HAUBER.R.D. 

HAMPTON.J.W. 

9203110116 

50-269 

S 

HAUBER.R.D. 

HAMPTON.J.W. 

9203120120 

50-270 

Q 

HAUBER.R.D. 

HAMPTON.J.W. 

9203180049* 

50-269 

V 

HAUBER.R.D. 

HAMPTON.J.W. 

9203180189 

50-270 

P 

HAUBER.R.D. 

HAMPTON.J.W. 

9203200005 

50-269 

Q 

HAUBER.R.D. 

HAMPTON.J.W. 

9203230232 

50-269 

R 

HAUBER.R.D. 

HAMPTON.J.W. 

9203230257 

50-269 

Q 

HAUBER.R.D. 

HAMPTON.J.W. 

9203240286 

50-269 

F 

HAUBER.R.D. 

HAMPTON.J.W. 

9203270300 

50-270 

S 

HAUBER.R.D. 

HAMPTON.J.W. 

9203300140 

50-269 

P 

HAUBER.R.D. 

HANDLOVITS.S.M. 

9203100179 

50-255 

R 

HAUBER.R.D. 

HANEK.O.I. 

9203090195 

50-251 

S 

HAUBER.R.D. 

HANES.E.G. 

9010290409 

PR 


HAUBER.R.D. 

HANG.D.F. 

9203060362 

50-151 

Q 

HAUBER.R.D. 

HANG.D.F. 

9203060371 

50-151 

Q 

HAUBER.R.D. 

HANING.J.L. 

9203240345* 

50-499 

Q 

HAUBER.R.D. 

HANNA,B.N. 

9203060072* 

PROJ 


HAUBER.R.D. 

HANNA,B.N. 

9203060117* 

PROJ 


HAUBER.R.D. 

HANNA,B.N. 

9203060127* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060132* 

PROJ 


HAUBER.R.D. 

HANNA,B.N. 

9203060136* 

PROJ 


HAUBER.R.D. 

HANNA,B.N. 

9203060141* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060150* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060156* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060163* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060220* 

PROJ 


HAUBER.R.D. 

HANNA.B.N. 

9203060224* 

PROJ 


HAUBER.R.D. 

HANNA,B.N. 

9203060228* 

PROJ 


HAUBER.R.D. 

HANNON,J.N. 

9203030372 

50-331 

Q 

HAUBER.R.D. 

HANNON,J.N. 

9203200120 

50-331 

P 

HAUBER.R.D. 

HANSELL.S. 

9203200171* 

50-271 

V 

HAUBER.R.D. 

HANSEN,A.G. 

9203200314 

50-410 

P 

HAUG.A. 

HANSEN, A.G. 

9203310127 

50-305 

F 

HAUGHNEY.C.J. 

HANSON,D.J. 

9203130127 

NUREG 


HAUGHNEY.C.J. 

HAQUE.M.W. 

9203250262 

WASTE MGT 

HAUGHNEY.C.J. 

HARBOUR.D.A. 

9203250079 

STATE PRO G 

HAUGHNEY.C.J. 

HARD.J.E. 

9203250250* 

50-219 

O 

HAUGHNEY.CJ. 

HARDGROVE.T.W. 

9203100240 

40-2259 


HAUSMAN.G.M. 

HARDGROVE.T.W. 

9203110406 

40-2259 


HAVER KAMP.D. 

HARDY.S.B. 

9010310075 

PR 


HAVERKAMP.D. 

HARMON,D. 

9203130330 

50-254 

s 

HAVERKAMP.D. 

HARMON, P.E. 

9203180136* 

50-269 

Q 

HAVERKAMP.D.R. 

HARMS,M. 

9203180301 

50-254 

S 

HAVERKAMP.D.R. 

HAROLD,J.F. 

9203030248* 

50-315 

Q 

HAVERKAMP.D.R. 

HARRELL, P.H. 

9203110105 

50-458 

S 

HAVERKAMP.D.R. 

HARRELL,P.H. 

9203160061 

50-458 

S 

HAVERKAMP.D.R. 

HARRELL,P.H. 

9203180094* 

50-298 

Q 

HAVERKAMP.D.R. 

HARRELL,P.H. 

9203250030* 

50-298 

Q 

HAVERKAMP.D.R. 

HARRELL,P.H. 

9203260104* 

50-458 

Q 

' HAVERKAMP.D.R. 

HARRIGAN.D.J. 

9203190437* 

CONTRACT 

HAVERKAMP.D.R. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

9203110235* 

70-143 


HAYES,K.R. 

9203200361 

50-313 

R 

9203110237* 

70-143 


HAYNES.R.C. 

8202220324* 

50-244 

S 

9203020255 

50-335 

P 

HAYNES,R.C. 

8203040030* 

50-244 

S 

9203030261 

50-250 

P 

HEBDON.F.J. 

9203260195 

50-259 

P 

9203120280 

50-269 

F 

HEBDON.F.J. 

9203310135 

50-259 

F 

9203270010 

NUREG 


HEDLEY.J.B. 

9203060072* 

PROJ 


9203190010 

PR 


HEDLEY.J.B. 

9203060162* 

PROJ 


9203110001 

50-29 

R 

HEFFERMAN.M. 

9203100197* 

50-155 

S 

9203120060* 

CONTRACT 


HEFFERNAN.D.C. 

9203090120 

50-213 

F 

9203020205 

PROJ 


HEGARTY.W. 

9203180074 

PR 


9203020213 

PROJ 


HEGARTY.W. 

9203180100 

PR 


9203040315 

PROJ 


HEGRAT.H.L. 

9203160253 

50-440 

R 

9203190350 

PROJ 


HEGRAT.H.L. 

9203250058 

50-440 

S 

9203240386 

PROJ 


HEHL.C.W. 

9203050017 

50-333 

P 

9203310050 

PROJ 


HEHL.C.W. 

9203260054 

50-286 

Q 

9203180203* 

FOIA 


HEHL.C.W. 

9203270245 

50-220 

Q 

9203180458* 

FOIA 


HEHL.C.W. 

9203300027 

50-272 

Q 

9203200055 

XPORTLIC 


HEHL.C.W. 

9203300215 

50-293 

P 

9203040078 

XPORTLIC 


HELETE.D. 

9203170354 

50-275 

R 

9203040166 

XPORTLIC 


HELTEMES.C.J. 

8202220666* 

50-244 

S 

9203050150 

XPORTLIC 


HELWIG.D.R. 

9203230120 

50-277 

P 

9203100259 

XPORTLIC 


HEMMER.D. 

9203100235 

40-8981 


9203100288 

XPORTLIC 


HEMMER.D. 

9203110220 

40-8981 


9203100297 

XPORTLIC 


HENDERSON.C.L. 

9203180340* 

FOIA 


9203170267 

XPORTLIC 


HENDERSON.K. 

8904030343* 

FOIA 


9203170464* 

FOIA 


HENDERSON,K. 

9203190363* 

FOIA 


9203180195* 

FOIA 


HENDERSON.K. 

9203190409* 

FOIA 


9203180198* 

FOIA 


HENDERSON.K. 

9203190415* 

FOIA 


9203180210* 

FOIA 


HENDERSON.K. 

9203190417* 

FOIA 


9203180213* 

FOIA 


HENDERSON.K. 

9203200390* 

FOIA 


9203180219* 

FOIA 


HENDERSON.K. 

9203200394* 

FOIA 


9203180231* 

FOIA 


HENDL.G.F. 

9203240109 

50-458 

R 

9203180322* 

FOIA 


HENRIQUEZ.J. 

9203310028 

PR 


9203180330* 

FOIA 


HENRY,S.A. 

9203030132* 

50-482 

R 

9203180351* 

FOIA 


HENSELEY.K.D. 

9203110223* 

70-143 


9203180356* 

FOIA 


HENSLEY,K.D. 

9203110148* 

70-143 


9203180376* 

FOIA 


HENSLEY,K.D. 

9203110160* 

70-143 


9203180390* 

FOIA 


HENSLEY,K.D. 

9203110173* 

70-143 


9203180404* 

FOIA 


HENSLEY,K.D. 

9203110179* 

70-143 


9203180406* 

FOIA 


HERDT.A.R. 

9203100036 

50-369 

Q 

9203180432* 

FOIA 


HERDT.A.R. 

9203100049 

50-424 

Q 

9203180440* 

FOIA 


HERDT.A.R. 

9203100059 

50-269 

Q 

9203180450* 

FOIA 


HERDT.A.R. 

9203100187 

50-413 

Q 

9203180461* 

FOIA 


HERDT.A.R. 

9203100219 

50-321 

Q 

9203180471 

XPORTLIC 


HERDT.A.R. 

9203180058 

50-424 

Q 

9203180476 

XPORTLIC 


HERDT.A.R. 

9203180118 

50-269 

Q 

9203180477 

XPORTLIC 


HERDT.A.R. 

9203180120 

50-369 

Q 

9203180480* 

FOIA 


HERDT.A.R. 

9203230010 

50-269 

Q 

9203190368* 

FOIA 


HERDT.A.R. 

9203230033 

50-269 

Q 

9203200018 

XPORTLIC 


HERNAN.R.W. 

9203110211 

50-289 

P 

9203200024 

XPORTLIC 


HERNAN.R.W. 

9203190349 

50-289 

Q 

9203200065 

XPORTLIC 


HERNAN.R.W. 

9203250314 

50-289 

P 

9203200405* 

FOIA 


HERNANDEZ,R.R. 

9203200341* 

50-499 

Q 

9203300235 

XPORTLIC 


HERNANDEZ,R.R. 

9203230193* 

50-499 

Q 

9203300267 

XPORTLIC 


HERRON,R. 

9203170349 

50-295 

R 

9203300356 

XPORTLIC 


HERZOG,M. 

9203030246* 

50-605 

A 

9203310171 

XPORTLIC 


HERZOG.M. 

9203030253* 

50-605 

A 

9203310185 

XPORTLIC 


HEYSEK.W.G. 

9203170042 

50-289 

R 

9203170139* 

WASTE MGT 

HIATT,S.L. 

8811080326 

PR 


9203100122 

50-280 

Y 

HIATT,S.L. 

9008160225 

PR 


9203120342 

50-280 

Y 

HIATT,S.L. 

9011060116 

PR 


9203120363* 

50-280 

Y 

HIATT,S.L. 

9203050018 

PR 


9203130047* 

50-280 

Y 

HIATT,S.L. 

9203110066 

PR 


9203130057* 

50-280 

Y 

HIATT,S.L. 

9203120032 

PR 


9203170295* 

50-305 

Q 

HIATT,S.L. 

9203190056 

PR 


9203060426* 

50-336 

P 

HICKEY,J.W. 

9203020001 

70-1201 


9203310225* 

50-245 

F 

HICKEY,J.W. 

9203020002* 

70-1201 


9203310228* 

50-245 

F 

HICKEY,J.W. 

9203020004* 

70-1201 


9203060433* 

50-213 

Q 

HICKEY,J.W. 

9203090099 

40-8027 


9203100231 

50-333 

Q 

HICKEY,J.W. 

9203190364 

70-920 


9203100239 

50-286 

Q 

HICKEY,J.W. 

9203230199 

70-1257 


9203110401* 

50-245 

Q 

HICKEY,J.W. 

9203230221* 

70-1257 


9203110409* 

50-423 

Q 

HICKEY,J.W. 

9203230292* 

70-1257 


9203110423* 

50-213 

P 

HICKEY,J.W. 

9203230381 

40-7580 


9203110424* 

50-336 

Q 

HICKEY,J.W. 

9203260184 

70-135 


9203110426* 

50-336 

Q 

HICKEY,J.W. 

9203260258 

40-7102 


9203240035 

50-333 

P 

HICKEY, J.W. 

9203260259* 

40-7102 



PERSONAL AUTHOR INDEX 3' 


AUTHOR ACCESSION SUBJECT AUTHOR 



NUMBER 

CATEGORY 


HICKMAN,J.B. 

9203300385* 

50-295 

P 

HOLODY.D. 

HICKS,P.D. 

9203270025 

NUREG 


HOLODY.D.J. 

HIGGINS,W.R. 

9203030404 

50-395 

S 

HOLODY.D.J. 

HILDEBRAND, J.E. 

9203040331 

50-146 

R 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203090209 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203090209 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203130151 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203130158* 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203130166* 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203160207 

50-146 

P 

HOLONICH.J.J. 

HILDEBRAND,J.E. 

9203160207 

50-146 

P 

HOLONICH.J.J. 

HILDENBRAND.P. 

9203110350 

40-8857 


HOLT.B.J. 

HILDENBRAND.P.R 

9203100218 

40-8857 


HOLT.B.J. 

HILES.M.D. 

9203100225 

40-8903 


HOLT.B.J. 

HILES.M.D. 

9203110332 

40-8903 


HOLTZ,A. 

HILES.M.D. 

9203110355 

40-8903 


HOLTZSCHER.D.L. 

HILES.M.D. 

9203120063 

40-8903 


HOM.S.R. 

HILL.G.B. 

9203160216* 

70-***** 


HOOD.D.S. 

HILL.G.B. 

9203160217* 

70-***** 


HOOD.D.S. 

HILL.G.R. 

9203130165* 

70-. 


HOOD.D.S. 

HILL.G.R. 

9203130168* 

70-. 


HOOD.D.S. 

HILL.G.R. 

9203130219* 

70-***** 


HOOD.D.S. 

HILL.G.R. 

9203130221* 

70-. 


HOOD.D.S. 

HILL.G.R. 

9203130258* 

70-***** 


HOOGHEEN.D. 

HILL.G.R. 

9203160043* 

70-. 


HOOGHEEN.D. 

HILL.J. 

9203190039 

50-267 

S 

HOOGHEEN.D. 

HILL.L.M. 

9203260001 

71-516 


HOOKER,C.A. 

HILL.R.G. 

9203230326 

ORG 


HOOKS,K.R. 

HILLMAN,C.T. 

9203110119 

50-255 

S 

HOOKS,K.R. 

HILLMAN,C.T. 

9203110250 

50-255 

S 

HOOKS,K.R. 

HILLMAN,C.T. 

9203190022 

50-255 

S 

HOOKS,K.R. 

HILLMAN,C.T. 

9203230256 

50-255 

S 

HOOPER, F.F. 

HILLMAN,C.T. 

9203230375 

50-255 

s 

HOOPER,G.L. 

HILLMAN,C.T. 

9203250143 

50-255 

s 

HOPKINS, J.B. 

HINES,D.W. 

9202190577* 

50-424 

S 

HOPKINS,J.B. 

HINS.A.G. 

9203270025 

NUREG 


HOPKINS,J.B. 

HINSON,C.S. 

9112130348* 

50-528 

p 

HOPKINS,J.B. 

HIRSCH.D. 

9203250090 

STATE PRO G 

HOPKINS,J.B. 

HIRT.A. 

9203190221 

PR 


HOPKINS,S. 

HITCH,J.W. 

9203130186* 

FOIA 


HOPKINS,S. 

HOBSON,N. 

9203060127* 

PROJ 


HOPKINS,S.M. 

HOBSON,N. 

9203060132* 

PROJ 


HOPSON,D.R. 

HOBSON,N. 

9203060136* 

PROJ 


HOPSON,D.R. 

HODGES,M.W. 

9203190211 

50-387 

Q 

HOPSON,D.R. 

HODGES,M.W. 

9203200163 

50-271 

V 

HOPSON,D.R. 

HODGES,M.W. 

9203240123 

50-410 

S 

HOPSON,D.R. 

HODGES,M.W. 

9203260308 

50-220 

Q 

HOPSON,D.R. 

HODGES,M.W. 

9203300111 

50-333 

Q 

HORINKA.M.S. 

HOEY.M.T. 

9203050141* 

CONTRACT 


HORN.G.R. 

HOFFMAN,D.P. 

8811080305 

PR 


HORN.G.R. 

HOFFMAN,D.P. 

9011070154 

PR 


HORN.G.R. 

HOFFMAN,D.P. 

9203060145 

50-255 

K 

HORN.G.R. 

HOFFMAN,D.P. 

9203310267 

50-155 

Q 

HORN.G.R. 

HOFFMAN,G.L. 

9203120087* 

40-8903 


HORN.G.R. 

HOFFMAN,S.T. 

9203200249 

50-348 

P 

HORN.G.R. 

HOFFMAN,S.T. 

9203230084 

50-364 

P 

HORN.G.R. 

HOFFMAN,S.T. 

9203240389 

50-348 

P 

HORN.G.R. 

HOFFMAN,S.T. 

9203250145 

50-348 

P 

HORN.G.R. 

HOFFMAN,S.T. 

9203250290 

50-348 

P 

HORN.M. 

HOFFMAN,S.T. 

9203260257 

50-348 

F 

HORN.M. 

HOGG.R.C. 

9203020120 

WASTE MGT 

HORN.M. 

HOGGE.A.J. 

9203120118* 

50-369 

Q 

HORNOR.J. 

HOGGE.A.J. 

9203250346* 

50-414 

Q 

HORNOR.J.W. 

HOLAHAN.G. 

8306020563* 

50-244 

S 

HORTON,D.G. 

HOLBACH.T. 

9203120193 

71-735 


HORTON,D.G. 

HOLBROOK,B.L. 

9203100094* 

50-416 

V 

HORTON,D.G. 

HOLBROOK,B.L. 

9203240009* 

50-416 

V 

HORTON,D.G. 

HOLIAN.B. 

9203270146 

50-255 

P 

HORTON,D.G. 

HOLLAND,W.E. 

9203100180* 

50-327 

Q 

HORTON,D.G. 

HOLLER,E. 

9203050240 

50-348 

G 

HORTON,D.G. 

HOLLER.E. 

9203110020 

50-348 

G 

HORTON,D.G. 

HOLLER,E. 

9203170105 

50-348 

T 

HORTON,D.G. 

HOLLINGSWORTH 

9011160101 

PR 


HORTON,D.G. 

HOLLOMON.T.J. 

.9203250219 

50-327 

R 

HORTON,D.G. 

HOLLOWAY,C.J. 

9203040345 

PR 


HORTON,D.G. 

HOLLOWAY, C.J. 

9203040364* 

PR 


HORTON,D.G. 

HOLLOWAY,C.J. 

9203040375* 

PR 


HORTON,G.L 

HOLM.R.L. 

9203050037 

50-151 

P 

HOSFORD.A. 

HOLM.R.L 

9203060362 

50-151 

Q 

HOUSE.J.E. 

HOLM.R.L. 

9203060371 

50-151 

Q 

HOUSTON,R.W. 

HOLM.R.L 

9203160239 

50-151 

F 

HOUSTON,R.W. 

HOLM.R.L. 

9203190165 

50-151 

F 

HOWARD,C.L. 

HOLMAN,R. 

9203300290 

50-10 

F 

HOWARD,D.R. 

HOLMES.J.A. 

9203060109* 

50-255 

Q 

HOWELL,A.T. 

HOLMES,M.H. 

9203190039 

50-267 

S 

HOWELL,A.T. 

HOLMES,R.D. 

9203130166* 

50-146 

P 

HOWELL,A.T. 

HOLMES,S. 

9203300089* 

50-293 

Q 

HOWELL,A.T. 

HOLMES-RAY.P. 

9203100097* 

50-302 

Q 

HOWELL,D.B. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJEC 

NUMBER 

CATEGORY 


NUMBER 

CATEGOf 

9203090125 

l&E 

HOWELL,D.B. 

9203170169* 

FOIA 

9203060122* 

50-410 Q 

HOWELL,D.B. 

9203170188* 

FOIA 

9203060129* 

50-410 Q 

HOWELL,D.B. 

9203170215* 

FOIA 

9203090219 

WASTE MGT 

HOWELL,D.B. 

9203170227* 

FOIA 

9203170060 

WASTE MGT 

HOWERTON,H.K. 

9203120022 

STATE PR( 

9203240346 

WASTE MGT 

HOWEY.N.T. 

9203050303* 

PR 

9203260066 

WASTE MGT 

HOWLAND,D.F. 

9203260017 

PR 

9203260205 

WASTE MGT 

HOYLE,J.C. 

9203040336 

ADVCM 

9203260251 

WASTE MGT 

HOYLE.J.C. 

9203050072 

ADVCM 

9203300384 

WASTE MGT 

HSIA.A. 

9203170092 

50-265 

9203310206 

WASTE MGT 

HSIEH,C.S. 

9203300284 

50-260 

8505020558* 

FOIA 

HSU.S.S. 

9011160174 

PR 

8505020563* 

FOIA 

HUDDLESTON.E.W. 

9203260096 

71-9156 

8505020579* 

FOIA 

HUDSPETH, J.B. 

9203110166 

50-348 

9203310250* 

50-424 P 

HUDSPETH,J.B. 

9203200143 

50-348 

8811100125 

PR 

HUDSPETH,J.B. 

9203260186 

50-348 

9203110041 

50-346 M 

HUETER.L.J. 

9203110267* 

40-534 

9203030361 

50-424 P 

HUETER.L.J. 

9203110271* 

40-534 

9203040265 

50-424 P 

HUFFERT.A.M. 

9203230387 

40-8724 

9203130273 

50-424 P 

HUFFERT.A.M. 

9203240196 

40-8724 

9203260156 

50-424 P 

HUG.M.T 

9203200356 

50-323 

9203260311 

50-424 F 

HUG.M.T. 

9203090463 

50-323 

9203300088 

50-424 P 

HUG.M.T. 

9203230181 

50-323 

9203190317 

50-254 F 

HUG.M.T. 

9203270032 

50-275 

9203190320 

50-254 F 

HUGHES,A. 

9203030348 

50-352 

9203190323 

50-254 F 

HUGHES,A. 

9203030378 

50-315 

9203100046* 

70-734 

HUGHES,A. 

9203030443 

50-271 

9203160218 

WASTE MGT 

HUGHES,A. 

9203050155 

50-346 

9203260253* 

WASTE MGT 

HUGHES,A. 

9203050169 

50-317 

9203260262 

WASTE MGT 

HUGHES,A. 

9203050177 

50-245 

9203260270* 

WASTE MGT 

HUGHES,A. 

9203050193 

50-348 

9203260093 

50-320 G 

HUGHES,A. 

9203050216 

CONTRAC" 

9203170045 

50-424 R 

HUGHES,A. 

9203050222 

CONTRAC 

9203190262 

50-346 P 

HUGHES,A. 

9203100276 

CONTRAC' 

9203240064 

50-346 P 

HUGHES,A. 

9203100282 

CONTRAC’ 

9203240068* 

50-346 P 

HUGHES.A. 

9203120164 

CONTRAC" 

9203260180 

50-346 P 

HUGHES,A. 

9203130065 

50-280 

9203260187* 

50-346 P 

HUGHES.A. 

9203130172 

50-255 

9203060193 

CONTRACT 

HUGHES.A. 

9203130350 

CONTRAC" 

9203120115 

CONTRACT 

HUGHES,A. 

9203130353 

CONTRAC" 

9203230046 

STATE PRO G 

HUGHES,A. 

9203160104 

50-269 

9203110253* 

70-143 

HUGHES.A. 

9203160270 

50-282 

9203110356* 

70-143 

HUGHES.A. 

9203160290 

CONTRAC" 

9203110358* 

70-143 

HUGHES.A. 

9203160302 

50-220 

9203110364* 

70-143 

HUGHES,A. 

9203180157 

CONTRAC" 

9203120062* 

70-143 

HUGHES,A. 

9203190037 

CONTRAC" 

9203120064* 

70-143 

HUGHES,A. 

9203270082 

CONTRAC" 

9203230300 

50-271 S 

HUGHES,A. 

9203270114 

CONTRAC" 

9203030099 

50-298 P 

HUGHES.A. 

9203300339 

50-293 

9203030323 

50-298 R 

HUGHES,A. 

9203300350 

50-155 

9203030438 

50-298 P 

HUGHES,A. 

9203300357 

50-338 

9203040030 

50-298 R 

HUGHES,A. 

9203300379 

CONTRAC" 

9203100105 

50-298 F 

HULTSCH.R.A. 

9203130194 

50-186 

9203170239 

50-298 1 

HUMPHREY,H. 

9203190030 

PR 

9203170257 

50-298 P 

HUNGER,G.A. 

9010250032 

PR 

9203180411 

50-298 J 

HUNSTAD.A.A. 

9203260002 

50-306 

9203190100 

50-298 F 

HUNSTAD.A.A. 

9203300348 

50-306 

9203230267 

50-298 Q 

HUNT.M. 

9203180064* 

50-424 

9203020007 

40-8027 

HUNT.S.R. 

9203060372 

50-395 

9203090123 

40-8027 

HUNTINGTON,G.M. 

9203050051 

50-443 

9203300217 

40-8027 

HUSSBAUMER.D.A. 

9203170044* 

70-. 

9203250107 

STATE PRO G 

HUTCHISON.LB. 

9203240384 

50-397 

9203250155 

STATE PRO G 

HWANG,J.C. 

9203170182* 

WASTE M< 

9203040341 

WASTE MGT 

IGNATOV,V.A. 

9203020061* 

REVIEW G 

9203040342* 

WASTE MGT 

INGHAM,P.J. 

9203060148* 

PROJ 

9203040344 

WASTE MGT 

INGHAM,P.J. 

9203060155* 

PROJ 

9203040347* 

WASTE MGT 

INGHAM,P.J. 

9203060156* 

PROJ 

9203090455 

WASTE MGT 

INGHAM,P.J. 

9203060157* 

PROJ 

9203090460* 

WASTE MGT 

INGHAM,P.J. 

9203060162* 

PROJ 

9203110316 

WASTE MGT 

INGHAM,P.J. 

9203060227* 

PROJ 

9203110318* 

WASTE MGT 

INGRAM,D. 

9012170184 

PR 

9203160121 

WASTE MGT 

INGRAM,F. 

9203250046* 

STATE PR' 

9203160139* 

WASTE MGT 

INGRAM.F. 

9203300194* 

STATE PR' 

9203250222 

WASTE MGT 

INOUYE.D.K. 

9203170197* 

40-8027 

9203250231 

WASTE MGT 

IRWIN.D.P. 

9203020012 

50-322 

9203250244* 

WASTE MGT 

IRWIN,D.P. 

9203020012 

50-322 

9203110228* 

40-299 

IRWIN.D.P. 

9203050016 

50-322 

9203110012 

l&E 

IRWIN.D.P. 

9203050016 

50-322 

9203090017* 

50-255 Q 

JABBOUR.K.N. 

9203190413 

50-321 

8404270133* 

50-445 P 

JABBOUR.K.N. 

9203200187 

50-321 

9203230272* 

PR 

JABBOUR.K.N. 

9203260151 

50-321 

9203040065* 

50-321 Q 

JABBOUR.K.N. 

9203300057 

50-321 

8811090509 

PR 

JABLON.R.A. 

9010250331 

PR 

9203020099* 

50-482 Q 

JABLON.R.A. 

9012050286 

PR 

9203040069* 

50-498 Q 

JABLONSKI.F.J. 

9203060109* 

50-255 

9203110106 

50-482 S 

JABLONSKI.F.J. 

9203060124* 

50-254 

9203230083 

50-482 S 

JABLONSKI.F.J. 

9203170295* 

50-305 

9203170163* 

FOIA 

JACKIW.I.N. 

9203240061* 

50-346 
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JACKSON,C.W. 

9203180378 

50-3 

S 

JONES.W.G. 

9203030294 

TOPREP 


JUSTIC.M. 

9010180082 

PR 

JACKSON,D. 

9203310035 

REVIEW GR P 

JORDAN,E.L 

9203030240 

REVIEW 

GR P 

KADAK.A.C. 

9203020228 

50-29 

JACKSON,G. 

8505020582* 

FOIA 


JORDAN,E.L 

9203190264 

REVIEW 

GR P 

KADAK.A.C. 

9203050299* 

PR 

JACKSON,G. 

8903020287* 

FOIA 


JORDAN.E.L 

9203190377 

REVIEW 

GR P 

KADAK.J.M. 

9203230344* 

PR 

JACKSON,G. 

9203230305* 

FOIA 


JORDAN,E.L 

9203230224* 

PR 


KAHILAINEN.T.M. 

9011140121 

PR 

JACKSON,G.C. 

9203130105* 

PR 


JORDAN.E.L 

9203260211 

REVIEW 

GR P 

KALMAN,G. 

9203310140 

50-361 

JACKSON, G.C. 

9203130138* 

PR 


JORDAN.E.L 

9203270040 

ORG 


KALMAN,T. 

9203160091 

50-206 

JACKSON,R.L. 

9203130270* 

70-371 


JORDAN.M. 

9203060074* 

50-155 

Q 

KAMEL,D. 

9203060056 

PRM 

JACOBS.D. 

9203100200* 

50-155 

S 

JORDAN.M. 

9203310055* 

50-461 

V 

KAMEL,D. 

9203090158 

PRM 

JACOBSON,J.M. 

9203100014* 

50-373 

Q 

JORDON.E.L. 

9203120264 

REVIEW 

GR P 

KAMINSKAS.V.A. 

9203040170* 

50-250 

JACOBSON, J.M. 

9203200035* 

50-265 

Q 

JORGENSEN, B. 

9203030251 

50-306 

S 

KAMMERER.C. 

9203020305 

WASTE MG 

JACOBSON,J.M. 

9203300100* 

50-456 

Q 

JORGENSEN,B. 

9203060180 

50-255 

S 

KAMMERER.C. 

9203060250 

STATE PRO 

JACOBSON.J.M. 

9203310061* 

50-306 

Q 

JORGENSEN.B. 

9203090157 

50-255 

S 

KAMMERER.C. 

9203060255 

STATE PRO 

JACOBUS,M.J. 

9203170291* 

50-348 

T 

JORGENSEN.B.L 

9203030248* 

50-315 

Q 

KAMMERER.C. 

9203100237 

STATE PRC 

JACOBY,D.L 

9203110280 

40-3453 


JORGENSEN.B.L 

9203030280 

50-306 

S 

KAMMERER.C. 

9203110060 

STATE PRO 

JACOBY.D.L. 

9203310070* 

40-8914 


JORGENSEN.B.L 

9203120206* 

50-315 

Q 

KAMMERER.C. 

9203190196 

STATE PRC 

JAMES, R.G. 

9203200174* 

FOIA 


JORGENSEN.B.L 

9203170235* 

50-282 

Q 

KAMMERER.C. 

9203200194 

STATE PRC 

JAMES.R.G. 

9203200181* 

FOIA 


JORGENSEN.B.L 

9203240076* 

50-306 

Q 

KAMMERER.C. 

9203270141 

STATE PRC 

JANECKE.D. 

9203090266* 

50-528 

P 

JORGENSEN.B.L 

9203310116* 

50-255 

Q 

KAMMERER.C. 

9203300277 

STATE PRC 

JANG.J.C. 

9203090218* 

50-29 

Q 

JORGENSEN,J.R. 

9203250165 

STATE PRO G 

KANE.G.E. 

9203230053 

50-338 

JANG.J.C. 

9203240085* 

50-387 

Q 

JOUSTRA.J. 

9203260123 

l&E 


KANE.G.E. 

9203300355 

50-339 

JANKOVICH.J.F. 

9203050280* 

71-258 


JOY.D. 

9203250277 

NUREG 


KANE.W.F. 

9203310265* 

FOIA 

JANKOVICH.J.F. 

9203230223* 

71-524 


JOY.J. 

9203020318 

50-341 

S 

KANSLER.M.R. 

9203020170 

50-281 

JANUSKA.A.G. 

9203030276* 

50-254 

Q 

JOYCE,T. 

9203190004 

71-5805 


KANSLER.M.R. 

9203090446 

50-280 

JANUSKA.A.G. 

9203260326* 

50-254 

Q 

JOYCE,T.P. 

9203090342 

50-304 

S 

KAPLAN, A. L. 

8505020600* 

FOIA 

JANZOW.E.F. 

9203200095* 

70-3025 


JOYCE,T.P. 

9203090403 

50-295 

R 

KAPLAN,A.L. 

8708240200* 

FOIA 

JAPE.F. 

9203030087* 

50-416 

Q 

JOYCE.T.P. 

9203090425 

50-295 

R 

KAPLAN,A.L. 

8708240230* 

FOIA 

JAPE.F. 

9203180161* 

50-395 

Q 

JOYCE,T.P. 

9203170349 

50-295 

R 

KAPLAN,H.J. 

9203300133* 

50-247 

JENKINS,L.R. 

9203160165 

PR 


JOYCE.T.P. 

9203200244 

50-295 

Q 

KARAM.R.A. 

9203030245 

50-160 

JENNINGS,D.W. 

9203270084* 

CONTRACT 


JOYNER,J.G. 

9203160009 

50-219 

Q 

KARPIY.M.E. 

9203020092* 

REVIEW GF 

JENSEN,E.N. 

9203060393 

40-8989 


JOYNER.J.H. 

9203020130 

50-271 

Q 

KARPIY.S.A. 

9203020344* 

REVIEW GF 

JERMAN.P.C. 

9203090488* 

70-371 


JOYNER,J.H. 

9203020165 

50-333 

F 

KARR.D.P. 

9012170057 

PR 

JOHNSEN.G.W. 

9203060414* 

FOIA 


JOYNER, J.H. 

9203020239 

70-135 


KARZOV.G.P. 

9203020138* 

REVIEW GF 

JOHNSEN.G.W. 

9203060414* 

FOIA 


JOYNER,J.H. 

9203040016 

50-309 

Q 

KARZOV.G.P. 

9203020143* 

REVIEW GF 

JOHNSON.A. 

9203120288 

50-244 

P 

JOYNER.J.H. 

9203040179 

50-245 

F 

KARZOV.G.P. 

9203020150* 

REVIEW GF 

JOHNSON,A.G. 

9203060077 

50-243 

P 

JOYNER.J.H. 

9203040187 

50-29 

F 

KARZOV.G.P. 

9203020171* 

REVIEW GF 

JOHNSON,A.M. 

9203120088 

REGGD 


JOYNER,J.H. 

9203050045 

50-352 

Q 

KARZOV.G.P. 

9203300282 

REVIEW GF 

JOHNSON,A.R. 

9203120275 

50-244 

P 

JOYNER.J.H. 

9203090214 

50-29 

Q 

KASNICKI.D. 

9203230049* 

70-1201 

JOHNSON.A.R. 

9203240353 

50-244 

F 

JOYNER,J.H. 

9203090290 

50-443 

Q 

KASOWER.A. 

9203190012 

PR 

JOHNSON,C.A. 

9203240267 

WASTE MGT 

JOYNER,J.H. 

9203100275 

50-57 

Q 

KASSNER.T.F. 

9203270025 

NUREG 

JOHNSON,G.L 

9203250286 

NUREG 


JOYNER,J.H. 

9203100291 

50-317 

Q 

KASTEN.R.W. 

9203130117* 

PR 

JOHNSON,H. 

9203190435* 

CONTRACT 


JOYNER.J.H. 

9203160094 

50-322 

Q 

KASTNER.J. 

9203040087* 

FOIA 

JOHNSON,H. 

9203190448* 

CONTRACT 


JOYNER,J.H. 

9203160095 

50-245 

Q 

KASTNER.J. 

9203040311* 

FOIA 

JOHNSON.J.W. 

9203090147 

COMMISSION 

JOYNER.J.H. 

9203170125 

50-443 

Q 

KASTNER.J. 

9203040316* 

FOIA 

JOHNSON,L. 

9203130142* 

FOIA 


JOYNER,J.H. 

9203170212 

50-247 

Q 

KASTNER.J. 

9203040319* 

FOIA 

JOHNSON,L 

9203130144* 

70-. 


JOYNER,J.H. 

9203200068 

50-322 

Q 

KATO.W.Y. 

9203170458* 

FOIA 

JOHNSON,L. 

9203130161* 

70-. 


JOYNER,J.H. 

9203240080 

50-387 

Q 

KATO.W.Y. 

9203170466* 

50-269 

JOHNSON.L. 

9203130163* 

70-. 


JOYNER,J.H. 

9203240090 

50-387 

Q 

KAURIN.D.G. 

9203130114 

NUREG 

JOHNSON,L 

9203130223* 

70-***** 


JOYNER.J.H. 

9203240100 

50-387 

Q 

KAY.D.C. 

9203030157* 

50-445 

JOHNSON,L. 

9203130235* 

FOIA 


JOYNER.J.H. 

9203240128 

50-29 

Q 

KAYE.G.I. 

9203250212 

STATE PRC 

JOHNSON,L. 

9203130238* 

70-. 


JOYNER,J.H. 

9203250001 

50-54 

W 

KAZUKYNAS.T.B. 

9203270186 

50-213 

JOHNSON,L. 

9203130240* 

70-. 


JOYNER,J.H. 

9203250003 

50-54 

Q 

KEARNEY,W.F. 

9203100233 

40-8857 

JOHNSON,L. 

9203130243* 

70-. 


JOYNER,J.H. 

9203300085 

50-293 

Q 

KEARNEY,W.F. 

9203100234 

40-8857 

JOHNSON,L. 

9203130297* 

70-. 


JUBELIRER.R.C. 

9203250104 

STATE PRO G 

KEARNEY,W.F. 

9203100252 

40-8857 

JOHNSON,L. 

9203130300* 

70-. 


JUDAY.R.A. 

9203100223 

40-6659 


KEARNEY,W.F. 

9203100255 

40-8857 

JOHNSON,L. 

9203160003* 

50-6 

P 

JUDD.C. 

9203260148 

40-8989 


KEARNEY,W.F. 

9203110149 

40-8857 

JOHNSON,L. 

9203160023* 

70-***** 


JUDD.C.A. 

9203060251 

40-8989 


KEARNEY,W.F. 

9203110162 

40-8857 

JOHNSON.L. 

9203160033* 

70-. 


JUDD.G. 

9203130059 

70-920 


KEARNEY,W.F. 

9203110326 

40-8857 

JOHNSON,L. 

9203160046* 

70-***** 


JULIAN.C.A. 

9202260194 

50-416 

Q 

KEARNEY,W.F. 

9203110347 

40-8857 

JOHNSON.L. 

9203160154* 

70-****’ 


JULIAN,C.A. 

9203030037 

50-269 

P 

KEENAN,J.S. 

9203250061 

50-245 

JOHNSON,M. 

9010020160 

PR 


JULIAN,C.A. 

9203030042 

50-438 

Q 

KEENAN,J.S. 

9203250061 

50-245 

JOHNSON.P. 

9203050106 

50-397 

S 

JULIAN,C.A. 

9203100060 

50-250 

Q 

KEIMIG.R. 

9203310226* 

50-245 

JOHNSON.P. 

9203230103 

50-361 

S 

JULIAN.C.A. 

9203100076 

50-321 

Q 

KEIMIG.R.R. 

9203090295* 

50-443 

JOHNSON,P.H. 

9203060010* 

50-397 

Q 

JULIAN,C.A. 

9203100080 

50-338 

Q 

KEIMIG.R.R. 

9203160014* 

50-219 

JOHNSON,P.H. 

9203060031* 

50-206 

Q 

JULIAN.C.A. 

9203100084 

50-400 

Q 

KEIMIG.R.R. 

9203170217* 

50-247 

JOHNSON,P.H. 

9203230127* 

50-397 

Q 

JULIAN,C.A. 

9203100098 

50-413 

Q 

KEIMIG.R.R. 

9203200072* 

50-322 

JOHNSON.R.H. 

9203090045 

50-237 

S 

JULIAN.C.A. 

9203100113 

50-250 

Q 

KEIMIG.R.R. 

9203240094* 

50-387 

JOHNSON,RJ. 

9203020301 

XPORTLIC 


JULIAN.C.A. 

9203100120 

50-395 

Q 

KEIMIG.R.R. 

9203240133* 

50-29 

JOHNSON,T.C. 

9203110005 

WASTE MGT 

JULIAN.C.A. 

9203100138 

50-338 

Q 

KEINTRAUB.E. 

9203230055 

PR 

JOHNSON,T.C. 

9203240293 

WASTE MGT 

JULIAN.C.A. 

9203100171 

50-369 

Q 

KEISER.H.W. 

8811140073 

PR 

JOHNSON,T.L 

9203300202 

WASTE MGT 

JULIAN,C.A. 

9203180024 

50-269 

Q 

KEISER.H.W. 

9010310050 

PR 

JOHNSON,W.D. 

9203160122 

50-368 

S 

JULIAN,C.A. 

9203180133 

50-369 

Q 

KEISER.H.W. 

9203020269 

50-387 

JOHNSON,W.D. 

9203300071 

50-382 

S 

JULIAN,C.A. 

9203180155 

50-269 

Q 

KEISER.H.W. 

9203030063 

50-387 

JOHNSON, W.J. 

8902070027 

PR 


JULIAN.C.A. 

9203180166 

50-302 

Q 

KEISER.H.W. 

9203050305* 

PR 

JOHNSON,W.J. 

9010310041 

PR 


JULIAN,E.L. 

9203090163* 

PR 


KEISER.H.W. 

9203060103 

50-387 

JOHNSON,W.J. 

9203060420* 

PR 


JUMP, W.J. 

9203030179 

50-498 

Q 

KEISER.H.W. 

9203090230 

50-387 

JOHNSRUD.J.H. 

9011090118 

PR 


JUMP.W.J. 

9203030292 

50-499 

Q 

KEISER.H.W. 

9203090394 

50-387 

JOHNSRUD.J.H. 

9203060081 

STATE PRO G 

JUMP, W.J. 

9203050010 

50-498 

Q 

KEISER.H.W. 

9203110003 

50-387 

JOHNSTON,J.R. 

9203090307 

50-155 

R 

JUMP.W.J. 

9203050151 

50-498 

F 

KEISER.H.W. 

9203110150 

50-387 

JOHNSTONE.G. 

9011140092 

PR 


JUMP.W.J. 

9203050204 

50-498 

R 

KEISER.H.W. 

9203160246 

50-387 

JONES.B.G. 

9203060362 

50-151 

Q 

JUMP.W.J. 

9203060094 

50-498 

S 

KEISER.H.W. 

9203190160 

50-387 

JONES,B.G. 

9203060371 

50-151 

Q 

JUMP.W.J. 

9203060179 

50-498 

F 

KEISER.H.W. 

9203190219* 

50-387 

JONES,D. 

9101280045 

PR 


JUMP.W.J. 

9203090008 

50-498 

R 

KEISER.H.W. 

9203230169 

50-387 

JONES,D.T. 

9203090300 

50-334 

R 

JUMP.W.J. 

9203100184 

50-498 

F 

KEISER.H.W. 

9203230281 

50-387 

JONES,K. 

9203050289 

40-8724 


JUMP.W.J. 

9203170036 

50-498 

R 

KELBER.C.N. 

9203200241 

50-440 

JONES,R.C. 

9201310197* 

50-324 

P 

JUMP.W.J. 

9203200262 

50-498 

F 

KELBER.C.N. 

9203260093 

50-320 

JONES,R.E. 

9203190169 

50-312 

R 

JUMP.W.J. 

9203310165 

50-498 

J 

KELLER,J. 

9203230312 

50-247 

JONES,W.C. 

9203090362 

50-285 

P 

JUMP.W.J. 

9203310183 

50-499 

S 

KELLER,L. 

9203180161* 

50-395 
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KELLER, LA. 

9203100114* 

50-395 Q 

KNIEL.K. 

9203230364* 

PR 


KRIEGER.R.W. 

9203040201 

50-361 

KELLEY,D. 

9203160029 

50-254 R 

KNIEL.K. 

9203260030 

PR 


KRIEGER.R.W. 

9203050089 

50-362 

KELLEY.E.M. 

9203240067 

50-245 P 

KNIGHT,R.S. 

9203030275 

50-324 

S 

KRIEGER.R.W. 

9203050154 

50-206 

KELLOGG,P.J. 

9203100180* 

50-327 Q 

KNIGHT,R.S. 

9203030310 

50-325 

S 

KRIEGER.R.W. 

9203090395 

50-206 

KELLY,E. 

9203020236* 

50-336 Q 

KNODE.R. 

9203110187 

40-8943 


KRIEGER.R.W. 

9203110117 

50-206 

KELLY, E.M. 

9203100243 

50-245 Q 

KNODE.R. 

9203110365 

40-8943 


KRIEGER.R.W. 

9203110405 

50-206 

KELLY.E.M. 

9203170290* 

50-245 Q 

KNOP.R. 

9203240247 

50-440 

S 

KRIEGER.R.W. 

9203170094 

50-361 

KELLY,G.A. 

9203200255* 

FOIA 

KNOP.R.C. 

9203240048 

50-346 

Q 

KRIEGER.R.W. 

9203170343 

50-206 

KELLY,J.P. 

7907020285* 

FOIA 

KNOP.R.C. 

9203240056* 

50-346 

Q 

KRIEGER.R.W. 

9203190064 

50-361 

KELLY.J.P. 

9203090309* 

FOIA 

KNOP.R.C. 

9203310095 

50-305 

Q 

KRIEGER.R.W. 

9203230276 

50-361 

KELLY.J.P. 

9203130091* 

FOIA 

KNOP.R.C. 

9203310101* 

50-305 

Q 

KRIEGER.R.W. 

9203240144 

50-361 

KELLY.J.P. 

9203130111* 

FOIA 

KNORR.J.E. 

9203240057 

50-251 

S 

KRIEGER.R.W. 

9203240256 

50-206 

KELLY, L. 

9203180229 

50-286 R 

KNOTTS,J.B. 

9010240363 

PR 


KRIEGER.R.W. 

9203240321 

50-362 

KENNEDY,E.H. 

9203270112 

PROJ 

KNOTTS,J.B. 

9010250213 

PR 


KRIEGER.R.W. 

9203250050 

50-206 

KENNEDY,E.H. 

9203270112 

PROJ 

KNOTTS,J.B. 

9010250321 

PR 


KRIEGER.R.W. 

9203250141 

50-361 

KENNEDY,J.L. 

9203160160 

PR 

KNOTTS,J.B. 

9103140007 

PR 


KRIEGER.R.W. 

9203250204 

50-362 

KENT.A.P. 

9203170036 

50-498 R 

KNOTTS,J.B. 

9103140035 

PR 


KRIEGER.R.W. 

9203310222 

50-362 

KENYON,T.J. 

9203060261 

PROJ 

KNOTTS,J.B. 

9203190096 

PRM 


KRISHNAN.V.S. 

9203060140* 

PROJ 

KENYON,T.J. 

9203120161 

PROJ 

KNOTTS.J.B. 

9203230329* 

PR 


KRISHNAN.V.S. 

9203060151* 

PROJ 

KENYON,T.J. 

9203170340 

PROJ 

KNOX-DAVIN.E. 

9203110322 

CONTRACT 


KRISHNAN.V.S. 

9203060157* 

PROJ 

KENYON,T.J. 

9203170371 

PROJ 

KNUBEL.J. 

9203020016 

REGGD 


KROEGER.R.F. 

9203120056 

PR 

KENYON,T.J. 

9203180380* 

PROJ 

KNUBEL.J. 

9203020030 

REGGD 


KROEGER.R.F. 

9203120056 

PR 

KEPPEL.D. 

9203180109 

PR 

KNUBEL.J. 

9203020113 

NUREG 


KRUGH.C.M. 

9203310172 

50-255 

KEPPEL.D. 

9203190122 

STATE PRO G 

KNUBEL.J. 

9203020215 

NUREG 


KRYUKOV,A.M. 

9203020073* 

REVIEW GF 

KEPPLER.P. 

9203090326 

40-8820 

KNUBEL.J. 

9203020225 

REGGD 


KRYUKOV,A.M. 

9203020098* 

REVIEW GF 

KERR.W.B. 

9203040358* 

PR 

KNUBEL.J. 

9203120006 

PR 


KRYUKOV,A.M. 

9203020107* 

REVIEW GF 

KEYS.T.F. 

9107080215* 

FOIA 

KNUBEL.J. 

9203170026 

PR 


KRYUKOV,A.M. 

9203020174* 

REVIEW GF 

KHARITONOV,S.R. 

9203300345* 

REVIEW GR P 

KOBISKE.R.A. 

9203200023* 

70-1040 


KUDRICK.J.A. 

8908310259* 

PR 

KHATIB-RAHBAR 

9203030470* 

CONTRACT 

KOCHER.C.W. 

9203310245 

50-264 

R 

KUHNS,E. 

9203230052 

STATE PRC 

KHRIPACHEV.Y.B. 

9203020232* 

REVIEW GR P 

KOCHER.D.C. 

9203090447* 

WASTE MGT 

KUNCL.L.G. 

8811070361 

PR 

KIDD.D.G. 

9203020346 

PR 

KOFRON.K.L. 

9203030028 

50-456 

R 

KUNOWSKI.M. 

9203230319* 

FOIA 

KIDD.D.G. 

9203020354* 

PR 

KOFRON.K.L. 

9203090415 

50-456 

R 

KUNOWSKI.M.A. 

9203120238* 

50-155 

KIEFER,D. 

9203050034 

PRM 

KOFRON.K.L. 

9203130155 

50-456 

R 

KUNOWSKI.M.A. 

9203260319* 

50-456 

KIELY.J. 

9203180160 

PR 

KOFRON.K.L 

9203190251 

50-456 

S 

KUO.P.T. 

9203230295 

PR 

KILLOREN.R. 

9203160296* 

CONTRACT 

KOFRON.K.L. 

9203270201 

50-457 

S 

KUPERUS.J.H. 

9203100250 

PR 

KILROY.E.G. 

9203250122 

STATE PRO G 

KOFRON.K.L. 

9203270294 

50-456 

S 

KUPERUS.J.H. 

9203160078 

STATE PRC 

KIM.I.S. 

9203250305 

NUREG 

KOGA.R.H. 

9203090206 

QA999 


KURSEVICH.I.P. 

9203020061* 

REVIEW GF 

KING.D.A. 

9203050272 

CONTRACT 

KOGA.R.H. 

9203160184 

TOPREP 


KURTZ,P.N. 

9203030069* 

50-301 

KING.D.A. 

9203060203 

CONTRACT 

KOH.B. 

9203040156 

40-8724 


KUSHNER.A. 

9203170040 

PR 

KING,DA 

9203190091 

CONTRACT 

KOKAJKO.L.E. 

9203030411 

50-344 

P 

KUZNETSOV, V.N. 

9203020343* 

REVIEW GF 

KING.D.A. 

9203260055 

CONTRACT 

KOKAJKO.L.E. 

9203040215 

50-344 

P 

KVALSETH.A. 

9203190133 

PR 

KING.D.A. 

9203300109 

CONTRACT 

KOKAJKO.L.E. 

9203040238 

50-344 

P 

KWIATKOWSKI.D. 

9202050336* 

50-413 

KING.D.A. 

9203300119 

CONTRACT 

KOKAJKO.L.E. 

9203040239 

50-344 

P 

KWIATKOWSKI.D. 

9202140334* 

50-344 

KING.E.B. 

9203170217* 

50-247 Q 

KOKAJKO.L.E. 

9203120366 

50-344 

P 

KWOK.K.S. 

9203060383 

50-20 

KING.W.T. 

9006250105* 

FOIA 

KOKAJKO.L.E. 

9203200416 

50-344 

F 

KWOK.K.S. 

9203180188 

50-20 

KING.W.T. 

9006250108* 

FOIA 

KOKAJKO.L.E. 

9203250309 

50-344 

P 

LABARGE.D.E. 

9203160275 

50-327 

KINGSLEY,O.D. 

9203060360 

50-259 H 

KOLESNIK,A.I. 

9203020156* 

REVIEW GR P 

LABARGE.D.E. 

9203180298 

50-327 

KINNEMAN.J.D. 

9203100140 

40-772 

KONWINSKI.G.R. 

9203100298 

40-2259 


LABARGE.D.E. 

9203180360 

50-327 

KINNEY,P. 

9203020133 

CONTRACT 

KONWINSKI.G.R. 

9203110337 

40-8907 


LABARGE.D.E. 

9203230098 

50-327 

KINNEY,P. 

9203030367 

CONTRACT 

KOROLEV,Y.N. 

9203020341* 

REVIEW GR P 

LABARGE.D.E. 

9203270190 

50-327 

KINNEY,P. 

9203040261 

CONTRACT 

KORSHUNOV,M.Y. 

9203020342* 

REVIEW GR P 

LABRUNA.S. 

9203020132 

50-354 

KINNEY,P. 

9203110209 

CONTRACT 

KOSMINDER.M.D. 

9203060049 

40-3392 


LABRUNA.S. 

9203020214 

50-272 

KINNEY,P. 

9203110218 

CONTRACT 

KOSTMAYER.P.H. 

9203200420* 

COMMISSION 

LABRUNA.S. 

9203030332 

50-354 

KINNEY,P. 

9203110261 

CONTRACT 

KOTTAN.J. 

9203160109* 

50-322 

Q 

LABRUNA.S. 

9203100095 

50-272 

KINNEY,P. 

9203110281 

CONTRACT 

KOUBA.W. 

9203270282 

50-455 

S 

LABRUNA.S. 

9203100109 

50-272 

KINNEY,P. 

9203110309 

CONTRACT 

KOVACH,T.J. 

9010310069 

PR 


LABRUNA.S. 

9203260190 

50-272 

KINNEY,P. 

9203110338 

CONTRACT 

KOVACH,T.J. 

9203030080* 

50-295 

F 

LACKER,D.K. 

9203180111 

PR 

KINNEY,P. 

9203190124 

CONTRACT 

KOVACH,T.J. 

9203030081* 

50-295 

F 

LAFLEUR.J.D. 

8103250338* 

FOIA 

KINNEY,P. 

9203200292 

CONTRACT 

KOVACH,T.J. 

9203030252 

50-295 

Q 

LAFLEUR.J.D. 

9203170381* 

FOIA 

KINNEY,P. 

9203200293 

CONTRACT 

KOVACH,T.J. 

9203090068 

50-456 

Q 

LAFLEUR.J.D. 

9203170384* 

FOIA 

KINNEY,P. 

9203310044 

CONTRACT 

KOVACH,T.J. 

9203090464 

50-456 

Q 

LAFLEUR.J.D. 

9203170386* 

FOIA 

KINSEY,W.H. 

9203060058* 

50-498 P 

KOVACH,T.J. 

9203100192 

50-237 

Q 

LAFLEUR.J.D. 

9203170389* 

FOIA 

KINSEY,W.H. 

9203110042 

50-499 P 

KOVACH,T.J. 

9203110025 

50-10 

F 

LAFLEUR.J.D. 

9203170390* 

FOIA 

KINTNER.E.E. 

9203300378 

PROJ 

KOVACH,T.J. 

9203110031 

50-254 

F 

LAFLEUR.J.D. 

9203170392* 

FOIA 

KIRCHNER.H.H. 

9203160202* 

70-. 

KOVACH,T.J. 

9203110036 

50-295 

F 

LAFLEUR.J.D. 

9203170393* 

FOIA 

KIRSCH.D.F. 

9203030004 

50-460 Q 

KOVACH,T.J. 

9203110045 

50-373 

F 

LAFLEUR.J.D. 

9203170396* 

FOIA 

KIRSCH.D.F. 

9203050025 

50-397 Q 

KOVACH,T.J. 

9203110049 

50-454 

F 

LAFLEUR.J.D. 

9203170398* 

FOIA 

KIRSCH.D.F. 

9203060005 

50-528 Q 

KOVACH,T.J. 

9203110056 

50-456 

F 

LAFLEUR.J.D. 

9203170400* 

FOIA 

KIRSCH.D.F. 

9203060037 

50-528 Q 

KOVACH,T.J. 

9203130162 

50-373 

P 

LAFLEUR.J.D. 

9203170403* 

FOIA 

KIRSCH.D.F. 

9203060139 

50-528 Q 

KOVACH,T.J. 

9203160205 

50-456 

Q 

LAFLEUR.J.D. 

9203170412* 

FOIA 

KIRSCH.D.F. 

9203230162 

50-206 V 

KOVACH,T.J. 

9203170080 

50-237 

Q 

LAFLEUR.J.D. 

9203170414* 

FOIA 

KIRSCH.D.F. 

9203250060 

50-397 Q 

KOVACH,T.J. 

9203230298 

50-10 

S 

LAFLEUR.J.D. 

9203170417* 

FOIA 

KISER.W.S. 

8705260306* 

FOIA 

KOVACH,T.J. 

9203240208 

50-373 

Q 

LAFLEUR.J.D. 

9203170424* 

FOIA 

KITCHENS,W. 

9202210452* 

50-424 S 

KOVACH,T.J. 

9203250322 

50-254 

Q 

LAFLEUR.J.D. 

9203170425* 

FOIA 

KITCHENS,W. 

9202210477* 

50-424 S 

KOVACH,T.J. 

9203310041 

PR 


LAFLEUR.J.D. 

9203170428* 

FOIA 

KITCHENS,W. 

9202210488* 

50-424 S 

KOWALSKI, J.E. 

9203060140* 

PROJ 


LAFLEUR.J.D. 

9203170432* 

FOIA 

KLAN.L.W. 

9203110258* 

40-534 

KOWALSKI,J.E. 

9203060163* 

PROJ 


LAFLEUR.J.D. 

9203170437* 

FOIA 

KLEIN,M. 

9203110073 

50-346 M 

KOWALSKI,J.E. 

9203060228* 

PROJ 


LAFLEUR.J.D. 

9203170445* 

FOIA 

KLEIN,M. 

9203110073 

50-346 M 

KOZAK,T.J. 

9203030196* 

50-454 

Q 

LAFLEUR.J.D. 

9203170447* 

50-280 

KLEINSORGE.W.P. 

9203030048* 

50-438 Q 

KOZAK,T.J. 

9203130063* 

50-282 

Q 

LAFLEUR.J.D. 

9203170448* 

50-309 

KLEMENS.R.H. 

9203110318* 

WASTE MGT 

KOZLOV,F.A. 

9203300345* 

REVIEW GR P 

LAFLEUR.J.D. 

9203170450* 

FOIA 

KLINE,E. 

9203050224 

l&E 

KRASIKOV,Y.E. 

9203020341* 

REVIEW GR P 

LAFLEUR.J.D. 

9203170453* 

FOIA 

KLINGELE.E.M. 

9202120174* 

50-482 P 

KRATZINGER.F.J. 

9203250244* 

WASTE MGT 

LAINAS.G.C. 

9203270140 

50-324 

KLUCHARITS.J.R. 

9203310253* 

71-9 

KREMER.R.J. 

9203200167* 

FOIA 


LAKE.W.T. 

9203160027* 

70-***** 

KLUGE,J.H. 

9203300188 

QA999 

KREMER.R.J. 

9203200168* 

FOIA 


LAKE.W.T. 

9203170005* 

70-***** 

KNAPP,P.J. 

9203090488* 

70-371 

KRIEGER.R.E. 

9203130278 

50-362 

Q 

LAKE.W.T. 

9203170006* 

70-. 

KNICELEY.J.R. 

9203130139* 

50-373 Q 

KRIEGER.R.W. 

9203030060 

50-206 

F 

LAMBERT, K.J. 

9203240018* 

40-6563 

KNIEL.K. 

9203230288* 

PR 

KRIEGER.R.W. 

9203030141 

50-361 

S 

LAMBERT,K.N. 

9203170021 

REGGD 
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LANCQUR.G.W. 

9203060036 

STATE PROG 

LENAHAN.J.J. 

9203180138* 

50-369 

Q 

LITAI.D. 

9203190375* 

FOIA 


LANDIS.K. 

9203100097* 

50-302 

Q 

LEONARD,J.D. 

9203030096 

50-322 

R 

LITAI.D. 

9203190387* 

FOIA 


LANDIS,K.D. 

9203100083* 

50-335 

Q 

LEONARD.J.D. 

9203190280* 

PR 


LITAI.D. 

9203200393* 

FOIA 


LANDIS,K.D. 

9203180153* 

50-250 

Q 

LEROY.P.G. 

9203050293 

70-3070 


LITTLE,M. 

9203190229 

CONTRACT 


LANGFORD, W.K. 

9203310054 

PR 


LEROY,P.G. 

9203120348 

70-3070 


LITTLE, M. 

9203250072 

CONTRACT 


LANG HORST,S.M. 

9203230165 

50-186 

Q 

LEROY.P.G. 

9203190371 

70-3070 


LITTLE,W.S. 

9203100173* 

50-438 

Q 

LANGSTAFF.R.A. 

9203130076* 

50-254 

Q 

LEROY.P.G. 

9203250179 

70-3070 


LO.R.H. 

9203180421 

50-261 

P 

LANKSBURY.R. 

9203240247 

50-440 

S 

LEROY.P.G. 

9203250184 

70-3070 


LO.R.H. 

9203190412 

50-261 

P 

LANKSBURY.R.D. 

9203240013* 

50-440 

Q 

LEROY.P.G. 

9203260073 

70-3070 


LO,T. 

9203250288 

NUREG 


LARKINS,J.T. 

9203050186* 

50-416 

P 

LEROY.P.G. 

9203260213 

70-3070 


LOBBIA.J.E. 

9203230062 

50-341 

1 

LARKINS,J.T. 

9203060216* 

50-313 

P 

LEROY.P.G. 

9203260264 

70-3070 


LOCKE,R.F. 

9203310246 

50-133 

1 

LARKINS,J.T. 

9203090198* 

50-416 

P 

LESAR.M.T. 

9203040353* 

PR 


LOGVINOV,S.A. 

9203300331 * 

REVIEW GR P 

LARKINS,J.T. 

9203130062* 

50-416 

P 

LESAR.M.T. 

9203040372* 

PR 


LOHAUS.P. 

9203240282* 

WASTE MGT 

LARKINS,J.T. 

9203170136* 

50-416 

P 

LESSARD.P.D. 

9203120271 

50-336 

S 

LOHAUS.P.H. 

9203050287 

27-47 


LARKINS,J.T. 

9203180352* 

50-285 

P 

LESSER.T.H. 

9203300090 

71-9010 


LOHAUS.P.H. 

9203060070 

27-48 


LARKINS,J.T. 

9203270227* 

50-416 

P 

LESTER.K.S. 

9203050246 

70-1201 


LOHAUS.P.H. 

9203090367 

WASTE MGT 

LARKINS,J.T. 

9203300007* 

50-285 

P 

LEU.K.C. 

9203240269 

72-1007 


LOHAUS.P.H. 

9203190194 

27-48 


LARSEN,R.P. 

9203250282 

NUREG 


LEVICH.R.A. 

9203040332 

WASTE MGT 

LOHAUS.P.H. 

9203230386 

WASTE MGT 

LARSON,G.S. 

9203090119 

PR 


LEVINE.J.M. 

9203110122 

50-528 

S 

LOHAUS.P.H. 

9203240115 

WASTE MGT 

LARSON,T.C 

9203120073* 

70-143 


LEVINE.J.M. 

9203170206 

50-528 

R 

LOHAUS.P.H. 

9203250253 

WASTE MGT 

LARSON,T.C. 

9203110240* 

70-143 


LEVINE.J.M. 

9203250347 

50-528 

S 

LOHAUS.P.H. 

9203250258 

WASTE MGT 

LARSON,T.C. 

9203110244* 

70-143 


LEVIS,W. 

9203170296* 

50-348 

T 

LOHMEIER.A. 

9203270066* 

50-220 

Q 

LARSON,T.C. 

9203110245* 

70-143 


LEVIS,W. 

9203170299* 

50-348 

T 

LOIBL.E.R. 

9203120345* 

50-310 

Q 

LARSON,T.C. 

9203110257* 

70-143 


LEWIS.B.J. 

9203110246* 

70-143 


LONG.R.L 

9203040033 

50-219 

R 

LARSON,T.C. 

9203110263* 

70-143 


LEWIS,B.J. 

9203110253* 

70-143 


LONG.R.L. 

9203090072 

50-320 

R 

LARSON,T.C. 

9203110348* 

70-143 


LEWIS.B.J. 

9203110356* 

70-143 


LONG.R.L. 

9203090075 

50-320 

R 

LARSON.T.C. 

9203110385* 

70-143 


LEWIS,B.J. 

9203110358* 

70-143 


LONG.R.L. 

9203170364 

50-320 

P 

LARSON,T.C. 

9203110390* 

70-143 


LEWIS,D. 

9203040139 

50-483 

F 

LONG.R.L. 

9203230349 

50-320 

P 

LARSON,T.C. 

9203110396* 

70-143 


LEWIS,D. 

9203120177 

50-483 

F 

LONG.R.L 

9203230354* 

50-320 

P 

LARSON,T.C. 

9203110398* 

70-143 


LEWIS, D. 

9203250039 

50-483 

F 

LONG.R.L. 

9203250266 

50-320 

R 

LARSON,T.C. 

9203120058- 

70-143 


LEWIS,M. 

9203300060 

PRM 


LONG.W.O. 

9203050163 

50-263 

P 

LARSON,T.C. 

9203120070* 

70-143 


LEWIS,M.l. 

9009240047 

PR 


LONG.W.O. 

9203130214 

50-263 

P 

LARSON.T.C. 

9203120099* 

70-143 


LEZON.R. 

9203250150 

50-295 

P 

LONGO.G.M. 

9203120242 

50-445 

G 

LASUK.S.R. 

9203240023* 

40-659 


LI ANTONIO,V. 

9203110070 

PT21 


LOSEK-SHORT.C. 

9203160029 

50-254 

R 

LATENSER.J.E. 

9203230037 

STATE PRO 

iG 

LIBARKIN.M.W. 

9203270240* 

50-219 

O 

LOUDEN,P.L. 

9203120213* 

50-373 

Q 

LATENSER.J.E. 

9203230037 

STATE PRO G 

LIEBERMAN.J. 

9203020076 

50-324 

Q 

LOUX.R.R. 

9203260142 

WASTE MGT 

LATTRELL.W. 

9203300043 

PR 


LIEBERMAN.J. 

9203040010 

50-266 

Q 

LOVEDAY.M.A. 

9203110240* 

70-143 


LATZ.J.E. 

9203030437* 

WASTE MGT 

LIEBERMAN.J. 

9203050224 

l&E 


LOVEDAY.M.A. 

9203110244* 

70-143 


LATZ.J.E. 

9203300161 

WASTE MGT 

LIEBERMAN.J. 

9203130283 

70-1113 


LOVEDAY.M.A. 

9203110245* 

70-143 


LAU.F.L. 

9203250154* 

50-295 

P 

LIEBERMAN.J. 

9203130292 

l&E 


LOVEDAY.M.A. 

9203110257* 

70-143 


LAU.P. 

9203270294 

50-456 

S 

LIEBERMAN.J. 

9203170084 

50-269 

Q 

LOVEDAY.M.A. 

9203110263* 

70-143 


LAUGHERY.R.R. 

9203310155* 

CONTRACT 


LIEBERMAN.J. 

9203190020 

50-255 

Q 

LOVEDAY.M.A. 

9203110348* 

70-143 


LAUHALA.V. 

9203240140* 

50-397 

P 

LIEBERMAN.J. 

9203200008 

50-528 

Q 

LOVEDAY.M.A. 

9203110385* 

70-143 


LAURA.R.A. 

9203040227 

50-410 

P 

LIEBERMAN.J. 

9203300078 

40-8027 


LOVEDAY.M.A. 

9203110390* 

70-143 


LAVEN.D.L. 

9203190058 

STATE PRO G 

LIEBERMAN.J. 

9203300170 

40-8027 


LOVEDAY.M.A. 

9203110396* 

70-143 


LAVEN.D.L. 

9203190215 

PR 


UEBERMAN.J. 

9203310276 

50-324 

Q 

LOVEDAY.M.A. 

9203110398* 

70-143 


LAVINE.W.S. 

9203180447* 

FOIA 


LIEBERMAN.J.I. 

9201280360* 

ORG 


LOVEDAY.M.A. 

9203120058* 

70-143 


LAWYER, LL. 

9203100094* 

50-416 

V 

LIEBERMAN.J.I. 

9202280008* 

50-245 

H 

LOVEDAY.M.A. 

9203120070* 

70-143 


LAWYER,L.L 

9203240009* 

50-416 

V 

LIEBERMAN.J.I. 

9203060274* 

COMMISSION 

LOVEDAY.M.A. 

9203120073* 

70-143 


LAWYER,L.L. 

9203240066* 

50-338 

V 

LIMROTH.D.F. 

9203200072* 

50-322 

Q 

LOVEDAY.M.A. 

9203120099* 

70-143 


LAYFIELD.R.L. 

9203170037* 

70-. 


LIN.B.T. 

9203020145* 

CONTRACT 


LUEHMAN.J.G. 

9203170237* 

50-348 

T 

LAZARUS,W.J. 

9203030156 

50-244 

Q 

LIN.B.T. 

9203190132* 

CONTRACT 


LUEHMAN.J.G. 

9203170246* 

50-348 

T 

LAZARUS,W.J. 

9203030205 

50-244 

Q 

LIN.B.T. 

9203200299* 

CONTRACT 


LUEHMAN.J.G. 

9203170260* 

50-348 

T 

LAZARUS,W.J. 

9203240037* 

50-443 

Q 

LIN.B.T. 

9203200310* 

CONTRACT 


LUEHMAN.J.G. 

9203170291* 

50-348 

T 

LAZARUS, W.J. 

9203240103 

50-244 

P 

LIN.C.C. 

9203130120 

NUREG 


LUEHMAN.J.G. 

9203170302* 

50-348 

T 

LAZARUS,W.J. 

9203260099* 

50-309 

Q 

LINDAS,N. 

9203160254 

WASTE MGT 

LUKE.C.D. 

9203170001* 

70-. 


LAZARUS,W.J. 

9203310275* 

50-245 

F 

LINDBERG.B.E. 

9203240176 

PROJ 


LUKE.C.D. 

9203170008* 

70-***** 


LAZO.R.M. 

9203090005 

50-528 

G 

LINDBERG.B.G. 

9203180009* 

70-1054 


LUKE.C.D. 

9203170022* 

70-***** 


LAZO.R.M. 

9203090107 

50-528 

G 

LINDQUIST,S.A. 

9203020271 

50-285 

S 

LUKE.C.D. 

9203180010* 

70-1054 


LE.N.B. 

9203040263 

50-324 

P 

LINTON,T. 

9203130050 

NUREG 


LULL.R.J. 

9203190006 

STATE PRO G 

LE.N.B. 

9203130177 

50-324 

P 

LINTON,T.D. 

9203190388* 

CONTRACT 


LUM.A.M. 

9203190082 

STATE PRO G 

LE.N.B. 

9203200331 

50-324 

P 

LINVILLE.J.C. 

9203020035 

50-29 

Q 

LUSHER.J. 

9203160098* 

50-245 

Q 

LEASR.M.T. 

9203040350* 

PR 


LINVILLE.J.C. 

9203240032 

50-443 

Q 

LUSTER.D.R. 

9203170413* 

FOIA 


LEDERMAN.M.G. 

9103260191* 

40-8724 


LINVILLE.J.C. 

9203260090 

50-309 

Q 

LUTHIGER.P. 

9203100262 

40-8905 


LEDERMAN.M.G. 

9203170245 

40-8724 


LINVILLE.J.C. 

9203300033 

50-271 

Q 

LUTHIGER.P. 

9203110342 

40-8905 


LEE.B. 

9203110082 

PR 


LINVILLE.J.T. 

9203030170* 

50-443 

R 

LUTHIGER.P. 

9203110377 

40-8905 


LEE,B. 

9203230303* 

PR 


LINVILLE.J.T. 

9203030171* 

50-443 

R 

LYDON.P.S. 

9203230263 

50-309 

J 

LEE.B. 

9203230320* 

PR 


LINVILLE.J.T. 

9203030172* 

50-443 

R 

LYONS,P.J. 

9203110202 

40-299 


LEE.D.E. 

9203190433* 

CONTRACT 


LIPARULO.N.J. 

9203060168 

TOPREP 


LYONS,PJ. 

9203110216 

40-299 


LEE.D.O. 

9010240059 

PR 


UPARULO.N.J. 

9203110168 

PROJ 


LYSTER.M.D. 

9203020275 

50-440 

R 

LEE.M.P. 

9203120210 

WASTE MGT 

LIPARULO.N.J. 

9203110275 

PROJ 


LYSTER.M.D. 

9203030331 

50-440 

R 

LEE,S.M. 

9203120205* 

CONTRACT 


LIPARULO.N.J. 

9203130199 

TOPREP 


LYSTER.M.D. 

9203040105 

50-440 

R 

LEE.T.D. 

9203060374 

70-27 


LIPARULO.NJ. 

9203170102* 

TOPREP 


LYSTER.M.D. 

9203050090 

50-440 

F 

LEGENDRE,A.L. 

9203030309 

50-443 

S 

LIPARULO.N.J. 

9203180464 

TOPREP 


LYSTER.M.D. 

9203050162 

50-440 

R 

LEHNER.J.R. 

9203130120 

NUREG 


LIPARULO.NJ. 

9203230086 

PROJ 


LYSTER.M.D. 

9203090473 

50-440 

P 

LEISING.D. 

9010120127 

PR' 


LIPARULO.NJ. 

9203240082 

PROJ 


LYSTER.M.D. 

9203100021 

50-440 

P 

LEITCH.G.M. 

9203040308 

50-352 

R 

LIPARULO.NJ. 

9203240088* 

PROJ 


LYSTER.M.D. 

9203100048 

50-440 

P 

LEITCH.G.M. 

9203060267 

50-352 

R 

LIPARULO.NJ. 

9203250323* 

50-454 

Q 

LYSTER.M.D. 

9203110067 

50-440 

K 

LEITCH.G.M. 

9203060275 

50-352 

V 

LIPARULO.NJ. 

9203250328* 

50-454 

Q 

LYSTER.M.D. 

9203160253 

50-440 

R 

LEITCH.G.M. 

9203060349 

50-352 

R 

LIPARULO.NJ. 

9203260136* 

50-315 

P 

LYSTER.M.D. 

9203170017 

50-440 

R 

LEITCH.G.M. 

9203170161* 

50-277 

V 

LIPARULO.NJ. 

9203260196 

TOPREP 


LYSTER.M.D. 

9203230230 

50-440 

R 

LEITCH.G.M. 

9203180236 

50-352 

R 

LIPARULO.NJ. 

9203300263 

TOPREP 


LYSTER.M.D. 

9203240049 

50-440 

P 

LEITCH.LJ. 

9203230318 

50-352 

V 

LIPOTIJ. 

9010230310 

PR 


LYSTER.M.D. 

9203250058 

50-440 

S 

LELAND.W.B. 

9203030170* 

50-443 

R 

LIPPINCOTT.E.P. 

9203250154* 

50-295 

P 

LYSTER.M.D. 

9203250132 

50-440 

P 

LELAND.W.B. 

9203030171* 

50-443 

R 

LISEGANG.G. 

9203250218 

QA999 


MABEN.J. 

9203180114 

50-309 

S 

LELAND.W.B. 

9203030172* 

50-443 

R 

LITAI.D. 

9203180433* 

FOIA 


MACCOUN.J.W. 

9203110389* 

TOPREP 


LENAHAN.J.J. 

9203100069* 

50-250 

Q 

LITAI.D. 

9203180460* 

50-295 

F 

MACDONALD,C.E 

9203190309 

71-6347 


LENAHAN.J.J. 

9203180027* 

50-269 

Q 

LITAI.D. 

9203190352* 

FOIA 


MACDONALD,C.E. 

9203020203 

71-628 
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NUMBER 

CATEGORY 


MACDONALD,C.E. 

9203020204* 

71-628 

MADEDA.T.J. 

MACDONALD,C.E. 

9203020207 

71-625 

MADEDA.T.J. 

MACDONALD,C.E. 

9203020208* 

71-625 

MADERA.J.R. 

MACDONALD.C.E. 

9203020216 

71-733 

MADERA,J.R. 

MACDONALD,C.E. 

9203020219* 

71-733 

MADERA.J.R. 

MACDONALD.C.E. 

9203020221 

71-577 

MADERA,J.R. 

MACDONALD.C.E. 

9203020222* 

71-577 

MADERA.J.R. 

MACDONALD.C.E. 

9203020223 

71-333 

MADERA,J.R. 

MACDONALD.C.E. 

9203020224* 

71-333 

MADISON,K. 

MACDONALD.C.E. 

9203020226 

71-215 

MADISON ,K. 

MACDONALD.C.E. 

9203020227* 

71-215 

MADONALD.C.E. 

MACDONALD.C.E. 

9203030335 

71-713 

MADSEN.G.J. 

MACDONALD.C.E. 

9203050031 

70-1113 

MADSEN.G.J. 

MACDONALD.C.E. 

9203050039 

71-9239 

MADSEN.G.J. 

MACDONALD.C.E. 

9203050043 

71-6601 

MADSEN.G.J. 

MACDONALD.C.E. 

9203050046* 

71-6601 

MAEKITA.M. 

MACDONALD.C.E. 

9203050052 

71-9056 

MAEKITA.M. 

MACDONALD.C.E. 

9203050053* 

71-9056 

MAGRUDER.S.L. 

MACDONALD.C.E. 

9203050270 

71-258 

MAJEWSKI.J.L 

MACDONALD.C.E. 

9203050280* 

71-258 

MALARO.J.C. 

MACDONALD.C.E. 

9203060017* 

71-258 

MALINOSKI.J.W. 

MACDONALD.C.E. 

9203060047 

71-9069 

MALINOSKI.J.W. 

MACDONALD.C.E. 

9203060146 

71-629 

MALINOSKI.J.W. 

MACDONALD.C.E. 

9203060149* 

71-629 

MALINOSKI.J.W. 

MACDONALD.C.E. 

9203060152 

71-6078 

MALINOWSKI,W.S. 

MACDONALD.C.E. 

9203090024 

71-9793 

MALLETT.B.S. 

MACDONALD.C.E. 

9203090215 

71-5939 

MALLETT.B.S. 

MACDONALD.C.E. 

9203090225* 

71-5939 

MALLORY,J.P. 

MACDONALD.C.E. 

9203100038 

71-627 

MALLORY, J.P. 

MACDONALD.C.E. 

9203110200 

71-216 

MALLORY,J.P. 

MACDONALD.C.E. 

9203110201* 

71-216 

MALLORY,J.P. 

MACDONALD.C.E. 

9203120263 

71-9135 

MALLORY,J.P. 

MACDONALD.C.E. 

9203130241 

71-9228 

MALLOY,E. 

MACDONALD.C.E. 

9203130269 

71-9133 

MALMUD.LS. 

MACDONALD.C.E. 

9203130271 

71-9067 

MALMUD.L.S. 

MACDONALD.C.E. 

9203130277 

71-9056 

MALMUD.LS. 

MACDONALD.C.E. 

9203130281 

71-3 

MALODY.C.W. 

MACDONALD.C.E. 

9203130282 

71-5362 

MALONEY.C.B. 

MACDONALD.C.E. 

9203160131 

71-9186 

MAMISH.N. 

MACDONALD.C.E. 

9203160134* 

71-9186 

MANAKTALA.H.K. 

MACDONALD.C.E. 

9203160188 

71-9023 

MANN.M.M. 

MACDONALD.C.E. 

9203160191* 

71-9023 

MANN.P.T. 

MACDONALD.C.E. 

9203180394 

71-252 

MANN.R. 

MACDONALD.C.E. 

9203180401* 

71-252 

MANN.R. 

MACDONALD.C.E. 

9203190156 

71-3 

MANN.R. 

MACDONALD.C.E. 

9203190167* 

71-3 

MANN.R. 

MACDONALD.C.E. 

9203190299 

71-9036 

MANN.R. 

MACDONALD.C.E. 

9203190312 

71-5805 

MANN.R. 

MACDONALD.C.E. 

9203190354 

71-215 

MAPP.E.T. 

MACDONALD.C.E. 

9203190357* 

71-215 

MARABELLA.LA. 

MACDONALD.C.E. 

9203200031 

71-9028 

MARCERO.D.H. 

MACDONALD.C.E. 

9203200139 

71-396 

MARCUS.C.S. 

MACDONALD.C.E. 

9203200145 

71-472 

MARCUS,C.S. 

MACDONALD.C.E. 

9203200311 

71-6717 

MARGOLIN.B.Z. 

MACDONALD.C.E. 

9203200321 

71-9246 

MARINO,F.D. 

MACDONALD.C.E. 

9203230217 

71-524 

MARINO,M.F. 

MACDONALD.C.E. 

9203230223* 

71-524 

MARION.A. 

MACDONALD.C.E. 

9203230225* 

71-524 

MARION,A. 

MACDONALD.C.E. 

9203230231* 

71-524 

MARIOTTE.M. 

MACDONALD.C.E. 

9203240046 

71-9228 

MARKET,E.J. 

MACDONALD.C.E. 

9203240243 

71-420 

MARKLEY.A.W. 

MACDONALD.C.E. 

9203240249 

71-689 

MARLENEE.R. 

MACDONALD.C.E. 

9203240288 

50-280 Q 

MARRIOTT,P.W. 

MACDONALD.C.E. 

9203250358 

71-5950 

MARRIOTT,P.W. 

MACDONALD.C.E. 

9203300051 

71-9145 

MARRIOTT.P.W. 

MACDONALD.C.E. 

9203300055* 

71-9145 

MARRIOTT.P.W. 

MACDONALD.C.E. 

9203300062 

71-272 

MARRIOTT.P.W. 

MACDONALD.C.E. 

9203300075 

71-9027 

MARRONE.J. 

MACDONALD.C.E. 

9203300173 

71-516 

MARSH.L.B. 

MACDONALD.C.E. 

9203300177 

71-9229 

MARSH. L.B. 

MACDONALD.C.E. 

9203300180* 

71-516 

MARSH, L.B. 

MACDONALD.C.E. 

9203300191 

71-9019 

MARSH,L.B. 

MACDONALD.C.E. 

9203300225 

71-9028 

MARSHALL,B.M. 

MACDONALD.C.E. 

9203300259 

50-265 F 

MARSHALL,J.S. 

MACDONALD,T.E. 

9203060141* 

PROJ 

MARSHALL,J.S. 

MACDONALD,T.E. 

9203060144* 

PROJ 

MARSHALL,J.S. 

MACDONALD.T.E. 

9203060150* 

PROJ 

MARSHALL,W. 

MACE.M.H. 

9203030470* 

CONTRACT 

MARSTON.T.U. 

MACE.M.H. 

9203040305* 

CONTRACT 

MARTIN.B. 

MACE.M.H. 

9203050199* 

CONTRACT 

MARTIN.J.B. 

MACE.M.H. 

9203110131* 

CONTRACT 

MARTIN,J.B. 

MACE.M.H. 

9203110189* 

CONTRACT 

MARTIN.J.B. 

MACE.M.H. 

9203120205* 

CONTRACT 

MARTIN.J.B. 

MACE.M.H. 

9203190230* 

CONTRACT 

MARTIN,R.D. 

MACE.M.H. 

9203250078* 

CONTRACT 

MARTIN,R.D. 

MACE.M.W. 

9203190444* 

CONTRACT 

MARTIN, R.D. 

MACGUINEAS.D.B. 

9203110073 

50-346 M 

MARTIN, R.E. 

MACKINNON,J.B. 

8711020139* 

50-317 S 

MARTIN,R.E. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJEI 

NUMBER 

CATEGORY 


NUMBER 

CATEGC 

9203260240* 

50-331 

Q 

MARTIN,R.E. 

9203130079 

50-413 

9203300074* 

50-237 

Q 

MARTIN,R.E. 

9203200179 

50-413 

8903020266* 

FOIA 


MARTIN,R.E. 

9203230182 

50-298 

8903020276* 

FOIA 


MARTIN.T.O. 

9203060142* 

50-254 

8906230256* 

FOIA 


MARTIN,T.O. 

9203230379 

ORG 

9203230309* 

FOIA 


MARTIN,T.T. 

9202270380* 

50-245 

9203240001* 

FOIA 


MARTIN,T.T. 

9203090125 

l&E 

9203240006* 

FOIA 


MARTIN,T.T. 

9203160006 

50-286 

9203060089 

STATE PRO G 

MARTIN,T.T. 

9203190126 

50-277 

9203230122 

PR 


MARTIN,T.T. 

9203240081 

50-311 

9203130284 

71-9151 


MARTIN,T.T. 

9203300013 

50-289 

9203060085 

50-353 

S 

MARTI N.T.T. 

9203300113 

50-271 

9203240281 

50-353 

S 

MARTIN,T.T. 

9203310093 

50-272 

9203300025 

50-352 

S 

MARTIN.T.T. 

9203310234* 

50-336 

9203310219 

50-352 

S 

MARTIN,W.G. 

9203090485* 

70-371 

9203300208 

XPORTLIC 


MARTI N.W.G. 

9203090486* 

70-371 

9203310182* 

XPORTLIC 


MARTINY.M. 

9012170064 

PR 

9203130033* 

QA999 


MARTORELL.S. 

9203250305 

NUREG 

9203110133 

50-213 

s 

MARTUCCI.T. 

9012170190 

PR 

9203180354* 

FOIA 


MARUYAMA.J. 

9203110207 

40-299 

9203130260 

PR 


MARY.M.B. 

9203260019 

QA999 

9203160292 

PR 


MARYAK.M.E. 

9203310242* 

50-424 

9203180151 

REGGD 


MASAGUTOV.R.F. 

9203300345* 

REVIEW < 

9203180192 

PR 


MASCIATONIO.A. 

9203040297 

50-282 

9203050274* 

CONTRACT 


MASNIK.M.T. 

9203040090 

50-320 

9203190184* 

FOIA 


MASNIK.M.T. 

9203310120 

50-320 

9203190197* 

FOIA 


MASON, J.R. 

9203040050* 

FOIA 

9203060117* 

PROJ 


MASON,J.R. 

9203040060* 

FOIA 

9203060148* 

PROJ 


MASON,J.R. 

9203040063* 

FOIA 

9203060157* 

PROJ 


MASON,J.R. 

9203050095* 

FOIA 

9203060224* 

PROJ 


MASON,J.R. 

9203110241* 

50-87 

9203060227* 

PROJ 


MASON,J.R. 

9203120175* 

FOIA 

9203110104 

50-213 

F 

MASON,J.R. 

9203120176* 

FOIA 

9203100057 

PR 


MASON,J.R. 

9203120179* 

FOIA 

9203190006 

STATE PRO G 

MASON,J.R. 

9203160056* 

70-. 

9203190243 

PR 


MASSE,F.X. 

9203180188 

50-20 

9203230240 

70-1257 


MASSEY,B. 

9203040310 

71-734 

9203300067 

STATE PRO G 

MASSEY,J.V. 

9203200253 

72-1007 

9203310091* 

50-344 

Q 

MATELSKY.I. 

7905080034* 

FOIA 

9203120180 

WASTE MGT 

MATELSKY.I. 

9203050103* 

FOIA 

9203110243* 

FOIA 


MATELSKY.I. 

9203050113* 

FOIA 

9203050160 

WASTE MGT 

MATELSKY.I. 

9203050119* 

FOIA 

9203120055 

CONTRACT 


MATELSKY.I. 

9203050159* 

FOIA 

9203120094 

50-395 

Q 

MATELSKY.I. 

9203050168* 

FOIA 

9203120194 

50-482 

Q 

MATELSKY.I. 

9203050180* 

FOIA 

9203120364 

50-395 

Q 

MATELSKY.I. 

9203050185* 

FOIA 

9203240375 

CONTRACT 


MATELSKY.I. 

9203050187* 

FOIA 

9203260039 

CONTRACT 


MATELSKY.I. 

9203090259* 

FOIA 

9203110274* 

FOIA 


MATELSKY.I. 

9203090269* 

FOIA 

9203180071* 

50-278 

P 

MATELSKY.I. 

9203090271* 

FOIA 

9203130132* 

FOIA 


MATELSKY.I. 

9203090273* 

FOIA 

9203090065 

PR 


MATELSKY.I. 

9203090274* 

FOIA 

9203300080 

PRM 


MATELSKY.I. 

9203090275* 

FOIA 

9203300282 

REVIEW GR P 

MATELSKY.I. 

9203090283* 

FOIA 

9203040193* 

QA999 


MATELSKY.I. 

9203090288* 

FOIA 

9203190110 

50-213 

S 

MATELSKY.I. 

9203090292* 

FOIA 

9203090282 

REVIEW GR P 

MATELSKY.I. 

9203090303* 

FOIA 

9203180369* 

REVIEW GR P 

MATELSKY.I. 

9203110236* 

FOIA 

9203040195* 

COMMISSIO N 

MATELSKY.I. 

9203130087* 

FOIA 

9203200420* 

COMMISSIO N 

MATELSKY.I. 

9203130222* 

FOIA 

9203310136* 

50-255 

Q 

MATELSKY.I. 

9203130224* 

FOIA 

9203240228 

PR 


MATELSKY.I. 

9203130227* 

FOIA 

8811070247 

PR 


MATELSKY.I. 

9203130229* 

FOIA 

9203030235 

50-605 

A 

MATELSKY.I. 

9203130242* 

FOIA 

9203180142 

50-605 

A 

MATELSKY.I. 

9203130251* 

FOIA 

9203200337 

52-1 


MATELSKY.I. 

9203160100* 

FOIA 

9203200342 

52-1 


MATELSKY.I. 

9203160105* 

FOIA 

9203270009 

PRM 


MATELSKY.I. 

9203160113* 

FOIA 

9203120325 

50-282 

P 

MATELSKY.I. 

9203160118* 

FOIA 

9203190285* 

50-341 

P 

MATELSKY.I. 

9203160125* 

FOIA 

9203190290* 

50-155 

P 

MATELSKY.I. 

9203160143* 

FOIA 

9203190318 

50-155 

P 

MATELSKY.I. 

9203170052* 

FOIA 

9203110052 

50-338 

S 

MATELSKY.I. 

9203170056* 

FOIA 

9203110109 

PR 


MATELSKY.I. 

9203170069* 

FOIA 

9203230034 

PRM 


MATELSKY.I. 

9203170074* 

FOIA 

9203300126 

50-445 

V 

MATELSKY.I. 

9203170091* 

FOIA 

9203120142 

50-302 

F 

MATELSKY.I. 

9203170104* 

FOIA 

9010230269 

PR 


MATELSKY.I. 

9203170113* 

FOIA 

9011200060 

PR 


MATELSKY.I. 

9203170116* 

FOIA 

9203030005 

50-206 

Q 

MATELSKY.I. 

9203170118* 

FOIA 

9203030027 

50-397 

Q 

MATELSKY.I. 

9203170124* 

FOIA 

9203030043 

50-344 

Q 

MATELSKY.I. 

9203170134* 

FOIA 

9203030049 

50-397 

Q 

MATELSKY.I. 

9203170140* 

FOIA 

9203230130 

50-285 

Q 

MATELSKY.I. 

9203170146* 

FOIA 

9203300081 

40-8027 


MATELSKY.I. 

9203170151* 

FOIA 

9203300212 

50-368 

S 

MATELSKY.I. 

9203170156* 

FOIA 

9203100248 

50-413 

P 

MATELSKY.I. 

9203170167* 

FOIA 

9203120265 

50-413 

P 

MATELSKY.I. 

9203170256* 

FOIA 
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MATELSKY.l. 

9203170268* FOIA 

MCALPINE.E.J. 

9203030282* 

70-1113 


MCDIARMID.R.C. 

9203200297 

50-275 

Q 

MATELSKY.l. 

9203170273* FOIA 

MCALPINE.E.J. 

9203100165* 

70-143 


MCDONALD,D.G. 

9203050179 

50-317 

P 

MATELSKY.l. 

9203170276* FOIA 

MCALPINE.E.J. 

9203230014* 

70-27 


MCDONALD,D.G. 

9203060285 

50-317 

P 

MATELSKY.l. 

9203170303* FOIA 

MCBREATY.R.A. 

9203300104* 

50-352 

Q 

MCDONALD.D.G. 

9203090235 

50-317 

P 

MATHEW.R.K. 

9203270066* 50-220 Q 

MCBRIDE,J.A. 

8506240672* 

40-1193 


MCDONALD,D.G. 

9203110167 

50-317 

P 

MATHIS,J.L 

9203100124* 50-416 Q 

MCBRIDE, J.A. 

9203180006* 

70-1054 


MCDONALD.D.G. 

9203190438 

50-317 

P 

MATSON,E.R. 

8602260671 * FOIA 

MCBRIDE,J.A. 

9203180008* 

70-1054 


MCDONALD.D.G. 

9203200213 

50-317 

F 

MATSON,E.R. 

8704230086* FOIA 

MCCABE,B.C. 

9203130198 

50-333 

P 

MCDONALD.D.G. 

9203310121 

50-317 

P 

MATSON,E.R. 

8704230095* FOIA 

MCCABE,B.C. 

9203170063 

50-333 

P 

MCDONALD.D.G. 

9203310312 

50-318 

P 

MATSON,E.R. 

8708240163* FOIA 

MCCABE,B.C. 

9203170184 

50-333 

P 

MCDONALD.D.G. 

9203310313* 

50-318 

P 

MATSON,E.R. 

8708240180* FOIA 

MCCABE,B.C. 

9203180029 

50-333 

P 

MCDONALD,R.P. 

8811090298 

PR 


MATSON,E.R. 

8804210383* FOIA 

MCCABE,B.C. 

9203250273 

50-333 

P 

MCDONALD,R.P. 

9203160289* 

50-424 

Q 

MATTHEWS,A.D. 

9203230028 PR 

MCCABE,E. 

9203060432* 

50-245 

P 

MCGAHA 

9203110075 

PR 


MATTHEWS,D.B. 

9203060170 50-369 P 

MCCABE,E. 

9203160098* 

50-245 

Q 

MCGAHA.J.R. 

9203120083 

REGGD 


MATTHEWS, D.B. 

9203130084* 50-413 P 

MCCABE,E. 

9203240107* 

50-387 

Q 

MCGAHA,J.R. 

9203120097 

REGGD 


MATTHEWS,D.B. 

9203190279* 50-369 P 

MCCABE,E.C. 

9203060430* 

50-336 

Q 

MCGEE,G.R. 

9203060141* 

PROJ 


MATTHEWS.D.B. 

9203300063* 50-321 P 

MCCABE.E.C. 

9203060434* 

50-336 

P 

MCGEE,G.R. 

9203060150* 

PROJ 


MATTHEWS.D.B. 

9203300098* 50-424 P 

MCCABE,E.C. 

9203090421 * 

50-336 

P 

MCGEE,G.R. 

9203060208* 

PROJ 


MATTHEWS.D.B. 

9203310119 50-269 F 

MCCABE.E.C. 

9203090435* 

50-336 

P 

MCGEE.G.R. 

9203060212* 

PROJ 


MATTHEWS.D.B. 

9203310133 50-269 P 

MCCABE,E.C. 

9203110145* 

50-423 

P 

MCGOFF.D.J. 

9010250059 

PR 


MATTIA.MJ. 

9203020126* CONTRACT 

MCCABE,E.C. 

9203110164* 

50-245 

F 

MCGOLDRICK.F. 

9203050161 

XPORTLIC 


MATTIA.M.J. 

9203020145* CONTRACT 

MCCABE.E.C. 

9203110286* 

50-336 

F 

MCGOLDRICK.F. 

9203110268 

XPORTLIC 


MATTIA.M.J. 

9203020277* CONTRACT 

MCCABE,E.C. 

9203110302* 

50-336 

P 

MCGOLDRICK.F. 

9203190236 

XPORTLIC 


MATTIA.M.J. 

9203020287* CONTRACT 

MCCABE,E.C. 

9203110336* 

50-213 

P 

MCGOLDRICK.F. 

9203190239 

XPORTLIC 


MATTIA.MJ. 

9203030371 * CONTRACT 

MCCABE,E.C. 

9203110369* 

50-336 

Q 

MCGOLDRICK.F. 

9203190246 

XPORTLIC 


MATTIA.MJ. 

9203040267* CONTRACT 

MCCABE,E.C. 

9203110393* 

50-423 

P 

MCGOLDRICK.F. 

9203190455 

XPORTLIC 


MATTIA.MJ. 

9203040279* CONTRACT 

MCCABE,E.C. 

9203110399* 

FOIA 


MCGOUGH.M. 

9203260329 

50-286 

F 

MATTIA.MJ. 

9203050141* CONTRACT 

MCCABE.E.C. 

9203110404* 

50-423 

P 

MCGOVERNJ.J. 

9203030064 

50-54 

W 

MATTIA.MJ. 

9203050147* CONTRACT 

MCCABE,E.C. 

9203110420* 

50-213 

P 

MCGOWAN,G.V. 

9203270261 

50-317 

1 

MATTIA.MJ. 

9203050283* CONTRACT 

MCCABE.E.C. 

9203160223* 

50-336 

P 

MCGRANERY.J.P. 

9203020017 

50-322 

G 

MATTIA.MJ. 

9203100055* CONTRACT 

MCCABE,E.C. 

9203310240* 

50-423 

P 

MCGRANERY.J.P. 

9203020017 

50-322 

G 

MATTIA.MJ. 

9203100279* CONTRACT 

MCCANN,G.M. 

8610060127* 

FOIA 


MCGRANERY.J.P. 

9203020017 

50-322 

G 

MATTIA.MJ. 

9203100284* CONTRACT 

MCCANN,G.M. 

9102180119* 

FOIA 


MCGRANERY.J.P. 

9203020024* 

50-322 

G 

MATTIA.M.J. 

9203110205* CONTRACT 

MCCANN,G.M. 

9203040007* 

FOIA 


MCGRANERY.J.P. 

9203020024* 

50-322 

G 

MATTIA.MJ. 

9203110214* CONTRACT 

MCCANN,G.M. 

9203120010* 

FOIA 


MCGRANERY.J.P. 

9203020024* 

50-322 

G 

MATTIA.MJ. 

9203110224* CONTRACT 

MCCANN,G.M. 

9203190193* 

FOIA 


MCGRANERY.J.P. 

9203020053 

50-322 

G 

MATTIA.MJ. 

9203110269* CONTRACT 

MCCANN,RJ. 

9203170015 

50-483 

R 

MCGRANERY.J.P. 

9203020069* 

50-322 

G 

MATTIA.M.J. 

9203110299* CONTRACT 

MCCOLLUM.W.R. 

9203090207* 

50-269 

P 

MCGRANERY.J.P. 

9203020069* 

50-322 

G 

MATTIA.M.J. 

9203110313* CONTRACT 

MCCOLLUM,W.R. 

9203090210* 

50-269 

P 

MCGRANERY.J.P. 

9203020069* 

50-322 

G 

MATTIA.M.J. 

9203110335* CONTRACT 

MCCOLLUM.W.R. 

9203090349 

50-413 

S 

MCGRAW.J.D. 

9203120019 

PR 


MATTIA.MJ. 

9203110345* CONTRACT 

MCCONNELL,T.L. 

9203090199* 

50-269 

P 

MCGUINEAS.D.B. 

9203110073 

50-346 

M 

MATTIA.MJ. 

9203120049* CONTRACT 

MCCONNELL,T.L 

9203090210* 

50-269 

P 

MCGUIRE,D.R. 

9203130030* 

50-413 

Q 

MATTIA.M.J. 

9203120086* CONTRACT 

MCCOOL.W.B. 

9203120351* 

50-310 

w 

MCGUIRE,D.R. 

9203130046* 

50-261 

Q 

MATTIA.M.J. 

9203120139* CONTRACT 

MCCORMACK,J.A. 

9203190444* 

CONTRACT 


MCGUIRE,D.R. 

9203260098* 

50-327 

Q 

MATTIA.M.J. 

9203120171 * CONTRACT 

MCCORMICK,J.W. 

9203060046* 

50-454 

Q 

MCGUIRE,D.R. 

9203260106* 

50-250 

Q 

MATTIA.M.J. 

9203130347* CONTRACT 

MCCORMICK,J.W. 

9203160180* 

50-295 

Q 

MCGUIRE,D.R. 

9203260112* 

50-400 

Q 

MATTIA.MJ. 

9203130352* CONTRACT 

MCCORMICK,MJ. 

9203030094 

50-220 

S 

MCGUIRE,D.R. 

9203310075* 

50-348 

Q 

MATTIA.M.J. 

9203130355* CONTRACT 

MCCORMICK,M.J. 

9203240348 

50-410 

R 

MCHUGH,P.R. 

9203060414* 

FOIA 


MATTIA.MJ. 

9203160153* CONTRACT 

MCCORMICK-BARGE 

9203030231 * 

50-255 

Q 

MCHUGH.P.R. 

9203060414* 

FOIA 


MATTIA.MJ. 

9203160296* CONTRACT 

MCCOY.C.K. 

9203020283 

50-424 

R 

MCKEE,P.F. 

9202200195* 

50-171 

H 

MATTIA.M.J. 

9203160308* CONTRACT 

MCCOY,C.K. 

9203030223 

50-424 

K 

MCKEE,P.F. 

9203170355 

REVIEW GR P 

MATTIA.M.J. 

9203180300* CONTRACT 

MCCOY.C.K. 

9203040073 

50-424 

P 

MCKEE,P.F. 

9203310026 

REVIEW GR P 

MATTIA.MJ. 

9203180315* CONTRACT 

MCCOY.C.K. 

9203040330 

50-424 

F 

MCKIBBEN.J.C. 

9203110217 

50-186 

P 

MATTIA.MJ. 

9203190048* CONTRACT 

MCCOY.C.K. 

9203090172 

50-424 

P 

MCKIBBEN.J.C. 

9203230005 

50-186 

S 

MATTIA.M.J. 

9203190132* CONTRACT 

MCCOY,C.K. 

9203090192 

50-425 

S 

MCKIBBEN.J.C. 

9203230165 

50-186 

Q 

MATTIA.M.J. 

9203190179* CONTRACT 

MCCOY.C.K. 

9203090224 

50-424 

P 

MCKINLEY, J.C. 

9203240335* 

50-219 

O 

MATTIA.MJ. 

9203190435* CONTRACT 

MCCOY.C.K. 

9203190217 

50-424 

P 

MCKINLEY,J.C. 

9203240341* 

50-219 

O 

MATTIA.M.J. 

9203190441 * CONTRACT 

MCCOY.C.K. 

9203230089 

PR 


MCKINLEY,J.C. 

9203240356* 

50-219 

O 

MATTIA.M.J. 

9203190448* CONTRACT 

MCCOY.C.K. 

9203230134 

PRM 


MCKINLEY,J.C. 

9203250017* 

50-219 

O 

MATTIA.MJ. 

9203200267* CONTRACT 

MCCOY.C.K. 

9203230211 

50-424 

F 

MCKINLEY,J.C. 

9203250025* 

50-219 

O 

MATTIA.MJ. 

9203200280* CONTRACT 

MCCOY.C.K. 

9203230302 

50-424 

P 

MCKINLEY J.C. 

9203250029* 

50-219 

O 

MATTIA.M.J. 

9203200299* CONTRACT 

MCCOY.C.K. 

9203230322 

50-425 

P 

MCKINLEY,J.C. 

9203250031* 

50-219 

O 

MATTIA.M.J. 

9203200302* CONTRACT 

MCCOY.C.K. 

9203230327 

50-424 

J 

MCKINLEY.J.C. 

9203250040* 

50-219 

O 

MATTIA.M.J. 

9203200310* CONTRACT 

MCCOY.C.K. 

9203230340 

50-424 

Q 

MCKINLEY,J.C. 

9203250045* 

50-219 

O 

MATTIA.M.J. 

9203200316* CONTRACT 

MCCOY.C.K. 

9203240266 

50-424 

P 

MCKINLEY,J.C. 

9203250052* 

50-219 

0 

MATTIA.M.J. 

9203230376* CONTRACT 

MCCOY.C.K. 

9203310217 

50-424 

P 

MCKINLEY.J.C. 

9203250056* 

50-219 

0 

MATTIA.M.J. 

9203260033* CONTRACT 

MCCOY.C.K. 

9203310224 

50-424 

S 

MCKINLEY.J.C. 

9203250059* 

50-219 

0 

MATTIA.M.J. 

9203260062* CONTRACT 

MCCOY.C.K. 

9203310227 

50-424 

P 

MCKINLEY.J.C. 

9203250075* 

50-219 

0 

MATTIA.M.J. 

9203260075* CONTRACT 

MCCOY.C.K. 

9203310233 

50-425 

S 

MCKINLEY,J.C. 

9203250081* 

50-219 

0 

MATTIA.M.J. 

9203260086* CONTRACT 

MCCRACKEN,D.S. 

9203190131 

50-213 

S 

MCKINLEY.J.C. 

9203250086* 

50-219 

0 

MATTIA.M.J. 

9203270084* CONTRACT 

MCCRAW.E.O. 

9203160255 

50-413 

R 

MCKINLEY.J.C. 

9203250091 * 

50-219 

0 

MATTIA.MJ. 

9203270096* 50-369 P 

MCCRAW.E.O. 

9203160267 

50-369 

R 

MCKINLEY.J.C. 

9203250094* 

50-219 

0 

MATTIA.M.J. 

9203270122* CONTRACT 

MCCRAW.E.O. 

9203170244 

50-269 

R 

MCKINLEY,J.C. 

9203250108* 

50-219 

0 

MATTIA.M.J. 

9203270131 * CONTRACT 

MCCREE.V.M. 

9203030344 

50-605 

A 

MCKINLEY,J.C. 

9203250119* 

50-219 

0 

MATTIA.M.J. 

9203300367* CONTRACT 

MCCREE.V.M. 

9203030373 

PROJ 


MCKINLEY,J.C. 

9203250125* 

50-219 

0 

MATTIA.M.J. 

9203300377* CONTRACT 

MCCREE.V.M. 

9203170225 

PROJ 


MCKINLEY,J.C. 

9203250131* 

50-219 

0 

MATTIA.M.J. 

9203300381 * CONTRACT 

MCCREE.V.M. 

9203170336 

PROJ 


MCKINLEY.J.C. 

9203250136* 

50-219 

0 

MATTIA.MJ. 

9203310046* CONTRACT 

MCCREE.V.M. 

9203270271 

PROJ 


MCKINLEY, J.C. 

9203250157* 

50-219 

0 

MATTMULLER.S.R. 

9203170076 PR 

MCCREE.V.M. 

9203310324 

52-1 


MCKINLEY,J.C. 

9203250234* 

50-219 

0 

MATTSON,R.J. 

9203260046* CONTRACT 

MCCRELESS.T.G. 

9203270251* 

FOIA 


MCKINLEY. J.C. 

9203250238* 

50-219 

0 

MATULA.T.O. 

9203050280* 71-258 

MCCUBBIN.S. 

9203200322 

CONTRACT 


MCKINLEY,J.C. 

9203250241 * 

50-219 

0 

MAUDLIN.R.L. 

9203090460* WASTE MGT 

MCCUBBIN.S. 

9203200347 

50-369 

P 

MCKINLEY, J.C. 

9203250245* 

50-219 

0 

MAXWELL.D.C. 

9203160059 50-10 R 

MCCUBBIN.S. 

9203240039 

CONTRACT 


MCKINLEY.J.C. 

9203250261 * 

50-219 

0 

MAXWELL, G.F. 

9203030079* 50-348 Q 

MCCUBBIN.S. 

9203250012 

CONTRACT 


MCKINLEY,J.C. 

9203250276* 

50-219 

0 

MAY.J. 

9203170166* WASTE MGT 

MCCURDY,H.W. 

9203100195* 

50-155 

S 

MCKINLEY,J.C. 

9203250278* 

50-219 

0 

MAYNARD.O.L. 

9203040017 50-482 R 

MCDANIEL. K. 

9203300195 

70-135 


MCKINLEY,J.C. 

9203250289* 

50-219 

0 

MA2UR.D.W. 

9203310177 50-397 Q 

MCDANIEL.W.M. 

9203100206 

71-6717 


MCKINLEY,J.C. 

9203250315* 

50-219 

0 

MCALPINE.E. 

9203230049* 70-1201 

MCDANIEL,W.M. 

9203250185 

STATE PROG 

MCKINLEY.J.C. 

9203250325* 

50-219 

0 
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MCKINLEY.J.C. 

9203250333* 

50-219 

O 

METZENBAUM.H. 

9203310215 

40-8724 


MITCHELL,W. 

9203040379 

FOIA 


MCKINLEY.J.C. 

9203260026* 

50-219 

O 

MEYER,C. 

9203180106 

PR 


M LADEN ,C. 

9203190155* 

50-338 

R 

MCKINLEY ,J.C. 

9203260031 * 

50-219 

O 

MEYER,D.L. 

9203040363* 

PR 


MLADEN.C. 

9203190258* 

50-338 

R 

MCKINLEY,J.C. 

9203260038* 

50-219 

O 

MEYER,R. 

9203190205* 

FOIA 


MLADEN.C. 

9203190263* 

50-338 

R 

MCKINLEY,J.C. 

9203260053* 

50-219 

o 

MEYER,T.A. 

9203200285* 

50-344 

P 

MLYNAREK.M.G. 

9203100179 

50-255 

R 

MCKINLEY ,J.C. 

9203260068* 

50-219 

0 

MEYER,T.A. 

9203250154* 

50-295 

P 

MOCKLI.B. 

9203120028 

STATE PRO G 

MCKINLEY,J.C. 

9203260078* 

50-219 

o 

MEYER,W.A. 

9203110217 

50-186 

P 

MOCKLI.B. 

9203200383 

71-6717 


MCKINLEY,J.C. 

9203260108* 

50-219 

o 

MEYER.W.A. 

9203230005 

50-186 

S 

MOCKLI.B. 

9203250115 

71-6717 


MCKINLEY.J.C. 

9203260111 * 

50-219 

0 

MICHAEL,R.P. 

9203260188* 

50-369 

F 

MOELLER,D.W. 

9203270197* 

50-219 

O 

MCKINLEY, J.C. 

9203260126* 

50-219 

0 

MICHAELS,D.E. 

9203090113* 

PR 


MOIST,R.N. 

9203250183* 

QA999 


MCKINLEY.J.C. 

9203260134* 

50-219 

o 

MICHAELS,T.S. 

9203050136 

50-83 

V 

MOK.G.C. 

9203250286 

NUREG 


MCKINLEY.J.C. 

9203260164* 

50-219 

o 

MICHAELS.T.S. 

9203190404 

50-225 

P 

MOK.G.C. 

9203250288 

NUREG 


MCKINLEY.J.C. 

9203260171* 

50-219 

o 

MICHAUD.P.W. 

9203110321 

40-8907 


MOODY,D.E. 

9203030170* 

50-443 

R 

MCKINLEY,J.C. 

9203260219* 

50-219 

o 

MICHELSON.C. 

8205060611* 

50-244 

S 

MOODY.D.E. 

9203030171* 

50-443 

R 

MCKINLEY.J.C. 

9203260227* 

50-219 

0 

MIKULSKI.B.A. 

9202200198* 

50-171 

H 

MOODY,D.E. 

9203030172* 

50-443 

R 

MCKINLEY.J.C. 

9203260242* 

50-219 

o 

MILES,M.D. 

9203110349 

40-8903 


MOODY,R.B. 

9203040139 

50-483 

F 

MCKINLEY.J.C. 

9203270189* 

50-219 

0 

MILLER.C.L. 

9203030456 

50-352 

P 

MOON.J. 

8811080298 

PR 


MCKINLEY.J.C. 

9203270193* 

50-219 

0 

MILLER.C.L. 

9203050232* 

50-277 

P 

MOONEY,G. 

9203110212 

40-8981 


MCLAIN,M.W. 

9203230382 

50-374 

s 

MILLER.C.L. 

9203060104 

50-277 

P 

MOONEY,G. 

9203110239 

40-8502 


MCLAUGHLIN.J. 

9203050130 

XPORTLIC 


MILLER.C.L 

9203110361 

50-387 

Q 

MOONEY,G. 

9203110289 

40-8958 


MCLAUGHLIN,J. 

9203050135* 

XPORTLIC 


MILLER.C.L. 

9203180290* 

50-354 

P 

MOORE.B.M. 

9203040304* 

70-143 


MCLAUGHLIN,J. 

9203310191* 

XPORTLIC 


MILLER.C.L 

9203270129 

50-277 

F 

MOORE.J.C. 

9203110226 

40-299 


MCLAUGHLIN.J. 

9203310200* 

XPORTLIC 


MILLER.C.L. 

9203270144 

50-387 

F 

MOORE.J.C. 

9203110228* 

40-299 


MCLAUGHLIN-GORE 

9203170462* 

FOIA 


MILLER.C.L. 

9203300004 

50-272 

F 

MOORE.J.C. 

9203110352 

40-299 


MCLEAN.M.L. 

9203110110 

l&E 


MILLER,D.B. 

9203030322 

50-277 

R 

MOORE.J.E. 

9203260064 

50-445 

G 

MCLEAN,R.L. 

9203190005 

PR 


MILLER.D.B. 

9203030389 

50-277 

R 

MOORE.M.L. 

9203300221 

50-170 

R 

MCLUSZUSKY.WJ. 

9203020084* 

QA999 


MILLER,D.B. 

9203170347 

50-277 

R 

MOORE,R.W. 

9203170083 

PR 


MCLUSZUSKY.W.J. 

9203020088* 

QA999 


MILLER.D.B. 

9203230215 

50-278 

P 

MOORE,T.S. 

9203200241 

50-440 

G 

MCMEEKIN.T.C. 

9203020164 

50-369 

R 

MILLER.D.B. 

9203300011 

50-171 

R 

MOOSBRUGGER.C. 

9203230202 

QA999 


MCMEEKIN.T.C. 

9203030267 

50-369 

s 

MILLER,E.D. 

9011160097 

PR 


MOOSBRUGGER.C. 

9203230206* 

QA999 


MCMEEKIN.T.C. 

9203090091 

50-369 

s 

MILLER,F.L. 

9203250263 

40-7455 


MORALES,E.M. 

9203110174 

40-8907 


MCMEEKIN.T.C. 

9203090183 

50-369 

p 

MILLER,G. 

9203020168* 

COMMISSION 

MORALES,E.M. 

9203110190 

40-8907 


MCMEEKIN.T.C. 

9203100064 

50-369 

p 

MILLER,H.J. 

9203030006 

50-155 

P 

MORALES,E.M. 

9203110379 

40-8907 


MCMEEKIN.T.C. 

9203100169 

50-369 

Q 

MILLER,H.J. 

9203060079 

50-10 

P 

MORAN,W.R. 

9203020147 

50-315 

R 

MCMEEKIN.T.C. 

9203100178 

50-370 

s 

MILLER,H.J. 

9203060120 

50-254 

Q 

MORCZKA.E.J. 

9203310309* 

50-245 

F 

MCMEEKIN.T.C. 

9203130255 

50-369 

p 

MILLER.H.J. 

9203200043 

50-255 

Q 

MORETTI.E.J. 

9203170297* 

FOIA 


MCMEEKIN.T.C. 

9203170363 

50-370 

p 

MILLER,H.J. 

9203200094 

50-295 

Q 

MORETTI.E.S. 

9203250282 

NUREG • 


MCMEEKIN.T.C. 

9203230163 

50-369 

p 

MILLER,H.J. 

9203200099* 

50-295 

Q 

MOREY,D.N. 

9203170241 

50-348 

R 

MCMEEKIN.T.C. 

9203250076 

50-369 

Q 

MILLER,H.J. 

9203240015 

50-346 

Q 

MOREY,D.N. 

9203170311* 

50-364 

R 

MCMEEKIN.T.C. 

9203250156 

50-369 

S 

MILLER,H.J. 

9203240104 

50-237 

V 

MOREY,D.N. 

9203170315* 

50-364 

R 

MCMEEKIN.T.C. 

9203260003 

50-369 

R 

MILLER,H.J. 

9203310014 

50-255 

Q 

MOREY,D.N. 

9203170325 

50-348 

S 

MCMEEKIN.T.C. 

9203260183 

50-369 

F 

MILLER,H.J. 

9203310049 

50-461 

V 

MORGAN,C.W. 

9203120003 

PR 


MCMEEKIN.T.C. 

9203300363 

50-369 

F 

MILLER.H.J. 

9203310058 

50-456 

Q 

MORGAN,H.E. 

9203250152 

50-361 

Q 

MCMEEKIN.T.C. 

9203310188 

50-369 

Q 

MILLER,J. 

9203130083* 

PR 


MORGAN,M.J. 

9203030079* 

50-348 

Q 

MCNAMARA.A.H. 

9203110094* 

PR 


MILLER,J. 

9203180163* 

CONTRACT 

MORGENSTERN.M. 

9203270010 

NUREG 


MCQUEEN,A.D. 

9203030029* 

50-275 

Q 

MILLER,J.H. 

9203110027 

50-348 

G 

MOROZOV,A.M. 

9203020092* 

REVIEW GR P 

MCQUEEN,A.D. 

9203030051* 

50-275 

Q 

MILLER,J.H. 

9203110027 

50-348 

G 

MOROZOY.A.M. 

9203020344* 

REVIEW GR P 

MCWATER.B. 

9011090363 

PR 


MILLER,J.H. 

9203110048 

50-348 

G 

MORRILL,P. 

9203310099 

50-323 

S 

MCWATERS.A. 

9011090291 

PR 


MILLER,J.H. 

9203110048 

50-348 

G 

MORRILL,P.J. 

9203170153* 

50-275 

Q 

MCWATERS.L. 

9011130376 

PR 


MILLER,J.H. 

9203110055* 

50-348 

G 

MORRIS,B.E. 

9203200260 

40-8767 


MEACHAM.J.M. 

9203130068 

50-298 

S 

MILLER,J.H. 

9203110055* 

50-348 

G 

MORRIS,P.A. 

9203120323* 

50-174 

P 

MEACHAM.J.M. 

9203160245 

50-298 

R 

MILLER,L.F. 

9203230042* 

50-361 

V 

MORRIS.P.A. 

9203120353* 

50-310 

W 

MEACHAM.J.M. 

9203170043 

50-298 

S 

MILLER,L.F. 

9203230076* 

50-361 

Q 

MORRIS,P.A. 

9203120360* 

50-310 

W 

MEADE,M. 

9203020292 

50-327 

S 

MILLER,M. 

9203310099 

50-323 

S 

MORRIS.P.A. 

9203190073* 

50-219 

1 

MECK.K. 

9203180236 

50-352 

R 

MILLER,M.E. 

9203200298 

50-346 

M 

MORRIS,P.A. 

9203190255* 

50-219 

O 

MECREDY.R.C. 

9011060067 

PR 


MILLER,M.E. 

9203260032 

50-346 

M 

MORRIS.P.A. 

9203240309* 

50-219 

1 

MECREDY.R.C. 

9203030118 

50-244 

Q 

MILLER,V.L. 

8507230064* 

FOIA 


MORRIS,P.A. 

9203240312* 

50-219 

1 

MECREDY.R.C. 

9203030318 

50-244 

Q 

MILLER,V.L. 

9203020320 

STATE PRO G 

MORRIS.P.A. 

9203240320* 

50-219 

O 

MECREDY.R.C. 

9203030319 

50-244 

F 

MILLER,V.L 

9203020327 

STATE PRO G 

MORRIS,P.A. 

9203240361* 

50-219 

0 

MECREDY.R.C. 

9203040295 

50-244 

F 

MILLER,V.L 

9203250257* 

WASTE MGT 

MORRIS.P.A. 

9203240364* 

50-219 

0 

MECREDY.R.C. 

9203040298 

50-244 

R 

MILLER,W.H. 

9203100040* 

50-369 

Q 

MORRIS,P.A. 

9203250020* 

50-219 

0 

MECREDY.R.C. 

9203040314 

50-244 

Q 

MILLER,W.O. 

9203040026* 

FOIA 


MORRIS,P.A. 

9203250037* 

50-219 

0 

MECREDY.R.C. 

9203110291 

50-244 

S 

MILLER.W.O. 

9203090281 * 

FOIA 


MORRIS,P.A. 

9203250043* 

50-219 

0 

MECREDY.R.C. 

9203110362 

50-244 

Q 

MILLER,W.O. 

9203200275* 

FOIA 


MORRIS,P.A. 

9203250048* 

50-219 

0 

MECREDY.R.C. 

9203160291 

50-244 

Q 

MILLER.W.O. 

9203200284* 

FOIA 


MORRIS,P.A. 

9203250063* 

50-219 

0 

MECREDY.R.C. 

9203180013 

50-244 

S 

MILLER.W.O. 

9203200287* 

FOIA 


MORRIS,P.A. 

9203250068* 

50-219 

0 

MECREDY.R.C. 

9203190235 

PR 


MILLER-CORBETT 

9203110293 

40-8857 


MORRIS,P.A. 

9203250070* 

50-219 

0 

MECREDY.R.C. 

9203230342 

50-244 

R 

MILLER-CORBETT 

9203110341 

40-8904 


MORRIS,P.A. 

9203250077* 

50-219 

0 

MECREDY.R.C. 

9203300092 

50-244 

S 

MILTENBERGER.S. 

9203250083 

50-272 

P 

MORRIS,P.A. 

9203250080* 

50-219 

0 

MECREDY.R.C. 

9203310296 

50-244 

P 

M1NNERS.W. 

8911070144* 

PR 


MORRIS, P.A. 

9203250084* 

50-219 

0 

MEDFORD,M.O. 

9203110092 

PR 


MINNERS.W. 

9203230180* 

PR 


MORRIS,P.A. 

9203250089* 

50-219 

0 

MEDLEY,B.J. 

9203170035 

PR 


MINNERS.W. 

9203250047* 

PR 


MORRIS,P.A. 

9203250097* 

50-219 

0 

MEDURE.D.R. 

9011140087 

PR 


MIRAGLIA.F.J. 

9203020325 

REVIEW GR P 

MORRIS,P.A. 

9203250105* 

50-219 

0 

MEEHAN,B. 

9203050263 

CONTRACT 

MIRAGLIA.F.J. 

9203020329* 

REVIEW GR P 

MORRIS,P.A. 

9203250106* 

50-219 

0 

MEEHAN,B. 

9203100295 

CONTRACT 

MIRAGLIA.F.J. 

9203170308 

REVIEW GR P 

MORRIS.P.A. 

9203250114* 

50-219 

0 

MEEHAN, B. 

9203300324 

CONTRACT 

MIRAGLIA.F.J. 

9203180415 

QA999 


MORRIS,P.A. 

9203250116* 

50-219 

0 

MEHTA, H.S. 

9203030150* 

50-219 

P 

MIRAGLIA.F.J. 

9203180424 

QA999 


MORRIS,P.A. 

9203250121* 

50-219 

0 

MERGES,P.J. 

9203110259 

40-8989 


MIRAGLIA.F.J. 

9203180429 

QA999 


MORRIS.P.A. 

9203250126* 

50-219 

0 

MERRIWEATHER.N. 

9203170246* 

50-348 

T 

MIRAGLIA.FJ. 

9203180436 

QA999 


MORRIS,P.A. 

9203250127* 

50-219 

0 

MERVIN.M.L. 

9203200069 

50-271 

V 

MIRAGLIA.F.J. 

9203190253 

QA999 


MORRIS,P.A. 

9203250134* 

50-219 

0 

MERVINE.M.L 

9203030264 

50-271 

V 

MITCHELL,A.L. 

9203090078 

50-528 

G 

MORRIS,P.A. 

9203250139* 

50-219 

0 

MESCHAM.J.M. 

9203090301 

50-298 

s 

MITCHELL,A.L. 

9203090078 

50-528 

G 

MORRIS.P.A. 

9203250174* 

50-219 

0 

MESERVE.R.A. 

9203200283 

40-8989 


MITCHELL,M.V. 

9203030123 

50-219 

S 

MORRIS.P.A. 

9203250181* 

50-219 

0 

MESERVE.R.A. 

9203200283 

40-8989 


MITCHELL,M.V. 

9203030230* 

50-219 

S 

MORRIS,P.A. 

9203250224* 

50-219 

0 

MESSINGER.R. 

9203090153 

PRM 


MITCHELL,R.C. 

9203120371 

50-605 

Q 

MORRIS.P.A. 

9203250230* 

50-219 

0 

MESSINGER.R.W. 

9203060040 

PRM 


MITCHELL,R.C. 

9203180147 

50-605 

A 

MORRIS.P.A. 

9203250233* 

50-219 

0 

METER,J.J 

9203170278 

50-388 

s 

MITCHELL,R.C. 

9203180156 

50-605 

A 

MORRIS,P.A. 

9203250235* 

50-219 

0 

METER,J.J. 

9203250256 

50-387 

s 

MITCHELL,R.C. 

9203180162 

50-605 

A 

MORRIS,P.A. 

9203250236* 

50-219 

0 
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CATEGORY 


NUMBER 

CATEGORY 

MORRIS.P.A. 

9203250239* 50-219 

O 

MURPHY AJ. 

9203190057 

REVIEW GR P 

NORBERG.J.A. 

9203020242 

ORG 


MORRIS,P.A. 

9203250243* 50-219 

0 

MURPHY.J.P. 

9203200266 

50-346 

M 

NORBERG.J.A. 

9203170228* 

50-206 

P 

MORRIS,P.A. 

9203250246* 50-219 

0 

MURPHY,J.P. 

9203200266 

50-346 

M 

NORBERG.JA 

9203190319* 

50-155 

P 

MORRIS,P.A. 

9203250247* 50-219 

0 

MURPHY,J.P. 

9203200266 

50-346 

M 

NORDERHAUG.LR. 

9203230192* 

50-139 

Q 

MORRIS,P.A. 

9203250264* 50-219 

0 

MURPHY,K.E. 

9203250088 

50-245 

S 

NORELIUS.C.E. 

8906290376* 

FOIA 


MORRIS.P.A. 

9203250267* 50-219 

0 

MURPHY,M.J. 

9203230299* 

50-387 

P 

NORELIUS.C.E. 

9203030076 

50-295 

F 

MORRIS,P.A. 

9203250269* 50-219 

0 

MURPHY,W.P. 

9203050082 

50-271 

F 

NORELIUS.C.E. 

9203030084 

50-341 

F 

MORRIS,P.A. 

9203250271* 50-219 

0 

MURPHY,W.P. 

9203060130 

PR 


NORELIUS.C.E. 

9203060028 

50-151 

Q 

MORRIS,P.A. 

9203250275* 50-219 

0 

MURPHY,W.P. 

9203130203 

50-271 

R 

NORELIUS.C.E. 

9203090133 

50-151 

Q 

MORRIS,P.A. 

9203250281* 50-219 

0 

MURPHY,W.P. 

9203230177 

50-271 

P 

NORELIUS.C.E. 

9203090140* 

50-151 

Q 

MORRIS.P.A. 

9203250284* 50-219 

0 

MURRAY,B. 

9203020072* 

50-313 

Q 

NORELIUS.C.E. 

9203100311* 

FOIA 


MORRIS.P.A. 

9203250287* 50-219 

0 

MURRAY,B. 

9203250021* 

50-458 

Q 

NORELIUS.C.E. 

9203110249* 

40-534 


MORRIS.P.A. 

9203250291* 50-219 

0 

MURRAY,B. 

9203300155* 

50-267 

Q 

NORELIUS.C.E. 

9203110251* 

40-534 


MORRIS.P.A. 

9203250303* 50-219 

0 

MUSOLF.D.M. 

8811080265 

PR 


NORELIUS.C.E. 

9203170286* 

FOIA 


MORRIS.P.A. 

9203250307* 50-219 

0 

MUSSER.R.A. 

9203100224* 

50-321 

Q 

NORELIUS.C.E. 

9203200087 

50-2 

P 

MORRIS.P.A. 

9203250311* 50-219 

0 

MUZIO.B.J. 

9203190230* 

CONTRACT 


NORELIUS.C.E. 

9203260229 

50-331 

Q 

MORRIS,P.A. 

9203260015* 50-219 

0 

MUZIO.B.J. 

9203250078* 

CONTRACT 


NORELIUS.C.E. 

9203310016 

50-341 

Q 

MORRIS,P.A. 

9203260018* 50-219 

0 

MYERS, J.R. 

9203130068 

50-298 

S 

NORELIUS.C.E. 

9203310017* 

50-341 

Q 

MORRIS.P.A. 

9203260020* 50-219 

0 

MYERS,J.R. 

9203170043 

50-298 

S 

NORELIUS.C.E. 

9203310126 

50-255 

Q 

MORRIS,P.A. 

9203260023* 50-219 

0 

NAFF.S.A. 

9203060414* 

FOIA 


NORELIUS.C.E. 

9203310132* 

50-255 

Q 

MORRIS,P.A. 

9203260047* 50-219 

0 

NAFF.SA 

9203060414* 

FOIA 


NORIAN.P. 

9203050291 

PR 


MORRIS.P.A. 

9203260050* 50-219 

0 

NAIDU.K.R. 

9203050055 

50-508 

Q 

NORIAN.P. 

9203110434* 

PR 


MORRIS.P.A. 

9203260058* 50-219 

s 

NAIR.P. 

9203090453 

WASTE MGT 

NORRHOLM.LH. 

9203060093 

QA999 


MORRIS.P.A. 

9203260060* 50-219 

0 

NARBUT.P. 

9203030011* 

50-460 

Q 

NORRHOLM.L.J 

9203260316 

QA999 


MORRIS,P.A. 

9203260072* 50-219 

0 

NARBUT.P.P. 

9203060068* 

50-528 

Q 

NORRHOLM.L.J. 

9203040055 

QA999 


MORRIS,P.A. 

9203260082* 50-219 

0 

NARDONE.P. 

9203230316 

50-443 

R 

NORRHOLM.L.J. 

9203060106 

QA999 


MORRIS,P.A. 

9203260083* 50-219 

0 

NASH.M.L 

9203130225* 

70-***** 


NORRHOLM.L.J. 

9203100211 

QA999 


MORRIS, P.A. 

9203260087* 50-219 

0 

NASSERSHARIF.B. 

8404270143* 

50-445 

P 

NORRHOLM.L.J. 

9203110125 

50-302 

F 

MORRIS,P.A. 

9203260089* 50-219 

0 

NASSERSHARIF.B. 

9203030398* 

50-445 

P 

NORRHOLM.LJ. 

9203130014 

QA999 


MORRIS,P.A. 

9203260100* 50-219 

0 

NAUGHTON.J.T. 

9203230075 

50-47 

P 

NORRHOLM.LJ. 

9203170065 

QA999 


MORRIS.P.A. 

9203260102* 50-219 

0 

NEAL.K.H. 

9203180238 

50-249 

S 

NORRHOLM.LJ. 

9203180365 

REVIEW GR P 

MORRIS,P.A. 

9203260113* 50-219 

0 

NEASE.R. 

9203020112 

50-605 

A 

NORRHOLM.LJ. 

9203200076 

50-397 

S 

MORRIS,P.A. 

9203260128* 50-219 

0 

NEASE.R. 

9203030268 

50-605 

A 

NORRHOLM.LJ. 

9203240034 

QA999 


, MORRIS,P.A. 

9203260135* 50-219 

0 

NEASE.R. 

9203030287 

50-605 

A 

NORRHOLM.LJ. 

9203240041 

QA999 


•MORRIS,P.A. 

9203260138* 50-219 

S 

NEASE.R.L. 

9203180426 

50-605 

A 

NORRHOLM.LJ. 

9203250138 

QA999 


MORRIS,P.A. 

9203260144* 50-219 

S 

NEASE.R.L. 

9203180428 

52-1 


NORRHOLM.LJ. 

9203260218 

QA999 


MORRIS,P.A. 

9203260159* 50-219 

s 

NEASE.R.L. 

9203190272 

52-1 


NORRHOLM.LJ. 

9203260269 

QA999 


MORRIS.P.A. 

9203260161* 50-219 

0 

NEASE.R.L. 

9203190445 

52-1 


NORRIS,J. 

9203260280 

50-250 

P 

MORRIS,P.A. 

9203260167* 50-219 

0 

NEDOROST.J. 

9011130129 

PR 


NORRIS.J.A. 

9203060319 

50-335 

P 

MORRIS,P.A. 

9203260169* 50-219 

0 

NEFF.D. 

9203120067 

CONTRACT 


NORRIS,J.A. 

9203190273* 

50-302 

P 

MORRIS,P.A. 

9203260172* 50-219 

0 

NEFF.D. 

9203160136 

CONTRACT 


NORRIS,J.A. 

9203200205 

50-335 

Q 

MORRIS,P.A. 

9203260175* 50-219 

0 

NEFF.D. 

9203180296 

CONTRACT 


NORRIS.J.A. 

9203200264 

50-335 

F 

MORRIS,P.A. 

9203260177* 50-219 

0 

NEFF.D. 

9203180303 

CONTRACT 


NORRIS,J.A. 

9203260245 

50-335 

P 

MORRIS.P.A. 

9203260221* 50-219 

0 

NEFF.D. 

9203190136 

CONTRACT 


NORRIS,J.A. 

9203270046 

50-335 

Q 

MORRIS.P.A. 

9203260231* 50-219 

0 

NEFF.D. 

9203190430 

CONTRACT 


NORRY.P.G. 

9203020350* 

PR 


MORRIS,P.A. 

9203260234* 50-219 

0 

NEFF.D. 

9203190443 

CONTRACT 


NORRY.P.G. 

9203040357* 

PR 


MORRIS,P.A. 

9203260237* 50-219 

0 

NEFF.D. 

9203200295 

CONTRACT 


NOZOLI.F. 

9203020084* 

QA999 


MORRIS.P.A. 

9203260238* 50-219 

0 

NEFF.D. 

9203200312 

CONTRACT 


NOZOLI.F. 

9203020088* 

QA999 


MORRIS.P.A. 

9203260241* 50-219 

0 

NEFF.D. 

9203260027 

CONTRACT 


NUGENT,E.L. 

9203100267 

40-2259 


MORRIS.P.A. 

9203260244* 50-219 

s 

NEFF.D. 

9203260081 

CONTRACT 


NUSSBAUMER.D.A. 

9203170009* 

70-. 


MORRIS,P.A. 

9203260250* 50-219 

0 

NEFF.D. 

9203270118 

CONTRACT 


NUSSBAUMER.D.A. 

9203170010* 

70-***** 


MORRIS,P.A. 

9203260252* 50-219 

0 

NEGRON,M.A. 

9203180243 

50-280 

R 

NUSSBAUMER.D.A. 

9203170012* 

70-***** 


MORRIS.P.A. 

9203260255* 50-219 

0 

NELSON, B. A. 

9203190441* 

CONTRACT 


NUSSBAUMER.D.A. 

9203170025* 

70-. 


MORRIS.P.A. 

9203260263* 50-219 

0 

NELSON.C.B. 

9203110093 

PR 


NUSSBAUMER.D.A. 

9203170031* 

70-. 


MORRIS,P.A. 

9203260265* 50-219 

0 

NELSON,D.G. 

9203310136* 

50-255 

Q 

NUSSBAUMER.D.A. 

9203170128* 

70 .***** 


MORRIS,P.A. 

9203260273* 50-219 

0 

NELSON,P.R. 

9203090487* 

70-371 


NUSSBAUMER.D.A. 

9203170130* 

70-***** 


MORRIS,P.A. 

9203260275* 50-219 

s 

NELSON,P.R. 

9203170444* 

70-371 


NUSSBAUMER.D.A. 

9203170185* 

70-***** 


MORRIS,P.A. 

9203260277* 50-219 

s 

NERSES.V. 

9203120292* 

50-244 

P 

O'CONNOR,P.W. 

920302Q238 

50-416 

P 

MORRIS.P.A. 

9203260279* 50-219 

0 

NETTLES,K.W. 

9203030297 

50-395 

F 

O’CONNOR.P.W. 

9203050181 

50-416 

P 

MORRIS.P.J. 

9203040111* 50-390 

A 

NEVELOS.W.F. 

9203090120 

50-213 

F 

O’CONNOR,P.W. 

9203090193 

50-416 

P 

MORRIS,W.J. 

9203100212 PR 


NEWBERRY, B. 

9203120059* 

WASTE MGT 

O’CONNOR.P.W. 

9203090205 

50-416 

P 

MOSKOWITZ.D.A. 

8811090096 PR 


NEWBERRY,S. 

9203040307 

REVIEW GR P 

O’CONNOR.P.W. 

9203110176 

50-416 

P 

MOTT.J.E. 

9012110087 PR 


NEWBURGH,G. 

9203240370 

50-245 

R 

O’CONNOR.P.W. 

9203110430 

50-416 

P 

MOWREY.C.L. 

9203180183 50-250 

s 

NICHOLS,S.E. 

9203060133 

50-309 

R 

O’CONNOR.P.W. 

9203130058 

50-416 

P 

MOWREY.C.L. 

9203300323 50-250 

s 

NICHOLS,S.E. 

9203060153* 

50-309 

R 

O’CONNOR.P.W. 

9203130153 

50-416 

P 

MOZAFARI.B. 

9203180040 50-400 

p 

NICHOLS,S.E. 

9203090166 

50-309 

R 

O’CONNOR.P.W. 

9203170127 

50-416 

P 

MOZAFARI.B. 

9203200157 50-400 

p 

NICHOLS,S.E. 

9203170058 

50-309 

R 

O’CONNOR.P.W. 

9203270225 

50-416 

P 

MROCZKA.E.J. 

9010250088 PR 


NICHOLS,S.E. 

9203180114 

50-309 

S 

O’CONNOR,S.C. 

9203230223* 

71-524 


M ROCZKA, E. J. 

9203310309* 50-245 

F 

NICHOLS.S.E. 

9203260293 

50-309 

P 

O’CONNOR.W.T. 

9203050114 

50-416 

P 

MUENCH.G.W. 

9010240056 PR 


NICHOLS,S.E. 

9203270019 

50-309 

H 

O’NEIL,T.J. 

9203030270* 

50-605 

A 

MULDER,R.U. 

9203260181 50-62 

R 

NICHOLS.S.E. 

9203270234 

50-309 

F 

OAKAR.M.R. 

9203310215 

40-8724 


MUNRO.W. 

9203160247 50-293 

R 

NICHOLS.S.E. 

9203270236 

50-309 

F 

OATS.M.R. 

9203200172 

50-324 

Q 

MUR DOCK, E.S. 

9203100245 40-6622 


NICHOLS.S.E. 

9203310306 

50-309 

P 

OCONNELL.P. 

9203300089* 

50-293 

Q 

MURDOCK,E.S. 

9203110305 40-6622 


NICHOLSON,L. 

9203240242 

50-317 

S 

ODELL. W.H. 

9201060246 

50-458 

F 

MURLEY.T.E. 

9203030376 NUREG 


NICHOLSON,L. 

9203260299 

50-410 

S 

ODELL,W.H. 

9203090112 

50-458 

R 

MURLEY.T.E. 

9203040172 REVIEW GR P 

NICHOLSON.L 

9203260320 

50-410 

S 

ODELL.W.H. 

9203090313 

50-458 

F 

MURLEY.T.E. 

9203050102 ORG 


NICHOLSON,L.E. 

9203100148 

50-220 

Q 

ODELL.W.H. 

9203090432 

50-458 

R 

MURLEY.T.E. 

9203060342 50-322 

p 

NICHOLSON.LE. 

9203190016* 

50-247 

Q 

ODELL,W.H. 

9203110123 

50-458 

s 

MURLEY.T.E. 

9203090375* 50-322 

p 

NICHOLSON.LE. 

9203190199* 

50-317 

Q 

ODELL.W.H. 

9203110265 

50-458 

P 

MURLEY.T.E. 

9203120349 COMMISSIO N 

NICHOLSON.LE. 

9203270253* 

50-220 

Q 

ODELL.W.H. 

9203230091* 

50-458 

Q 

MURLEY.T.E. 

9203170351 ORG 


NICHOLSON.T.J. 

9203230326 

ORG 


ODELL,W.H. 

9203240109 

50-458 

R 

MURLEY.T.E. 

9203230275 50-528 

p 

NIKOLAYEV.V.A. 

9203020344* 

REVIEW GR P 

ODELL,W.H. 

9203240338 

50-458 

s 

MURLEY.T.E. 

9203230291* 50-528 

p 

NIMKE.H.E. 

9203250002* 

50-54 

W 

ODELL,W.H. 

9203250065 

50-458 

J 

MURLEY.T.E. 

9203230294* 50-528 

p 

NOGEE,A. 

9010250038 

PR 


ODELL,W.H. 

9203250123 

50-458 

J 

MURLEY.T.E. 

9203240264 50-237 

H 

NOLL.W.G. 

9203170123 

50-245 

S 

ODELL,W.H. 

9203260036 

50-458 

P 

MURLEY.T.E. 

9203270070 50-498 

p 

NOONAN,T.P. 

9203040272 

50-334 

R 

ODELL,W.H. 

9203270230 

50-458 

Q 

MURLEY.T.E. 

9203270074* 50-498 

p 

NOONAN,T.P. 

9203180305 

50-334 

S 

ODELL,W.H. 

9203310160 

50-458 

p 

MURLEY.T.E. 

9203300110 50-348 

p 

NOONAN,T.P. 

9203200098 

50-412 

S 

ODELL.W.H. 

9203310 2 

50-4 8 

S 
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9203310208 

50-458 

S 

OPEKA.J.F. 

9203310213 

50-423 

P 

PARLER.W.C. 

9202280234 

SECY 


9202240358* 

50-424 

S 

OPEKA.J.F. 

9203310213 

50-423 

P 

PARLER.W.C. 

9203090074* 

PR 


9011200020 

PR 


ORLANDO,D.A. 

9203200291 

70-687 


PARLER.W.C. 

9203230355* 

PR 


9010120133 

PR 


ORLANDO.D.A. 

9203230370 

ORG 


PARLER.W.C. 

9203230367* 

PR 


9203250087 

70-27 


ORNELAS,R. 

9203160248 

50-361 

P 

PARROTT,J.D. 

9203310320 

70-820 


9203250282 

NUREG 


ORNELAS.R. 

9203190166 

50-206 

R 

PARRY.G.W. 

9203110395* 

TOPREP 


9203050022 

70-27 


ORNELAS,R. 

9203300095 

50-206 

P 

PARTLOW.J.G. 

9106270324 

50-3 

P 

9203090458 

70-27 


ORNSTEIN.H. 

9202210459* 

50-424 

S 

PARTLOW.J.G. 

9202250311 

50-3 

P 

9203120290 

70-27 


ORSER.W.S. 

9203020318 

50-341 

S 

PARTLOW.J.G. 

9203030209 

50-3 

P 

9203190009 

71-5341 


ORSER.W.S. 

9203020326 

50-341 

R 

PARTLOW.J.G. 

9203040318 

NUREG 


9203190025 

70-27 


ORSER.W.S. 

9203020331 

50-341 

R 

PARTLOW.J.G. 

9203060147 

50-3 

P 

9203020317* 

50-331 

P 

ORSER.W.S. 

9203020335* 

50-341 

R 

PARTLOW.J.G. 

9203100299 

50-341 

P 

9203020322 

50-265 

P 

ORSER.W.S. 

9203030007 

50-341 

R 

PARTLOW.J.G. 

9203170248 

ORG 


9203090222 

50-461 

P 

ORSER.W.S. 

9203050236 

50-341 

F 

PARTLOW.J.G. 

9203180324 

50-29 

P 

9203130164 

50-237 

P 

ORSER.W.S. 

9203110097 

50-341 

H 

PASANEN.A.A. 

9203060061* 

PROJ 


9203180071* 

50-278 

P 

ORSER.W.S. 

9203120005 

50-341 

H 

PASCIAK.W. 

9203050050* 

50-352 

Q 

9010250064 

PR 


ORSER.W.S. 

9203190214 

50-341 

R 

PASCIAK.W. 

9203100294* 

50-317 

Q 

9203020230 

50-336 

Q 

ORSER.W.S. 

9203230062 

50-341 

1 

PASCIAK.W. 

9203170126* 

50-443 

Q 

9203020230 

50-336 

Q 

ORSER.W.S. 

9203240038 

50-341 

K 

PASCIAK.W. 

9203300089* 

50-293 

Q 

9203020231 

50-336 

Q 

ORSER.W.S. 

9203240114 

50-341 

R 

PASSWATER.A.C. 

9203170191 

50-483 

P 

9203020231 

50-336 

Q 

ORSER.W.S. 

9203310094 

50-341 

P 

PASSWATER.A.C. 

9203190035 

50-483 

P 

9203020235 

50-213 

Q 

ORSER.W.S. 

9203310139 

50-341 

P 

PATE.R.J. 

9203100011 

70-734 


9203020235 

50-213 

Q 

ORSER.W.S. 

9203310258 

50-341 

P 

PATE.R.J. 

9203100046* 

70-734 


9203020250 

50-245 

R 

ORTCIGER.T.W. 

9010250042 

PR 


PATEL,R.B. 

9203030429* 

50-446 

Q 

9203020250 

50-245 

R 

ORTCIGER.T.W. 

9203120015 

STATE PRO 

G 

PATEL,R.D. 

9203030246* 

50-605 

A 

9203020257 

50-213 

R 

ORTH.S.K. 

9203030231 * 

50-255 

Q 

PATEL,R.D. 

9203030253* 

50-605 

A 

9203020257 

50-213 

R 

ORTH.S.K. 

9203260326* 

50-254 

Q 

PATHAK.A.P. 

9203200341* 

50-499 

Q 

9203030308 

50-423 

P 

OSBORN,E.F. 

9203180002* 

70-1054 


PATHAK.A.P. 

9203230193* 

50-499 

Q 

9203030308 

50-423 

P 

OSBORN,E.F. 

9203180005* 

70-1054 


PATRICK,W. 

9203090436 

WASTE MGT 

9203040012 

50-213 

R 

OSGOOD,N.L. 

9203050284 

71-9001 


PATRICK.W.C. 

9203170122 

WASTE MGT 

9203040012 

50-213 

R 

OSGOOD,N.L. 

9203300305 

71-4986 


PATTERSON,L. 

9203170110 

PT21 


9203040012 

50-213 

R 

OSIECKI.L.M. 

9203170305 

50-213 

F 

PATTER SON, L 

9203300199 

50-206 

S 

9203040120 

50-213 

P 

OVERHOFF.M.W. 

9203060002 

PR 


PATTISON.R.S. 

9203100244 

40-8084 


9203040120 

50-213 

P 

OWENS,D.K. 

9203190104 

PRM 


PATTON,S. 

9010290387 

PR 


9203040120 

50-213 

P 

OXSEN.A.L. 

9203050239 

50-397 

P 

PAUL.R.A. 

9203030276* 

50-254 

Q 

9203060262 

50-213 

R 

PACE.P.L. 

9203230137 

50-390 

S 

PAUL.R.A. 

9203120213* 

50-373 

Q 

9203060262 

50-213 

R 

PACKER, D.F. 

9203120204 

50-382 

s 

PAULK,C.J. 

9203170246* 

50-348 

T 

9203060262 

50-213 

R 

PAINE,D. 

9203040275 

70-143 


PAULK,C.J. 

9203170260* 

50-348 

T 

9203090001 

50-336 

P 

PAINE,D. 

9203040278 

70-143 


PAULK, C.J. 

9203170302* 

50-348 

T 

9203090001 

50-336 

P 

PAINE,D. 

9203040284 

70-143 


PAULSON.G. 

9203270231* 

50-219 

O 

9203090035 

50-423 

Q 

PAINE.D. 

9203040299 

70-143 


PAULSON,G. 

9203270265* 

50-219 

O 

9203090035 

50-423 

Q 

PAINE,D. 

9203040302* 

70-143 


PAUSTIAN.H.H. 

9203160071 

50-263 

R 

9203090201 

50-213 

S 

PAINE.D. 

9203060075 

PR 


PAWLIK.E.T. 

9203100302* 

50-329 

Q 

9203090201 

50-213 

S 

PAINE.D. 

9203090021 

70-143 


PAWLIK.E.T. 

9203100303* 

50-329 

Q 

9203090201 

50-213 

S 

PAINE,D. 

9203110077 

70-143 


PAWLOWSKI.W.R. 

9203050283* 

CONTRACT 


9203090203 

50-336 

Q 

PAINE.D. 

9203270178 

70-143 


PEARCE,C.E. 

9203160171 

STATE PRO G 

9203090203 

50-336 

Q 

PAINE,D. 

9203270278 

70-143 


PEARCE.C.E. 

9203170041 

STATE PRO G 

9203110127 

50-245 

Q 

PALLADINO.N.J. 

9203030454* 

50-244 

p 

PEBBLES,T.A. 

9203030160 

50-400 

V 

9203110127 

50-245 

Q 

PALMER.J.A. 

9203240244 

50-301 

s 

PEDERSEN,T.L. 

9203030267 

50-369 

s 

9203110308 

50-213 

P 

PANIGRAHI.B.K. 

9203170182* 

WASTE MGT 

PEDERSEN,T.L. 

9203090091 

50-369 

s 

9203110308 

50-213 

P 

PANOV,A.M, 

9203020156* 

REVIEW GR P 

PEDERSEN.T.L. 

9203100178 

50-370 

s 

9203120044 

PR 


PAOLINO.R.J. 

9203100003* 

50-286 

Q 

PEDERSEN.T.L. 

9203250156 

50-369 

s 

9203120044 

PR 


PAOLINO.R.J, * 

9203200082* 

50-245 

Q 

PEEBLES.T.A. 

9203100037 

50-395 

V 

9203120328 

50-423 

P 

PAPANIC.G. 

9203020192 

50-29 

R 

PEEBLES.T.A. 

9203100090 

50-416 

V 

9203120328 

50-423 

P 

PAPANIC.G. 

9203300372 

50-29 

1 

PEEBLES,T.A. 

9203100117 

50-327 

Q 

9203170179 

50-245 

P 

PAPANIC.G. 

9203300380 

50-29 

J 

PEEBLES,T.A. 

9203180019 

50-269 

V 

9203170179 

50-245 

P 

PAPPAS.H. 

9012030018* 

FOIA 


PEEBLES.T.A. 

9203240063 

50-338 

V 

9203180107 

50-213 

H 

PAQUIN.P.L 

9203260116 

72-1000 


PELAN.E.G. 

9203040343 

FOIA 


9203200210 

50-213 

P 

PARK.J.Y. 

9203270025 

NUREG 


PELKE.P.J. 

9003130061* 

FOIA 


9203200210 

50-213 

P 

PARKER,S.K. 

9203100188* 

50-155 

S 

PELKE.P.J. 

9004050394* 

FOIA 


9203230110 

PR 


PARKER ,T.H. 

9203030360 

50-263 

R 

PELKE.P.J. 

9203230228* 

FOIA 


9203230110 

PR 


PARKER,T.M. 

9006060241 * 

PR 


PELLET,J.L. 

9203300032* 

50-382 

V 

9203230140 

50-245 

P 

PARKER ,T.M. 

9010310046 

PR 


PELLETIER, J.P. 

9011070114 

PR 


9203230140 

50-245 

P 

PARKER,T.M. 

9203020263 

50-263 

R 

PELUSO.L. 

9203090218* 

50-29 

Q 

9203230216 

50-245 

J 

PARKER,T.M. 

9203040014 

50-282 

R 

PELUSO.L. 

9203240085* 

50-387 

Q 

9203230216 

50-245 

J 

PARKER,T.M. 

9203090191 

50-282 

Q 

PENNINGTON,E.J. 

9203040322* 

FOIA 


9203230220 

50-213 

J 

PARKER,T.M. 

9203090231 

50-263 

P 

PENNINGTON.W.S. 

9203230229* 

70-1257 


9203230222 
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ROBERTS,C.J. 
ROBERTS,C.J. 
ROBERTS,C.J. 
ROBERTS,CJ. 
ROBERTS,C.J. 

ROBERTS,C.J. 
ROBERTS,CJ. 
ROBERTS,C.J. 
ROBERTS,CJ. 
ROBERTS,C.J. 

ROBERTS,J.P. 
ROBERTS,J.P. 
ROBERTS, J.P. 


ACCESSION 

1 SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

9203180026 

50-324 

Q 

ROBERTS,J.P. 

9203190204 

WASTE MGT 

9203180075 

50-390 

A 

ROBERTS,J.P. 

9203190252 

WASTE MGT 

9203180104 

50-424 

Q 

ROBERTS,J.P. 

9203190269 

WASTE MGT 

9203180116 

50-261 

P 

ROBERTS,J.P. 

9203240340 

WASTE MGT 

9203180124 

50-390 

A 

ROBERTS,J.P. 

9203310047 

WASTE MGT 

9203230027 

50-395 

Q 

ROBERTS,J.P. 

9203310081 

WASTE MGT 

8811100253 

PR 


ROBERTS,J.P. 

9203310229 

WASTE MGT 

9010250049 

PR 


ROBERTS,W.L. 

9203110038 

50-255 

s 

9203060409* 

PR 


ROBERTS,W.L 

9203110102 

50-255 

s 

9203060409* 

PR 


ROBERTS,W.L. 

9203190054 

50-255 

S 

9203020051 

50-482 

P 

ROBERTS.C.J. 

9203130041* 

FOIA 


9203190072 

50-482 

P 

ROBINSON,C. 

9203240245 

70-36 


9203200096 

50-482 

F 

ROBINSON,M.D. 

9203200189 

STATE PRO G 

9203300238 

50-482 

P 

ROBINSON,W.E. 

9203090105 

50-344 

s 

9203310189 

50-482 

P 

ROBINSON,W.R. 

9203030192 

50-344 

S 

9203230154 

REGGD 


ROBINSON.W.R. 

9203030207 

50-344 

s 

9203060052 

PROJ 


ROBINSON,W.R. 

9203030420 

50-344 

s 

8811080039 

PR 


ROBINSON.W.R. 

9203040181 

50-344 

F 

9008170054 

PR 


ROBINSON.W.R. 

9203110307 

50-344 

s 

9010310055 

PR 


ROBINSON.W.R. 

9203120391 

50-344 

s 

9203060127* 

PROJ 


ROBINSON.W.R. 

9203180403 

50-344 

s 

9203060132* 

PROJ 


ROBINSON.W.R. 

9203200113 

50-344 

s 

9203060136* 

PROJ 


ROBINSON.W.R. 

9203230317 

50-344 

R 

9203060144* 

PROJ 


ROBINSON.W.R. 

9203270301 

50-344 

s 

9203060151* 

PROJ 


ROCHE,L.A. 

9203300211 

70-3070 


9203060155* 

PROJ 


RODEHAU.T.J. 

9203300325* 

CONTRACT 

9203060159* 

PROJ 


RODRIQUES.V.G. 

9203180463* 

FOIA 


9203060164* 

PROJ 


ROE.J.W. 

9203030382 

ORG 


9203060174* 

PROJ 


ROE.J.W. 

9203120357 

ORG 


9203060208* 

PROJ 


ROGERS,A.E. 

9203050228 

50-605 

A 

9203190207* 

WASTE MGT 

ROGERS,A.E. 

9203110132 

50-605 

A 

9203060007 

50-397 

Q 

ROGERS,K.C. 

9203040152 

COMMISSIO N 

9203060024 

50-206 

Q 

ROGERS,K.C. 

9203050120 

COMMISSIO N 

9203060080 

50-528 

Q 

ROGERS,K.C. 

9203130124 

COMMISSIO N 

9203170138 

50-275 

Q 

ROGERS,K.C. 

9203170251 

COMMISSION 

9203170298 

50-528 

Q 

ROGERS,K.C. 

9203200419 

COMMISSIO N 

9203110292 

40-8027 


ROGERS,K.C. 

9203230308 

COMMISSIO N 

9203110306 

40-8027 


ROGERS,K.C. 

9203270103 

COMMISSION 

9203110339 

40-8027 


ROGERS,K.C. 

9203270132 

COMMISSIO N 

9203110375 

40-8027 


ROGERS,K.C. 

9203270238 

COMMISSIO N 

9203120267 

40-8027 


ROGERS,K.C. 

9203270254 

COMMISSIO N 

9203230029 

40-8027 


ROGERS,L.R. 

9203130195* 

FOIA 


9203230306 

40-8027 


ROGERS,L.R. 

9203130206* 

FOIA 


9203250193 

40-8027 


ROGERS,L.R. 

9203130208* 

FOIA 


9203270042 

40-8027 


ROGERS,L.R. 

9203130209* 

FOIA 


9203310124 

40-8027 


ROGGE,J. 

9203030013 

50-29 

S 

8801050585* 

50-338 

S 

ROGGE,J.F. 

9203020042* 

50-29 

Q 

8910160184* 

FOIA 


ROGGE,J.F. 

9203040074 

50-271 

Q 

9203020047 

50-400 

R 

ROGGE,J.F. 

9203100160 

50-271 

Q 

9203090086 

50-400 

Q 

ROGGE,J.F. 

9203300040* 

50-271 

Q 

9203190153 

50-400 

R 

ROOD.H. 

9203180373 

50-275 

P 

9203230129 

50-400 

F 

ROOD.H. 

9203200417 

50-275 

F 

9203090284 

50-237 

P 

ROOD.H. 

9203230362 

50-275 

P 

9203160213 

50-237 

P 

ROOD.H. 

9203230378 

50-275 

P 

9011200044 

PR 


ROOD.H. 

9203260178 

50-275 

Q 

9203190337* 

FOIA 


ROOD.H. 

9203260331 

50-323 

Q 

9203060102 

50-255 

Q 

ROOD.H. 

9203270291 

50-275 

P 

9203100007 

50-373 

Q 

ROOD.H. 

9203310307 

50-275 

P 

9203170289 

50-305 

Q 

ROONEY,V.L. 

9203050152 

50-423 

P 

9203200027 

50-265 

Q 

ROONEY,V.L. 

9203170155 

50-423 

P 

9203300091 

50-456 

Q 

ROONEY,V.L. 

9203170171* 

50-423 

P 

9203300094* 

50-456 

Q 

ROONEY,V.L 

9203170177* 

50-423 

P 

9203310060 

50-306 

Q 

ROSA.F. 

8910050179* 

50-528 

P 

9203250260* 

WASTE MGT 

ROSE.C.H. 

9203160072 

STATE PRO G 

9203180060 

PR 


ROSE.C.H. 

9203170067 

STATE PRO G 

9203230135 

TOPREP 


ROSE.L. 

9203300034 

PR 


9203130008* 

FOIA 


ROSEN, S. 

9203250197 

PROJ 


9203130010* 

FOIA 


ROSEN,S.L. 

9203120246 

50-498 

P 

9203130011* 

FOIA 


ROSEN,S.L. 

9203200335 

50-499 

Q 

9203130021* 

FOIA 


ROSEN,S.L. 

9203230191 

50-499 

Q 

9203130023* 

FOIA 


ROSEN,S.L. 

9203240339 

50-499 

Q 

9203130026* 

FOIA 


ROSENBLUM.R.M. 

9203020006 

50-206 

P 

9203130029* 

FOIA 


ROSENBLUM.R.M. 

9203090357 

50-362 

S 

9203130036* 

FOIA 


ROSENBLUM.R.M. 

9203090358 

50-206 

S 

9203130038* 

FOIA 


ROSENBLUM.R.M. 

9203090420 

50-206 

R 

9203130126* 

FOIA 


ROSENBLUM.R.M. 

9203230273 

50-206 

S 

9203130129* 

FOIA 


ROSENTHAL,J.E. 

9202210412* 

50-424 

S 

9203130133* 

FOIA 


ROSINGER.H.E. 

9203060167* 

PROJ 


9203130136* 

FOIA 


ROSLONIEC.DJ. 

9203020077 

50:285 

S 

9203130140* 

FOIA 


ROSS.D.F. 

9203180325* 

FOIA 


9203130189* 

FOIA 


ROSS,J.E. 

9203060233* 

ORG 


9203130191* 

FOIA 


ROSS.T.M. 

9203110276 

50-259 

P 

9203130218* 

FOIA 


ROSS.T.M. 

9203170143 

50-259 

P 

9203130246* 

70-***** 


ROSS.T.M. 

9203170376 

50-259 

P 

9203130264* 

70-***** 


ROSS.T.M. 

9203190247 

50-259 

P 

9203060315 

WASTE MGT 

ROSS.T.M. 

9203190256* 

50-259 

P 

9203180250 

WASTE MGT 

ROSS.T.M. 

9203270194 

50-260 

P 

9203180272 

WASTE MGT 

ROSS.T.M. 

9203270199* 

50-260 

P 


AUTHOR 


ROSSI,C.E. 

ROSSI,C.E. 
ROSSI.C.E. 

ROSS I,C.E. 
ROSSI.C.E. 

ROSSI.C.E. 
ROSSI.C.E. 
ROSSI.C.E. 
ROSSO.R.D. 
ROSSO,R.D. 

ROSSO.R.D. 
ROWLAND,T.J. 
ROWLAND,T.J. 
ROY.G.W. 
ROZELL.D.L 

ROZENTAL.J. 

RUDNICKI.J.W. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUEGER.G.M. 

RUITER.G.H. 

RULAND.W. 

RULAND.W. 

RULAND.W.H. 

RULAND.W.H. 
RULAND.W.H. 
RULAND.W.H. 
RUMPLE,R. 
RUPERT,W.M. 

RUPERT,W.M. 
RUSK.M.J. 
RUSSELL,J.E. 
RUSSELL,J.E. 
RUSSELL,J.E. 

RUSSELL,J.L. 
RUSSELL,K.D. 
RUSSELL,N.P. 
RUSSELL,W.T. 
RUSSO, C. 

RUSSO,C.N. 
RUSSO,S.P. 
RUTHER.W.E. 
RUTHERFORD,N.A. 
RUTHERFORD.P.D. 

RYAN.T.L. 
RYAZANTSEV.Y.P 
RYDER,T.S. 
SABOURIN.G. 
SACCOCCIO.W.C. 

SAGAR.B. 

SAGER, D. A. 
SAGER,D.A. 
SAGER,D.A. 
SAGER,D.A. 

SAGER,D.A. 
SAGER,D.A. 
SAGER,D.A. 
SAGER,D.A. 
SAGER,D.A. 

SAGER,D.A. 
SAGER.D.A. 
SAGER,D.A. 
SAGER,D.A. 
SAGER.D.A. 

SALDANA.J.M. 
SALISBURY,W.C. 
SALOMON,S.N. 
SALTOS.N.T. 
SALVATORE,J.E. 

SALYERS,G. 
SAMANTA.P.K. 
SAMMARCO.H. 
SAMMONS,R.J. 
SAMMONS,R.J. 

SAMUELS,J.L. 
SANDERS,J.E. 
SANDERS,J.E. 
SANDERSON,R.E. 
SANDERSON,R.E. 

SARSOUR.B. 
SARTOR,W.M. 
SARTOR.W.M. 


ACCESSION 

NUMBER 


9202110001 

9202110056 

9202190038 

9202190317 

9202190371 

9202240025 

9202250331 

9202260208 

9203190390* 

9203190394* 

9203190407* 

9203030255 

9203120306 

9203170441* 

9203090385 

9203180233* 

9203310104* 

9203040178 

9203090463 

9203160159 

9203200356 

9203230080 

9203230181 

9203230334 

9203250163 

9203270032 

9203160011 

9203040091* 

9203240077 

9203100115* 

9203100156 

9203160045* 

9203300009* 

9203170346 

9203060413 

9203230001 

9012170062 

9203090028 

9203180229 

9203180274 

9203120181 

9203170293 

9203120009 

9203060425* 

9203090266* 

9203090270* 

9203270228* 

9203270025 

8811110177 

9203020005 

9203190151 
9203020174* 
9203160251 
9203060230* 
9203030052 

9203170122 

9203020264 

9203030210 

9203090465 

9203100144 

9203160232 

9203160288 

9203180267 

9203200231 

9203230269 

9203250010 

9203250015 

9203270172 

9203300017 

9203300156 

9203230244 

9203110170 

9203020289 

9203020274 

9203170446* 

9203100202* 

9203250305 

9203180237 

9203060034 

9203100143 

9203250129* 

9203160210* 

9203160214* 

9010230248 

9203230088 

9203160019 

9203030145* 

9203030204* 


SUBJECT 

CATEGORY 

50-3 
50-3 
50-3 
50-3 
50-3 

50-3 
50-3 
50-3 
FOIA 
FOJA 

FOIA 
PROJ 
PROJ 
70-371 
50-305 S 

FOIA 

WASTE MGT 
50-275 P 

50-323 S 

50-275 P 

50-323 S 

50-275 P 

50-323 S 

50-275 P 

50-275 Q 

50-275 S 

50-305 R 

50-334 Q 

50-219 S 

50-213 Q 

50-219 P 

50-289 Q 

50-219 Q 

50-324 R 

40-7604 

40-7604 

PR 

50-286 R 

50-286 R 

50-286 S 

50-302 F 

NUREG 

PR 

50-245 P 

50-528 P 

50-528 P 

50-219 O 

NUREG 
PR 

70- 25 

50-213 S 

REVIEW GR P 
50-387 S 

PROJ 

50-336 S 

WASTE MGT 
50-389 P 

50-335 R 

50-335 R 

50-335 F 

50-335 F 

50-335 R 

50-335 Q 

50-335 R 

50-335 S 

50-335 P 

50-335 S 

50-335 Q 

50-389 S 

50-389 K 

PR 

40-4492 
WASTE MGT 
52-2 
FOIA 

50-269 Q 

NUREG 
50-29 R 

71- 252 
71-252 

50-458 J 

70-***** 

70-***** 

PR 

PR 

50-346 R 

50-338 Q 

50-261 Q 


ODD OOOOD 





352 rfcnSUNAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SATORIUS.M.A. 

9203040114* 

50-382 

Q 

SCHREIBER.M.A. 

9203200116* 

50-482 F 

SCOTT.M.L. 

9203130280* 

CONTRACT 

SATORIUS.M.A. 

9203300022* 

50-313 

Q 

SCHROCK.C.A. 

9203020285 

50-305 R 

SCOTT.M.L 

9203130293* 

CONTRACT 

SATTISON.M.B. 

9203170293 

NUREG 


SCHROCK.C.A. 

9203030414 

50-305 R 

SCOTT.M.L. 

9203130305* 

CONTRACT 

SAUER.R.E. 

9203250205 

STATE PRO G 

SCHROCK.C.A. 

9203060350 

50-305 Q 

SCOTT,M.L. 

9203130311* 

CONTRACT 

SAUNDERS,N.T. 

9203240292 

50-30 

R 

SCHROCK.C.A. 

9203090383 

50-305 R 

SCOTT.M.L. 

9203130349* 

CONTRACT 

SAUNDERSON.R. 

9203240348 

50-410 

R 

SCHROCK.C.A. 

9203090385 

50-305 S 

SCOTT.M.L 

9203160096* 

50-269 V 

SAVELA.E. 

9203260115 

PR 


SCHROCK.C.A. 

9203160011 

50-305 R 

SCOTT.M.L. 

9203160301* 

50-270 Q 

SCACE.S.E. 

9203030052 

50-336 

S 

SCHROCK.C.A. 

9203180066 

50-305 H 

SCOTT.M.L 

9203170172* 

50-220 V 

SCACE.S.E. 

9203030059 

50-423 

S 

SCHROCK.C.A. 

9203190087 

50-305 H 

SCOTT.M.L. 

9203180163* 

CONTRACT 

SCACE.S.E. 

9203030059 

50-423 

S 

SCHROCK.C.A. 

9203310235 

50-305 S 

SCOTT.M.L 

9203180442* 

CONTRACT 

SCACE.S.E. 

9203030068 

50-245 

S 

SCHROEDER.B. 

9203190097 

PR 

SCOTT.M.L 

9203190083* 

CONTRACT 

SCACE.S.E. 

9203030244 

71-9228 


SCHROEDER.B. 

9203250208 

STATE PRO G 

SCOTT.M.L 

9203190101* 

CONTRACT 

SCACE.S.E. 

9203030244 

71-9228 


SCHROEDER.C.W. 

9203090045 

50-237 S 

SCOTT.M.L 

9203190433* 

CONTRACT 

SCACE.S.E. 

9203040150 

50-423 

S 

SCHROEDER.C.W. 

9203120125 

50-10 R 

SCOTT.M.L 

9203190437* 

CONTRACT 

SCACE.S.E. 

9203040150 

50-423 

S 

SCHROEDER.C.W. 

9203160059 

50-10 R 

SCOTT.M.L. 

9203200325* 

CONTRACT 

SCACE.S.E. 

9203090196 

50-423 

V 

SCHROEDER.C.W. 

9203180119 

50-237 S 

SCOTT.M.L 

9203200334* 

CONTRACT 

SCACE.S.E. 

9203090196 

50-423 

V 

SCHROEDER.C.W. 

9203180238 

50-249 S 

SCOTT.M.L. 

9203200353* 

50-369 P 

SCACE.S.E. 

9203120248 

50-336 

R 

SCHROEDER.C.W. 

9203300107 

50-10 R 

SCOTT.M.L. 

9203240045* 

CONTRACT 

SCACE.S.E. 

9203120248 

50-336 

R 

SCHROTE.J.E. 

9011260001 

PR 

SCOTT.M.L 

9203240377* 

CONTRACT 

SCACE.S.E. 

9203120271 

50-336 

S 

SCHULTZ.R.R. 

9203270007 

NUREG 

SCOTT.M.L. 

9203250016* 

CONTRACT 

SCACE.S.E. 

9203120271 

50-336 

S 

SCHULTZ.W. 

9203030266 

l&E 

SCOTT.M.L 

9203260046* 

CONTRACT 

SCACE.S.E. 

9203130296 

50-245 

S 

SCHULTZ.W. 

9203060099 

l&E 

SCOTT.M.L. 

9203270067* 

CONTRACT 

SCACE.S.E. 

9203130296 

50-245 

S 

SCHULTZ,W.H. 

9203110287* 

40-534 

SCOTT.M.L 

9203270210 

CONTRACT 

SCACE.S.E. 

9203170034 

50-423 

S 

SCHULTZ.W.H. 

9203110290* 

FOIA 

SCOTT.M.L. 

9203300035* 

CONTRACT 

SCACE.S.E. 

9203170034 

50-423 

S 

SCHULTZ,W.H. 

9203120322* 

FOIA 

SCOTT.M.L. 

9203300114* 

CONTRACT 

SCACE.S.E. 

9203170123 

50-245 

S 

SCHULTZ.W.H. 

9203200021 

70-1040 

SCOTT.M.L. 

9203300127* 

CONTRACT 

SCACE.S.E. 

9203170123 

50-245 

S 

SCHULTZ.W.H. 

9203200074 

70-3025 

SCOTT,M.L. 

9203300325* 

CONTRACT 

SCACE.S.E. 

9203180072 

50-336 

S 

SCHULTZ. W.H. 

9203200084* 

70-3025 

SCOTT.M.L. 

9203300332* 

CONTRACT 

SCACE.S.E. 

9203180072 

50-336 

S 

SCHUMACHER,M.C. 

9203030276* 

50-254 Q 

SCOTT.M.L 

9203300343* 

50-293 V 

SCACE.S.E. 

9203200128 

50-423 

S 

SCHUMACHER.M.C. 

9203120238* 

50-155 Q 

SCOTT.M.L. 

9203300353* 

50-155 V 

SCACE.S.E. 

9203200128 

50-423 

s 

SCHUMACHER, M.C. 

9203160199* 

50-263 Q 

SCOTT.M.L. 

9203300361* 

50-338 V 

SCACE.S.E. 

9203200208 

50-336 

s 

SCHUMACHER, M.C. 

9203260319* 

50-456 Q 

SCOTT.M.L. 

9203310155* 

CONTRACT 

SCACE.S.E. 

9203200208 

50-336 

s 

SCHUMACHER.M.C. 

9203260326* 

50-254 Q 

SCOTT.M.L 

9203310328* 

CONTRACT 

SCACE.S.E. 

9203240370 

50-245 

R 

SCHURTZ.G.D. 

9203100278 

40-8904 

SCOTT,T.F. 

9203250161 

50-368 S 

SCACE.S.E. 

9203240370 

50-245 

R 

SCHURTZ.G.D. 

9203110403 

40-8904 

SCROGGINS,R.M. 

9203040355* 

PR 

SCACE.S.E. 

9203240374 

50-423 

R 

SCHUSTER,T.K. 

9203030116 

50-454 P 

SCROGGINS,R.M. 

9203050309* 

FOIA 

SCACE.S.E. 

9203240374 

50-423 

R 

SCHUSTER.T.K. 

9203090027 

50-254 F 

SCROGGINS.R.M. 

9203170321* 

COMMISSION 

SCACE.S.E. 

9203250088 

50-245 

S 

SCHUSTER,T.K. 

9203180108 

50-454 R 

SCROGGINS,R.M. 

9203310262 

70-398 

SCACE.S.E. 

9203250088 

50-245 

S 

SCHUSTER.T.K. 

9203180407 

50-454 P 

SEARS.C. 

9203110104 

50-213 F 

SCACE.S.E. 

9203250095 

50-336 

S 

SCHUSTER.T.K. 

9203200245 

50-454 P 

SEARS,P. 

9203020188 

REVIEW GR P 

SCACE.S.E. 

9203250095 

50-336 

S 

SCHUSTER.T.K. 

9203200248 

50-454 F 

SEARS,P.M. 

9203090177 

50-271 P 

SCACE.S.E. 

9203250109 

50-245 

S 

SCHUT.D. 

9010240025 

PR 

SEARS,P.M. 

9203230152 

REVIEW GR P 

SCACE.S.E. 

9203250109 

50-245 

S 

SCHUT.D. 

9203250169 

STATE PRO G 

SEDANO.R.P. 

9203230126 

PR 

SCACE.S.E. 

9203270267 

50-245 

S 

SCIACCA.F. 

9203250297 

NUREG 

SEGAL,F.R. 

9203230050 

PR 

SCACE.S.E. 

9203270267 

50-245 

S 

SCOTT. M. 

9203160278* 

50-282 V 

SEGAL,H.G. 

9203230060 

PR 

SCACE.S.E. 

9203270272 

50-336 

P 

SCOTT. M. A. 

9203100083* 

50-335 Q 

SEGAN.R.D. 

9203020015 

50-271 S 

SCACE.S.E. 

9203270272 

50-336 

P 

SCOTT, M.L. 

9203030356* 

50-352 V 

SEGEN.R.D. 

9203020019* 

QA999 

SCARANO.R.A. 

9203030077 

50-528 

Q 

SCOTT.M.L. 

9203030357* 

CONTRACT 

SEGEN.R.D. 

9203020021 * 

QA999 

SCARANO.R.A. 

9203050075 

50-528 

Q 

SCOTT,M.L. 

9203030399* 

50-315 V 

SEGEN.R.D. 

9203020022 

QA999 

SCARANO.R.A. 

9203100035 

70-734 


SCOTT.M.L. 

9203030432* 

CONTRACT 

SEGEN.R.D. 

9203020080 

QA999 

SCARANO.R.A. 

9203130009 

70-734 


SCOTT.M.L 

9203030440* 

50-171 Q 

SELIN 

9203050132 

COMMISSION 

SCARANO.R.A. 

9203230339 

50-275 

Q 

SCOTT.M.L 

9203030444* 

50-271 V 

SELIN 

9203270145 

COMMISSION 

SCHAFER.B.W. 

9203050175* 

50-269 

P 

SCOTT.M.L. 

9203030464* 

CONTRACT 

SELIN,1. 

9203020137 

COMMISSION 

SCHECHTER.M.C. 

9203120298 

50-346 

M 

SCOTT.M.L. 

9203040287* 

CONTRACT 

SELIN,1. 

9203020151 

COMMISSION 

SCHEFFLER.W. 

9203270282 

50-455 

S 

SCOTT.M.L. 

9203050164* 

50-346 V 

SELIN,1. 

9203020314 

COMMISSION 

SCHENKER.C.R. 

9203020012 

50-322 

G 

SCOTT.M.L 

9203050176* 

50-317 V 

SELIN,1. 

9203030189 

COMMISSION 

SCHENKER.C.R. 

9203020012 

50-322 

G 

SCOTT.M.L. 

9203050184* 

50-245 V 

SELIN,1. 

9203040081 

COMMISSION 

SCHERER.A.E. 

8811090435 

PR 


SCOTT.M.L 

9203050195* 

50-348 V 

SELIN,1. 

9203050125 

COMMISSION 

SCHIERMAN.S.L 

9203100287 

40-8681 


SCOTT.M.L. 

9203050208* 

CONTRACT 

SELIN,1. 

9203060137 

COMMISSION 

SCHIERMAN.S.L. 

9203110407 

40-8681 


SCOTT.M.L 

9203050214* 

CONTRACT 

SELIN,1. 

9203060171 

COMMISSION 

SCHIFFHAUER.C. 

9203240176 

PROJ 


SCOTT.M.L 

9203050219* 

CONTRACT 

SELIN,1. 

9203060188* 

COMMISSION 

SCHINDLER. W.H. 

9203310176 

50-70 

P 

SCOTT.M.L 

9203050223* 

CONTRACT 

SELIN,1. 

9203060192* 

COMMISSION 

SCHMERTZ.J.C. 

9203230343* 

50-275 

P 

SCOTT.M.L. 

9203050255* 

CONTRACT 

SELIN,1. 

9203060195* 

COMMISSION 

SCHMIDT,A.C. 

9203180141 

NUREG 


SCOTT,M.L. 

9203050269* 

CONTRACT 

SELIN,1. 

9203060200* 

COMMISSION 

SCHMIDT,A.C. 

9203180141 

NUREG 


SCOTT.M.L. 

9203050269* 

CONTRACT 

SELIN,1. 

9203060270 

COMMISSION 

SCHMIDT,L. 

9203260011 

PR 


SCOTT.M.L 

9203050274* 

CONTRACT 

SELIN,1. 

9203060346 

COMMISSION 

SCHNEBLI.G.A. 

9203180153* 

50-250 

Q 

SCOTT.M.L. 

9203060222* 

CONTRACT 

SELIN,1. 

9203090226 

50-304 U 

SCHNEIDER.J.F. 

9203130040* 

50-280 

Y 

SCOTT.M.L 

9203100263* 

CONTRACT 

SELIN,1. 

9203110033 

40-8027 

SCHNEIDER,J.R. 

9203130051 

50-298 

S 

SCOTT.M.L 

9203100268* 

CONTRACT 

SELIN,1. 

9203120146 

COMMISSIO N 

SCHNELL.D.F. 

8811110208 

PR 


SCOTT.M.L. 

9203100273* 

CONTRACT 

SELIN,1. 

9203120260 

COMMISSION 

SCHNELL.D.F. 

9011060036 

PR 


SCOTT.M.L 

9203100281* 

CONTRACT 

SELIN,1. 

9203130205 

COMMISSIO N 

SCHNELL.D.F. 

9203020025 

50-483 

P 

SCOTT.M.L. 

9203100293* 

CONTRACT 

SELIN,1. 

9203130210 

COMMISSION 

SCHNELL.D.F. 

9203030122 

50-483 

P 

SCOTT,M.L. 

9203100296* 

CONTRACT 

SELIN,1. 

9203130217 

COMMISSIO N 

SCHNELL.D.F. 

9203050076 

PR 


SCOTT.M.L 

9203110153* 

CONTRACT 

SELIN,1. 

9203160082 

COMMISSIO N 

SCHNELL.D.F. 

9203090236 

50-483 

R 

SCOTT.M.L. 

9203110172* 

50-254 Q 

SELIN,1. 

9203160088* 

COMMISSIO N 

SCHNELL.D.F. 

9203170312 

50-483 

P 

SCOTT.M.L 

9203110219* 

CONTRACT 

SELIN,1. 

9203160110* 

COMMISSIO N 

SCHNELL.D.F. 

9203170366 

50-483 

Q 

SCOTT.M.L. 

9203120026* 

CONTRACT 

SELIN,1. 

9203160127* 

COMMISSIO N 

SCHNELL.D.F. 

9203200016 

50-483 

1 

SCOTT.M.L. 

9203120060* 

CONTRACT 

SELIN,1. 

9203160132* 

COMMISSIO N 

SCHNELL.D.F. 

9203240295 

50-483 

Q 

SCOTT,M.L. 

9203120107* 

50-395 Q 

SELIN,1. 

9203160135* 

COMMISSION 

SCHNELL.D.F. 

9203300054 

PR 


SCOTT.M.L. 

9203120155* 

CONTRACT 

SELIN,1. 

9203160142* 

COMMISSIO N 

SCHNELL.J.L. 

9203110272 

50-397 

F 

SCOTT.M.L. 

9203120183* 

50-482 Q 

SELIN,1. 

9203160146* 

COMMISSIO N 

SCHOMMER.K.J. 

9203310235 

50-305 

S 

SCOTT.M.L 

9203120375* 

50-395 Q 

SELIN,1. 

9203160155* 

COMMISSIO N 

SCHRAGE.J.L. 

9203020018 

50-10 

P 

SCOTT.M.L. 

9203120388* 

CONTRACT 

SELIN,1. 

9203160162* 

COMMISSIO N 

SCHRAGE.J.L. 

9203030012 

50-237 

P 

SCOTT.M.L. 

9203130042* 

CONTRACT 

SELIN,1. 

9203160282 

50-424 Q 

SCHRAGE.J.L. 

9203170199 

50-237 

P 

SCOTT.M.L 

9203130071* 

50-280 V 

SELIN,1. 

9203160300 

40-8027 

SCHRAGE.J.L. 

9203180152 

50-254 

Q 

SCOTT.M.L. 

9203130180* 

50-255 V 

SELIN,1. 

9203160304 

COMMISSION 

SCHRAGE.J.L. 

9203180191 

50-265 

Q 

SCOTT.M.L 

9203130181* 

CONTRACT 

SELIN,1. 

9203160306* 

COMMISSIO N 

SCHRAGE.J.L. 

9203240253 

50-265 

P 

SCOTT.M.L. 

9203130268* 

CONTRACT 

SELIN,1. 

9203200304 

ORG 
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SELIN,1. 

9203200421 

COMMISSIO N 

SHELTON,D.C. 

9203190289 

50-346 

P 

SIMONS,H. 

9203160180* 50-295 

SELIN.I. 

9203240376 

40-8027 


SHELTON.D.C. 

9203190292* 

50-346 

P 

SIMOS.N. 

9203250035 TOPREP 

SELIN,1. 

9203270081 

COMMISSIO N 

SHELTON,D.C. 

9203240258 

50-346 

Q 

SIMPKIN.T.W. 

9203020210 50-454 

SELIN.I. 

9203270086 

COMMISSION 

SHELTON.D.C. 

9203250326 

50-346 

F 

SIMPKIN.T.W. 

9203090003 50-237 

SELIN.I. 

9203270101 

COMMISSIO N 

SHELTON.D.C. 

9203300002 

50-346 

P 

SIMPKIN.T.W. 

9203090314 50-457 

SELIN.I. 

9203270105 

COMMISSIO N 

SHELTON.D.C. 

9203300115 

50-346 

P 

SIMPKIN.T.W. 

9203100136 50-456 

SELIN.I. 

9203270149 

COMMISSIO N 

SHEMANSKI.P.C. 

9203170237* 

50-348 

T 

SIMPKIN.T.W. 

9203120217 50-454 

SELIN.I. 

9203270204 

COMMISSION 

SHEPARD,D. 

9203160126* 

50-295 

V 

SIMPKIN.T.W. 

9203190090 50-456 

SELIN.I. 

9203270244 

COMMISSIO N 

SHEPPARD,J.J. 

9203110266 

40-8027 


SIMPKIN.T.W. 

9203300086 50-456 

SELIN.I. 

9203300273* 

COMMISSIO N 

SHEPPARD,J.J. 

9203110284 

40-8027 


SIMPKIN.T.W. 

9203300124 50-237 

SELIN.I. 

9203310205 

40-8724 


SHEPPARD,J.J. 

9203110330 

40-8027 


SIMS.R.W. 

9203040313* FOIA 

SELIN.I. 

9203310207 

COMMISSIO N 

SHEPPARD,J.J. 

9203130247 

40-8027 


SINKULE.M. 

9203090251 50-280 

SELIN.I. 

9203310211 

COMMISSIO N 

SHEPPARD, J.J. 

9203200247 

40-8027 


SINKULE.M.V. 

9203100066 50-335 

SELMAN.M. 

8811090041 

PR 


SHEPPARD,J.J. 

9203230011* 

40-8027 


SINKULE.M.V. 

9203100139 50-338 

SENGER.A. 

9203300335 

50-263 

S 

SHEPPARD,JJ. 

9203230013 

40-8027 


SINKULE.M.V. 

9203100164 50-280 

SENSENEY.R. 

9203180488* 

FOIA 


SHEPPARD,J.J. 

9203240299* 

40-8027 


SINKULE.M.V. 

9203100210 50-280 

SENSENEY.R.S. 

9203170429* 

FOIA 


SHEPPARD,J.J. 

9203250206 

40-8027 


SINKULE.M.V. 

9203180069 50-280 

SENSENEY.R.S. 

9203180483* 

FOIA 


SHEPPARD,J.J. 

9203260045 

40-8027 


SINKULE.M.V. 

9203180144 50-250 

SENSENEY.R.S. 

9203180484* 

FOIA 


SHEPPARD.J.J. 

9203300333 

40-8027 


SINKULE.M.V. 

9203230018 50-250 

SERIG.D.I. 

9203170335* 

ORG 


SHERBINI.S. 

9203050050* 

50-352 

Q 

SISCO,C. 

9203040018* 50-219 

SERIG.D.I. 

9203170337* 

ORG 


SHERBINI.S. 

9203170126* 

50-443 

Q 

SKAHILL.J.L. 

9203120171 * CONTRACT 

SERIG.D.I. 

9203170342* 

ORG 


SHERLOCK,C.N. 

9203120022 

STATE PRO G 

SKAHILL.J.L 

9203190048* CONTRACT 

SERRA.P.L. 

9203180186 

50-331 

F 

SHERMAN,R.N. 

9203030192 

50-344 

S 

SKINNER,N.L 

9203170293 NUREG 

SERRA.P.L. 

9203180247 

50-331 

F 

SHERMAN.R.N. 

9203090105 

50-344 

S 

SKINNER,P. 

9203180063* 50-424 

SERRA.P.L 

9203180259 

50-331 

F 

SHERMAN,R.N. 

9203200113 

50-344 

S 

SKINNER,P.H. 

9203100224* 50-321 

SERRA.P.L. 

9203180260 

50-331 

F 

SHERMAN.R.N. 

9203270301 

50-344 

S 

SKINNER,S.T. 

9203250191* 50-275 

SERRA.P.L. 

9203190085 

50-331 

F 

SHERR.T.S. 

9203310097 

70-734 


SKOGMAN.D.P. 

9203040038 40-8767 

SETTLES.A.C. 

9203020308 

50-341 

J 

SHETLER.J.R. 

9203020182 

50-312 

R 

SKOGMAN.D.P. 

9203040039* 40-8767 

SETTLES,A.C. 

9203030288 

50-341 

F 

SHETLER.J.R. 

9203190212 

50-312 

V 

SKOLDS.J.L. 

9010250084 PR 

SEYFRIT.K.V. 

8307110602* 

50-244 

S 

SHETLER.J.R. 

9203200235 

50-312 

Q 

SKOLDS.J.L. 

9203030404 50-395 

SEYMOUR.D.A. 

9203030217* 

50-280 

Q 

SHETLER.J.R. 

9203230139 

50-312 

R 

SKOLDS.J.L. 

9203090257 50-395 

SEYMOUR.D.A. 

9203100161* 

50-302 

Q 

SHETLER.J.R. 

9203260232 

50-312 

J 

SKOLDS.J.L. 

9203110017 PR 

SHABASON.L. 

9203230093 

REGGD 


SHETLER.J.R. 

9203270003 

PRM 


SKOLDS.J.L. 

9203110137 50-395 

SHACK.W.J. 

9203270025 

NUREG 


SHETLER.J.R. 

9203300050 

50-312 

Y 

SKOLDS.J.L. 

9203130157 50-395 

SHAFER, J.M. 

9203170170* 

WASTE MGT 

SHIFFER.J.D. 

8811090140 

PR 


SKOLDS.J.L. 

9203190125 50-395 

SHAFER,W. 

9203030251 

50-306 

S 

SHIFFER.J.D. 

9011130260 

PR 


SKOLDS.J.L. 

9203190144 50-395 

SHAFER,W. 

9203030280 

50-306 

S 

SHIFLETT.D.R. 

9203250200 

PROJ 


SKOLDS.J.L 

9203230253 50-395 

SHAFER.W. 

9203060180 

50-255 

S 

SH1 LUNG LAW,T. 

9203120287 

50-266 

H 

SKORAPA.V. 

9203230025 PR 

SHAFER,W. 

9203090157 

50-255 

s 

SHIPLEY,L.W. 

9203230094* 

FOIA 


SKOVHOLT.D.J. 

9203120327* 50-174 

SHAFER,W.D. 

9203030009 

50-341 

Q 

SHIPLEY,L.W. 

9203230106* 

FOIA 


SKOVHOLT.D.J. 

9203120330* 50-174 

SHAFER,W.D. 

9203030216 

50-263 

Q 

SHIPMAN,W.B. 

9203180240 

50-424 

F 

SKOVHOLT.D.J. 

9203120356* 50-310 

SHAFER,W.D. 

9203030243 

50-315 

Q 

SHIPMAN,W.B. 

9203270263 

50-424 

F 

SKOVHOLT.D.J. 

9203120376* 50-310 

SHAFER,W.D. 

9203100308* 

50-329 

A 

SHIRAKI.C.Y. 

9203020313 

50-331 

P 

SKOVHOLT.D.J. 

9203260281* 50-219 

SHAFER,W.D. 

9203120199 

50-315 

Q 

SH IRAKI,C.Y. 

9203060277 

50-331 

P 

SKOVHOLT.D.J. 

9203260282* 50-219 

SHAFER,W.D. 

9203170226 

50-282 

Q 

SHIRAKI.C.Y. 

9203060279* 

50-331 

P 

SKOVHOLT.D.J. 

9203260285* 50-219 

SHAFER,W.D. 

9203240079 

50-155 

Q 

SHIRAKI.C.Y. 

9203120312 

50-331 

P 

SKOVHOLT.D.J. 

9203260286* 50-219 

SHAFER,W.D. 

9203310109 

50-255 

Q 

SHIRAKI.C.Y. 

9203190291 

50-331 

P 

SKOVHOLT.D.J. 

9203260287* 50-219 

SHAFFER,R. 

9203110130 

40-4492 


SHIRAKI.C.Y. 

9203200037 

50-331 

P 

SKOVHOLT.D.J. 

9203260289* 50-219 

SHAH.N. 

9203120238* 

50-155 

Q 

SHIRAKI.C.Y. 

9203200040* 

50-331 

P 

SKOVHOLT.D.J. 

9203260290* 50-219 

SHAH.N. 

9203160199* 

50-263 

Q 

SHIRAKI.C.Y. 

9203200067 

50-331 

P 

SKOVHOLT.D.J. 

9203260292* 50-219 

SHAH.S. 

9203090291 * 

50-237 

P 

SHIRAKI.C.Y. 

9203200075* 

50-331 

P 

SKOVHOLT.D.J. 

9203260294* 50-219 

SHANBAKY.M. 

9203160161 

l&E 


SHIRAY.Y. 

9203170435* 

FOIA 


SKOVHOLT.D.J. 

9203260295* 50-219 

SHANBAKY.M. 

9203260123 

l&E 


SHIRLEY,D.A. 

9203190206 

50-5 

F 

SKOVHOLT.D.J. 

9203260296* 50-219 

SHANBAKY.M.M. 

9203040068 

l&E 


SHIRLEY,D.A. 

9203200103 

50-5 

H 

SKOVHOLT.D.J. 

9203260300* 50-219 

SHANLEY.L. 

9203190162 

50-317 

R 

SHOLLER.R. 

9203250061 

50-245 

S 

SKOVHOLT.D.J. 

9203260301* 50-219 

SHANNON,M. 

9203100145* 

50-400 

Q 

SHORTRIDGE.R.B. 

9203180129* 

50-269 

Q 

SKOVHOLT.D.J. 

9203260303* 50-219 

SHAO.L.C. 

9203040127 

ACRS 


SHVETSOVA.V.A. 

9203300282 

REVIEW GR P 

SKOVHOLT.D.J. 

9203260304* 50-219 

SHAO.L.C. 

9203200411* 

FOIA 


SIEBER.J.D. 

8811110188 

PR 


SKOVHOLT.D.J. 

9203260307* 50-219 

SHAPIRO,P.O. 

9203240071 

71-420 


SIEBER.J.D. 

9011070160 

PR 


SKOVHOLT.D.J. 

9203260312* 50-219 

SHAPIRO,P.O. 

9203240086 

71-420 


SIEBER.J.D. 

9203030291 

50-412 

P 

SKOVHOLT.D.J. 

9203260314* 50-219 

SHARPER,D. 

9203300290 

50-10 

F 

SIEBER.J.D. 

9203090054 

50-334 

R 

SKOVHOLT.D.J. 

9203270016* 50-219 

SHAYS,C. 

9203250215* 

50-322 

H 

SIEBER.J.D. 

9203090092 

50-412 

P 

SKOVHOLT.D.J. 

9203270020* 50-219 

SHEA.J.R. 

9203180181* 

FOIA 


SIEBER.J.D. 

9203090300 

50-334 

R 

SKOVHOLT.D.J. 

9203270021* 50-219 

SHEA.J.R. 

9203180473* 

FOIA 


SIEBER.J.D. 

9203090441 

50-334 

R 

SKOVHOLT.D.J. 

9203270023* 50-219 

SHEA.J.R. 

9203180486* 

FOIA 


SIEBER.J.D. 

9203170099 

50-334 

J 

SKOVHOLT.D.J. 

9203270024* 50-219 

SHEA.J.R. 

9203180489* 

FOIA 


SIEBER.J.D. 

9203240301 

50-412 

P 

SKOVHOLT.D.J. 

9203270030* 50-219 

SHEA.J.R. 

9203200398* 

FOIA 


SIEBER.J.D. 

9203240308 

50-334 

P 

SKOVHOLT.D.J. 

9203270036* 50-219 

SHEA.J.R. 

9203200400* 

FOIA 


SIEBER.J.D. 

9203240347 

50-412 

V 

SKOVHOLT.D.J. 

9203270037* 50-219 

SHEA.J.R. 

9203200402* 

FOIA 


SIEBER.J.D. 

9203240351 

50-334 

R 

SKOVHOLT.D.J. 

9203270039* 50-219 

SHEA.J.W. 

9203040213 

50-277 

P 

SIEBER.J.W. 

9203040138 

50-334 

F 

SKOVHOLT.D.J. 

9203270047* 50-219 

SHEA.J.W. 

9203050226 

50-277 

P 

SIEFKEN.D.L. 

9203310029 

PR 


SKOVHOLT.D.J. 

9203270050* 50-219 

SHED LOCK, M. 

9203200357 

50-311 

R 

SIEGEL,B.L. 

9203040252 

50-237 

P 

SKOVHOLT.D.J. 

9203270052* 50-219 

SHEDLOCK.M. 

9203200358 

50-272 

R 

SIEGEL.B.L. 

9203130100 

50-237 

P 

SKOVHOLT.D.J. 

9203270054* 50-219 

SHEDLOSKY.J.T. 

9203110410* 

50-213 

P 

SIEGEL,B.L. 

9203170216 

50-373 

P 

SKOVHOLT.D.J. 

9203270057* 50-219 

SHEDLOSKY.J.T. 

9203110415* 

50-213 

P 

SIEGEL,B.L. 

9203270153 

50-249 

Q 

SKOVHOLT.D.J. 

9203270062* 50-219 

SHEDLOSKY.J.T. 

9203110418* 

50-213 

P 

SIENKIEWICZ.S. 

9203230269 

50-335 

S 

SKOVHOLT.D.J. 

9203270068* 50-219 

SHEDLOSKY.J.T. 

9203110419* 

FOIA 


SIENKIEWICZ.S. 

9203250015 

50-335 

S 

SKOVHOLT.D.J. 

9203270069* 50-219 

SHEIBANI.M. 

9203310233 

50-425 

S 

SILBERG.J.E. 

9203120051 

PR 


SKOVHOLT.D.J. 

9203270072* 50-219 

SHELTER,J.R. 

9203190049 

50-312 

P 

SILBERG.J.E. 

9203230124 

50-441 

H 

SKOVHOLT.DJ. 

9203270073* 50-219 

SHELTON,D.C. 

9010240063 

PR 


SILLS,H.E. 

9203060065* 

PROJ 


SKOVHOLT.D.J. 

9203270077* 50-219 

SHELTON,D.C. 

9011200084 

PR 


SILVER,H. 

9203180025 

50-302 

Q 

SKOVHOLT.DJ. 

9203270085* 50-219 

SHELTON,D.C. 

9203020167 

50-346 

R 

SILVER,H. 

9203190130 

50-302 

P 

SKOVHOLT.D.J. 

9203270088* 50-219 

SHELTON,D.C. 

9203090278 

50-346 

V 

SILVER, H. 

9203250124 

50-302 

F 

SKOVHOLT.DJ. 

9203270090* 50-219 

SHELTON,D.C. 

9203090352 

50-346 

P 

SILVER,H. 

9203260302 

50-302 

P 

SKOVHOLT.DJ. 

9203270092* 50-219 

SHELTON,D.C. 

9203130328 

50-346 

Q 

SIMMONS,N.C. 

9203160258* 

50-413 

R 

SKOVHOLT.DJ. 

9203270094* 50-210 

SHELTON,D.C. 

9203170087 

REGGD 


SIMMONS,N.C. 

9203160276* 

50-369 

R 

SKOVHOLT.DJ. 

9203270095* 50-219 

SHELTON,D.C. 

9203170093 

REGGD 


SIMONETTI.G.J. 

9203300296 

50-289 

F 

SKOVHOLT.DJ. 

9203270097* 50-219 

SHELTON,D.C. 

9203180504* 

PR 


SIMONS,H. 

9203060046* 

50-454 

Q 

SKOVHOLT.D.J. 

9203270099* 50-219 
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SKOVHOLT.DJ. 

9203270181* 

50-219 

O 

SORENSEN.G.C. 

9203310260 

50-397 

F 

STEWART,W.L. 

9203060254 

50-281 

Q 

SKOVHOLT.DJ. 

9203270182* 

50-219 

s 

SOUDER.J. 

9203130050 

NUREG 


STEWART,W.L 

9203090179 

50-280 

P 

SKOVHOLT.DJ. 

9203270185* 

50-219 

S 

SPANGENBERG.F. 

9203020158 

50-461 

R 

STEWART.W.L 

9203110004 

50-338 

Q 

SKUCHKO.S.L. 

9203310212* 

WASTE MGT 

SPANGENBERG.F. 

9203030269 

50-461 

R 

STEWART,W.L. 

9203170203 

50-280 

P 

SLACK,S.T. 

9203250120 

STATE PRO G 

SPANGENBERG.F. 

9203040093 

50-461 

R 

STEWART.W.L 

9203190249 

50-338 

R 

SLADE.G.B. 

9203020272 

50-155 

R 

SPANGENBERG.F. 

9203060359 

50-461 

Q 

STEWART.W.L 

9203200216 

50-338 

Q 

SLADE,G.B. 

9203020278 

50-255 

R 

SPANG ENBERG.F. 

9203090173 

50-461 

S 

STEWART.W.L. 

9203200228 

50-338 

P 

SLADE.G.B. 

9203100042 

50-255 

Q 

SPANGENBERG.F. 

9203090345 

50-461 

Q 

STEWART.W.L 

9203230066 

PR 


SLADE,G.B. 

9203110032 

50-255 

Q 

SPANGENBERG.F. 

9203120061 

PR 


STEWART.W.L 

9203240283 

50-338 

P 

SLADE.G.B. 

9203110034 

50-255 

V 

SPANGENBERG.F. 

9203120255 

50-461 

S 

STEWART.W.L. 

9203300001 

50-280 

P 

SLADE,G.B. 

9203110038 

50-255 

s 

SPANGENBERG.F. 

9203170356 

50-461 

R 

STEWART.W.L. 

9203300287 

50-338 

S 

SLADE,G.B. 

9203110102 

50-255 

s 

SPANGENBERG.F. 

9203180123 

50-461 

S 

STEZ.J.P. 

9203190110 

50-213 

S 

SLADE.G.B. 

9203110119 

50-255 

s 

SPANGENBERG.F. 

9203230249 

50-461 

S 

STILTENPOLE.B. 

9203030434 

WASTE MGT 

SLADE.G.B. 

9203110213 

50-255 

F 

SPANGENBERG.F. 

9203230262 

50-461 

J 

STIMAC.S.F. 

9203200240 

50-295 

P 

SLADE.G.B. 

9203110250 

50-255 

S 

SPARKS,S. 

9203030087* 

50-416 

Q 

STOCKTON,N.B. 

9203200131* 

50-331 

P 

SLADE.G.B. 

9203130231 

50-255 

Q 

SPARKS,S. 

9203180037 

50-424 

S 

STOCKTON,N.B. 

9203200131* 

50-331 

P 

SLADE.G.B. 

9203190022 

50-255 

S 

SPARKS.S. 

9203180064* 

50-424 

Q 

STOHR.J. 

9203180092 

70-1113 


SLADE.G.B. 

9203190034 

50-255 

P 

SPENCE,R.E. 

9203100118 

WASTE MGT 

STOHR.J.P. 

9203100023 

70-27 


SLADE.G.B. 

9203190054 

50-255 

S 

SPENCE,R.E 

9203130323 

WASTE MGT 

STOHR.J.P. 

9203100087 

70-1113 


SLADE.G.B. 

9203230246 

50-255 

P 

SPENCE,R.E. 

9203130326 

WASTE MGT 

STOHR.J.P. 

9203180140 

70-27 


SLADE,G.B. 

9203230248 

50-255 

P 

SPENCE,R.E. 

9203130337 

WASTE MGT 

STOHR.J.P. 

9203180190* 

FOIA 


SLADE.G.B. 

9203230256 

50-255 

S 

SPENCE.R.E. 

9203190226 

WASTE MGT 

STOLZ.J.F. 

9203050142* 

50-412 

P 

SLADE,G.B. 

9203230375 

50-255 

s 

SPENCE,R.E. 

9203240215 

WASTE MGT 

STOLZ.J.F. 

9203050158* 

50-423 

P 

SLADE,G.B. 

9203250143 

50-255 

s 

SPENCE.R.E. 

9203260160 

WASTE MGT 

STOLZ.J.F. 

9203110394 

50-213 

P 

SLADE.G.B. 

9203250153 

50-255 

s 

SPENCE,R.E. 

9203260203 

WASTE MGT 

STOLZ.J.F. 

9203120283* 

50-219 

P 

SLADE.G.B. 

9203250164 

50-255 

p 

SPENCE.R.E. 

9203300176 

WASTE MGT 

STOLZ.J.F. 

9203120303* 

50-219 

P 

SLADE.G.B. 

9203260223 

50-255 

p 

SPENCER,J.W. 

9203030275 

50-324 

S 

STOLZ.J.F. 

9203120406* 

50-334 

P 

SLADE,G.B. 

9203310332 

50-255 

s 

SPENCER, J.W. 

9203030310 

50-325 

S 

STOLZ.J.F. 

9203170159* 

50-423 

P 

SLAWINSKI.W. 

9203100006 

l&E 


SPENCER,J.W. 

9203170346 

50-324 

R 

STOLZ.J.F. 

9203190410 

50-336 

P 

SLAWINSKI.W.J. 

9203040381* 

40-8724 


SPENCER,J.W. 

9203230208 

50-324 

F 

STOLZ.J.F. 

9203310184* 

50-334 

P 

SMEDLEY.C.E. 

9203180051* 

FOIA 


SPENCER,J.W. 

9203310173 

50-325 

S 

STONE,B.J. 

9203190214 

50-341 

R 

SMEDLEY.C.E. 

9203180068* 

FOIA 


SPOERRY.D.E. 

9203040194 

50-334 

F 

STONE, J.C. 

9203020237 

50-272 

P 

SMEDLEY.R.W. 

9203310332 

50-255 

s 

SPRENGER.A. 

9203230079 

PR 


STONE,J.C. 

9203120117 

50-311 

S 

SMELOVA.N.A. 

9203300341* 

REVIEW GR P 

SPURGIN.A.J. 

9203110395* 

TOPREP 


STONE,J.C. 

9203260298 

50-272 

P 

SMITH,A.B. 

9203090428 

50-30 

H 

SRENIAWSKI.D.J. 

9203120383 

40-8724 


STOREY,K. 

9203120001 

PR 


SMITH,C. 

9203030087* 

50-416 

Q 

SRIKANTIAH.G.S. 

9203240140* 

50-397 

P 

STOREY,K. 

9203170030 

STATE PRO G 

SMITH,C. 

9203180161* 

50-395 

Q 

SRYBNIK.M. 

9012110078 

PR 


STORZ.L.F. 

9203050104 

50-346 

R 

SMITH.D.A. 

9203060083 

PR 


ST.LAURENT.N.M, 

9203040198 

50-29 

R 

STORZ.L.F. 

9203130232 

50-346 

S 

SMITH,D.A. 

9203120066 

PR 


STAHLBERG.E.E. 

9203050255* 

CONTRACT 


STORZ.L.F. 

9203160019 

50-346 

R 

SMITH,D.A. 

9203270005 

PR 


STANELY.H.G. 

9203170278 

50-388 

S 

STORZ.L.F. 

9203240268 

50-346 

S 

SMITH,D.M. 

9203020144 

50-277 

P 

STANG.J.F. 

9203190254 

50-315 

P 

STOUT,M.R. 

9203310059 

PR 


SMITH, D.M. 

9203300264 

50-277 

Q 

STANG.J.F. 

9203190267* 

50-315 

P 

STOUT,T.M. 

9203310042 

PR 


SMITH,G.C. 

9203160014* 

50-219 

Q 

STANG.J.F. 

9203200366 

50-315 

P 

STRAMBACK.G.B. 

9203040219 

PT21 


SMITH,G.C. 

9203240094* 

50-387 

Q 

STANLEY,H.G. 

9203090018 

50-387 

S 

STRANSKY.R. 

9203020229 

50-155 

P 

SMITH,G.M. 

9203170029 

PR 


STANLEY.H.G. 

9203160251 

50-387 

S 

STRANSKY.R. 

9203040291 

50-155 

P 

SMITH, J.F. 

9203300100* 

50-456 

Q 

STANLEY,H.G. 

9203250256 

50-387 

s 

STRANSKY.R. 

9203190286 

50-155 

P 

SMITH,L 

9203310104* 

WASTE MGT 

STANLEY, H.G. 

9203260230 

50-387 

s 

STRANSKY.R. 

9203200013 

TOPREP 


SMITH,L.P. 

9203300367* 

CONTRACT 


STANSBERRY,W. 

9203260112* 

50-400 

Q 

STRANSKY.R. 

9203270011 

50-155 

P 

SMITH.L.R. 

9203050070 

PR 


STANSBERRY.W.W. 

9203130030* 

50-413 

Q 

STRAUCH.P.L. 

9203250334* 

50-454 

Q 

SMITH,L.R. 

9203170024 

REGGD 


STAR KEY,R.D. 

9203180063* 

50-424 

Q 

STRAUCH.P.L. 

9203250338* 

50-454 

Q 

SMITH, LR. 

9203190233 

PR 


STAROSTECKI.R. 

9203110427* 

50-244 

S 

STRAUSE.S.F. 

9203160266* 

FOIA 


SMITH.R.B. 

9203110205* 

CONTRACT 


STEFFAN.A.P. 

9203310203 

QA999 


STRAUSS,S.H. 

9203110062 

50-346 

M 

SMITH.R.H. 

9203260200 

QA999 


STEIN,S.J. 

9203060237- 

71-5796 


STRAUSS,S.H. 

9203110062 

50-346 

M 

SMITH,S. 

9203170307* 

COMMISSION 

STEIN,S.J. 

9203190139 

71-5796 


STRONG,M. 

9010250138 

PR 


SMITH,S. 

9203170322* 

COMMISSION 

STEIN,S.R. 

9203030305 

REVIEW GR P 

STROTHER, C.D. 

9203110028 

50-346 

M 

SMITH.S. 

9203230148 

PR 


STEINHARDT.C.R. 

9203060390 

50-305 

P 

STROTHER,C.D. 

9203110028 

50-346 

M 

SMITH.T.O. 

9011200054 

PR 


STEINHARDT.C.R. 

9203120234 

50-305 

Q 

STURZ.F. 

9203240357 

WASTE MGT 

SNELL,W. 

9203030196* 

50-454 

Q 

STEINHARDT.C.R. 

9203160112 

50-305 

Q 

STURZ.F.C. 

9203020009 

72-1000 


SNELL,W. 

9203090017* 

50-255 

Q 

STEINKE.R.N. 

9203040170* 

50-250 

R 

STURZ.F.C. 

9203130040* 

50-280 

Y 

SNELL.W. 

9203120213* 

50-373 

Q 

STELLA,R.A. 

9203170378* 

FOIA 


STURZ.F.C. 

9203240157 

50-317 

Y 

SNELL,W, 

9203130063* 

50-282 

Q 

STELLO.V. 

8804110138* 

50-338 

s 

STURZ.F.C. 

9203250367 

50-317 

Y 

SNELL.W. 

9203310136* 

50-255 

Q 

STELLO.V. 

8807080274* 

50-338 

s 

STWART.W.L. 

9203180243 

50-280 

R 

SNIEZEK.J.H. 

9203130253 

NUREG 


STELLUTO.J.D. 

9203250160 

STATE PRO G 

SULLIVAN.J.L. 

8811070270 

PR 


SNOW.G.F. 

9010090141 

PR 


STEPHENSON,J.D. 

9203260199 

50-302 

F 

SULLIVAN,J.L. 

8811090499 

PR 


SO.C.B. 

9203060123* 

PROJ 


STEPHENSON,J.D. 

9203260202 

50-302 

F 

SULLIVAN,J.T. 

9203120367* 

WASTE MGT 

SO.C.B. 

9203060167* 

PROJ 


STEPHENSON,W.A. 

9203030412 

50-302 

S 

SULLIVAN,S. 

9203120152 

WASTE MGT 

SODERHOLM.S.C. 

9203100181 

NUREG 


STETKA.T.F. 

9203040124* 

50-498 

Q 

SUN.L.C. 

9203130114 

NUREG 


SOKOLOV,M.A. 

9203020098* 

REVIEW GR P 

STETZ.J.P. 

9203020298 

50-213 

S 

SURMEIER.J.J. 

9203020060 

40-8989 


SOLANILLA.R. 

9203180222* 

FOIA 


STETZ.J.P. 

9203090020 

50-213 

Q 

SURMEIER.J.J. 

9203060026 

WASTE MGT 

SOLANILLA.R. 

9203180224* 

FOIA 


STETZ.J.P. 

9203110133 

50-213 

S 

SURMEIER.J.J. 

9203060287 

WASTE MGT 

SOONG.S. 

9203020003* 

70-1201 


STETZ.J.P. 

9203190131 

50-213 

S 

SURMEIER.J.J. 

9203090110 

WASTE MGT 

SOONG.S. 

9203240245 

70-36 


STETZ.J.P. 

9203190151 

50-213 

S 

SURMEIER.J.J. 

9203240152 

WASTE MGT 

SOPPET.W.K. 

9203270025 

NUREG 


STETZ.J.P. 

9203230347 

50-213 

R 

SURMEIER.J.J. 

9203250249 

WASTE MGT 

SORENSEN.G.C. 

8811110181 

PR 


STETZ.J.P. 

9203270186 

50-213 

S 

SURMEIER.J.J. 

9203260165 

WASTE MGT 

SORENSEN,G.C. 

9203040066 

50-397 

R 

STETZJ.P. 

9203270212 

50-213 

S 

SURMEIER.J.J. 

9203270079 

40-8989 


SORENSEN,G.C. 

9203040237 

50-397 

Q 

STETZ.J.P. 

9203270283 

50-213 

S 

SUTHERLAND,A.A. 

9203170039* 

70-***** 


SORENSEN.G.C. 

9203050091 

REGGD 


STEWART.C.W. 

9203240140* 

50-397 

P 

SVENSSON.B.A. 

9203020147 

50-315 

R 

SORENSEN.G.C. 

9203050131 

50-397 

P 

STEWART,H.D. 

9203170293 

NUREG 


SWANK,D.A. 

9203060223 

50-397 

s 

SORENSEN.G.C. 

9203050245 

50-397 

P 

STEWART,W.L. 

9011060125 

PR 


SWANK,D.A. 

9203250350 

50-397 

S 

SORENSEN.G.C. 

9203050252 

50-397 

F 

STEWART,W.L 

9203020240 

50-280 

S 

SWANSON,D.L. 

9203250178 

STATE PRO G 

SORENSEN.G.C. 

9203060021 

50-397 

F 

STEWART,W.L 

9203030263 

50-338 

P 

SWANSON,E.K. 

9203090150 

PR 


SORENSEN.G.C. 

9203060112 

50-397 

R 

STEWART,W.L. 

9203040009 

50-280 

P 

SWANSON,R.N. 

9203090255 

50-354 

Q 

SORENSEN.G.C. 

9203110371 

50-397 

P 

STEWART,W.L. 

9203050042 

50-280 

F 

SWARTZ,L.L. 

9203260022 

PR 


SORENSEN.G.C. 

9203130319 

50-397 

P 

STEWART,W.L 

9203050144 

50-280 

R 

SYLVIA,B.R. 

9203060101 

50-220 

Q 

SORENSEN, G.C. 

9203190018 

PR 


STEWART,W.L. 

9203050207 

50-338 

R 

SYLVIA,B.R. 

9203130303 

50-220 

p 

SORENSEN.G.C. 

9203240271 

50-397 

1 

STEWART,W.L. 

9203050213 

50-280 

Q 

SYLVIA,B.R. 

9203130309* 

50-220 

p 

SORENSEN.G.C. 

9203250051 

STATE PRO G 

STEWART,W.L. 

9203050220 

50-338 

Q 

SYLVIA,B.R. 

9203190182 

50-220 

p 

SORENSEN.G.C. 

9203250293 

50-397 

P 

STEWART,W.L. 

9203060231 

50-280 

R 

SYLVIA,B.R. 

9203190321 

50-220 

Q 
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SYLVIA,B.R. 

9203190329 

50-220 

S 

TERRY.C.D. 

9203040289 

50-220 

R 

TOKAR.M. 

9203230229* 

70-1257 

SYLVIA,B.R. 

9203230136 

50-410 

Q 

TERRY.C.D. 

9203090418 

50-410 

Q 

TOMOVCSIK.J. 

9203050147* 

CONTRACT 

SYLVIA.BR- 

9203300118 

50-220 

P 

TERRY.C.D. 

9203230131 

50-410 

P 

TOMPSON.A.F. 

9203170129* 

WASTE MG 

TAM.P.S. 

9203110314 

50-390 

F 

TERRY,R.D. 

9011300153 

PR 


TOSCH.K. 

9203110095 

PR 

TAM.P.S. 

9203130207 

50-390 

A 

TERRY,R.D. 

9101100033 

PR 


TOUSLEY.D.R. 

8811140022 

PR 

TAM.P.S. 

9203130215 

50-390 

A 

TESSIER.J.H. 

8404270010* 

50-244 

P 

TOWNSEND,J.D. 

9203170354 

50-275 

TAM.P.S. 

9203170047 

50-390 

A 

TESSIER.R. 

9203110083 

50-220 

S 

TRAMMELL.C.M. 

9203120350 

50-528 

TAM.P.S. 

9203200044 

50-390 

A 

TESSIER.R.L 

9203110210 

50-220 

S 

TRAMMELL.C.M. 

9203120358 

50-528 

TAM.P.S. 

9203240391 

50-390 

A 

TESSIER.R.L. 

9203250102 

50-220 

S 

TRAMMELL,C.M. 

9203120361 

50-528 

TAMM.H. 

9203060151* 

PROJ 


TESTA, E.D. 

9203180129* 

50-269 

Q 

TRAMMELL.C.M. 

9203200201 

50-528 

TANG.D. 

9203020202 

REVIEW GR P 

THADANI.A. 

9203300186 

50-397 

F 

TRAMMELL,C.M. 

9203240300 

50-528 

TANG.D.T. 

9203120251 

REVIEW GR P 

THADANI.A. 

9203300218 

TOPREP 


TRAN.H. 

9203170051 

50-331 

TANG.D.T. 

9203230348 

REVIEW GR P 

THADANI.M.C. 

9203050265 

50-438 

A 

TRAPP,J. 

9203160047* 

50-423 

TAPPERT.J.R. 

9203030082 

50-286 

P 

THAYER,J.K. 

9203310195 

50-29 

P 

TREMBLAY,L.A. 

9108200138 

50-271 

TARNER.D. 

9203250062* 

CONTRACT 


THE CHAIRMAN 

9203020137 

COMMISSION 

TREMBLAY.LA. 

9203040019 

50-271 

TASSA.M. 

9203180481* 

FOIA 


THE CHAIRMAN 

9203020314 

COMMISSION 

TREMBLAY,L.A. 

9203040071 

50-271 

TAYLOR,B.G. 

9203060220* 

PROJ 


THE CHAIRMAN 

9203030189 

COMMISSION 

TREMBLAY.LA. 

9203040339 

50-271 

TAYLOR,J.H. 

8811100292 

PR 


THE CHAIRMAN 

9203050125 

COMMISSION 

TREMBLAY.LA. 

9203090341 

50-271 

TAYLOR,J.H. 

9203050170 

50-269 

P 

THE CHAIRMAN 

9203050132 

COMMISSION 

TREMBLAY.LA. 

9203160123 

50-271 

TAYLOR,J.H. 

9203160176 

50-269 

P 

THE CHAIRMAN 

9203060137 

COMMISSION 

TREMBLAY.LA. 

9203310210 

50-271 

TAYLOR,J.H. 

9203160244 

PR 


THE CHAIRMAN 

9203060171 

COMMISSION 

TRIPARD.G.E. 

9203180264 

50-27 

TAYLOR.J.M. 

8909130055* 

PR 


THE CHAIRMAN 

9203060188* 

COMMISSION 

TRITCH.S.R. 

9203030293 

TOPREP 

TAYLOR,J.M. 

8909190022* 

PR 


THE CHAIRMAN 

9203060192* 

COMMISSIO N 

TRITCH.S.R. 

9203050079 

PROJ 

TAYLOR,J.M. 

9104180182* 

PR 


THE CHAIRMAN 

9203060195* 

COMMISSION 

TROCINE.L. 

9203180153* 

50-250 

TAYLOR,J.M. 

9201280354 

SECY 


THE CHAIRMAN 

9203060200* 

COMMISSION 

TROJANOWSKI.R. 

9203180190* 

FOIA 

TAYLOR,J.M. 

9201280359 

ORG 


THE CHAIRMAN 

9203060270 

COMMISSION 

TROSKOSKI.W. 

9203130283 

70-1113 

TAYLOR, J.M. 

9201300018 

SECY 


THE CHAIRMAN 

9203130205 

COMMISSION 

TROSKOSKI.W. 

9203300170 

40-8027 

TAYLOR,J.M. 

9201300026 

SECY 


THE CHAIRMAN 

9203130210 

COMMISSIO N 

TROSKOSKI.W. 

9203310276 

50-324 

TAYLOR,J.M. 

9202130092 

SECY 


THE CHAIRMAN 

9203130217 

COMMISSION 

TROTTER.J.D. 

9203200323 

PROJ 

TAYLOR,J.M. 

9202200182 

50-171 

H 

THE CHAIRMAN 

9203160300 

40-8027 


TROTTIER.E.H. 

9203180173 

50-309 

TAYLOR,J.M. 

9202250244 

SECY 


THE CHAIRMAN 

9203200304 

ORG 


TROTTIER.E.H. 

9203180178* 

50-309 

TAYLOR,J.M. 

9202250257 

SECY 


THE CHAIRMAN 

9203200421 

COMMISSION 

TROTTIER.E.H. 

9203200212 

50-309 

TAYLOR,J.M. 

9202250262 

SECY 


THE CHAIRMAN 

9203240376 

40-8027 


TRUMMER.D.J. 

9203250286 

NUREG 

TAYLOR,J.M. 

9202250267 

SECY 


THE CHAIRMAN 

9203270105 

COMMISSION 

TUCKER,H.B. 

8811090505 

PR 

TAYLOR,J.M. 

9202270249 

SECY 


THE CHAIRMAN 

9203270145 

COMMISSION 

TUCKER.H.B. 

9010290399 

PR 

TAYLOR,J.M. 

9202270375 

50-245 

H 

THE CHAIRMAN 

9203270149 

COMMISSION 

TUCKER.H.B. 

9203020124 

50-269 

TAYLOR,J.M. 

9202270404 

50-219 

Q 

THE CHAIRMAN 

9203270244 

COMMISSIO N 

TUCKER.H.B. 

9203020135 

50-269 

TAYLOR,J.M. 

9202280006 

50-245 

H 

THE CHAIRMAN 

9203300273* 

COMMISSION 

TUCKER.H.B. 

9203020311 

50-369 

TAYLOR,J.M. 

9202280238 

SECY 


THE CHAIRMAN 

9203310205 

40-8724 


TUCKER.H.B. 

9203090129 

50-269 

TAYLOR,J.M. 

9203020038 

WASTE MGT 

THE CHAIRMAN 

9203310207 

COMMISSION 

TUCKER.H.B. 

9203090188 

50-269 

TAYLOR,J.M. 

9203020244 

SECY 


THE CHAIRMAN 

9203310211 

COMMISSION 

TUCKER.H.B. 

9203120016 

PR 

TAYLOR,J.M. 

9203020248 

SECY 


THEARLING.G.M. 

9203310173 

50-325 

S 

TUCKER.H.B. 

9203120111 

50-369 

TAYLOR,J.M. 

9203020251 

SECY 


THOMA.J.O. 

9203230278 

PR 


TUCKER.H.B. 

9203120172 

50-413 

TAYLOR,J.M. 

9203030249 

COMMISSION 

THOMAS, M. 

9203180064* 

50-424 

Q 

TUCKER.H.B. 

9203120280 

50-269 

TAYLOR,J.M. 

9203040207 

PR 


THOMPSON,C.M. 

9203120335 

50-528 

P 

TUCKER.H.B. 

9203130096 

50-269 

TAYLOR,J.M. 

9203040232 

COMMISSIO N 

THOMPSON,C.M. 

9203120343 

50-528 

P 

TUCKER.H.B. 

9203160005 

50-413 

TAYLOR,J.M. 

9203040368* 

PR 


THOMPSON.C.M. 

9203190084 

50-528 

P 

TUCKER.H.B. 

9203230194 

50-269 

TAYLOR, J.M. 

9203040371* 

PR 


THOMPSON,C.M. 

9203200214 

50-528 

P 

TUCKER.H.B. 

9203240380 

50-369 

TAYLOR,J.M. 

9203050268 

SECY 


THOMPSON,D. 

9203260106* 

50-250 

Q 

TUCKER.H.B. 

9203250340 

50-414 

TAYLOR,J.M. 

9203060190 

PR 


THOMPSON,D. 

9203310075* 

50-348 

Q 

TUCKER.H.B. 

9203270014 

PR 

TAYLOR,J.M. 

9203060218 

NUREG 


THOMPSON,F.X. 

9203230226 

50-354 

F 

TUCKMAN.M.S. 

9203050112 

50-413 

TAYLOR,J.M. 

9203060412* 

FOIA 


THOMPSON,H.L. 

9203050233 

50-410 

P 

TUCKMAN.M.S. 

9203090015 

50-413 

TAYLOR,J.M. 

9203120258 

MISC 


THOMPSON,H.L. 

9203170038 

40-8027 


TUCKMAN.M.S. 

9203090039 

50-413 

TAYLOR,J.M. 

9203120293 

PR 


THOMPSON,H.L. 

9203240314* 

40-8027 


TUCKMAN.M.S. 

9203130228 

50-414 

TAYLOR,J.M. 

9203120379 

50-280 

H 

THOMPSON,H.L. 

9203240323* 

40-8027 


TUCKMAN.M.S. 

9203130249 

50-413 

TAYLOR,J.M. 

9203130022 

SECY 


THOMSON,F.X. 

9203160114 

50-272 

S 

TUCKMAN.M.S. 

9203230155 

50-413 

TAYLOR.J.M. 

9203130027 

SECY 


THOMSON,F.X. 

9203230270 

50-354 

S 

TUCKMAN.M.S. 

9203240235 

50-413 

TAYLOR,J.M. 

9203130067 

PR 


THOMSON,F.X. 

9203270169 

50-272 

S 

TUCKMAN.M.S. 

9203240326 

50-413 

TAYLOR,J.M. 

9203130104 

PR 


THORNE,C.E 

9203300288* 

XPORTLIC 

TUCKMAN.M.S. 

9203250223 

50-413 

TAYLORJM. 

9203130130 

ORG 


THORNTON,H.S. 

9203100033* 

50-440 


TUCKMAN.M.S. 

9203310152 

50-413 

TAYLOR,J.M. 

9203160268 

ACRS 


TIERNAN.J.A. 

8811110205 

PR 


TUKHVATULIN.S. 

9203300331* 

REVIEW Gl 

TAYLOR,J.M. 

9203180289 

SECY 


TIETZ.G.C. 

9203160029 

50-254 

R 

TULER.S. 

9010220099 

PR 

TAYLOR,J.M. 

9203180385 

PR 


TILLMAN,A. 

9203310075* 

50-348 

Q 

TULLGREN.E.K. 

9203120053 

WASTE MG 

TAYLOR,J.M. 

9203190225 

ACRS 


TIMMARAJU.S. 

9203200341 * 

50-499 

Q 

TURBAK.M.S. 

9203060416* 

PR 

TAYLOR,J.M. 

9203190367 

40-8027 


TIMMARAJU.S. 

9203230193* 

50-499 

Q 

TURK.S.E. 

9203050012 

40-8989 

TAYLOR,J.M. 

9203200189 

STATE PRO G 

TIMOFEEV,V.T. 

9203020138* 

REVIEW 

GR P 

TURKAL.M.A. 

9203130232 

50-346 

TAYLOR,J.M. 

9203200346* 

WASTE MGT 

TIMOFEYEV,B.T. 

9203020143* 

REVIEW 

GR P 

TURNER,J.B. 

9203120163* 

WASTE MG 

TAYLOR,J.M. 

9203200349* 

WASTE MGT 

TIMOFEYEV,B.T. 

9203020171* 

REVIEW 

GR P 

TURNER.J.B. 

9203120166* 

WASTE MC 

TAYLOR,J.M. 

9203230227* 

PR 


TING.P. 

9203130270* 

70-371 


TURNER.J.B. 

9203120168* 

WASTE MC 

TAYLOR,J.M. 

9203230287 

40-8027 


TING.P. 

9203310113* 

70-734 


UDHE.J. 

7911080007* 

FOIA 

TAYLOR,J.M. 

9203230293* 

PR 


TINGEN.S.G. 

9203090261* 

50-280 

Q 

UHDE.J. 

7911080005* 

FOIA 

TAYLOR,J.M. 

9203230297* 

PR 


TINGEN.S.G. 

9203100170* 

50-280 

Q 

UHDE.J. 

8006060233* 

FOIA 

TAYLOR,J.M. 

9203230332* 

PR 


TIPPS.S.B. 

9203050028 

50-321 

S 

UHDE.J. 

8507150099* 

FOIA 

TAYLOR,J.M. 

9203240121 

WASTE MGT 

TIPPS.S.B. 

9203240291 

50-321 

S 

UHDE.J. 

8605010066* 

FOIA 

TAYLOR,J.M. 

9203240216 

40-8027 


TIPPS.S.B. 

9203300281 

50-321 

S 

UHDE.J. 

8610060147* 

FOIA 

TAYLOR.J.M. 

9203250211 

50-322 

H 

TIPTONJ.E. 

9203120114 

REGGD 


UHDE.J. 

8804210390* 

FOIA 

TAYLOR,J.M. 

9203250254 

WASTE MGT 

TIPTON,T.E. 

9203120129 

REGGD 


UHDE.J. 

8903020282* 

FOIA 

TAYLOR,J.M. 

9203270110 

10CFR 


TIPTONJ.E. 

9203190117 

PRM 


UHDE.J. 

8906230259* 

FOIA 

TAYLOR, J.M. 

9203270187 

STATE PRO G 

TIPTONJ.E. 

9203230096 

REVIEW 

GR P 

UHDE.J. 

9203230061* 

FOIA 

TAYLOR,J.M. 

9203270219 

COMMISSIO N 

TITOLO.R.J. 

9012170122 

PR 


UHDE.J. 

9203230104* 

FOIA 

TAYLOR,J.M. 

9203310248 

71-9 


TOBIN,W.J. 

9203130046* 

50-261 

Q 

UHDE.J. 

9203230219* 

FOIA 

TAYLOR,P. 

9203030087* 

50-416 

Q 

TOBIN,W.J. 

9203260098* 

50-327 

Q 

UHDE.J.L. 

8006060225* 

FOIA 

TAYLOR,P. 

9203180064* 

50-424 

Q 

TOELLE.S.A. 

9010290362 

PR 


UHDE.J.L. 

8602260676* 

FOIA 

TAYLOR,S. 

9203040300 

CONTRACT 

TOELLE.S.A. 

9203050094 

TOPREP 


UHDE.J.L 

9203200258* 

FOIA 

TAYLOR,S. 

9203110124 

CONTRACT 

TOELLE.S.A. 

9203050094 

TOPREP 


UHDE.J.L. 

9203200294* 

FOIA 

TAYLOR,S. 

9203120201 

CONTRACT 

TOKAR.M. 

9203020003* 

70-1201 


UHDE.J.L. 

9203200301* 

FOIA 

TEDROW.J. 

9203100145* 

50-400 

Q 

TOKAR.M. 

9203020142 

70-27 


UHDE.J.L. 

9203200306* 

FOIA 

TERRY.C.D. 

9203040285 

50-410 

R 

TOKAR.M. 

9203200090 

71-110 


UHDE.J.L. 

9203230067* 

FOIA 
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CATEGORY 

UHDE.J.L. 

9203230118* 

FOIA 


WALKER,LD. 

9203230077* 

50-47 

P 

WEISS.S.H. 

9203300159* 

50-312 

P 

UHDE.J.L. 

9203230121* 

FOIA 


WALKER.R.D. 

9203110181 

50-445 

Q 

WEISS,S.H. 

9203300317 

50-267 

P 

UHDE.J.L 

9203230123* 

FOIA 


WALKER, R.D. 

9203250202* 

50-445 

Q 

WELCH,J.F. 

9203200030 

70-754 


UHDE.J.L. 

9203230203* 

FOIA 


WALKER.R.S. 

9010250079 

PR 


WELLS, A.H. 

9203230041 

72-1007 


UHDE.J.L 

9203230207* 

FOIA 


WALKER,R.S. 

9203050313* 

PR 


WELLS,D.W. 

9203190435* 

CONTRACT 


UHDE.J.L 

9203230210* 

FOIA 


WALKER,T. 

9203190099* 

50-387 

Q 

WELLSEY.D. 

9203260193* 

50-528 

F 

UHDE.J.L. 

9203230214* 

FOIA 


WALLIN,G.A. 

9203130203 

50-271 

R 

WENZINGER.E. 

9203300005 

50-219 

Q 

UHDE.J.L 

9203230236* 

FOIA 


WALPOLE,J.W. 

9203170100 

40-7604 


WENZINGER.E.C. 

9203020233 

50-336 

Q 

ULECK.R.B. 

9203190198 

WASTE MGT 

WALSH,LA. 

9203060053 

TOPREP 


WENZINGER.E.C. 

9203040001 

50-213 

Q 

ULMER,F.J. 

9203230317 

50-344 

R 

WALT.T.D 

9203040181 

50-344 

F 

WENZINGER.E.C. 

9203040002 

50-219 

Q 

UMBEL.D. 

9203110171 

CONTRACT 


WALT.T.D. 

9203030250 

50-344 

F 

WENZINGER.E.C. 

9203040080 

50-334 

Q 

UMBEL.D. 

9203190442 

CONTRACT 


WALT.T.D. 

9203040059 

50-344 

R 

WENZINGER.E.C. 

9203100089 

50-213 

Q 

UNDERWOOD,G.J. 

9203120118* 

50-369 

Q 

WALT.T.D. 

9203040130 

50-344 

P 

WENZINGER.E.C. 

9203160034 

50-289 

Q 

UPSHAW,W. 

9203180465* 

FOIA 


WALT.T.D. 

9203190008 

50-344 

P 

WENZINGER.E.C. 

9203170224 

50-289 

Q 

U PSHAW, W. 

9203180466* 

FOIA 


WALT.T.D. 

9203200276* 

50-344 

P 

WENZINGER.E.C. 

9203170279 

50-245 

Q 

UPSHAW,W. 

9203180469* 

FOIA 


WALTON.J. 

9203090453 

WASTE MGT 

WENZINGER.E.C. 

9203310303* 

FOIA 


UPSHAW,W. 

9203180492* 

50-320 

S 

WAMBACH.T.V. 

9203030327 

52-2 


WERT.L.D. 

9203100224* 

50-321 

Q 

UPSHAW.W. 

9203180495* 

50-206 

F 

WAMBACH.T.V. 

9203130015 

52-2 


WEST.G. 

9203170126* 

50-443 

Q 

UPSHAW,W. 

9203190343* 

FOIA 


WAMBACH.T.V. 

9203130039 

52-2 


WEST.K.S. 

9203300198* 

50-397 

F 

UPSHAW.W. 

9203190358* 

FOIA 


WAMBACH.T.V. 

9203130049 

52-2 


WEST.K.S. 

9203300222* 

50-397 

F 

UPSHAW.W. 

9203190381* 

FOIA 


WAMBACH.T.V. 

9203180150 

52-2 


WEST.K.S. 

9203300237* 

50-397 

F 

UPSHAW.W. 

9203190392* 

FOIA 


WAMBACH.T.V. 

9203200177 

52-2 


WEST.K.S. 

9203300243* 

50-397 

F 

UPSHAW.W. 

9203190406* 

FOIA 


WAMBACH.T.V. 

9203260228 

52-2 


WEST.K.S. 

9203300245* 

50-397 

F 

URBAN.J.R. 

9203120298 

50-346 

M 

WAMBACH.T.V. 

9203270296 

52-2 


WHARTON,L.R. 

9203050126 

50-483 

P 

URVC.B. 

9203130288 

l&E 


WANG,A. 

9203030260 

50-213 

P 

WHARTON,L.R. 

9203120261 

50-438 

A 

URYC.B. 

9203310289 

I&E 


WANGLER.M.E. 

9203050026 

71-5607 


WHARTON,L.R. 

9203120302 

50-438 

A 

UTTAL.S.L 

9203200233 

40-8027 


WANGLER.M.E. 

9203060202 

71-5797 


WHEELER.G.S. 

9203160108 

STATE PRO G 

VACHERLON.P.M. 

9203090324* 

FOIA 


WANGLER.M.E. 

9203090044 

71-9511 


WHEELER,G.S. 

9203170059 

STATE PRO G 

VALLIERE.P.A. 

9203240294 

70-820 


WANLESS.J.W. 

9011130189 

PR 


WHEELOCK.N. 

9203170002* 

70-. 


VAN DOORN.P.K. 

9203180122* 

50-369 

Q 

WARD,A. 

9203120382 

50-263 

S 

WHEELOCK.N.R. 

9203160212* 

70-***** 


VAN ECK.T. 

9203190379* 

FOIA 


WARD.D.A. 

9112060213* 

ACRS 


WHEELOCK.N.R. 

9203160240* 

70-***** 


VANDENBURGH.C. 

9203060088* 

50-528 

Q 

WARD.D.A. 

9203050073* 

ACRS 


WHEELOCK.N.R. 

9203160265* 

70-***** 


VANDENKIEBOOM 

9203130120 

NUREG 


WARD.D.A. 

9203050077* 

ACRS 


WHEELOCK.N.R. 

9203170003* 

70-***** 


VARGA,S.A. 

9203050096 

50-280 

P 

WARD.D.A. 

9203160222 

ACRS 


WHEELOCK.N.R. 

9203170011* 

70-***** 


VARGA.S.A. 

9203300344* 

50-220 

P 

WARD.D.A. 

9203160226 

ACRS 


WHEELOCK.N.R. 

9203170033* 

70-***** 


VAR1N.D.W. 

9203160141 

70-820 


WARD.D.C. 

9203310070* 

40-8914 


WHISTON.P.J. 

9203230233* 

FOIA 


VARUEN.M.D. 

9203170170* 

WASTE MGT 

WARD.K.D. 

9203100014* 

50-373 

Q 

WHISTON.P.J. 

9203240002* 

FOIA 


VAUGHAN,R.C. 

9203160115 

PROJ 


WARD.K.D. 

9203200035* 

50-265 

Q 

WHITAKER,W.E. 

9203110246* 

70-143 


VAUGHN.G.E 

9203040153 

50-400 

P 

WARD.K.D. 

9203310061* 

50-306 

Q 

WHITAKER,W.E. 

9203120045* 

70-143 


VAUGHN.G.E. 

9203040163 

50-400 

P 

WARE.B. 

9203190023 

PR 


WHITAKER,W.E. 

9203120062* 

70-143 


VAUGHN,G.E. 

9203110295 

50-261 

P 

WAREMBOURG.D.W. 

9203170186 

50-267 

F 

WHITAKER, W.E. 

9203120076* 

70-143 


VAUGHN.G.E. 

9203120291 

50-400 

P 

WAREMBOURG.D.W. 

9203170238 

50-267 

P 

WHITAKER,W.E. 

9203120091* 

70-143 


VAUGHN.G.E. 

9203170317 

50-261 

Q 

WAREMBOURG.D.W. 

9203190039 

50-267 

S 

WHITE,B. 

9203250355 

71-9243 


VAUGHN.G.E. 

9203250363 

50-261 

Y 

WAREMBOURG.D.W. 

9203200053 

50-267 

R 

WHITE,C.W. 

9203090371* 

50-245 

P 

VAUGHN.G.E. 

9203250366 

50-261 

H 

WAREMBOURG.D.W. 

9203240167 

50-267 

F 

WHITE,C.W. 

9203090456* 

50-423 

P 

VAUGHN.G.E. 

9203250371 

50-400 

P 

WAREMBOURG.D.W. 

9203260182 

50-267 

P 

WHITE,J. 

9203050014* 

50-387 

Q 

VEL’CHINSKIY.V. 

9203300334 

REVIEW GR P 

WARNER,J. 

9203170166* 

WASTE MGT 

WHITE.J.R. 

9203100203* 

50-272 

Q 

VELASQUEZ,J.R. 

9203110139 

40-8907 


WARREN,C.C. 

9203040347* 

WASTE MGT 

WHITE,J.R. 

9203190026 

50-272 

P 

VELASQUEZ, J.R. 

9203110248 

40-8907 


WASHO.G.A. 

9203200300* 

FOIA 


WHITE,M.D. 

9203170175* 

WASTE MGT 

VERRELLt.D.M. 

9203030073 

50-348 

Q 

WASHO.G.A. 

9203230056* 

FOIA 


WHITEHEAD,J.L. 

9203300296 

50-289 

F 

VERRELLI.D.M. 

9203100024 

50-261 

Q 

WEAR.F.J. 

9203230296 

50-285 

1 

WHITNEY,M.A. 

9203190017 

50-247 

S 

VERRELLI.D.M. 

9203100103 

50-416 

Q 

WEAVER,LW. 

9010240039 

PR 


WHITT,M.S. 

9203200352* 

50-368 

R 

VERRELLI.D.M. 

9203100107 

50-395 

Q 

WEAVER,L.W. 

9203090470* 

PR 


WHITTEMORE.C.H. 

9203110134 

50-327 

S 

VERRELLI.D.M. 

9203100135 

50-400 

Q 

WEAVER,L.W. 

9203180145 

PR 


WHITTEMORE.C. H. 

9203250377 

50-327 

S 

VERRELLI.D.M. 

9203100230 

50-395 

Q 

WEBB.H.W. 

9203110246* 

70-143 


WICHERS.D.L. 

9203110197 

40-8981 


VERRELLI.D.M. 

9203230006 

50-416 

Q 

WEBB.H.W. 

9203110253* 

70-143 


WICHERS.D.L. 

9203120013 

40-8981 


VESELY.W.E. 

9203250305 

NUREG 


WEBB.H.W. 

9203110356* 

70-143 


WICHERS.D.L. 

9203120080 

40-8981 


VEYTTER.R.J. 

9203270004 

PR 


WEBB.H.W. 

9203110358* 

70-143 


WIDEMAN.S. 

9203170263 

50-482 

R 

VIKHROV,V.l. 

9203020107* 

REVIEW GR P 

WEBB.H.W. 

9203110364* 

70-143 


WIDEMAN.S.G. 

9203200060 

50-482 

S 

VIKTOROV,V.F. 

9203020342* 

REVIEW GR P 

WEBB.H.W. 

9203120045* 

70-143 


WIDEMAN.S.G. 

9203230285 

50-482 

S 

VIKTOROV,V.F. 

9203020343* 

REVIEW GR P 

WEBB.H.W. 

9203120064* 

70-143 


WIDEMAN.S.G. 

9203310209 

50-482 

S 

VINYARD.H.T. 

9203090414 

50-373 

S 

WEBB.H.W. 

9203120076* 

70-143 


WIEDEMAN.D.G. 

8601070457* 

FOIA 


VIRGILIO.M.J. 

9203250321 

50-397 

P 

WEBB.H.W. 

9203120091* 

70-143 


WIEDEMAN.D.G. 

8601070519* 

FOIA 


VIRGILIO.M.J. 

9203300234 

ORG 


WEBER,G.A. 

9203190175 

50-315 

S 

WIEDEMAN.D.G. 

8811160074* 

40-534 


VIRGILIO.M.J. 

9203300319 

TOPREP 


WEBER,G.A. 

9203200062 

50-316 

S 

WIEDEMAN.D.G. 

8811160084* 

40-534 


VISSING.G.S. 

9203180046 

50-336 

P 

WEBER,G.A. 

9203260170 

50-316 

s 

WIENS,L.A. 

9203160260 

50-269 

P 

VISSING.G.S. 

9203180052* 

50-336 

P 

WEBER,M.F. 

9203230370 

ORG 


WIENS,L.A. 

9203260162 

50-269 

0 

VITTUM.S.L. 

9203190166 

50-206 

R 

WEEBER.S.M. 

9203230078 

PR 


WIERENGA.P.J. 

9203230326 

ORG 


VIZZINI.T.A. 

9203170259* 

FOIA 


WEEBER.S.M. 

9203230078 

PR 


WIESEL.T. 

9203060001 

PRM 


VIZZINI.T.A. 

9203180078* 

FOIA 


WEEKLEY.P.L. 

9203310220* 

FOIA 


WIESEL.T. 

9203090111 

PRM 


VIZZINI.T.A. 

9203180085* 

FOIA 


WEEKLEY.P.L. 

9203310223* 

50-423 

p 

WIGGETT.B.W. 

9203230252 

50-271 

J 

VOGT.J.F. 

9203310261 

71-9085 


WEHRY.R.R. 

9203260230 

50-387 

s 

WIGGINS, E.J. 

9203060197* 

CONTRACT 

VOIGT,H.H. 

8811090506 

PR 


WEIGNAND.G. 

9203310034 

PR 


WIGGINS,E.J. 

9203120122* 

CONTRACT 

VOIGT, H.H. 

9203230190 

50-285 

H 

WEIL.C.H. 

9203100310* 

FOIA 


WIGGINS,E.J. 

9203230371* 

CONTRACT 

VOLPE.J.A. 

9203250172 

STATE PRO G 

WEILER.Y. 

9203180501* 

FOIA 


WIGGINS,J.T. 

9203020191 

PROJ 


VOLTERRA.V. 

9203300167 

PR 


WEISS. E. 

9203300097 

l&E 


WIGGINTON.D.L 

9203050174 

50-285 

F 

VONDRA.C.A. 

9203090042 

50-272 

S 

WEJSS.E.W. 

9202240415* 

50-424 

s 

WIGGINTON.D.L. 

9203050188 

50-285 

F 

VONDRA.C.A. 

9203090051 

50-272 

S 

WEISS,J. 

9011060081 

PR 


WIGGINTON.D.L. 

9203050194 

50-285 

F 

VONDRA.C.A. 

9203200042 

50-272 

S 

WEISS,M. 

7901090346* 

FOIA 


WIGGINTON.D.L. 

9203090156 

50-285 

F 

VONDRA.C.A. 

9203300262 

50-311 

S 

WEISS,M. 

9203090306* 

FOIA 


WIGGINTON.D.L. 

9203090189 

50-285 

F 

VONDRA.C.A. 

9203300268 

50-311 

S 

WEISS,R. 

9203260085 

PR 


WIGGINTON.D.L. 

9203110185 

50-285 

F 

VONDRA.C.A. 

9203310131 

50-272 

S 

WEISS,S.H. 

9203040309* 

50-320 

p 

WIGGINTON.D.L. 

9203180167 

50-285 

F 

VORA.V.V. 

9203030429* 

50-446 

Q 

WEISS, S.H. 

9203050251 

50-320 

p 

WIGGINTON.D.L. 

9203180345 

50-285 

F 

VOSS.K.A. 

9203060354 

50-285 

S 

WEISS,S.H. 

9203050254* 

50-320 

p 

WIGGINTON.D.L. 

9203190297 

50 : 285 

F 

WAGNER.E.J. 

9203240225 

50-293 

R 

WEISS,S.H. 

9203120301 

ORG 


WIGGINTON.D.L 

9203190328 

50-285 

F 

WAI IGORSKI M 

920 3 4 

RE 


ES .S. . 

920 029* 
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G O .D. 

92 3300006 

50-285 

F 
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NUMBER 

CATEGORY 

WILCOX, R.H. 

9203180346* 

50-219 

0 

WILCOX,R.H. 

9203180357* 

50-219 

0 

WILCOX,R.H. 

9203180372* 

50-219 

0 

WILCOX,R.H. 

9203180379* 

50-219 

0 

WILCOX,R.H. 

9203180392* 

50-219 

0 

WILCOX,R.N. 

9203180329* 

50-219 

1 

WILCOXEN.J. 

9203230384 

40-8027 


WILCOXEN.J. 

9203260084* 

40-8027 


WILCOXEN.J. 

9203260084* 

40-8027 


WILCOXEN.J.G. 

9203260069 

40-8027 


WILCOXEN.J.G. 

9203260069 

40-8027 


WILGUS.W.S. 

8811080002 

PR 


WILKINSON, I.E. 

9203020080 

QA999 


WILLIAMS,D.C. 

9203130125 

50-443 

H 

WILLIAMS,F.J. 

9203200227 

50-247 

F 

WILLIAMS,J. 

9203170135* 

50-277 

V 

WILLIAMS.J.F. 

9203260272 

50-259 

P 

WILLIAMS,J.R. 

9010310062 

PR 


WILLIAMS,M.G. 

9203170358 

50-482 

R 

WILLIAMS,O.G. 

9203050295 

FOIA 


WILLIAMS,R.A. 

9203160258* 

50-413 

R 

WILLIAMS.R.A. 

9203160276* 

50-369 

R 

WILLIAMS,R.A. 

9203170048* 

50-269 

R 

WILSON,B.A. 

9203100051 

50-259 

Q 

WILSON,B.A. 

9203100167 

50-438 

Q 

WILSON,B.A. 

9203100172 

50-327 

Q 

WfLSON,B.J. 

9011140138 

PR 


WILSON,D.L. 

9203030315 

50-331 

R 

WILSON,D.L. 

9203040140 

50-331 

S 

WILSON,D.L 

9203170051 

50-331 

R 

WILSON, D.L. 

9203190032 

50-331 

S 

WILSON,J.L. 

9203020102 

50-327 

P 

WILSON,J.L. 

9203020292 

50-327 

S 

WILSON, J.L 

9203030232 

50-327 

R 

WILSON.J.L. 

9203060082 

50-327 

R 

WILSON,J.L 

9203060311 

50-327 

R 

WILSON.J.L 

9203110134 

50-327 

S 

WILSON.J.L. 

9203130072 

50-327 

Q 

WILSON.J.L. 

9203130179 

50-327 

S 

WILSON.J.L 

9203130196 

50-327 

S 

WILSON.J.L 

9203130324 

50-327 

Q 

WILSON, J.L. 

9203190270 

50-328 

S 

WILSON.J.L. 

9203200219 

50-327 

S 

WILSON.J.L. 

9203200367 

50-327 

P 

WILSON.J.L. 

9203200377 

50-328 

s 

WILSON.J.L. 

9203240277 

50-327 

Q 

WILSON.J.L 

9203240344 

50-328 

P 

WILSON.J.L 

9203250219 

50-327 

R 

WILSON, J.L 

9203250377 

50-327 

S 

WILSON.J.L. 

9203310043 

50-327 

P 

WILSON,J.N. 

9203170131 

50-605 

A 

WILSON,J.N. 

9203190450* 

52-1 


WILSON.J.R. 

9203130347* 

CONTRACT 


WILSON,R. 

9203230172 

PR 


WILSON,R.C. 

9203170265* 

50-348 

T 

WINDIATE.J. 

9203130257 

50-295 

S 

WING.J.E. 

8404270143* 

50-445 

P 

WING.J.E. 

9203030398* 

50-445 

P 

WINGLE.W.L 

9203170187" 

WASTE MGT 

WINNELL.M. 

9203180132 

PR 


WINSLOW,T.P. 

9203040008 

70-1113 


WINSLOW,T.P. 

9203270065 

71-9019 


WINSLOW,T.P. 

9203300196 

70-1113 


WINSTON,H.M. 

9203110152 

50-263 

1 

WINTHROP.D.F. 

9203090481 

70-371 


WINTHROP.D.F. 

9203090482* 

70-371 


WITHEE.C.J. 

9203230229* 

70-1257 


WITHEE.C.J. 

9203300309 

71-9235 


WITHERS,B.D. 

9203040005 

50-482 

Q 

WITHERS, B.D. 

9203110121 

50-482 

Q 

WITHERS, B.D. 

9203170263 

50-482 

R 

WITHERS,B.D. 

9203180134 

50-482 

K 

WITHERS,B.D. 

9203200116* 

50-482 

F 

WITHERS,B.D. 

9203230289 

50-482 

Q 

WITHERS,B.D. 

9203250342 

50-482 

Q 

WITHERS,B.D. 

9203260131 

50-482 

H 

WITT.F.J. 

9203030429* 

50-446 

Q 

WITT.F.J. 

9203240355 

ORG 


WITTE,M.C. 

9203250288 

NUREG 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

WODTKE.H. 

9203160220 

PR 


WOESSNER.W.W. 

9203170158* 

WASTE MGT 

WOHL.M. 

9203250041 

ORG 


WOLF.F.G. 

9203170139* 

WASTE MGT 

WOLFSBERG.A.V. 

9203170147* 

WASTE MGT 

WOLKOWIT2.W.J. 

9203130004* 

FOIA 


WOLOSZYN.E. 

9203270201 

50-457 

S 

WOMELDORF.D.J. 

9203190015 

STATE PRO G 

WOOD.R. 

9203110346 

40-8943 


WOOD.R.P. 

9203030069* 

50-301 

P 

WOOD.S.T. 

9203170293 

NUREG 


WOODARD,J.D. 

9203030430 

50-348 

F 

WOODARD,J.D. 

9203040134 

50-348 

P 

WOODARD,J.D. 

9203040141 

50-348 

P 

WOODARD, J.D. 

9203110069 

PR 


WOODARD,J.D. 

9203120274 

50-348 

Q 

WOODARD, J.D. 

9203160287 

50-348 

F 

WOODARD, J.D. 

9203160294 

50-348 

F 

WOODARD, J.D. 

9203160298 

50-348 

F 

WOODARD,J.D. 

9203170241 

50-348 

R 

WOODARD, J.D. 

9203170309 

50-364 

R 

WOODARD,J.D. 

9203170325 

50-348 

S 

WOODARD,J.D. 

9203190113 

50-348 

H 

WOODARD,J.D. 

9203230149 

PRM 


WOODARD,J.D. 

9203230283 

50-348 

R 

WOODARD,J.D. 

9203250022 

50-348 

R 

WOODARD.J.D. 

9203300364 

50-348 

J 

WOODARD,J.D. 

9203310214 

50-364 

P 

WOODHEAD.C.P. 

9203200288 

50-320 

G 

WOODLAN.D.R. 

9109240136 

50-445 

F 

WOODLAN.D.R. 

9203030056 

50-445 

V 

WOODLAN.D.R. 

9203030111 

50-445 

F 

WOODLAN.D.R. 

9203050237 

50-445 

F 

WOODLAN.D.R. 

9203100163 

50-445 

P 

WOODLAN.D.R. 

9203170352 

50-445 

R 

WOODLAN.D.R. 

9203190094 

50-445 

J 

WOODLAND,D.R. 

9203030151 

50-445 

R 

WOODRUFF,R.L. 

9203040204 

STATE PRO 

G 

WOODY,C.O. 

8811090055 

PR 


WOOLDRIDGE,R.A. 

9203200286 

50-445 

G 

WOOTTEN.M.J. 

9203260150* 

50-315 

P 

WORMAN.G. 

9203110159 

40-8584 


WORMAN.G.W. 

9203110273 

40-8584 


WORMAN.G.W. 

9203110351 

40-8584 


WRIGHT.B.L. 

9203030473 

XPORTLIC 


WRIGHT,B.L. 

9203310166 

XPORTLIC 


WRIGHT.B.L. 

9203310277 

XPORTLIC 


WRIGHT.B.L. 

9203310322 

XPORTLIC 


WRIGHT,E. 

9203180043 

l&E 


WRIGHT,F.N. 

9203030204* 

50-261 

Q 

WRIGHT,G.C. 

9203030089 

50-483 

P 

WRIGHT,G.C. 

9203060069 

50-155 

Q 

WRIGHT,G.C. 

9203130016 

50-237 

V 

WRIGHT,G.C. 

9203130070 

50-254 

Q 

WRIGHT,G.C. 

9203160117 

50-295 

V 

WRIGHT,G.C. 

9203300021 

50-266 

V 

WRIGHT,G.C. 

9203300073 

50-155 

V 

WRIGHT,G.C. 

9203310065 

50-461 

V 

WRIGHT,G.C. 

9203310072 

50-295 

V 

WRIGHT,G.C. 

9203310144 

50-483 

V 

WRIGHT,R.W. 

9203030079* 

50-348 

Q 

WUNDER.G.F. 

9203190416* 

50-261 

P 

WUNDER.G.F. 

9203260260 

50-395 

F 

WUNDER.G.F. 

9203310301 

50-395 

P 

YARMO.J. 

9203260029 

PR 


YATES,R.W. 

9203120081 

REGGD 


YEA2EL.J.A. 

9203130121 

PROJ 


YEMELYANOV,V. 

9203020156* 

REVIEW GR P 

YORK.J.W. 

9203090261 * 

50-280 

Q 

YORK.J.W. 

9203100170* 

50-280 

Q 

YORK.R.J. 

9203040042* 

40-8767 


YOUNDAHL.R.C. 

8811110047 

PR 


YOUNG,K.A. 

9203190160 

50-387 

R 

YOUNG,T.E. 

9112190309* 

50-289 

P 

YOUNG,W.H. 

9010250233 

PR 


YOUNG,W.H. 

9203050304* 

PR 


YOUNG,W.H. 

9203260056 

PR 


YOUNGBERG.B. 

9203090141 

70-687 


YOUNGBLOOD,B.J. 

9203060186 

WASTE MGT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

YOUNGBLOOD.B.J. 

9203300368 

WASTE MGT 

YOUNGBLOOD,B.J. 

9203300382 

WASTE MGT 

YOUNGER,J.C. 
YUEN.P.S. 

9203240345* 

9203060167* 

50-499 

PROJ 

Q 

YUHAS.G. 

9203170275 

50-133 

S 

YUHAS.G.P. 

9203050005 

50-397 

Q 

YUHAS.G.P. 

9203050019 

50-397 

Q 

YUHAS.G.P. 

9203060011 

50-206 

Q 

YUHAS.G.P. 

9203060015* 

50-206 

Q 

YUHAS.G.P. 

9203060054 

50-275 

Q 

YUHAS.G.P. 

9203060059* 

50-275 

Q 

YUHAS.G.P. 

9203170180 

50-133 

Q 

YUHAS.G.P. 

9203170189* 

50-133 

Q 

YUHAS.G.P. 

9203230017 

50-528 

Q 

YUHAS.G.P. 

9203230026* 

50-528 

Q 

YUHAS.G.P. 

9203250113 

50-312 

Q 

YUHAS.G.P. 

9203250118* 

50-312 

Q 

YUHAS.G.P. 

9203310079 

50-344 

Q 

YUHAS.G.P. 

9203310091* 

50-344 

Q 

YUNG.Y.Y. 

9203240136 

50-397 

P 

2ABIELSKI.V. 

2ACCARIA.A. 

9203170077* 

8811110194 

50-354 

PR 

R 

2ACH.J.J. 

9203030067 

50-301 

P 

2ACH.J.J. 

9203030300 

50-266 

P 

2ACH.J.J. 

9203030345 

50-266 

R 

2ACH.J.J. 

9203040191 

50-266 

R 

2ACH.J.J. 

9203060118 

50-266 

F 

2ACH.J.J. 

9203090308 

50-266 

R 

2ACH.J.J. 

9203130263 

50-266 

Q 

ZACH.J.J. 

9203170316 

50-266 

S 

ZACH.J.J. 

9203190051 

50-266 

F 

ZACH.J.J. 

9203190188 

50-266 

F 

ZACH.J.J. 

9203240244 

50-301 

S 

ZACH.J.J. 

9203300227 

50-266 

K 

ZACH.J.J. 

9203310243 

50-266 

Q 

ZALCMAN,B. 

9203090220 

50-556 

A 

ZARITSKIY.S.M. 

9203020129* 

REVIEW GR P 

ZECH.G.G. 

9004160137* 

50-424 

S 

ZECH.L. 

9203090342 

50-304 

S 

ZERINGUE.O.J. 

9203020243 

50-259 

P 

ZERINGUE.O.J. 

9203060253 

50-259 

P 

ZERINGUE.O.J. 

9203110120 

50-260 

P 

ZERINGUE.O.J. 

9203120092 

50-259 

F 

ZERINGUE.O.J. 

9203130265 

50-259 

P 

ZERINGUE.O.J. 

9203130274 

50-296 

Q 

ZERINGUE.O.J. 

9203190150 

50-260 

P 

ZERINGUE.O.J. 

9203300284 

50-260 

S 

ZERINGUE.O.J. 

ZIEBELL.D. 

ZIEGLER,R.S. 

ZIELINSKI,A.M. 
ZIELINSKI.A.M. 
ZIELINSKI,A.M. 
ZIELINSKI,A.M. 
ZIELINSKI.A.M. 

ZIELINSKI.A.M. 
ZIELINSKI.A.M. 
ZIELINSKI,A.M. 
ZIELINSKI,A.M. 
ZIELINSKI,A.M. 

ZIELINSKI.A.M. 
ZIELINSKI,A.M. 
ZIELINSKI,A.M. 

9203300369 

9203110064 

9203100246 

8412070288* 

8505020568* 

8505020594* 

8704230105* 

8708240188* 

8708240226* 

8812220091* 

8812220111* 

9203090315* 

9203090327* 

9203090332* 

9203120188* 

9203120334* 

50-259 

PR 

40-8902 

40-534 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

P 

ZIELINSKI,K. 

9203040208 

50-255 

F 

ZIELINSKI,K. 

9203110278 

50-255 

F 

ZIELINSKI,K. 

9203230115 

50-255 

F 

ZIELINSKI,K. 

9203260210 

50-255 

F 

ZIMMERMAN,R. 

9203230036 

50-361 

V 

ZIMMERMAN,R.P. 

9203030131 

50-397 

Q 

ZIMMERMAN,R.P. 

9203100022 

50-275 

P 

ZIMMERMAN,R.P. 

9203100226 

50-528 

Q 

ZIMMERMAN,R.P. 

9203170205 

50-344 

Q 

Z1MMERMAN.R.P. 

9203230071 

50-361 

Q 

ZIMMERMAN.R.P. 

9203230116 

50-397 

Q 

ZIMMERMAN,R.P. 

9203230167 

50-529 

P 

ZIMMERMAN.R.P. 

9203240020 

50-275 

Q 

ZIMMERMAN.R.P. 

9203240024 

50-397 

P 

ZIMMERMAN.R.P. 

9203240027 

50-275 

P 

ZLATEV.P.A. 

9203170154* 

WASTE MGT 

ZOBLER.M.L. 

9203260064 

50-445 

G 

ZOLAN.P. 

9203190251 

50-456 

S 




CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-232 P. 
The docket subject categories are defined in Appen¬ 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac¬ 
cession number in this index indicates that the docu¬ 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu¬ 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ABB Atom, Inc. (formerly ASEA Atom, Inc. 

) 

ABB Process Automation, Inc. (formerly 
Process Automation Business & Accuray) 

ACURI Association, Inc. (Appalachian 
Compact Users of Radioactive Isotopes) 
AECL Research 
AECL Technologies 


AECL, Inc. 


ALWR Utility Steering Committee 


ASEA Brown Boveri, Inc. 


AT&T Communications 

AT&T Information Systems 
Accident Prevention Group 

Accu-Weather, Inc. 

Advanced Medical Systems, Inc. 


Agriculture, Dept, of 
Air Transport Association 
Alabama Electric Cooperative, Inc. 


ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJEC1 

NUMBER 

CATEGORY 


NUMBER 

CATEGOR 

9203090104 

52-2 

Alabama Power Co. 

8811090298 

PR 




9010250113 

PR 

9203090118 

52-2 


9102280117 

50-348 

9203180135 

PR 


9203110027 

50-348 




9203110048 

50-348 

9203250120 

STATE PRO G 


9203110048 

50-348 




9203110055* 

50-348 

9203060117* 

PROJ 


9203110055* 

50-348 

9203060052 

PROJ 


9203160287 

50-348 

9203250200 

PROJ 


9203160287 

50-348 

9203060061 * 

PROJ 


9203160294 

50-348 

9203060065* 

PROJ 


9203160294 

50-348 

9203060067* 

PROJ 


9203160298 

50-348 

9203060072* 

PROJ 


9203160298 

50-348 

9203060123* 

PROJ 


9203170241 

50-348 

9203060127* 

PROJ 

Alabama, State of 

9010290409 

PR 

9203060132* 

PROJ 

Alameda County, CA 

9010250138 

PR 

9203060136* 

PROJ 

Albany, NY 

9203090159 

PRM 

9203060140* 

PROJ 

Allied Ecology Services, Inc. 

9203120081 

REGGD 

9203060141* 

PROJ 

Allied-Signal Corp. 

9203060049 

40-3392 

9203060144* 

PROJ 

Alnor Nuclear Corp. 

9011140121 

PR 

9203060148* 

PROJ 

Amerace Corp. 

9203020152 

QA999 

9203060150* 

PROJ 


9203020155 

QA999 

9203060151* 

PROJ 


9203230260 

QA999 

9203060155* 

PROJ 

American Airlines, Inc. 

9203110093 

PR 

9203060156* 

PROJ 


9203110094* 

PR 

9203060157* 

PROJ 

American Association for Nuclear 

9203160072 

STATE PRO 

9203060159* 

PROJ 

Cardiology, Inc. 



9203060162* 

PROJ 


9203170067 

STATE PRO 

9203060163* 

PROJ 

American College of Nuclear Physicians 

9203100057 

PR 

9203060164* 

PROJ 


9203190006 

STATE PRO 

9203060167* 

PROJ 

American Ecology Corp. 

9203250205 

STATE PRO 

9203060174* 

PROJ 

American Electric Power Co., Inc. 

9203120056 

PR 

9203060208* 

PROJ 

American Electric Power Service Corp. 

8811080314 

PR 

9203060212* 

PROJ 

American Mining Congress 

9203250180 

STATE PRO 

9203060215* 

PROJ 

American Municipal Power-Ohio, Inc. 

9203110062 

50-346 

9203060220* 

PROJ 

American Nuclear Corp. 

9203110170 

40-4492 

9203060224* 

PROJ 

American Nuclear Insurers & MAERP 

9203270009 

PRM 

9203060227* 

PROJ 

Reinsurance Association 



9203060228* 

PROJ 

American Nuclear Society 

9011200020 

PR 

9203060230* 

PROJ 

American Public Power Association 

9010250331 

PR 

9203060206 

PROJ 

American Society of Mechanical Engineers 

9203250310 

NUREG 

9203230321 

PROJ 

Amersham Corp. 

9203100206 

71-6717 

9203300378 

PROJ 


9203110285 

71-9243 

9010290362 

PR 


9203170027 

PR 

9203030375 

70-1100 


9203250054 

STATE PRO 

9203050094 

TOPREP 


9203250185 

STATE PRO 

9203060293 

52-2 

Amherst College, Amherst, MA 

9203190243 

PR 

9203060317 

52-2 

Analysis & Technology, Inc. 

9203120171* 

CONTRACT 

9203060343 

52-2 


9203190048* 

CONTRACT 

9203190031 

52-2 

Applied Radiological Control, Inc. 

9011160181 

PR 

9203270112 

PROJ 


9012170057 

PR 

9203270123* 

PROJ 


9012170062 

PR 

9203270130* 

PROJ 


9012170064 

PR 

9203110205* 

CONTRACT 


9012170070 

PR 

9203200267* 

CONTRACT 


9012170122 

PR 

9203260086* 

CONTRACT 


9012170184 

PR 

9203T10395* 

TOPREP 


9012170190 

PR 

9203240377* 

CONTRACT 

Arent, Fox, Kintner, Plotkin & Kahn 

9203250130 

50-443 

9203100293* 

CONTRACT 

Argentina 

9203180222* 

FOIA 

9203060237 

71-5796 


9203180224* 

FOIA 

9203060268* 

71-5796 


9203180377* 

FOIA 

9203060276* 

71-5796 


9203190390* 

FOIA 

9203060278* 

71-5796 


9203190394* 

FOIA 

9203190139 

71-5796 


9203190407* 

FOIA 

9203060233* 

ORG 

Argonne National Laboratory 

8404270010* 

50-244 

9203180060 

PR 


8502150101* 

50-244 

9203110073 

50-346 M 


9203180368* 

FOIA 


359 


irnOOO ODu 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



9203180374* 

FOIA 



9203180412* 

FOIA 



9203190277* 

50-219 

O 


9203240302* 

50-219 

O 


9203250282 

NUREG 


Arizona Public Service Co. (formerly 

Arizona Nuclear Power Project) 

9203270025 

9011140102 

NUREG 

PR 



9203030135 

50-528 

Q 


9203030326 

50-528 

R 


9203030326 

50-528 

R 


9203030326 

50-528 

R 


9203060044 

50-528 

P 


9203060044 

50-528 

P 


9203060044 

50-528 

P 


9203060057 

50-528 

Q 


9203060057 

50-528 

Q 


9203060057 

50-528 

Q 


9203060358 

50-528 

Q 


9203090262 

50-528 

P 


9203090262 

50-528 

P 


9203090262 

50-528 

P 


9203090266* 

50-528 

P 


9203090270* 

50-528 

P 


9203100166 

50-528 

F 


9203110122 

50-528 

S 


9203120007 

50-528 

H 


9203170023* 

50-528 

R 


9203170206 

50-528 

R 


9203170233* 

50-528 

R 


9203190360 

50-528 

J 


9203230039 

PR 



9203230351 

50-528 

R 


9203230351 

50-528 

R 


9203240047 

50-528 

K 


9203250347 

50-528 

S 


9203260191 

50-528 

F 


9203260191 

50-528 

F 


9203260191 

50-528 

F 


9203260193* 

50-528 

F 


9203260193* 

50-528 

F 


9203260193* 

50-528 

F 


9203260207 

50-529 

P 


9203270013 

PR 



9203270091 

50-528 

Q 


9203270188 

50-528 

P 


9203270188 

50-528 

P 


9203270188 

50-528 

P 


9203270200* 

50-528 

P 


9203270200* 

50-528 

P 


9203270200* 

50-528 

P 


9203270202* 

50-528 

P 


9203270203* 

50-528 

P 


9203270206* 

50-528 

P 


9203300206 

50-529 

Q 


9203300210* 

50-529 

Q 


9203310066 

50-528 

P 


9203310066 

50-528 

P 


9203310066 

50-528 

P 


9203310080 

50-528 

P 


9203310080 

50-528 

P 


9203310080 

50-528 

P 


9203310083* 

50-528 

P 


9203310083* 

50-528 

P 


9203310083* 

50-528 

P 


9203310138 

50-528 

K 


9203310138 

50-528 

K 


9203310138 

50-528 

K 


9203310295 

50-528 

P 

Arizona, Univ. of, Tucson, A2 

9203040305* 

CONTRACT 



9203230326 

ORG 


Arkansas Power & Light Co. 

8811090509 

PR 


Armed Forces Radiobiological Research 
Institute 

Armstrong, Gordon, Mitchell & Damiani 

9203300221 

50-170 

R 

9203040379 

FOIA 


Army, Dept, of 

9203040038 

40-8767 



9203040039* 

40-8767 



9203040042* 

40-8767 



9203160292 

PR 



9203200260 

40-8767 



9203230077* 

50-47 

P 

Army, Dept, of, Corps of Engineers 

9203170166* 

WASTE MGT 


Army, Depy. of. Materials Technology 

9203230075 

50-47 

P 

Laboratory 

Arthur D. Little, Inc. 

9203230154 

REGGD 


Atlantic Richfield Co. (ARCO) 

9203100246 

40-8902 



9203120381* 

50-310 

P 


9203180348* 

FOIA 


Atlas Corp. 

9203110151 

40-3453 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



9203110180 

40-3453 


Atochem North America, Inc. 

9203170139* 

WASTE MGT 


Austria 

9203190347* 

FOIA 


Automatic Switch Co. 

9203300188 

QA999 


BP Chemicals International 

9203060413 

40-7604 



9203060417* 

40-7604 



9203170100 

40-7604 



9203230001 

40-7604 



9203230003* 

40-7604 


BW/IP International, Inc. (formerly Byro 

9203240159 

50-445 

S 

Jackson Pump Division) 





9203240159 

50-445 

S 


9203240165* 

50-445 

S 


9203240165* 

50-445 

S 

BWR Owners Group 

9203050301 * 

PR 



9203110319 

TOPREP 



9203160168 

50-410 

S 


9203190027 

TOPREP 



9203200344 

TOPREP 


Babcock & Wilcox Co. 

8811100292 

PR 



9203020241 * 

70-135 



9203050022 

70-27 



9203050024* 

70-27 



9203050170 

50-269 

P 


9203050175* 

50-269 

P 


9203050246 

70-1201 



9203050262 

70-135 



9203060374 

70-27 



9203090014 

70-27 



9203090458 

70-27 



9203090461 * 

70-27 



9203120290 

70-27 



9203160176 

50-269 

P 


9203160244 

PR 



9203190009 

71-5341 



9203190025 

70-27 



9203190227 

PR 



9203260065 

71-9246 



9203260214 

70-135 



9203260216* 

70-135 


Babcock & Wilcox Operating Plants Owners 

8811110177 

PR 


Group 




Balch & Bingham (formerly Balch, Bingham 

9203110027 

50-348 

G 

Baker, Hawthorne, Williams & Ward) 





9203110048 

50-348 

G 


9203110048 

50-348 

G 


9203110055* 

50-348 

G 


9203110055* 

50-348 

G 

Baltimore Gas & Electric Co. 

8811110205 

PR 



9010250176 

PR 



9203030097 

50-317 

R 


9203030101* 

50-317 

R 


9203030101* 

50-317 

R 


9203030108 

50-317 

R 


9203030108 

50-317 

R 


9203030109 

50-317 

P 


9203040240 

50-317 

R 


9203050047 

50-317 

P 


9203050047 

50-317 

P 


9203050048* 

50-317 

P 


9203050048* 

50-317 

P 


9203050100 

50-317 

S 


9203060003 

50-317 

Q 


9203060003 

50-317 

Q 


9203060039 

50-317 

R 


9203060039 

50-317 

R 


9203090221 

50-317 

F 


9203090221 

50-317 

F 


9203090376 

50-317 

F 


9203090376 

50-317 

F 


9203120082 

50-317 

Q 


9203160073 

PR 



9203160102 

50-317 

P 


9203190162 

50-317 

R 


9203250188 

50-317 

F 


9203250188 

50-317 

F 


9203250308 

50-317 

F 


9203250308 

50-317 

F 


9203260118 

PR 



9203260139 

50-317 

F 


9203260139 

50-317 

F 


9203260179 

50-317 

F 


9203260185 

50-317 

F 


9203260185 

50-317 

F 


9203270261 

50-317 

1 


9203270261 

50-317 

1 

Barnett Industrial X-Ray 

9203050167 

71-662 


Barnstable County, MA 

9203260114 . 

PR 


Battelle Human Affairs Research Centers 

9203050269* 

CONTRACT 



AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 
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AUTHOR AFFILIATION ACCESSION SUBJECT 


NUMBER 

CATEGORY 


9203040165* 

50-400 

P 

9203090086 

50-400 

Q 

9203110204 

50-261 

P 

9203110295 

50-261 

P 

9203110300* 

50-261 

P 

9203120291 

50-400 

P 

9203120300* 

50-400 

P 

9203130236 

50-261 

P 

9203160208 

50-261 

H 

9203160208 

50-261 

H 

9203160208 

50-261 

H 

9203160208 

50-261 

H 

9203160250 

50-261 

R 

9203170192 

50-261 

Q 

9203170249 

50-324 

P 

9203170317 

50-261 

Q 

9203170346 

50-324 

R 

9203190153 

50-400 

R 

9203200172 

50-324 

Q 

9203200180* 

50-324 

Q 

9203230009 

50-400 

S 

9203230129 

50-400 

F 

9203230208 

50-324 

F 

9203230208 

50-324 

F 

9203230250 

50-261 

S 

9203230271 

50-261 

S 

9203240246 

50-261 

F 

9203240333 

50-261 

R 

9203250363 

50-261 

Y 

9203250366 

50-261 

H 

9203250366 

50-261 

H 

9203250366 

50-261 

H 

9203250371 

50-400 

P 

9203260174 

50-324 

S 

9203260174 

50-324 

S 


Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Bechtel Corp. 

Bechtel Group, Inc. 

Berthold Systems, Inc. 

Bishop, Cook, Purcell & Reynolds 


Boston Edison Co. 


Braunkohle Transport USA, Inc. 
Brazil 


Brigham Young Univ., Provo, UT 
Brookhaven National Laboratory 


Budin, E., MD 

C&P Telephone Co. of Maryland 
CAE-Link Corp. 

CBI Services, Inc. (formerly Chicago 
Bridge & Iron Co.) 

CEXEC, Inc. 


California, State of 


California, Univ. of, Los Angeles, CA 

Canonie Environmental Services, Inc. 
(subs, of Canonie, Inc.) 

Career Counseling Services 

Carolina Power & Light Co. 


9203270010 

NUREG 


9203170175* 

WASTE MGT 


9203240140* 

50-397 

P 

9203270010 

NUREG 


9203030294 

TOPREP 


8811110194 

PR 


9203170029 

PR 


8811100253 

PR 


9203060409* 

PR 


9108150100 

50-293 

F 

9203030227 

50-293 

P 

9203030424 

50-293 

R 

9203030428* 

50-293 

R 

9203040174 

50-293 

R 

9203040338 

50-293 

R 

9203050087 

50-293 

F 

9203090450 

50-293 

V 

9203100205 

50-293 

Q 

9203120050 

PR 


9203160247 

50-293 

R 

9203170106 

50-293 

Q 

9203230307 

50-293 

S 

9203240225 

50-293 

R 

9203240373 

50-293 

F 

9203250252 

50-293 

R 

9203020265 

XPORTLIC 


9203170439* 

FOIA 


9203170442* 

FOIA 


9203170446* 

FOIA 


9203170461* 

FOIA 


9203180174* 

FOIA 


9203180177* 

FOIA 


9203180201* 

FOIA 


9203180208* 

FOIA 


9203180233* 

FOIA 


9203180318* 

FOIA 


9203180333* 

FOIA 


9203180335* 

FOIA 


9203180391* 

FOIA 


9203180445* 

FOIA 


9203180448* 

FOIA 


9203180451* 

FOIA 


9203180455* 

FOIA 


9203180463* 

FOIA 


9203180500* 

FOIA 


9203190366* 

FOIA 


9203190370* 

FOIA 


9203190384* 

FOIA 


9203200395* 

FOIA 


9203200408* 

FOIA 


9203170230 

50-262 

P 

9203130114 

NUREG 


9203130120 

NUREG 


9203170458* 

FOIA 


9203170466* 

50-269 

P 

9203250305 

NUREG 


9203270248* 

50-387 

P 

9203310239* 

TOPREP 


9203310056 

PR 


9203120139* 

CONTRACT 


9203180163* 

CONTRACT 


9203120022 

STATE PRO 

G 

9203020145* 

CONTRACT 


9203190132* 

CONTRACT 


9203200299* 

CONTRACT 


9203200310* 

CONTRACT 


9010090141 

PR 


9203190015 

STATE PRO 

G 

9203090065 

PR 


9203300080 

PRM 


9203120236* 

40-8907 


9203120060* 

CONTRACT 


8811110190 

PR 


9110090224 

50-261 

F 

9203020047 

50-400 

R 

9203020245 

50-261 

F 

9203020288 

50-261 

F 

9203020336 

50-261 

R 

9203020339* 

50-261 

R 

9203020340* 

50-261 

R 

9203030241 

50-325 

Q 

9203030275 

50-324 

S 


Center for Nuclear Waste Regulatory 
Analyses 


9203260247* 50-324 F 
9203260247* 50-324 F 
9203310173 50-325 S 
9203310287 50-261 Q 


9203030437* WASTE MGT 


9203030442* WASTE MGT 

9203090436 WASTE MGT 

9203090453 WASTE MGT 

9203120180 WASTE MGT 

9203170122 WASTE MGT 

9203170129* WASTE MGT 

9203300161 WASTE MGT 

Centerior Energy 9010240063 PR 

9011200084 PR 


9203020167 50-346 R 

9203020275 50-440 R 

9203030331 50-440 R 

9203030333* 50-440 R 

9203030388* 50-440 R 

9203040105 50-440 R 

9203050090 50-440 F 

9203050162 50-440 R 

9203090278 50-346 V 

9203090352 50-346 P 

9203090473 50-440 P 

9203100021 50-440 P 

9203100048 50-440 P 

9203100054* 50-440 P 

9203100177 50-346 J 

9203100177 50-346 J 

9203110067 50-440 K 

9203160253 50-440 R 

9203160257 PR 

9203170017 50-440 R 

9203170087 REGGD 

9203170093 REGGD 

9203170296* 50-348 T 

9203170296* 50-348 T 

9203170299* 50-348 T 

9203170299* 50-348 T 

9203190289 50-346 P 

9203190292* 50-346 P 

9203190294* 50-346 P 

9203230230 50-440 R 

9203240049 50-440 P 

9203240053* 50-440 P 

9203240258 50-346 Q 

9203250058 50-440 S 

9203250132 50-440 P 

9203250135* 50-440 P 

9203250326 50-346 F 

9203300002 50-346 P 


9203030310 50-325 S 

9203040040 50-261 R 

QononxriiKO nr\.Anr\ P 


AUTHOR AFFILIATION 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


ACCESSION 

NUMBER 



9203300115 

50-346 

P 

9203040288 

Chamber of Commerce, United States 

9010310075 

PR 


9203060025 

Chattanooga, TN 

9203050208* 

CONTRACT 


9203060025 

Chemetron Corp. 

9103260191* 

40-8724 


9203060416* 


9203040156 

40-8724 


9203090003 


9203170245 

40-8724 


9203090003 

Cherokee Nation 

9203260069 

40-8027 


9203090003 


9203260076 

40-8027 


9203090003 


9203260084* 

40-8027 


9203090027 

Cintichem, Inc. 

9203030064 

50-54 

W 

9203090027 

Citizens Against Nuclear Trash 

9203050020 

70-3070 


9203090045 

City College of New York, New York, NY 

9203050199* 

CONTRACT 


9203090049 


9203190101* 

CONTRACT 


9203090068 

Cleveland Clinic Foundation, Cleveland, 

8612020490* 

FOIA 


9203090068 

OH 




9203090136 


8705260306* 

FOIA 


9203090136 


8906290379* 

FOIA 


9203090258 


9107080215* 

FOIA 


9203090284 


9107080220* 

FOIA 


9203090314 

Cleveland Electric Illuminating Co. 

8811110054 

PR 


9203090342 


9203100033* 

50-440 


9203090356 


9203200266 

50-346 

M 

9203090400 

Coalition on West Valley Nuclear Wastes 

9203160115 

PROJ 


9203090403 

Colorado School of Mines, Golden, CO 

9203170154* 

WASTE MGT 


9203090403 


9203170187* 

WASTE MGT 


9203090409 

Colorado State Univ., Fort Collins, CO 

9203170166* 

WASTE MGT 


9203090409 

Colorado, State of 

9203110129 

WASTE MGT 


9203090412 

Colorado, Univ. of 

9203310111* 

WASTE MGT 


9203090412 

Coltec Industries, Inc. 

9203230300 

50-271 

S 

9203090414 

Columbia Gas Transmission Corp. 

9203110063 

PR 


9203090415 

Combustion Engineering, Inc. 

8811090435 

PR 


9203090415 


9203030375 

70-1100 


9203090425 


9203050094 

TOPREP 


9203090425 


9203060293 

52-2 


9203090464 


9203060317 

52-2 


9203090464 


9203060327* 

52-2 


9203100136 


9203090104 

52-2 


9203100136 


9203090118 

52-2 


9203100192 


9203190031 

52-2 


9203100192 


9203190033* 

52-2 


9203110025 


9203190036* 

52-2 


9203110031 


9203270112 

PROJ 


9203110036 


9203270123* 

PROJ 


9203110045 


9203270127* 

PROJ 


9203110049 


9203270130* 

PROJ 


9203110056 

Comdial Corp. 

9203160153* 

CONTRACT 


9203110188 

CommCore, Inc. 

9203130352* 

CONTRACT 


9203110194 

Commerce, Dept, of 

9202280037* 

70-398 


9203120096 


9203160237 

XPORTLIC 


9203120096 


9203160241* 

XPORTLIC 


9203120096 

Committee to Bridge the Gap 

9203250090 

STATE PRO 

G 

9203120096 

Commonwealth Edison Co. 

8811070271 

PR 


9203120096 


9010310069 

PR 


9203120124 


9203020013 

50-295 

F 

9203120125 


9203020013 

50-295 

F 

9203120125 


9203020018 

50-10 

P 

9203120125 


9203020018 

50-10 

P 

9203120131 


9203020175 

50-373 

R 

9203120217 


9203020175 

50-373 

R 

9203120217 


9203020189 

50-295 

P 

9203120217 


9203020189 

50-295 

P 

9203120217 


9203020210 

50-454 

P 

9203120219* 


9203020210 

50-454 

P 

9203120219* 


9203020210 

50-454 

P 

9203120219* 


9203020210 

50-454 

P 

9203120219* 


9203020212* 

50-454 

P 

9203130155 


9203020212* 

50-454 

P 

9203130257 


9203020212* 

50-454 

P 

9203130299 


9203020212* 

50-454 

P 

9203130330 


9203020260 

50-373 

R 

9203160029 


9203020260 

50-373 

R 

9203160059 


9203030012 

50-237 

P 

9203160205 


9203030028 

50-456 

R 

9203160213 


9203030041* 

50-456 

R 

9203160213 


9203030041* 

50-456 

R 

9203160213 


9203030045* 

50-456 

R 

9203160213 


9203030045* 

50-456 

R 

9203160238 


9203030047* 

50-456 

R 

9203160238 


9203030080* 

50-295 

F 

9203160252 


9203030081* 

50-295 

F 

9203170080 


9203030116 

50-454 

P 

9203170199 


9203030116 

50-454 

P 

9203170199 


9203030121* 

50-454 

P 

9203170199 


9203030121* 

50-454 

P 

9203170349 


9203030252 

50-295 

Q 

9203180108 


9203030295 

50-237 

P 

9203180108 


9203030295 

50-237 

P 

9203180119 


9203030302* 

50-237 

P 

9203180152 • 


9203040280 

50-295 

F 

9203180152 


SUBJECT 

CATEGORY 


50-374 

50-373 

50-373 

PR 

50-237 

50-237 

50-237 

50-237 

50-254 

50-254 

50-237 

50-10 

50-456 

50-456 

50-237 

50-237 

50-456 

50-237 

50-457 

50-304 

50-254 

50-254 

50-295 

50-295 

50-454 

50-454 

50-373 

50-373 

50-373 

50-456 

50-456 

50-295 

50-295 

50-456 

50-456 

50-456 

50-456 

50-237 

50-237 

50-10 

50-254 

50-295 

50-373 

50-454 

50-456 

50-254 

50-254 

50-237 

50-237 

50-237 

50-237 

50-237 

50-254 

50-10 

50-10 

50-10 

50-254 

50-454 

50-454 

50-454 

50-454 

50-454 

50-454 

50-454 

50-454 

50-456 

50-295 

50-373 

50-254 

50-254 

50-10 

50-456 

50-237 

50-237 

50-237 

50-237 

50-454 

50-454 

50-373 

50-237 

50-237 

50-237 

50-237 

50-295 

50-454 

50-454 

50-237 

50-254 

50-254 


CORPORATE SOURCE INDEX 3C 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9203180191 

50-265 

Q 

9203180238 

50-249 

S 

9203180255 

50-10 

P 

9203180301 

50-254 

S 

9203180339 

50-254 

S 

9203180407 

50-454 

P 

9203180407 

50-454 

P 

9203190004 

71-5805 


9203190090 

50-456 

S 

9203190168 

50-254 

F 

9203190251 

50-456 

S 

9203190316 

50-10 

P 

9203190316 

50-10 

P 

9203190316 

50-10 

P 

9203190317 

50-254 

F 

9203190317 

50-254 

F 

9203190320 

50-254 

F 

9203190320 

50-254 

F 

9203190322* 

50-10 

P 

9203190322* 

50-10 

P 

9203190322* 

50-10 

P 

9203190323 

50-254 

F 

9203190323 

50-254 

F 

9203190324* 

50-10 

P 

9203190324* 

50-10 

P 

9203190324* 

50-10 

P 

9203200235 

50-312 

Q 

9203200240 

50-295 

P 

9203200240 

50-295 

P 

9203200243* 

50-295 

P 

9203200243* 

50-295 

P 

9203200244 

50-295 

Q 

9203200244 

50-295 

Q 

9203200245 

50-454 

P 

9203200245 

50-454 

P 

9203200248 

50-454 

F 

9203230298 

50-10 

S 

9203230298 

50-10 

s 

9203230298 

50-10 

s 

9203230301 

50-237 

p 

9203230301 

50-237 

p 

9203230311 

50-265 

s 

9203230314 

50-374 

p 

9203230315* 

50-374 

p 

9203230382 

50-374 

s 

9203240208 

50-373 

Q 

9203240211 

50-454 

P 

9203240211 

50-454 

P 

9203240211 

50-454 

P 

9203240211 

50-454 

P 

9203240239 

50-254 

s 

9203240253 

50-265 

P 

9203250150 

50-295 

P 

9203250150 

50-295 

P 

9203250320 

50-454 

Q 

9203250320 

50-454 

Q 

9203250320 

50-454 

Q 

9203250320 

50-454 

Q 

9203250322 

50-254 

Q 

9203260140 

50-456 

F 

9203270201 

50-457 

s 

9203270282 

50-455 

s 

9203270294 

50-456 

s 

9203300086 

50-456 

p 

9203300086 

50-456 

p 

9203300093 

50-237 

p 

9203300107 

50-10 

R 

9203300107 

50-10 

R 

9203300107 

50-10 

R 

9203300124 

50-237 

P 

9203300124 

50-237 

P 

9203300124 

50-237 

P 

9203300274 

50-254 

F 

9203300279 

50-254 

F 

9203300279 

50-254 

F 

9203300285 

50-10 

F 

9203300285 

50-10 

F 

9203300285 

50-10 

F 

9203300289 

50-254 

F 

9203300289 

50-254 

F 

9203300290 

50-10 

F 

9203300290 

50-10 

F 

9203300290 

50-10 

F 

9203300294 

50-254 

F 

9203300294 

50-254 

F 

9203300301 

50-254 

F 

9203300301 

50-254 

F 

9203300307 

50-254 

F 

9203300307 

50-254 

F 


AUTHOR AFFILIATION 


Concern About Radiation in the Environme 
nt 

Concerned Citizens for SNEC Safety 
Connecticut Yankee Atomic Power Co. 


Connecticut, State of 
Conner & Wetterhahn 
Consolidated Edison Co. of New York, 


Consolidated NDE, Inc. (formerly 

Consolidated X-Ray Service Corp. East) 
Consumers Power Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9203300310 

50-254 

9203300310 

50-254 

9203300366 

50-10 

9203310041 

PR 

9010310066 

PR 

9203190118 

STATE PRO 

9010250088 

PR 

9203020235 

50-213 

9203020235 

50-213 

9203020257 

50-213 

9203020298 

50-213 

9203040012 

50-213 

9203040120 

50-213 

9203040120 

50-213 

9203040120 

50-213 

9203040120 

50-213 

9203040123* 

50-213 

9203040123* 

50-213 

9203040123* 

50-213 

9203040123* 

50-213 

9203060262 

50-213 

9203060262 

50-213 

9203060266* 

50-213 

9203090020 

50-213 

9203090023* 

50-213 

9203090120 

50-213 

9203090201 

50-213 

9203110133 

50-213 

9203110308 

50-213 

9203110323* 

50-213 

9203120044 

PR 

9203170305 

50-213 

9203190110 

50-213 

9203190131 

50-213 

9203190151 

50-213 

9203200210 

50-213 

9203230216 

50-245 

9203230216 

50-245 

9203230216 

50-245 

9203230220 

50-213 

9203230222 

50-213 

9203230347 

50-213 

9203240248 

50-213 

9203240248 

50-213 

9203240248 

50-213 

9203240259 

50-213 

9203250142 

50-213 

9203250142 

50-213 

9203250142 

50-213 

9203250142 

50-213 

9203250144* 

50-213 

9203250144* 

50-213 

9203250144* 

50-213 

9203250144* 

50-213 

9203270186 

50-213 

9203270212 

50-213 

9203270283 

50-213 

9203300291 

50-213 

9203300318 

50-213 

9203310192 

50-213 

9203310201 

50-213 

9203100102 

WASTE MGT 

9203190030 

PR 

8811080261 

PR 

8811090041 

PR 

9010300349 

PR 

9203090410 

50-247 

9203090422 

50-3 

9203100182 

50-3 

9203100182 

50-3 

9203110195 

50-3 

9203110195 

50-3 

9203180378 

50-3 

9203190017 

50-247 

9203190079 

50-247 

9203230204 

PR 

9203230274 

50-247 

9203230312 

50-247 

9203130034 

71-627 

8811080305 

PR 

9011070154 

PR 

9203020131 

50-155 

9203020162 

50-155 

9203020162 

50-155 

9203020186 

50-155 

9203020272 

50-155 

9203020278 

50-255 



vvnrwn«ic WUnUE inUCA 


AUTHOR AFFILIATION 


Control Data Corp. 

Cooper Bessemer Corp. 
Cooper Energy Services 
Cooper Industries, Inc. 
Covington & Burling 
Crane Co. 

Curtiss-Wright Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9203020280* 

50-255 

R 

9203020281* 

50-255 

R 

9203040208 

50-255 

F 

9203040212 

50-255 

F 

9203040216 

50-155 

R 

9203040220 

50-255 

F 

9203040259 

50-255 

F 

9203040266 

50-255 

F 

9203040268 

50-255 

F 

9203040270 

50-255 

F 

9203040273 

50-255 

F 

9203060145 

50-255 

K 

9203090134 

50-255 

F 

9203090307 

50-155 

R 

9203100042 

50-255 

Q 

9203100175 

50-155 

S 

9203100179 

50-255 

R 

9203100304* 

50-329 

A 

9203100306* 

50-329 

A 

9203110032 

50-255 

Q 

9203110034 

50-255 

V 

9203110038 

50-255 

S 

9203110102 

50-255 

S 

9203110119 

50-255 

S 

9203110213 

50-255 

F 

9203110250 

50-255 

S 

9203110278 

50-255 

F 

9203110340 

50-255 

F 

9203110353 

50-255 

F 

9203110359 

50-255 

F 

9203110367 

50-255 

F 

9203120011 

50-155 

F 

9203120149 

50-155 

S 

9203130226 

50-155 

S 

9203130231 

50-255 

Q 

9203180102 

50-155 

F 

9203190022 

50-255 

S 

9203190034 

50-255 

P 

9203190053 

50-155 

P 

9203190054 

50-255 

S 

9203190059* 

50-155 

P 

9203190164 

50-155 

S 

9203230008 

50-255 

F 

9203230016 

50-255 

F 

9203230063 

50-255 

F 

9203230115 

50-255 

F 

9203230246 

50-255 

P 

9203230247* 

50-255 

P 

9203230248 

50-255 

P 

9203230256 

50-255 

S 

9203230375 

50-255 

S 

9203240195 

50-155 

S 

9203250143 

50-255 

S 

9203250153 

50-255 

S 

9203250164 

50-255 

P 

9203250170 

50-155 

S 

9203250173* 

50-155 

S 

9203250187* 

50-255 

P 

9203260176 

50-255 

F 

9203260210 

50-255 

F 

9203260222 

50-255 

F 

9203260223 

50-255 

P 

9203270292 

50-155 

R 

9203300276 

50-155 

S 

9203300342 

50-155 

P 

9203300352 

50-155 

R 

9203310172 

50-255 

K 

9203310267 

50-155 

Q 

9203310332 

50-255 

S 

9203170339 

QA999 


9203310203 

QA999 


9203240332 

50-322 

S 

9203130051 

50-298 

S 

9203200283 

40-8989 


9203260079 

71-272 


9203130002* 

FOIA 


9203130004* 

FOIA 


9203130005* 

FOIA 


9203130008* 

FOIA 


9203130010* 

FOIA 


9203130011* 

FOIA 


9203130018* 

70-. 


9203130021* 

FOIA 


9203130023* 

FOIA 


9203130026* 

FOIA 


9203130029* 

FOIA 


9203130036* 

FOIA 


9203130038* 

FOIA 


9203130041* 

FOIA 



Dairyland Power Cooperative 
Dana Point, CA 


Data Base, Inc. 

Data Computer Corp. of America 
Data General Corp. 

Dayton X*Ray Co. 

Decatur, AL 

Deerfield River Compact 
Delaware, State of 

Dept of Veterans Affairs Medical Center 
Bay Pines, FL 


Detroit Edison Co. 


9203130122’ 

9203130126’ 

9203130129’ 

9203130133’ 

9203130136’ 

9203130140’ 

9203130165’ 

9203130168’ 

9203130189’ 

9203130191’ 

9203130218’ 

9203130219’ 

9203130221’ 

9203130246’ 

9203130254* 

9203130258’ 

9203130261’ 

9203130264’ 

9203160002* 

9203160027* 

9203160030* 

9203160039* 

9203160043* 

9203160051* 

9203160202* 

9203160206* 

9203160210* 

9203160211* 

9203160212* 

9203160214* 

9203160216* 

9203160217* 

9203160240* 

9203160265* 

9203170002* 

9203170003* 

9203170005* 

9203170006* 

9203170011* 

9203170033* 

9203170039* 

9203170190* 

9203170193* 

9203040256 

9203090323* 

9203090323* 

9203090323* 

9203090325* 

9203090325* 

9203090325* 

9203090330* 

9203090330* 

9203090330* 

9203090333* 

9203090333* 

9203090333* 

9203090335* 

9203090335* 

9203090335* 

9203090337* 

9203090337* 

9203090337* 

9203090339* 

9203090339* 

9203090339* 

9203050147* 

9203190179* 

9203040279* 

9203060034 

9203050214* 

9203300043 

9203130349* 

9203190058 

9203190215 

9203020308 

9203020318 

9203020326 

9203020331 

9203020335* 

9203030007 

9203030017* 

9203030288 

9203050236 

9203110097 

9203120005 

9203190214 

9203230062 

9203240038 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

70-. 

70-. 

FOIA 

FOIA 

FOIA 

70-. 

70-. 

70-. 

70-. 

70-***** 

70-. 

70-. 

70-***** 
70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70-. 

70- . 

50-409 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

CONTRACT 

CONTRACT 

CONTRACT 

71- 252 
CONTRACT 

PR 

CONTRACT 
STATE PRO 

PR 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 


R 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 


G 


I 

K 
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003 


AUTHOR AFFILIATION 


Diamond H. Testing Co. 


Disposable Workers of Comanche Peak 
Electric Station 


Dixon, IL 

Dodgen Mobile Technologies 

Domus Design Studios, Inc. 

Don’t Waste California 
Dosimeter Corp. of America 


Dositec, Inc. 

Dow Chemical Co. 

Dow, Lohnes & Albertson 


DuPont Merck Pharmaceutical Co. 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9203240114 

9203310094 

9203310139 

9203310258 

9203120028 

50-341 

50-341 

50-341 

50-341 

STATE PRO 

R 

P 

P 

P 

G 

9203090346 

9203090348* 

9203090348* 

9203090348* 

9203090349 

50-269 

50-269 

50-269 

50-269 

50-413 

9203200383 

9203050029 

71-6717 

50-445 

G 

9203090351 

9203090351 

50-269 

50-269 

9203050038 

9203050234 

50-445 

50-445 

G 

G 

9203090351 

9203100064 

9203100064 

50-269 

50-369 

50-369 

9203260028 
9203110219* 
9203120122* 
9203310328* 
9203300381 * 

50-445 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

G 

9203100169 

9203100178 

9203110116 

9203120016 

9203120111 

50-369 

50-370 

50-269 

PR 

50-369 

9203060089 

9011300153 

9012110078 

9101100033 

9011160174 

STATE PRO 
PR 

PR 

PR 

PR 

G 

9203120118* 

9203120120 

9203120172 

9203120280 

9203120280 

50-369 

50-270 

50-413 

50-269 

50-269 

9203310245 

9203020017 

9203020024* 

9203020053 

9203020069* 

50-264 

50-322 

50-322 

50-322 

50-322 

R 

G 

G 

G 

G 

9203130096 

9203130096 

9203130096 

9203130096 

9203130096 

50-269 

50-269 

50-269 

50-269 

50-269 

9203110315 

8811090505 

9010290399 

9203020124 

9203020135 

71-384 

PR 

PR 

50-269 

50-269 

P 

R 

9203130096 

9203130096 

9203130228 

9203130249 

9203130249 

50-269 

50-269 

50-414 

50-413 

50-413 

9203020164 

9203020164 

9203020183 

9203020311 

9203020311 

50-369 

50-369 

50-269 

50-369 

50-369 

R 

R 

Q 

P 

P 

9203130255 

9203160005 

9203160255 

9203160258* 

9203160261* 

50-369 

50-413 

50-413 

50-413 

50-413 

9203020311 

50-369 

P 

9203160267 

50-369 

9203020311 

50-369 

P 

9203160276* 

50-369 

9203030058 

50-269 

R 

9203160276* 

50-369 

9203030058 

50-269 

R 

9203160279* 

50-369 

9203030058 

50-269 

R 

9203170048* 

50-269 

9203030074 

50-269 

R 

9203170244 

50-269 

9203030074 

50-269 

R 

9203170262* 

50-269 

9203030074 

50-269 

R 

9203170363 

50-370 

9203030267 

50-369 

S 

9203180049* 

50-269 

9203030415 

50-370 

P 

9203180189 

50-270 

9203030418* 

50-370 

P 

9203190010 

PR 

9203050112 

50-413 

P 

9203200005 

50-269 

9203050112 

50-413 

P 

9203200005 

50-269 

9203090015 

50-413 

R 

9203200005 

50-269 

9203090015 

50-413 

R 

9203230155 

50-413 

9203090039 

50-413 

R 

9203230155 

50-413 

9203090039 

50-413 

R 

9203230163 

50-369 

9203090091 

50-369 

S 

9203230168* 

50-369 

9203090129 

50-269 

Q 

9203230194 

50-269 

9203090132* 

50-269 

Q 

9203230232 

50-269 

9203090137 

50-269 

P 

9203230232 

50-269 

9203090137 

50-269 

P 

9203230232 

50-269 

9203090137 

50-269 

P 

9203230235* 

50-269 

9203090148* 

50-269 

P 

9203230235* 

50-269 

9203090152* 

50-269 

P 

9203230235* 

50-269 

9203090169* 

50-269 

P 

9203230257 

50-269 

9203090171* 

50-269 

P 

9203230257 

50-269 

9203090175* 

50-269 

P 

9203230257 

50-269 

9203090183 

50-369 

P 

9203240235 

50-413 

9203090183 

50-369 

P 

9203240286 

50-269 

9203090188 

50-269 

P 

9203240286 

50-269 

9203090188 

50-269 

P 

9203240286 

50-269 

9203090188 

50-269 

P 

9203240326 

50-413 

9203090188 

50-269 

P 

9203240326 

50-413 

9203090188 

50-269 

P 

9203240329* 

50-269 

9203090188 

50-269 

P 

9203240329* 

50-269 

9203090194* 

50-269 

P 

9203240343* 

50-413 

9203090199* 

50-269 

P 

9203240343* 

50-413 

9203090207* 

50-269 

P 

9203240380 

50-369 

9203090210* 

50-269 

P 

9203240380 

50-369 

9203090210* 

50-269 

P 

9203250076 

50-369 

9203090210* 

50-269 

P 

9203250076 

50-369 

9203090210* 

50-269 

P 

9203250156 

50-369 

9203090210* 

50-269 

P 

9203250223 

50-413 

9203090210* 

50-269 

P 

9203250232 

50-369 

9203090210* 

50-269 

P 

9203250232 

50-369 

9203090289 

50-269 

F 

9203250340 

50-414 

9203090289 

50-269 

F 

9203250346* 

50-414 

9203090289 

50-269 

F 

9203260003 

50-369 

9203090299* 

50-269 

F 

9203260003 

50-369 

9203090299* 

50-269 

F 

9203260007* 

50-369 

9203090299* 

50-269 

F 

9203260007* 

50-369 

9203090346 

50-269 

P 

9203260042 

50-269 

9203090346 

50-269 

P 

9203260042 

50-269 
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AUTHOR AFFILIATION 


Duquesne Light Co. 


E.I. du Pont de Nemours & Co., Inc. 

EG&G Energy Measurements 
EG&G Idaho, Inc. 


EG&G Intertech, Inc. 

ERM-Program Management Corp. 

Earth Concerns of Oklahoma 

East Side Middle School Parent Teachers 

Association 

Eckenfelder, Inc. (formerly Aware, Inc.) 
Edison Electric Institute 
Edlow International Co. 

Electric Power Research Institute 


Emporia State Univ., Emporia, KS 
Energy Laboratories, Inc. 

Energy Research & Consultants Corp. 

Energy, Dept, of 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION 

NUMBER CATEGORY NUMBER 


9203260042 

50-269 

S 

9203260042 

50-269 

S 

9203260042 

50-269 

S 

9203260042 

50-269 

S 

9203260183 

50-369 

F 

9203260183 

50-369 

F 

9203260188* 

50-369 

F 

9203260188* 

50-369 

F 

9203260192 

50-269 

S 

9203260192 

50-269 

S 

9203260192 

50-269 

s 

9203260192 

50-269 

s 

9203260192 

50-269 

s 

9203270002 

PRM 


9203270014 

PR 


9203270300 

50-270 

s 

9203300140 

50-269 

p 

9203300140 

50-269 

p 

9203300140 

50-269 

p 

9203300363 

50-369 

F 

9203300363 

50-369 

F 

9203310152 

50-413 

F 

9203310152 

50-413 

F 

9203310168* 

50-413 

F 

9203310168* 

50-413 

F 

9203310188 

50-369 

Q 

9203310188 

50-369 

Q 

8811110188 

PR 


9011070160 

PR 


9203030291 

50-412 

P 

9203030296* 

50-412 

P 

9203040138 

50-334 

F 

9203040194 

50-334 

F 

9203040272 

50-334 

R 

9203090054 

50-334 

R 

9203090092 

50-412 

P 

9203090300 

50-334 

R 

9203090441 

50-334 

R 

9203170099 

50-334 

J 

9203170099 

50-334 

J 

9203170258 

50-334 

F 

9203170258 

50-334 

F 

9203180305 

50-334 

S 

9203200098 

50-412 

S 

9203240301 

50-412 

P 

9203240307* 

50-412 

P 

9203240308 

50-334 

P 

9203240328* 

50-334 

P 

9203240347 

50-412 

V 

9203240351 

50-334 

R 

9203240371* 

50-334 

R 

9203050070 

PR 


9203170024 

REGGD 


9203190233 

PR 


9203060307* 

WASTE MGT 


9111220229* 

50-335 

P 

9112190309* 

50-289 

P 

9203060414* 

FOIA 


9203130127 

NUREG 


9203170293 

NUREG 


9203200131* 

50-331 

P 

9203270007 

NUREG 


9203240045* 

CONTRACT 


9203310029 

PR 


9011090291 

PR 


9011090339 

PR 


9203170035 

PR 


9203060100 

PRM 


9203170182* 

WASTE MGT 


9203190104 

PRM 


9203250178 

STATE PRO 

G 

9203020316 

XPORTLIC 


9203020319* 

XPORTLIC 


9010230269 

PR 


9203060206 

PROJ 


9203060207* 

PROJ 


9203060318 

PROJ 


9203110381 

TOPREP 


9203110389* 

TOPREP 


9203200323 

PROJ 


9203230321 

PROJ 


9203100263* 

CONTRACT 


9203110354* 

40-8981 


9203030470* 

CONTRACT 


8811090491 

PR 


9010250059 

PR 


9010250233 

PR 


9203030257* 

PROJ 



Energy, Dept, of, Idaho Operations Offic 

Entergy Corp. 

Entergy Operations, Inc. 


9203030274 

9203040332 

9203040341 

9203040342* 

9203040344 

9203040347* 

9203050026 

9203050160 

9203050304* 

9203060138 

9203060202 

9203060287 

9203060304 

9203060315 

9203090044 

9203090455 

9203090460* 

9203100118 

9203100229 

9203110316 

9203110318* 

9203110363 

9203110372* 

9203110374 

9203120306 

9203120362* 

9203120367* 

9203130121 

9203130323 

9203130326 

9203130337 

9203160121 

9203160139* 

9203160254 

9203170073* 

9203180250 

9203180272 

9203190191 

9203190204 

9203190226 

9203190232 

9203190252 

9203190269 

9203190311* 

9203230101* 

9203240215 

9203250087 

9203250101 

9203250197 

9203250222 

9203250227* 

9203250231 

9203250244* 

9203260056 

9203260160 

9203260203 

9203270241* 

9203300176 

9203300293 

9203310047 

9203310057 

9203310081 

9203310104* 

9203310212* 

9203310229 

9203310231* 
9203030255 
9203270205 
9203060211 
9010240056 

9203020309 

9203030337 

9203030340 

9203030359 

9203040117 

9203040117 

9203040218 

9203040281 

9203050049 

9203050049 

9203050099 

9203050101* 

9203050105* 

9203050111* 

9203050124* 

9203050127* 
9203050211 
9203050211 
9203050215 


SUBJECT 

CATEGORY 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
71-5607 
WASTE MGT 
PR 

WASTE MGT 

71-5797 
WASTE MGT 
WASTE MGT 
WASTE MGT 
71-9511 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
PROJ 

WASTE MGT 
WASTE MGT 
PROJ 

WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
70-27 

STATE PRO G 
PROJ 

WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
PR 

WASTE MGT 

WASTE MGT 
COMMISSIO N 
WASTE MGT 
WASTE MGT 
WASTE MGT 

40-6500 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 

PROJ 

PROJ 

50-416 F 

PR 

50-416 
50-382 
50-382 
50-368 
50-313 

50-313 
50-382 
50-382 
50-313 
50-313 

50-416 
50-416 
50-416 
50-416 
50-416 

50-416 
50-313 
50-313 
50-313 
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AUTHOR AFFILIATION 


Envirocare, Inc. 

Environmental & Energy Systems,Inc. 
Environmental Coalition on Nuclear Power 

Environmental Protection Agency 


Erie County Environmental Management 
Council 

European Atomic Energy Community 
(EURATOM) 

European Communities, Commission of 


Exxon Corp. 


F&J Specialty Products, Inc. 

Facilities Management Co., Inc., Lanham, 

MO 

Federal Emergency Management Agency 


Fellows Medical Mfg. Co.. Inc. 

Ferret Exploration Co. of Nebraska, Inc. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

9203050215 

9203050292 

50-313 

50-313 

F 

R 


9203110187 

40-8943 

9203050294 

9203060035 

9203060035 

50-368 

50-313 

50-313 

R 

F 

F 

Florida Coalition for Safe Energy 

Florida Power & Light Co. 

9203110365 

9203190097 

9203250208 

8811090055 

40-8943 

PR 

STATE PRO 

PR 

9203060041 

9203060041 

9203060107 

9203060107 

9203060256 

50-313 

50-313 

50-313 

50-313 

50-416 

R 

R 

F 

F 

R 


9203020118 

9203020118 

9203020118 

9203020255 

9203020255 

50-250 

50-250 

50-250 

50-335 

50-335 

9203090080 

9203090365 

9203090392 

9203110075 

9203120083 

50-416 

50-313 

50-313 

PR 

REGGD 

R 

F 

P 


9203020256* 

9203020256* 

9203020264 

9203030210 

9203030210 

50-335 

50-335 

50-389 

50-335 

50-335 

9203120097 

9203120191 

9203120204 

9203130328 

9203160249 

REGGD 

50-382 

50-382 

50-346 

50-416 

P 

S 

Q 

R 


9203030215* 
9203030215* 
9203030221 * 
9203030261 
9203040168 

50-335 

50-335 

50-335 

50-250 

50-250 

9203170253 

9203170301 

9203170327 

9203180082 

9203180095 

50-382 

50-416 

50-382 

50-416 

50-416 

R 

J 

Q 

F 

Q 


9203040168 

9203040170* 

9203040173* 

9203050221 

9203090195 

50-250 

50-250 

50-250 

50-250 

50-251 

9203180226 

9203180383 

9203180383 

9203180386* 

9203180386* 

50-416 

50-313 

50-313 

50-313 

50-313 

F 

P 

P 

P 

P 


9203090250 

9203090465 

9203090465 

9203100144 

9203120004 

50-250 

50-335 

50-335 

50-335 

PR 

9203180389 

9203190241 

9203190241 

9203200350 

9203200352* 

50-313 

50-313 

50-313 

50-368 

50-368 

P 

P 

P 

R 

R 


9203160232 

9203160232 

9203160288 

9203170178 

9203170178 

50-335 

50-335 

50-335 

50-250 

50-250 

9203200354* 

9203200361 

9203230141 

9203230251 

9203240012* 

50-368 

50-313 

50-382 

50-416 

50-416 

R 

R 

F 

P 

V 


9203170219 

9203170222 

9203170222 

9203170360 

9203180090* 

50-250 

50-250 

50-250 

50-250 

50-250 

9203250148 

50-313 

P 


9203180137 

50-335 

9203250151* 

50-313 

P 


9203180143* 

50-335 

9203250161 

50-368 

S 


9203180183 

50-250 

9203250162 

50-313 

F 


9203180267 

50-335 

9203250162 

50-313 

F 


9203180267 

50-335 

9203250167 

50-313 

F 


9203200231 

50-335 

9203250167 

50-313 

F 


9203200231 

50-335 

9203250168 

50-313 

F 


9203230030 

PRM 

9203250168 

50-313 

F 


9203230238 

50-250 

9203250171 

50-313 

F 


9203230243 

50-335 

9203250171 

50-313 

F 


9203230269 

50-335 

9203260021 

50-313 

P 


9203230337 

50-250 

9203300019 

50-382 

Q 


9203240057 

50-251 

9203300362 

50-313 

F 


9203240369 

50-250 

9203300362 

50-313 

F 


9203240369 

50-250 

9203310088 

50-313 

F 


9203250010 

50-335 

9203310088 

50-313 

F 


9203250010 

50-335 

9203310278 

50-313 

P 


9203250015 

50-335 

9203310279 

50-313 

P 


9203270022 

PR 

9203060251 

40-8989 



9203270172 

50-335 

9203230159 

REGGD 



9203270174* 

50-335 

9011090118 

PR 



9203300017 

50-389 

9203060081 

STATE PRO 

G 


9203300130 

50-250 

9010230248 

PR 



9203300156 

50-389 

9203170182* 

WASTE MGT 



9203300323 

50-250 

9203200304 

ORG 


Florida Power Corp. 

8811080002 

PR 

9203230088 

PR 


9010310082 

PR 

9010250165 

PR 



9203030412 

50-302 

9203190180 




9203040097 

50-302 

XPORTUC 



9203040248 

50-302 





9203040251 * 

50-302 

9203160263 

XPORTLIC 



9203050231 

50-302 

9203160273 

XPORTUC 



9203110143 

50-302 

9203160277 

XPORTLIC 



9203110146* 

50-302 

9203160293 

XPORTLIC 



9203120024 

50-302 

9203100242 

40-8102 



9203120038 

50-302 

9203100247* 

40-8102 



9203120142 

50-302 

9203110328 

40-8102 



9203120181 

50-302 

9011160175 

PR 



9203160068 

50-302 

9203180300* 

CONTRACT 



9203180103 

PR 





9203190186 

50-302 

9203180315* 

CONTRACT 



9203230117 

PR 

9202050336* 

50-413 

F 


9203260199 

50-302 

9202140334* 

50-344 

F 


9203260202 

50-302 

9202140346* 

50-344 

F 


9203300354 

50-302 

9203200349* 

WASTE MGT 



9203310194 

50-302 

9203300030 

PR 



9203310197 

50-302 

9203090373* 

40-2407 


Florida, Univ. of, Gainesville, FL 

9203160078 

STATE PRO 

9203110175 

40-8943 


Frontier Technology Corp. 

9203200095* 

70-3025 
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AUTHOR AFFILIATION 


Fuel Cycle Facilities Forum 

Fulton County Citizens Against Radioacti 

ve Dump (CARD) 

GAP Instalment Corp. 

Gardner, J.B. 

General Atomics (formerly GA Technology 
s, Inc./General Atomic Co.) 


General Electric Co. 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION 

NUMBER CATEGORY NUMBER 


9203250079 

9203250064 

9203130113* 

9203050302* 

9203040029 

9203040061 

9203100154 

9203130101 

9203190334 

9203250112 

9203260080 

9203310113* 

7901090346* 

7905080034* 

7907020285* 

7911080005* 

7911080007* 

8006060225* 

8006060233* 

8412070288* 

8505020568* 

8505020594* 

8505020600* 

8507150099* 

8601130068* 

8602190117* 

8602260676* 

8605010066* 

8610060147* 

8704230105* 

8708240188* 

8708240200* 

8708240208* 

8708240226* 

8708240230* 

8804210390* 

8811070247 

8812220091* 

8812220111* 

8903020282* 

8906230259* 

9203020112 

9203030150* 

9203030235 

9203030246* 

9203030253* 

9203030268 

9203030270* 

9203030287 

9203030400 

9203030400 

9203030403* 

9203040008 

9203040070* 

9203040085* 

9203040087* 

9203040219 

9203040311* 

9203040316* 

9203040319* 

9203040322* 

9203050103* 

9203050109* 

9203050110* 

9203050113* 

9203050119* 

9203050159* 

9203050168* 

9203050173* 

9203050180* 

9203050182* 

9203050185* 

9203050187* 

9203050228 

9203050230* 

9203090259* 

9203090267* 

9203090269* 

9203090271* 

9203090273* 

9203090274* 

9203090275* 

9203090277* 

9203090283* 

9203090285* 

9203090288* 

9203090292* 


STATE PRO 
STATE PRO 

70-734 

PR 

50-89 

50-163 

70-734 

70- 734 

71- 9067 
70-734 
70-734 
70-734 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-534 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

50-605 

50-219 

50-605 

50-605 

50-605 

50-605 

50-605 

50-605 

50-73 

50-73 

50-73 

70-1113 

FOIA 

FOIA 

FOIA 

PT21 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-605 

50-605 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


G 

G 


R 

R 


A 

P 

A 

A 

A 

A 

A 

A 

F 

F 

F 


A 

A 


9203090298* 

9203090303* 

9203090306* 

9203090309* 

9203090311* 

9203090315* 

9203090327* 

9203090332* 

9203090334* 

9203100188* 

9203110132 

9203110138* 

9203110203 

9203110236* 

9203110251* 

9203110262* 

9203110271* 

9203110274* 

9203110282* 

9203110287* 

9203110290* 

9203110296* 

9203110296* 

9203120188* 

9203120193 

9203120198* 

9203120334* 

9203120371 

9203130087* 

9203130091* 

9203130111* 

9203130132* 

9203130222* 

9203130224* 

9203130227* 

9203130229* 

9203130242* 

9203130251* 

9203160100* 

9203160105* 

9203160113* 

9203160118* 

9203160125* 

9203160137* 

9203160143* 

9203160266* 

9203170052* 

9203170056* 

9203170069* 

9203170070* 

9203170074* 

9203170079* 

9203170091* 

9203170104* 

9203170109* 

9203170113* 

9203170116* 

9203170118* 

9203170124* 

9203170134* 

9203170140* 

9203170146* 

9203170151* 

9203170156* 

9203170162* 

9203170167* 

9203170200 

9203170208 

9203170256* 

9203170268* 

9203170273* 

9203170276* 

9203170286* 

9203170303* 

9203180142 

9203180147 

9203180156 

9203180162 

9203180417 

9203190029* 

9203190050* 

9203190050* 

9203200030 

9203200167* 

9203200168* 

9203200174* 

9203200181* 

9203200183* 

9203200188* 


SUBJECT 

CATEGORY 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-155 

50-605 

50-605 

70- 1308 
FOIA 
40-534 

FOIA 

40-534 

FOIA 

FOIA 

40-534 

FOIA 

40-534 

40-534 

FOIA 

71- 735 

71-735 

FOIA 

50-605 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-9044 

71-5971 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-605 

50-605 

50-605 

50-605 

71-5980 

TOPREP 

40-534 

40-534 

70-754 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 



CORPORATE SOURCE INDEX 369 


AUTHOR AFFILIATION 


General Nuclear Systems, Inc. 
General Physics Corp. 


General Public Utilities Corp. - GPU 
Service Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9203200190* 

FOIA 


9203200250* 

FOIA 


9203200251* 

FOIA 


9203200258* 

FOIA 


9203200279* 

FOIA 


9203200294* 

FOIA 


9203200300* 

FOIA 


9203200301* 

FOIA 


9203200306* 

FOIA 


9203200309* 

FOIA 


9203200337 

52-1 


9203200340* 

52-1 


9203200342 

52-1 


9203200348 

50-18 

R 

9203230056* 

FOIA 


9203230061* 

FOIA 


9203230067* 

FOIA 


9203230094* 

FOIA 


9203230104* 

FOIA 


9203230106* 

FOIA 


9203230108* 

FOIA 


9203230118* 

FOIA 


9203230121* 

FOIA 


9203230123* 

FOIA 


9203230135 

TOPREP 


9203230203* 

FOIA 


9203230207* 

FOIA 


9203230210* 

FOIA 


9203230214* 

FOIA 


9203230219* 

FOIA 


9203230236* 

FOIA 


9203240003* 

FOIA 


9203240005* 

FOIA 


9203240011* 

FOIA 


9203240014* 

FOIA 


9203240017* 

FOIA 


9203300196 

70-1113 


9203310176 

50-70 

P 

9203260116 

72-1000 


9203110395* 

TOPREP 


9203180105* 

50-324 

P 

9203230218* 

50-278 

P 

8811070270 

PR 


8811090499 

PR 


9010230261 

PR 


9203020016 

REGGD 


9203020030 

REGGD 


9203020113 

NUREG 


9203020215 

NUREG 


9203020225 

REGGD 


9203020303 

50-289 

R 

9203020310 

50-289 

S 

9203030020 

50-289 

P 

9203030022* 

50-289 

P 

9203030026* 

50-289 

P 

9203030039 

50-289 

P 

9203030133 

50-219 

P 

9203030138* 

50-219 

P 

9203040033 

50-219 

R 

9203040033 

50-219 

R 

9203050201 

50-289 

R 

9203060126 

50-219 

F 

9203060173 

50-289 

R 

9203060176* 

50-289 

R 

9203060187* 

50-289 

R 

9203060196* 

50-289 

R 

9203060361 

50-219 

P 

9203090072 

50-320 

R 

9203090075 

50-320 

R 

9203090077* 

50-320 

R 

9203090082* 

50-320 

R 

9203090084* 

50-320 

R 

9203090209 

50-146 

P 

9203090389 

50-289 

F 

9203110378 

50-289 

Q 

9203120006 

PR 


9203160207 

50-146 

P 

9203160229 

50-219 

F 

9203170026 

PR 


9203170042 

50-289 

R 

9203170057 . 

50-289 

J 

9203170132 

50-219 

P 

9203170194 

50-289 

P 

9203170280 

50-219 

P 


AUTHOR AFFILIATION 


Georgia Institute of Technology, Atlanta 


Georgia Power Co. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

9203200263 

50-320 

9203230158 

50-219 

9203230328 

50-219 

9203230330* 

50-219 

9203230349 

50-320 

9203230354* 

50-320 

9203230358* 

50-320 

9203250266 

50-320 

9203260024 

50-219 

9203260040 

50-320 

9203300296 

50-289 

9203300296 

50-289 

9203310291 

50-219 

9203030245 

50-160 

9203030247* 

50-160 

9203030358 

50-160 

9202190440* 

50-424 

9202190529* 

50-424 

9202190577* 

50-424 

9202190622* 

50-424 

9202190624* 

50-424 

9202200361* 

50-424 

9202200450* 

50-424 

9202210452* 

50-424 

9202210477* 

50-424 

9202210488* 

50-424 

9202240354* 

50-424 

9203020252 

50-321 

9203020252 

50-321 

9203020283 

50-424 

9203020283 

50-424 

9203030072 

50-321 

9203030158 

50-321 

9203030158 

50-321 

9203030223 

50-424 

9203030223 

50-424 

9203030265 

50-321 

9203030271* 

50-321 

9203030271* 

50-321 

9203030277* 

50-321 

9203030277* 

50-321 

9203040064 

50-321 

9203040065* 

50-321 

9203040073 

50-424 

9203040073 

50-424 

9203040077* 

50-424 

9203040077* 

50-424 

9203040271 

50-321 

9203040271 

50-321 

9203040330 

50-424 

9203040330 

50-424 

9203040333* 

50-424 

9203040333* 

50-424 

9203050028 

50-321 

9203060091 

50-321 

9203060091 

50-321 

9203090172 

50-424 

9203090174* 

50-424 

9203090192 

50-425 

9203090224 

50-424 

9203090224 

50-424 

9203090244* 

50-424 

9203090244* 

50-424 

9203090374 

50-321 

9203090374 

50-321 

9203090381* 

50-321 

9203090381* 

50-321 

9203100116 

50-321 

9203110043 

50-321 

9203110046* 

50-321 

9203110046* 

50-321 

9203110051* 

50-321 

9203110051* 

50-321 

9203120034 

PR 

9203160067 

50-321 

9203160286 

50-321 

9203160286 

50-321 

9203160289* 

50-424 

9203160295 

50-425 

9203170045 

50-424 

9203170045 

50-424 

9203180240 

50-424 

9203190112 

50-321 

9203190112 

50-321 
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AUTHOR AFFILIATION 


Gibraltar Financial Services 

Glolite Sales, Ltd. (formerly Glow-Lite 

Corp.) 


Goldberg, Fieldman & Hjelmfelt 
Grove Engineering 

Gulf States Utilities Co. 


Halliburton Co. 


Harmon, Curran. Gallagher & Spielberg 
(formerly Harmon, Curran & Tousley) 


Henkels & McCoy, Inc. 

Henry Pratt Co. 

Heritage Reporting Corp. 
Hoke, Inc. 

Homestake Mining Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9203190220* 

50-424 

P 

9203190220* 

50-424 

P 

9203190222* 

50-424 

P 

9203190222* 

50-424 

P 

9203190228* 

50-424 

P 

9203190228* 

50-424 

P 

9203190345 

50-366 

Q 

9203200176 

50-321 

F 

9203200176 

50-321 

F 

9203230020 

50-321 

F 

9203230020 

50-321 

F 

9203230089 

PR 


9203230134 

PRM 


9203230211 

50-424 

F 

9203230211 

50-424 

F 

9203230302 

50-424 

P 

9203230302 

50-424 

P 

9203230322 

50-425 

P 

9203230327 

50-424 

J 

9203230327 

50-424 

J 

9203230340 

50-424 

Q 

9203230340 

50-424 

Q 

9203240160 

50-321 

F 

9203240160 

50-321 

F 

9203240266 

50-424 

P 

9203240266 

50-424 

P 

9203240291 

50-321 

S 

9203240334 

50-321 

P 

9203270263 

50-424 

F 

9203300281 

50-321 

S 

9203310217 

50-424 

P 

9203310217 

50-424 

P 

9203310224 

50-424 

s 

9203310227 

50-424 

p 

9203310227 

50-424 

p 

9203310232* 

50-424 

p 

9203310233 

50-425 

s 

9203310236 

50-424 

F 

9203310241 

50-321 

J 

9203310300 

50-321 

R 

9203310300 

50-321 

R 

9203230037 

STATE PRO 

G 

9203170307* 

COMMISSIO 

N 

9203170322* 

COMMISSIO 

N 

9203110028 

50-346 

M 

9010250079 

PR 


9203050313* 

PR 


9201060246 

50-458 

F 

9201060257* 

50-458 

F 

9203090112 

50-458 

R 

9203090124* 

50-458 

R 

9203090130* 

50-458 

R 

9203090138* 

50-458 

R 

9203090313 

50-458 

F 

9203090432 

50-458 

R 

9203110123 

50-458 

S 

9203110265 

50-458 

P 

9203230091* 

50-458 

Q 

9203240109 

50-458 

R 

9203240338 

50-458 

S 

9203250065 

50-458 

J 

9203250123 

50-458 

J 

9203260036 

50-458 

P 

9203270230 

50-458 

Q 

9203310160 

50-458 

P 

9203310202 

50-458 

S 

9203310204 

50-458 

F 

9203310208 

50-458 

S 

9203030303* 

50-412 

P 

9203110395* 

TOPREP 


9203270164* 

50-272 

P 

8811140022 

PR 


9008170009 

PR 


9203050006 

40-8027 


9203050020 

70-3070 


9203110016 

40-8027 


9203110022 

40-8027 


9203230350* 

PR 


9203230384 

40-8027 


9203240220* 

40-8027 


9203260076 

40-8027 


9203260084* 

40-8027 


9203050219* 

CONTRACT 


9203180121 

QA999 


9203160308* 

CONTRACT 


9203020301 

XPORTLIC 


9203100225 

40-8903 



AUTHOR AFFILIATION 


Hopewell Township, Aliquippa, PA 
Hopkins, Sutter, Hamel & Park (formerly 
Hopkins & Sutter) 

House of Rep. 


House of Rep., Energy & Commerce 
House of Rep., Government Operations 
House of Rep., Interior & Insular Affair 
Houston Lighting & Power Co. 


Howard Univ., Washington, DC 
Hunton & Williams 


Hydro-Engineering 
l-NET, Inc. 


IBM Corp. 

ICN Biomedicals, Inc. (formerly KOR, 

Inc.) 

INTERA, Inc.. Austin, TX (formerly INTER 
Technologies, Inc.) 

ITI-MOVATS 

Idaho National Engineering Laboratory 

Idaho State Univ., Pocatello, ID 
Illinois Power Co. 


Illinois, State of 


Illinois, Univ. of, Urbana, IL 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9203110325 

40-8903 

9203110332 

40-8903 

9203110349 

40-8903 

9203110355 

40-8903 

9203120063 

40-8903 

9203250210 

STATE PRO 

9011190189 

PR 

9203060201* 

PR 

9203120386* 

50-280 

9203130083* 

PR 

9203130094* 

PR 

9203130233* 

PR 

9203200420* 

COMMISSIO 

9203240228 

PR 

9203250215* 

50-322 

9203060244* 

COMMISSIO 

9203060160* 

COMMISSIO 

9203020168* 

COMMISSIO 

9203030179 

50-498 

9203030292 

50-499 

9203050010 

50-498 

9203050151 

50-498 

9203050204 

50-498 

9203050204 

50-498 

9203060058* 

50-498 

9203060094 

50-498 

9203060179 

50-498 

9203090008 

50-498 

9203090008 

50-498 

9203100184 

50-498 

9203100184 

50-498 

9203110042 

50-499 

9203120246 

50-498 

9203120246 

50-498 

9203170036 

50-498 

9203200262 

50-498 

9203200335 

50-499 

9203200341 * 

50-499 

9203230191 

50-499 

9203230193* 

50-499 

9203240339 

50-499 

9203240345* 

50-499 

9203260013 

50-498 

9203270013 

PR 

9203310165 

50-498 

9203310183 

50-499 

9203260075* 

CONTRACT 

9203020012 

50-322 

9203050016 

50-322 

9203120087* 

40-8903 

9203050223* 

CONTRACT 

9203190435* 

CONTRACT 

9203190448* 

CONTRACT 

9203160272* 

COMMISSIO 

9203300112 

STATE PRO 

9203170139* 

WASTE MGT 

9203230087 

PT21 

9203060414* 

FOIA 

9203200131* 

50-331 

9203160242 

50-284 

8811100125 

PR 

9203020158 

50-461 

9203030269 

50-461 

9203040093 

50-461 

9203060359 

50-461 

9203090173 

50-461 

9203090345 

50-461 

9203120061 

PR 

9203120255 

50-461 

9203170356 

50-461 

9203180123 

50-461 

9203230249 

50-461 

9203230262 

50-461 

9010250042 

PR 

9203050060 

REGGD 

9203050303* 

PR 

9203110011 

REGGD 

9203110099 

REGGD 

9203120015 

STATE PRO 

9203170170* 

WASTE MGT 

9203050037 

50-151 

9203060362 

50-151 

9203060371 

50-151 

9203160239 

50-151 

9203160239 

- 50-151 

9203190165 

50-151 







CORPORATE SOURCE INDEX 37 


AUTHOR AFFILIATION 


Indiana Michigan Power Co. (formerly 
Indiana & Michigan Electric Co.) 


Industrial Nuclear Co. 

Institute for Nuclear Medical Education, 
Inc. 

Interior, Dept, of 


Interior, Dept, of. Geological Survey 

Interstate Nuclear Services Corp. dba IN 
Corp. 

Intertech Consultant, Inc. 

Iowa Electric Light & Power Co. 


Iowa State Univ., Ames, IA 
Iowa, State of 

Iowa, Univ. of, Iowa City, IA 
Isomedix, Inc. 


Israel 


JRA Associates 

James L. Grant Associates, Inc. 
Japan 


Jason Associates 

Jersey Central Power & Light Co. 

Johns Hopkins Univ., Baltimore, MD 


Johnson & Associates 

Johnson Yokogawa Corp. (formerly Yokogaw 
of America) 

Justice, Dept, of 
Kansas Gas & Electric Co. 


Kansas, Univ. of, Lawrence, KS 
Kennecott Corp. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9203190165 

50-151 

F 

9010250072 

PR 


9203020037 

50-315 

F 

9203020043 

50-315 

R 

9203020043 

50-315 

R 

9203020140 

50-315 

Q 

9203020140 

50-315 

Q 

9203020147 

50-315 

R 

9203020147 

50-315 

R 

9203090343 

50-315 

S 

9203120056 

PR 


9203160227 

50-315 

F 

9203190175 

50-315 

S 

9203200062 

50-316 

S 

9203200238 

50-315 

P 

9203200238 

50-315 

P 

9203260124 

50-315 

P 

9203260130* 

50-315 

P 

9203260158 

50-315 

V 

9203260170 

50-316 

s 

9203270001 

PR 


9203300359 

50-315 

R 

9203300359 

50-315 

R 

9203260096 

71-9156 


9203160171 

STATE PRO 

G 

9203170041 

STATE PRO 

G 

9011260001 

PR 


9203130143* 

COMMISSIO 

N 

9203190102 

PR 


9203060125* 

WASTE MGT 


9203130244 

WASTE MGT 


9011140092 

PR 



9203090478* PR 

9203030313 50-331 P 

9203030315 50-331 R 

9203040140 50-331 S 

9203040236 50-331 R 

9203050040 REGGD 

9203050078 REGGD 

9203130234 50-331 V 

9203170051 50-331 R 

9203180186 50-331 F 

9203180247 50-331 F 

9203180259 50-331 F 

9203180260 50-331 F 

9203190032 50-331 S 

9203190085 50-331 F 

9203200211 50-331 P 

9203200215* 50-331 P 

9203130280* CONTRACT 

8810280297 PR 

9203120008 STATE PRO G 


9203310251* 71-9 

9203310253* 71-9 

9203310254* 71-9 

9203170382* FOIA 

9203170435* FOIA 

9203180433* FOIA 

9203180460* 50-295 F 

9203180481* FOIA 

9203180501* FOIA 

9203190352* FOIA 

9203190375* FOIA 

9203190379* FOIA 

9203190387* FOIA 

9203200393* FOIA 

9203050295 FOIA 

9203170154* WASTE MGT 

9203160283 XPORTLIC 

9203300146 XPORTLIC 

9203300183 XPORTLIC 

9203300224 XPORTLIC 

9203300280 XPORTLIC 

9203270010 NUREG 

9203270207* 50-219 O 

9203130042* CONTRACT 

9203180442* CONTRACT 

9203120088 REGGD 

9203240155 PT21 


9203120298 50-346 M 

9203250226 50-482 P 

9203250229* 50-482 P 

9202120174* 50-482 P 


9203100278 40-8904 
92031 0 0 40-8904 


AUTHOR AFFILIATION 


Kentucky, Commonwealth of 
Kerr-McGee Chemical Corp. 

Kettering Medical Center, Adventist 
Health Systems-Eastern Middle America, 
Kohn, Kohn & Colapinto, P.C. (formerly 

Kohn & Associates) 

Korea Advanced Energy Research Institute 
LISEGA GmbH 
Labat-Anderson, Inc. 

Lancs Industries, Inc. 

Lawrence Livermore National Laboratory 


LeBoeuf, Lamb, Leiby & MacRae 


Lehigh Testing Laboratories,Inc. 
Lenawee County, Ml 
Lewis, M. 

Limitorque Corp. 


Long Island Lighting Co. 


Long Island Power Authority 

Loral Control Systems 

Los Alamos National Laboratory 


Louisiana Energy Services 


Louisiana Power & Light Co. 
Lowell, Univ. of, Lowell, MA 

MITRE Corp. 

MK-Ferguson Co. 


MKW Power Systems, Inc. 


MPR Associates, Inc. 


Maine Yankee Atomic Power Co. 


Maine, State of 

Mallinckrodt Specialty Chemicals Co. 


ACCESSION 

NUMBER 


9203250172 

9203200283 

9203110101 

9203090078 


9203060208* 

9203250218 

9203050274* 

9011160101 

9203060307* 

9203170129* 

9203250286 

9203250288 

8811090506 

9203230190 

9011090334 

9203230078 

9203300060 

9203020015 

9203020019* 

9203020021* 

9203020022 

9203020080 

9203020084* 

9203020088* 

8811110047 

9203020012 

9203030096 

9203030107* 

9203030115* 

9203050016 

9203050172 

9203190280* 

9203260001 

9203020012 

9203180154 

8404270143* 

9203030398* 

9203060128* 

9203230377* 

9203050293 

9203120348 

9203190371 

9203250179 

9203250184 

9203250203* 

9203260073 

9203260213 

9203260217* 

9203260226* 

9203260264 

9203260268* 

8811070326 

9203310308 

9112310175 

9203050283* 

9203120152 

9203120163* 

9203120166* 

9203120168* 

9203120173* 

9203300295* 

9203030123 

9203030166* 

9203030230* 

9203100189* 

9203100195* 

9203100197* 

9203100200* 

9203100201* 

9203100204* 

9203200334* 

9203060133 

9203060135* 

9203060153* 

9203090166 

9203090178* 

9203170058 

9203180114 

9203230263 

9203250049 

9203260293 

9203270019 

9203270234 

9203270236 

9203310306 

9203230205 

9203120295 


SUBJECT 

CATEGORY 


STATE PRO 

40-8989 

REGGD 

50-528 


PROJ 

QA999 

CONTRACT 

PR 

WASTE MGT 
WASTE MGT 
NUREG 
NUREG 
PR 

50-285 

PR 

PR 

PRM 

50-271 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

PR 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

PR 

71-516 

50-322 

PR 

50-445 
50-445 
WASTE MGT 

WASTE MGT 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

70-3070 

PR 

50-223 

NUREG 
CONTRACT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
50-219 
50-219 

50-219 

50-155 

50-155 

50-155 

50-155 

50-155 

50-155 

CONTRACT 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

40-6563 



AUTHOR AFFILIATION 


AUTHOR AFFILIATION 


Management Concepts, Inc. 

Manhattan College, Riverdale, NY 
Manhattan, NY 


Marsh & McLennan, Inc. 

Maryland Safe Energy Coalition 
Maryland, State of 

Maryland, Univ. of. College Park, MD 


Massachusetts Institute of Technology, 
Cambridge, MA 


Massachusetts Public Interest Research 
Group 

Massachusetts, Commonwealth of 


Mayo Clinic, Rochester, MN 
McCormack Levitis Chartered, Bethesda, M 
McDonnell Douglas Corp. 


McGraw-Hill Publications Co. 
Mead Data Central 
Merlin Gerin, Inc. 


Metals Evaluation & Testing, Inc. 


Metrotec, Inc. 

Michigan Citizens Action Committee 
Michigan Technological Univ., Houghton, 

Ml 

Michigan, State of 

Michigan, Univ. of, Ann Arbor, Ml 


Micro Analysis & Design, Inc. 

Midwest Interstate Low-Level Radioactive 
Waste Commission 
Milwaukee School of Engineering, 
Milwaukee, Wi 

Minnesota Public Interest Research Group 
Minnesota, State of 

Minnesota, Univ. of, Minneapolis, MN 


Mississippi, State of 
Missouri, Univ. of, Columbia, MO 


Missouri, Univ. of, Rolla, MO 

Mitchell, A.L. 

Mitchell, L.E. 

Mitsubishi International Corp. 


Mitsui & Co. (USA), Inc. 

Mohawk Industrial & Nuclear Supply, Inc. 
Montana, Univ. of, Missoula, MT 

Multiple Dynamics Corp. 

Municipal Leasing Co. 

NEI Peebles-Electric Products, Inc. 


ACCESSION 

NUMBER 


9203120049* 

9203230371* 

9203160133 

9203060121* 

9203060143 

9203250129* 
9010250149 ' 
9203190005 
9203110335* 
9203260062* 

9203030312 

9203060383 

9203170318 

9203180188 

9203190437* 

9010250038 

9010250064 

9203190019 

9203230138 

9203230148 

9203270004 

9203190444* 

9203060036 

9203160165 

9203020126* 

9203060197* 

9011200030 

9011200044 

9011200049 

9011200054 

9011200060 

9011200062 

9011200066 

9011200095 

9203040310 

9203040310 

9203040310 

9203040310 

9203040310 

9203040310 

9203040310 

9203040310 

9203040312* 

9203040312* 

9203040312* 

9203040312* 

9203040312* 

9203040312* 

9203040312* 

9203040312* 

9203100284* 

9203230078 

9203120205* 


9203120388* 

9203200189 

9203130120 

9203200242 

9203310155* 

9203090119 

9203200023* 


9203260115 

9203190030 

9203190133 

9203200325* 

9203270210 

9203190068 

9203110217 

9203120319 

9203130194 

9203230165 

9203130181* 

9203230005 

9203090078 

9203090078 

9203300208 

9203300216* 

9203310178* 

9203310182* 

9012170133 

9203170158* 

8811090437 

9010230308 

9203230376* 

9203040189 


SUBJECT 

CATEGORY 

CONTRACT 

CONTRACT 

50-199 

PRM 

PRM 

50-458 

PR 

PR 

CONTRACT 

CONTRACT 

50-20 

50-20 

50-20 

50-20 

CONTRACT 

PR 

PR 

PR 

PR 

PR 

PR 

CONTRACT 
STATE PRO 

PR 

CONTRACT 

CONTRACT 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

71-734 

CONTRACT 

PR 

CONTRACT 


CONTRACT 
STATE PRO 
NUREG 
50-265 

CONTRACT 

PR 

70-1040 


PR 

PR 

PR 

CONTRACT 

CONTRACT 

PR 

50-186 

70-270 

50-186 

50-186 

CONTRACT 

50-186 

50-528 

50-528 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

PR 

WASTE MGT 

PR 

PR 

CONTRACT 

50-323 


P 


J 


P 

S 

P 

s 


G 


G 

P 


P 

P 

Q 


S 

G 

G 


Q 


ACCESSION SUBJECT 

NUMBER CATEGORY 


(formerly Parsons Peebles) 


NELRAD 
NRD, Inc. 

National Academy of Sciences 

National Aeronautics & Space Administrat 

ion 


National Institute of Standards & 
Technology (formerly National Bureau of 
National Lead Co. 


Native Americans for a Clean Environment 
Navy, Dept, of 

Neal R. Gross & Co., Inc. 

Nebraska Public Power District 


Nebraska, State of 
Nevada, State of 

New England Coalition on Nuclear 
Pollution 

New Hampshire, State of 
New Jersey Hosp. Association 
New Jersey, State of 


New Mexico State Univ., Las Cruces, NM 
New York Univ. Medical Center, New York, 
NY 

New York, NY 


New York, State of 


Newman & Holtzinger 
Niagara Mohawk Power Corp. 


9203040193* 

9203230202 

9203230206* 

9203250160 

9203120019 

9203100279* 

9203090428 

9203240292 

9203060289 

9203170271 * 
9203170274* 
9203180003* 

9203180004* 

9203050006 

9203260076 

9203260084* 

9203130260 

9203180151 

9203180192 

9102080059* 

8811070361 

9203030099 

9203030104* 

9203030323 

9203030438 

9203030439* 

9203030441* 

9203040030 

9203090301 

9203100105 

9203130068 

9203160245 

9203170043 

9203170239 

9203170257 

9203180411 

9203190100 

9203230267 

9203230268* 

9203110346 

9203250260* 

9203240267 

9203260142 

9203230350* 

9203260037 

9203260048* 

9203050051 

9203250062* 

9203180165 

9203190339 

8811080298 

9010230310 
9203110095 
9203200381 
9203260011 
9203270228* 

9203270231* 

9203270265* 

9203230326 

9203250282 


9203060040 

9203090167 

9203310024 

9203310040 

9203090034 

9203090081 

9203090103 

9203090141 

9203090146* 

9203090153 

9203110259 

9203130204 

9203180164 

9203190002 

9203190030 

9203230058 

9203300067 

9203120319 

9203200286 

9203270013 

9203030094 
9203030113 
9203030113 • 
9203040196 


QA999 
QA999 
QA999 
STATE PRO 

PR 

CONTRACT 

50-30 

50-30 

70-398 

70-1054 

70-1054 

70-1054 

FOIA 

40-8027 

40-8027 

40-8027 

PR 

REGGD 

PR 

PR 

PR 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 

50-298 
50-298 
40-8943 
WASTE MGT 
WASTE MGT 

WASTE MGT 
PR 

PR 

PR 

50-443 

CONTRACT 

PR 

PR 

PR 

PR 

PR 

50-272 

PR 

50-219 

50-219 

50-219 

ORG 

NUREG 


PRM 

PRM 

PRM 

PRM 

PRM 

PRM 

PRM 

70-687 

PRM 

PRM 

40-8989 

REGGD 

PR 

STATE PRO 
PR 

STATE PRO 
STATE PRO 
70-270 
50-445 
PR 

50-220 

50-220 

50-220 

50-220 


G 


H 

R 


P 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Norcom International Corp. (formerly 
Noriega Communications Corp.) 
Northeast Nuclear Energy Co. 


Northeast Utilities 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9203040196 

50-220 

R 


9203040285 

50-410 

R 


9203040289 

50-220 

R 


9203060101 

50-220 

Q 


9203060101 

50-220 

Q 


9203090418 

50-410 

Q 


9203110083 

50-220 

s 


9203110100 

50-220 

s 


9203110210 

50-220 

s 


9203130303 

50-220 

p 


9203130309* 

50-220 

p 


9203130316* 

50-220 

p 


9203180041 

50-410 

s 


9203180091 

71-5950 



9203190182 

50-220 

p 


9203190185* 

50-220 

p 


9203190321 

50-220 

Q 


9203190329 

50-220 

s 


9203230131 

50-410 

p 


9203230136 

50-410 

Q 


9203240348 

50-410 

R 


9203250092 

50-220 

R 


9203250098 

50-220 

s 


9203250102 

50-220 

s 


9203300118 

50-220 

P 


9203300121* 

50-220 

P 


9203250016* 

CONTRACT 



9203020230 

50-336 

Q 


9203020231 

50-336 

Q 


9203020250 

50-245 

R 


9203020250 

50-245 

R 


9203020250 

50-245 

R 


9203030059 

50-423 

s 


9203030244 

71-9228 



9203030308 

50-423 

P 


9203040012 

50-213 

R 


9203040120 

50-213 

P 


9203040150 

50-423 

s 


9203060262 

50-213 

R 


9203060266* 

50-213 

R 


9203060266* 

50-213 

R 


9203060266* 

50-213 

R 


9203090001 

50-336 

P 


9203090035 

50-423 

Q 


9203090196 

50-423 

V 


9203090201 

50-213 

s 


9203090203 

50-336 

Q 


9203110127 

50-245 

Q 


9203120044 

PR 



9203120248 

50-336 

R 


9203120271 

50-336 

S 


9203120328 

50-423 

P 


9203120333* 

50-423 

P 


9203130296 

50-245 

s 


9203170034 

50-423 

s 


9203170123 

50-245 

s 


9203170179 

50-245 

p 


9203170179 

50-245 

p 


9203180072 

50-336 

s 


9203180107 

50-213 

H 


9203180107 

50-213 

H 


9203180107 

50-336 

H 


9203200121 

50-245 

S 


9203200121 

50-245 

S 


9203200128 

50-423 

s 


9203200208 

50-336 

s 


9203230140 

50-245 

p 


9203240248 

50-213 

Q 


9203240261 

50-423 

Q 

Northeast Utilities Service Co. 

9203240370 

50-245 

R 


9203240374 

50-423 

R 

Northern States Power Co. 

9203250061 

50-245 

S 


9203250088 

50-245 

S 


9203250095 

50-336 

S 


9203250109 

50-245 

S 


9203250142 

50-213 

P 


9203250142 

50-213 

P 


9203270267 

50-245 

S 


9203270272 

50-336 

P 


9203270273* 

50-336 

P 


9203300291 

50-213 

P 


9203300291 

50-213 

P 


9203300291 

50-213 

P 


9203310170 

50-245 

F 


9203310213 

50-423 

P 


9203310309* 

50-245 

F 


9203020230 

50-336 

Q 


9203020231 

50-336 

Q 



9203020235 

50-213 

9203020235 

50-213 

9203020250 

50-245 

9203020250 

50-245 

9203020250 

50-245 

9203020257 

50-213 

9203030052 

50-336 

9203030059 

50-423 

9203030068 

50-245 

9203030244 

71-9228 

9203030308 

50-423 

9203040012 

50-213 

9203040120 

50-213 

9203040150 

50-423 

9203060262 

50-213 

9203060266* 

50-213 

9203060266* 

50-213 

9203060266* 

50-213 

9203090001 

50-336 

9203090035 

50-423 

9203090196 

50-423 

9203090201 

50-213 

9203090203 

50-336 

9203110127 

50-245 

9203110308 

50-213 

9203120248 

50-336 

9203120271 

50-336 

9203120328 

50-423 

9203130296 

50-245 

9203170034 

50-423 

9203170123 

50-245 

9203170179 

50-245 

9203170179 

50-245 

9203180072 

50-336 

9203200121 

50-245 

9203200121 

50-245 

9203200128 

50-423 

9203200208 

50-336 

9203200210 

50-213 

9203230110 

PR 

9203230140 

50-245 

9203230216 

50-245 

9203230216 

50-245 

9203230216 

50-245 

9203240248 

50-213 

9203240248 

50-213 

9203240248 

50-213 

9203240259 

50-213 

9203240261 

50-423 

9203240370 

50-245 

9203240374 

50-423 

9203250061 

50-245 

9203250088 

50-245 

9203250095 

50-336 

9203250109 

50-245 

9203250142 

50-213 

9203250142 

50-213 

9203270267 

50-245 

9203270272 

50-336 

9203300291 

50-213 

9203300291 

50-213 

9203300291 

50-213 

9203300318 

50-213 

9203310192 

50-213 

9203310201 

50-213 

9203310213 

50-423 

9203310220* 

FOIA 

9203310223* 

50-423 

9203310309* 

50-245 

9203110104 

50-213 

9203230110 

PR 

8811080265 

PR 

9006060241* 

PR 

9010310046 

PR 

9203020263 

50-263 

9203020263 

50-263 

9203030360 

50-263 

9203030362* 

50-263 

9203040014 

50-282 

9203040014 

50-282 

9203040301 

50-282 

9203040301 

50-282 

9203050058 

50-263 

9203050062* 

50-263 

9203050066* 

50-263 


9203060259 

9203090191 

9203090231 

QPO'MQnO'lA* 


50-263 

50-282 

50-263 


AUTHOR AFFILIATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9203090320 

50-282 

Y 


9203120091* 

70-143 

9203090320 

50-282 

Y 


9203120099* 

70-143 

9203090320 

50-282 

Y 


9203270065 

71-9019 

9203090360 

50-282 

Q 


9203270178 

70-143 

9203090360 

50-282 

Q 


9203270179* 

70-143 

9203110113 

50-282 

Q 


9203270278 

70-143 

9203110152 

50-263 

1 

Nuclear Information & Resource Service 

8811080039 

PR 

9203110152 

50-263 

1 


9008170054 

PR 

9203110152 

50-263 

1 


9203040195* 

COMMISSIO 

9203120075 

50-282 

Y 

Nuclear Management & Resources Council 

8811110070 

PR 

9203120382 

50-263 

S 

(NUMARC) (formerly Nuclear Utility Mana 



9203160071 

50-263 

R 


9006140504* 

PR 

9203160076 

50-282 

R 


9006140508* 

PR 

9203160084 

50-263 

F 


9203050297* 

PR 

9203160089 

50-282 

F 


9203050298* 

PR 

9203160089 

50-282 

F 


9203090282 

REVIEW GR 

9203160097 

50-282 

F 


9203090398 

REVIEW GR 

9203160097 

50-282 

F 


9203100150 

PR 

9203160097 

50-282 

F 


9203110082 

PR 

9203170319 

50-306 

P 


9203120114 

REGGD 

9203170320’ 

50-306 

P 


9203120129 

REGGD 

9203180139 

50-263 

P 


9203170204 

REVIEW GR 

9203180139 

50-263 

P 


9203180369* 

REVIEW GR 

9203180326 

50-282 

P 


9203190081 

PR 

9203180326 

50-282 

P 


9203190117 

PRM 

9203190216 

50-306 

Q 


9203230096 

REVIEW GR 

9203250296 

50-282 

P 


9203230303* 

PR 

9203250296 

50-282 

P 


9203230320* 

PR 

9203250300* 

50-282 

P 


9203230361 * 

PR 

9203250300* 

50-282 

P 


9203250194 

STATE PRO 

9203250302* 

50-282 

P 


9203270008 

PR 

9203250302* 

50-282 

P 

Nuclear Materials & Equipment Corp. 

9203120317* 

50-310 

9203260002 

50-306 

S 

(NUMEC) 



9203300335 

50-263 

S 


9203120337* 

50-310 

9203300348 

50-306 

S 


9203120384* 

50-310 

Nova Enterprises 9203250115 

71-6717 



9203120387* 

50-310 

Nuclear Assurance Corp. 9203300090 

71-9010 



9203170141* 

FOIA 

Nuclear Cardiology Systems, Inc. dba N C 9203160108 

STATE PRO 

G 


9203170148* 

FOIA 

Systems, Inc. 




9203170157* 

FOIA 

9203170059 

STATE PRO 

G 


9203170173* 

FOIA 

Nuclear Fuel Services, Inc. 9203040275 

70-143 



9203170176* 

FOIA 

9203040278 

70-143 



9203170181* 

FOIA 

9203040284 

70-143 



9203170209* 

FOIA 

9203040299 

70-143 



9203170213* 

FOIA 

9203040302* 

70-143 



9203170221* 

FOIA 

9203040304* 

70-143 



9203170223* 

FOIA 

9203060075 

PR 



9203170232* 

FOIA 

9203090021 

70-143 



9203170236* 

FOIA 

9203110077 

70-143 



9203170242* 

FOIA 

9203110136* 

70-143 



9203170250* 

FOIA 

9203110144* 

70-143 



9203170259* 

FOIA 

9203110148* 

70-143 



9203180016* 

FOIA 

9203110156* 

70-143 



9203180033* 

FOIA 

9203110160* 

70-143 



9203180038* 

FOIA 

9203110165* 

70-143 



9203180045* 

FOIA 

9203110173* 

70-143 



9203180048* 

FOIA 

9203110177* 

70-143 



9203180051* 

FOIA 

9203110179* 

70-143 



9203180068* 

FOIA 

9203110186* 

70-143 



9203180073* 

FOIA 

9203110191* 

70-143 



9203180076* 

FOIA 

9203110223* 

70-143 



9203180078* 

FOIA 

9203110225* 

70-143 



9203180079* 

FOIA 

9203110229* 

70-143 



9203180085* 

FOIA 

9203110230* 

70-143 



9203180093* 

FOIA 

9203110233* 

70-143 



9203180207* 

FOIA 

9203110235* 

70-143 



9203180209* 

FOIA 

9203110237* 

70-143 



9203180212* 

FOIA 

9203110240* 

70-143 



9203180217* 

FOIA 

9203110244* 

70-143 



9203180221* 

FOIA 

9203110245* 

70-143 



9203180239* 

FOIA 

9203110246* 

70-143 



9203180242* 

FOIA 

9203110253* 

70-143 



9203180244* 

FOIA 

9203110257* 

70-143 



9203180249* 

FOIA 

9203110263* 

70-143 



9203180263* 

FOIA 

9203110348* 

70-143 



9203180265* 

FOIA 

9203110356* 

70-143 



9203180271* 

FOIA 

9203110358* 

70-143 



9203180279* 

FOIA 

9203110364* 

70-143 



9203180281* 

FOIA 

9203110385* 

70-143 



9203180283* 

FOIA 

9203110390* 

70-143 



9203180284* 

FOIA 

9203110396* 

70-143 



9203180288* 

FOIA 

9203110398* 

70-143 



9203180302* 

FOIA 

9203120045* 

70-143 



9203180306* 

FOIA 

9203120058* 

70-143 



9203180308* 

FOIA 

9203120062* 

70-143 



9203180309* 

FOIA 

9203120064* 

70-143 



9203180311 * 

FOIA 

9203120070* 

70-143 



9203180316* 

FOIA 

9203120073* 

70-143 



9203180319* 

FOIA 

9203120076* 

70-143 



9203180328* 

FOIA 


CORPORATE SOURCE INDEX 375 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

vluclear Metals, Inc. 

9203180350* 

FOIA 

9203170261 

XPORTLIC 

Nuclear Plant Journal, Glen Ellyn, IL 

9011160178 

PR 

Nuclear Research Corp. 

9011160096 

PR 

Nuclear Utility Backfitting & Reform 

9010240363 

PR 

Sroup 

Nuclear Utility Group on Equipment 
Qualification 

vlutherm International, Inc. 

9010250197 

PR 

9203170110 

PT21 


9203300199 

50-206 

Q’Melveny & Myers 

9203020012 

50-322 

Qak Ridge National Laboratory 

9203090447* 

WASTE MGT 


9203100344* 

FOIA 


9203130098 

NUREG 

Qhio Citizens for Responsible Energy 

8811080326 

PR 


9008160225 

PR 


9011060116 

PR 


9203050018 

PR 


9203110066 

PR 


9203120032 

PR 


9203190056 

PR 

Dhio Edison Co. 

9203200266 

50-346 

Qhio, State of 

9010240039 

PR 


9010310062 

PR 


9203050289 

40-8724 


9203090470* 

PR 


9203110028 

50-346 


9203120026* 

CONTRACT 


9203180145 

PR 


9203250122 

STATE PRO 

Dhmart Corp. 

9203160080 

PR 


9203200255* 

FOIA 

Qklahoma, State of 

9203230331 

40-8027 

Dlin Corp. 

9203090481 

70-371 


9203090482* 

70-371 

Qmaha Public Power District 

9010230306 

PR 


9203020077 

50-285 


9203020261 

50-285 


9203020262 

50-285 


9203020271 

50-285 


9203030298 

50-285 


9203040180 

50-285 


9203040183* 

50-285 


9203040190 

50-285 


9203060108 

PRM 


9203060354 

50-285 


9203060356 

50-285 


9203090254 

50-285 


9203090265* 

50-285 


9203090362 

50-285 


9203100009* 

50-285 


9203100241 

PR 


9203110081 

PR 


9203110264 

50-285 


9203110270 

50-285 


9203120069 

50-285 


9203120078* 

50-285 


9203120285 

50-285 


9203160062 

50-285 


9203160063* 

50-285 


9203170028 

50-285 


9203180077 

50-285 


9203180146 

50-285 


9203180331 

50-285 


9203180343 

50-285 


9203190095* 

50-285 


9203190189 

50-285 


9203190238 

50-285 


9203230258 

50-285 


9203230296 

50-285 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



9203310174 

40-8027 


Pacific Bell 

9203190441* 

CONTRACT 


Pacific Gas & Electric Co. 

8811090140 

PR 



9011130260 

PR 



9203030192 

50-344 



9203030207 

50-344 



9203030420 

50-344 



9203040162 

50-133 

S 


9203040178 

50-275 


9203040178 

50-275 

G 


9203040276 

50-275 



9203040276 

50-275 



9203090187 

50-275 



9203090187 

50-275 



9203090463 

50-323 



9203160159 

50-275 



9203170354 

50-275 



9203200356 

50-323 



9203230080 

50-275 



9203230080 

50-275 

M 


9203230181 

50-323 


9203230334 

50-275 



9203230334 

50-275 



9203250163 

50-275 



9203250163 

50-275 

M 


9203250189 

50-275 


9203250189 

50-275 



9203250191* 

50-275 



9203250191* 

50-275 

G 


9203250198* 

50-275 



9203250198* 

50-275 



9203270032 

50-275 



9203310246 

50-133 



9203310246 

50-133 



9203310246 

50-133 


Pacific Nuclear Systems, Inc. 

9203040176* 

50-250 

S 

9203260200 

QA999 

S 


9203260201 * 

QA999 

S 

Parsons Brinckerhoff Maintenance 

9203020287* 

CONTRACT 

S 

Services, Inc. 



s 


9203130347* 

CONTRACT 

R 

Pathfinder Mines Corp. 

9203100240 

40-2259 

R 

9203100245 

40-6622 

R 


9203100267 

40-2259 



9203110197 

40-8981 

S 


9203110305 

40-6622 

S 


9203110311* 

40-6622 

P 


9203110406 

40-2259 

P 


9203110408* 

40-2259 

P 


9203120013 

40-8981 

P 


9203120020* 

40-8981 


Pennsylvania Hosp., Philadelphia, PA 
Pennsylvania Power & Light Co. 

9203120080 

40-8981 


9203230093 

REGGD 

P 

8811140073 

PR 

F 

9010310050 

PR 

P 


9203020269 

50-387 

P 


9203020269 

50-387 

F 


9203030063 

50-387 

P 


9203030063 

50-387 

P 


9203050305* 

PR 

R 


9203060103 

50-387 

S 


9203060103 

50-387 

F 


9203090018 

50-387 

J 


9203090168 

50-387 

P 


9203090230 

50-387 

F 


9203090246* 

50-387 

F 


9203090394 

50-387 

P 


9203110003 

50-387 

P 


9203110003 

50-387 

1 


9203110150 

50-387 



9203240383 

50-285 

S 

9203110150 

50-387 


9203250240 

50-285 

F 

9203160151 

50-387 


9203260095 

PR 


9203160151 

50-387 


9203260288 

50-285 

P 

9203160246 

50-387 


9203260291* 

50-285 

P 

9203160251 

50-387 


9203300314 

50-285 

F 

9203170278 

50-388 


9203300358 

50-285 

S 

9203180039 

50-387 


9203310122 

50-285 

P 

9203180039 

50-387 


9203310128* 

50-285 

P 

9203190040 

50-387 


9203310137* 

50-285 

P 

9203'iy0040 

50-387 

3n-Line Computer Systems, Inc. 

9203130355* 

CONTRACT 


9203190041* 

50-387 

>egon State Univ., Corvallis, OR 

9203060077 

50-243 

P 

9203190041* 

50-387 

Dverhoff Technology Corp. 

9203060002 

PR 


9203190042* 

50-387 

^S. 40 Parents Association 

9203060056 

PRM 


9203190042* 

50-387 


9203090158 

PRM 


9203190160 

50-387 


’LG. Inc. (formerly Pickard, Lowe & 9203110091 40-8021 

Sarrick, Inc.) 

9203110115 40-8027 


9203190160 50-387 
9203190219* 50-387 
9203230169 50-387 


</) C/) CC CL CL OCCCCCCCW Q-DCWCLCL C/)CLCL0O U_UlU.11.U_ U.C/)-CE OCCC U_U_ GC CC C/) C/) 0- CL ”5 CL Q_ I ICCDCIW C/5CLCLCLO. 0.0.0.0.01 010 



wvurvnnii. wv/wrtwbi 


AUTHOR AFFILIATION 


Pennsylvania State Univ., University 
Park, PA 


Pennsylvania, Commonwealth of 


Petrotomics Co. (formerly Getty/Petrotom 
ics Co.) 

Philadelphia Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9203230281 

50-387 

P 


9203310219 

50-352 

9203230299* 

50-387 

P 


9203310255 

50-352 

9203250256 

50-387 

S 

Philippines 

9203260117 

ORG 

9203260230 

50-387 

S 

Phoenix, AZ 

9203090150 

PR 

9203260239 

50-387 

R 

Pittsburgh, Univ. of, Pittsburgh, PA 

9203130193* 

CONTRACT 

9203260239 

50-387 

R 


9203130293* 

CONTRACT 

9203160296* 

CONTRACT 


Plateau Resources, Ltd. 

9203100221 

40-8698 




Popham, Haik, Schnobrich & Kaufman, Ltd. 

9203090326 

40-8820 

9203180001* 

70-1054 


Portland General Electric Co. 

9203030015 

50-344 

9203180002* 

70-1054 



9203030250 

50-344 

9203180005* 

70-1054 



9203030408 

50-344 

9203190206 

50-5 

F 


9203040059 

50-344 

9203200103 

50-5 

H 


9203040130 

50-344 

9203120155* 

CONTRACT 



9203040131* 

50-344 

9203180115 

PR 



9203040181 

50-344 

9203250104 

STATE PRO 

G 


9203040206 

50-344 

9203100223 

40-6659 



9203090105 

50-344 





9203090185 

50-344 

9010250032 

PR 



9203110307 

50-344 

9203020141 

50-277 

P 


9203110331 

50-344 

9203020141 

50-277 

P 


9203120391 

50-344 

9203020144 

50-277 

P 


9203180101 

50-344 

9203020144 

50-277 

P 


9203180403 

50-344 

9203020161 

50-277 

P 


9203190008 

50-344 

9203020161 

50-277 

P 


9203200113 

50-344 

9203030091 

50-352 

P 


9203200269 

50-344 

9203030317 

50-277 

F 


9203200276* 

50-344 

9203030322 

50-277 

R 


9203200282* 

50-344 

9203030322 

50-277 

R 


9203230185 

50-344 

9203030325* 

50-277 

R 


9203230317 

50-344 

9203030325* 

50-277 

R 


9203240153 

50-344 

9203030389 

50-277 

R 


9203250353 

50-344 

9203030389 

50-277 

R 


9203270301 

50-344 

9203030394* 

50-277 

R 

Power Authority of the State of New York 

8811110062 

PR 

9203030394* 

50-277 

R 

(New York Power Authority) 



9203030402* 

50-277 

R 


9010250062 

PR 

9203030407* 

50-277 

R 


9203020195 

50-286 

9203030416* 

50-277 

R 


9203020247 

50-333 

9203040308 

50-352 

R 


9203020249* 

50-333 

9203040308 

50-352 

R 


9203030061 

50-333 

9203040317* 

50-352 

R 


9203030213 

50-286 

9203040317* 

50-352 

R 


9203030225* 

50-286 

9203040328* 

50-352 

R 


9203040264 

50-333 

9203040328* 

50-352 

R 


9203060158 

50-286 

9203060085 

50-353 

S 


9203060242 

50-286 

9203060263 

50-277 

R 


9203060242 

50-286 

9203060263 

50-277 

R 


9203090028 

50-286 

9203060267 

50-352 

R 


9203090030* 

50-286 

9203060267 

50-352 

R 


9203090033* 

50-286 

9203060272 

50-277 

R 


9203090036* 

50-286 

9203060272 

50-277 

R 


9203110015 

PR 

9203060272 

50-277 

R 


9203110026 

50-333 

9203060272 

50-277 

R 


9203110040* 

50-333 

9203060275 

50-352 

V 


9203110050* 

50-333 

9203060275 

50-352 

V 


9203120040 

PR 

9203060349 

50-352 

R 


9203120102 

50-333 

9203100092 

50-353 

P 


9203180032 

50-333 

9203100101* 

50-353 

P 


9203180229 

50-286 

9203100125 

50-352 

P 


9203180241 

50-333 

9203100125 

50-352 

P 


9203180274 

50-286 

9203100129* 

50-352 

P 


9203190137 

50-333 

9203100129* 

50-352 

P 


9203190142* 

50-333 

9203160156 

PR 



9203260329 

50-286 

9203170161* 

50-277 

V 


9203270038 

50-333 

9203170347 

50-277 

R 


9203270269 

50-333 

9203180059 

50-278 

P 

Power Products & Services Co., Inc. 

9011140087 

PR 

9203180071* 

50-278 

P 

Power Resources, Inc. (formerly Sparklin 

9203100218 

40-8857 

9203180236 

50-352 

R 

City Nuclear Corp.) 



9203180387 

50-352 

Q 


9203100233 

40-8857 

9203180398 

50-352 

P 


9203100234 

40-8857 

9203190340 

50-277 

J 


9203100236* 

40-8857 

9203190340 

50-277 

J 


9203100252 

40-8857 

9203230015 

REGGD 



9203100255 

40-8857 

9203230120 

50-277 

P 


9203100258* 

40-8857 

9203230157 

REGGD 



9203100261* 

40-8857 

9203230215 

50-278 

P 


9203110149 

40-8857 

9203230266 

50-352 

F 


9203110162 

40-8857 

9203230318 

50-352 

V 


9203110326 

40-8857 

9203240281 

50-353 

.S 


9203110347 

40-8857 

9203270006 

PRM 



9203110350 

40-8857 

9203300011 

50-171 

R 

Power Safety International 

9203110153* 

CONTRACT 

9203300025 

50-352 

S 


9203190433* 

CONTRACT 

9203300068 

50-277 

V 

President of U.S. & Executive Offices 

9203020149* 

COMMISSIO 

9203300226 

50-277 

Q 


9203020154* 

COMMISSIO 

9203300249 

50-352 

F 


9203020159* 

COMMISSIO 

9203300249 

50-352 

F 


9203260022 

PR 

9203300252* 

50-352 

F 

Public Citizen Litigation Group 

9203060013 

PR 

9203300252* 

50-352 

F 

Public Citizen’s Critical Mass Energy 

9203060013 

PR 

9203300264 

50-277 

Q 

Project 




S 

S 


F 

F 


P 

R 

R 

S 

P 

P 

S 

F 

R 

R 

R 

R 

R 

R 


F 

F 

F 


S 

S 

R 

F 

S 

P 

P 

F 

S 

s 


N 

N 

N 
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AUTHOR AFFILIATION 


ublic Service Co. of Colorado 


jblic Service Co. of New Hampshire 


jblic Service Co. of Oklahoma 

jblic Service Electric & Gas Co. of New 

irsey 


jerto Rico, Univ. of, Medical Sciences 
impus, San Juan, PR 

jisar Data Systems, Inc. 
jaker Oats Co. 
jivira Mining Co. 


ri, Inc. (formerly Radiation Technology 
c.) 


id-Tech Services 
idiation Detection Co. 


UUnrUHAIH SlUUHUfc INUfcA 


ACCESSION SUBJECT 

number category 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9111060210 

50-267 

F 

9203170186 

50-267 

F 

9203170238 

50-267 

P 

9203190039 

50-267 

s 

9203200053 

50-267 

R 

9203240075* 

50-267 

F 

9203240167 

50-267 

F 

9203240170* 

50-267 

F 

9203240172* 

50-267 

F 

9203250033 

50-267 

P 

9203250038* 

50-267 

P 

9203250042* 

50-267 

P 

9203260182 

50-267 

P 

9203020090 

50-443 

P 

9203030162 

50-443 

R 

9203030168* 

50-443 

R 

9203030170* 

50-443 

R 

9203030171* 

50-443 

R 

9203030172* 

50-443 

R 

9203050225 

50-443 

Q 

9203180258 

50-443 

S 

9203190047 

50-443 

H 

9203190315 

50-443 

V 

9203230316 

50-443 

R 

9203240148 

50-443 

P 

9203260236 

50-443 

J 

9203270257 

50-443 

P 

9203270259* 

50-443 

P 

9203270260* 

50-443 

P 

9203300241 

50-443 

P 

9203300244* 

50-443 

P 

9203300253* 

50-443 

P 

9203310263 

50-443 

R 

9203310283 

50-443 

P 

9203310288* 

50-443 

P 

9203310294* 

50-443 

P 

9203230338 

50-556 

A 

9203020132 

50-354 

R 

9203020214 

50-272 

R 

9203020214 

50-272 

R 

9203020296 

50-354 

S 

9203020300 

50-354 

R 

9203020315 

50-354 

S 

9203030332 

50-354 

P 

9203030351 * 

50-354 

P 

9203040051 

50-354 

R 

9203090010 

50-354 

S 

9203090042 

50-272 

S 

9203090051 

50-272 

S 

9203090255 

50-354 

Q 

9203100095 

50-272 

R 

9203100095 

50-272 

R 

9203100095 

50-272 

R 

9203100109 

50-272 

P 

9203160114 

50-272 

S 

9203170068 

50-354 

R 

9203170077* 

50-354 

R 

9203170085* 

50-354 

R 

9203190173 

50-354 

S 

9203200042 

50-272 

S 

9203200357 

50-311 

R 

9203200358 

50-272 

R 

9203230226 

50-354 

F 

9203230270 

50-354 

S 

9203250083 

50-272 

P 

9203260190 

50-272 

P 

9203260190 

50-272 

P 

9203270169 

50-272 

S 

9203270169 

50-272 

s 

9203300262 

50-311 

S 

9203300268 

50-311 

S 

9203310131 

50-272 

s 

9203230244 

PR 


9203100055* 

CONTRACT 


9203120009 

PR 


9203100262 

40-8905 


9203100266* 

40-8905 


9203110342 

40-8905 


9203110377 

40-8905 


9203110380* 

40-8905 


9203110391 

40-8905 


9203240071 

71-420 


9203240086 

71-420 


9203060299 

71-6717 


9203060385 

71-9056 


9203110131* 

CONTRACT 



Radiation Protection Association 
Radiation Safety Associates, Inc. 
Ralph A. Hiller Co. 

Rensselaer Polytechnic Institute, Troy, 
NY 


Resolution Dynamics, Inc. 
Rhode Island, State of 


Richmond, RI 

Rio Algom Mining Corp. 


Rochester Gas & Electric Corp. 


Rochester, Univ. of, Rochester, NY 
Rockefeller Univ., New York, NY 

Rockwell International Corp. 

S. Cohen & Associates, Inc. 

SAM-SON Inspection & Technical Services, 
Inc. 

SCIENTECH, Inc. 

SRB Technologies, Inc. 


Sacramento Municipal Utility District 


Sacramento, CA 

Sandia National Laboratories 


Sargent & Lundy, Inc. 


Saxton Nuclear Experimental Corp. 


Schmidt Instrument Co. 

Science & Engineering Associates, Inc. 
Science Applications International Corp. 
(formerly Science Applications, Inc.) 


Scientists & Engineers for Secure Energy 


9203050009 

PR 


9203300114* 

CONTRACT 


9203260019 

QA999 


9203130059 

70-920 


9203230264 

50-225 

R 

9203300127* 

CONTRACT 


9203020277* 

CONTRACT 


9203200280* 

CONTRACT 


9203030055 

70-820 


9203160141 

70-820 


9203240294 

70-820 


9203100244 

40-8084 


9203110140 

40-8964 


9203110231 

40-8768 


9203110320 

40-8084 


9203110376 

40-8768 


9203110376 

40-8768 


9203110383* 

40-8768 


9203110402 

40-8084 


9011060067 

PR 


9203030118 

50-244 

Q 

9203030318 

50-244 

Q 

9203030319 

50-244 

F 

9203040295 

50-244 

F 

9203040298 

50-244 

R 

9203040314 

50-244 

Q 

9203110291 

50-244 

S 

9203110362 

50-244 

Q 

9203110428* 

50-244 

S 

9203160291 

50-244 

Q 

9203160297* 

50-244 

Q 

9203180013 

50-244 

S 

9203190235 

PR 


9203230342 

50-244 

R 

9203250165 

STATE PRO 

G 

9203300092 

50-244 

S 

9203310296 

50-244 

P 

9203310302* 

50-244 

P 

9204010160* 

50-244 

P 

9203100181 

NUREG 


9203060001 

PRM 


9203090111 

PRM 


9203020005 

70-25 


9203300377* 

CONTRACT 


9203230046 

STATE PRO 

G 

9203260046* 

CONTRACT 


9203180128 

PR 


9203310033 

PR 


9203020182 

50-312 

R 

9203180262 

50-312 

F 

9203190049 

50-312 

P 

9203190169 

50-312 

R 

9203190212 

50-312 

V 

9203230139 

50-312 

R 

9203260232 

50-312 

J 

9203270003 

PRM 


9203300050 

50-312 

Y 

9203050255* 

CONTRACT 


9203060307* 

WASTE MGT 


9203060325* 

WASTE MGT 


9203060331 * 

WASTE MGT 


9203120355* 

WASTE MGT 


9203170291* 

50-348 

T 

9203190207* 

WASTE MGT 


9203090291 * 

50-237 

P 

9203090294* 

50-237 

P 

9203090296* 

50-237 

P 

9203040331 

50-146 

R 

9203090209 

50-146 

P 

9203130151 

50-146 

P 

9203130158* 

50-146 

P 

9203130166* 

50-146 

P 

9203160207 

50-146 

P 

9203180141 

NUREG 


9203250297 

NUREG 


9109030074* 

50-424 

P 

9201020363* 

50-373 

P 

9201020371* 

50-269 

P 

9203100296* 

CONTRACT 


9203190230* 

CONTRACT 


9203230097 

WASTE MGT 


9203250041 

ORG 


9203250078* 

CONTRACT 


9203300325* 

CONTRACT 


9203020017 

50-322 

G 

9203020024* 

50-322 

G 



378 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Scottsboro, AL 
Self-Powered Lighting, Ltd. 
Senate 


Senate, Governmental Affairs 

Senate, Small Business 
Sequoyah Fuels Corp. 


Shands Hosp. at Univ. of Florida, 
Gainesville, FL 

Shaw, Pittman, Potts & Trowbridge 


Shield Sources, Inc. 


Shoreham-Wading River Central School 
District, NY 


Siemens Nuclear Power Corp. (formerly 
Advanced Nuclear Fuels Corp. & Exxon 


Sierra Club Legal Defense Fund, Inc. 
Sierra Nuclear, Inc. 


Small Business Administration 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9203020069* 

50-322 

G 

9203100273* 

CONTRACT 


9203310028 

PR 


9201280360* 

ORG 

H 

9202200198* 

50-171 

9202280008* 

50-245 

H 

9203060274* 

COMMISSIO 

N 

9203130117* 

PR 


9203170197* 

40-8027 


9203230335* 

COMMISSIO 

N 


AUTHOR AFFILIATION 


Society of Nuclear Medicine 

Solon Technologies, Inc. 
Sonalysts, Inc. 

South Carolina Electric & Gas Co. 


9203310215 

9203020169’ 

9203120262’ 

9203170292’ 

9203090037’ 


40-8724 

COMMISSIO N 

MISC 

COMMISSIO N 

40-8027 


9203090480* 40-8027 
9203100324* 40-8027 
9203100326* 40-8027 
9203100327* 40-8027 
9203100329’ 40-8027 


South Carolina, State of 


9203100330* 40-8027 
9203100332’ 40-8027 
9203100338* 40-8027 
9203100339* 40-8027 
9203100343* 40-8027 


Southern California Edison Co. 


9203100346* 40-8027 
9203100348* 40-8027 
9203110266 40-8027 
9203110284 40-8027 
9203110292 40-8027 


9203110298* 40-8027 
9203110306 40-8027 
9203110330 40-8027 
9203110339 40-8027 
9203110375 40-8027 


9203110412* 40-8027 
9203110413* 40-8027 
9203110416* 40-8027 
9203110421* 40-8027 
9203110422* 40-8027 


9203120267 40-8027 
9203130247 40-8027 
9203130252* 40-8027 
9203200247 40-8027 
9203230011* 40-8027 


9203230013 40-8027 
9203230029 40-8027 
9203230306 40-8027 
9203240299* 40-8027 
9203250193 40-8027 


9203250206 40-8027 
9203260045 40-8027 
9203270042 40-8027 
9203300333 40-8027 
9203310124 40-8027 


9203100250 

9203120051 

9203190337* 

9203200263 

9203200266 

9203230124 

9203260040 

9203180074 

9203180100 


PR 

PR 

FOIA 

50-320 

50-346 

50-441 

50-320 

PR 

PR 


M 

H 

G 


9203020017 50-322 


9203020024* 

9203020069* 

9203180097 


50-322 

50-322 

REGGD 


9203230240 70-1257 

9203310270 70-1257 

9203180106 PR 

9203200253 72-1007 


Southern California, Univ. of, Los 
Angeles, CA 


9203230041 

9203020145* 

9203100055* 

9203100284* 

9203120086* 


72-1007 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


Southern New England Telephone Co. 
Southern Nuclear Operating Co. 


9203170083 

9203190132* 

9203190179* 

9203190435* 

9203190448* 


PR 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


9203200310* 

9203250016* 

9203260046* 

9203300367* 


CONTRACT 
CONTRACT 
CONTRACT 
CON T 


ACCESSION 

NUMBER 


9203100057 

9203190006 

9203160160 

9203300353* 

8811090082 

9010250084 

9203030297 

9203030404 

9203060372 

9203090257 

9203110017 

9203110137 

9203130157 

9203130174* 

9203190125 

9203190144 

9203230253 

9203030357* 

9203230183 

9203230186* 

9203020006 

9203020058 

9203030060 

9203030141 

9203040201 

9203050089 

9203050154 

9203050154 

9203050154 

9203090318 

9203090318 

9203090318 

9203090322* 

9203090322* 

9203090322* 

9203090331 * 
9203090357 
9203090358 
9203090395 
9203090420 

9203090420 

9203110117 

9203110405 

9203130278 

9203160248 

9203160303 

9203170094 

9203170343 

9203170343 

9203190064 

9203190166 

9203230273 

9203230276 

9203240096 

9203240098* 

9203240102* 

9203240102* 

9203240144 

9203240144 

9203240256 

9203240256 

9203240260* 

9203240321 

9203250050 

9203250137 

9203250141 

9203250152 

9203250204 

9203250228 

9203300066 

9203300095 

9203300299 

9203310222 

9203100281* 


9203050141* 

9203030430 

9203030430 

9203040134 

9203040134 

9203040136* 

9203040136* 

9203040141 

9203040141 

9203060092 

9203110069 
9203110166 
9203110166 ' 
9203120274 


SUBJECT 

CATEGORY 


PR 

STATE PRO 
PR 

50-155 

PR 

PR 

50-395 

50-395 

50-395 

50-395 

PR 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

CONTRACT 

50-238 

50-238 

50-206 

50-206 

50-206 

50-361 

50-361 

50-362 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-362 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-362 

50-361 

50-206 

50-361 

50-206 

50-206 

50-361 

50-206 

50-206 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-361 

50-206 

50-206 

50-206 

50-362 

50-206 

50-206 

50-361 

50-361 

50-362 

50-206 

50-206 

50-206 

50-206 

50-362 

CONTRACT 


CONTRACT 

50-348 

50-348 

50-348 

50-348 

50-348 

50-348 

50-348 

50-348 

50-424 

PR 

50-348 

50-348 

50-348 


uunruriM i c duunuc inuea 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSIOI 


NUMBER 

CATEGORY 



NUMBER 


9203120274 

50-348 

Q 


9203060360 


9203170241 

50-348 

R 


9203060360 


9203170309 

50-364 

R 


9203060360 


9203170311* 

50-364 

R 


9203060360 


9203170315* 

50-364 

R 


9203060360 


9203170325 

50-348 

S 


9203090011 


9203190113 

50-348 

H 


9203090062 


9203190113 

50-348 

H 


9203090062 


9203200143 

50-348 

F 


9203090253 


9203230149 

PRM 



9203090253 


9203230283 

50-348 

R 


9203090451 


9203250022 

50-348 

R 


9203110092 


9203260186 

50-348 

F 


9203110120 


9203300364 

50-348 

J 


9203110134 


9203310214 

50-364 

P 


9203120092 


9203310216* 

50-364 

P 


9203120092 

Spiegel & McDiarmid 

9012050286 

PR 



9203120092 


9103180033 

PR 



9203130072 


9203110062 

50-346 

M 


9203130072 


9203200297 

50-275 

Q 


9203130179 

Squire, Sanders & Dempsey 

9203200266 

50-346 

M 


9203130196 

St. Johns Mercy Medical Center, St. 

9203170076 

PR 



9203130265 

Louis, MO 





9203130265 

Stanford Univ., Stanford, CA 

9203170147* 

WASTE MGT 



9203130274 

Star Mountain, Inc. 

9203030464* 

CONTRACT 



9203130324 

State, Dept, of 

9203190455 

XPORTLIC 



9203160281 

State, Dept, of, Bureau of Oceans & Inti 

9203050161 

XPORTLIC 



9203160281 

Environmental & Scientific Affairs 





9203160281 


9203110268 

XPORTLIC 



9203170294 

1 

9203190236 

XPORTLIC 



9203170314 


9203190239 

XPORTLIC 



9203180276 


9203190246 

XPORTLIC 



9203190043 


9203300288* 

XPORTLIC 



9203190150 

Statistica, Inc. 

9203300367* 

CONTRACT 



9203190270 

SteriGenics International (formerly 

9203110208 

71-5939 



9203200219 

Radiation Sterilizers, Inc.) 





9203200367 

Stone & Webster Engineering Corp. 

9203110012 

l&E 



9203200377 

Structural Integrity Associates, Inc. 

9203100128* 

50-321 

P 


9203230137 

System Automation Corp. 

9203030371 * 

CONTRACT 



9203230255 

TSI, Inc. 

9203050156 

QA999 



9203240277 

Target Rock Corp. 

9203110070 

PT21 



9203240344 

Technical Seminars, Inc. 

9203050300* 

FOIA 



9203250219 

Technology for Energy Corp. 

9011210247 

PR 



9203250377 


9012110087 

PR 



9203260125 


9103010023 

PR 



9203300284 

Teledyne Energy Systems 

9203310261 

71-9085 



9203300369 

Teledyne Isotopes Midwest Laboratory 

9203190001 

STATE PRO 

G 


9203300369 

Temple Univ., Philadelphia, PA 

9203170021 

REGGD 



9203300369 

Tennessee Valley Authority 

8811070277 

PR 



9203300375* 


9109240139* 

50-445 

F 


9203300375* 


9203020102 

50-327 

P 


9203300375* 


9203020177 

50-446 

S 


9203310043 


9203020243 

50-259 

P 


9203310130* 


9203020292 

50-327 

S 


9203310130* 


9203030232 

50-327 

R 


9203310130* 


9203030232 

50-327 

R 


9203310259 


9203030285 

50-259 

R 


9203310259 


9203030285 

50-259 

R 


9203310259 


9203030285 

50-259 

R 

Texas A&M Univ., College Station, TX 

9203110013 


9203040104 

50-390 

A 


9203110088 


9203040337 

50-390 

A 


9203190346 


9203060045 

50-259 

R 

Texas Utilities Co. 

9109240136 


9203060078 

50-259 

P 


9203250202* 


9203060078 

50-259 

P 

Texas Utilities Electric Co. (TU 

9203020184 


9203060078 

50-259 

P 

Electric) 



9203060078 

50-259 

P 


9203020184 


9203060078 

50-259 

P 


9203020200 


9203060078 

50-259 

P 


9203020218 


9203060078 

50-259 

P 


9203030056 


9203060078 

50-259 

P 


9203030111 


9203060078 

50-259 

P 


9203030117 


9203060082 

50-327 

R 


9203030151 


9203060082 

50-327 

R 


9203030157* 


9203060086* 

50-327 

R 


9203030159’ 


9203060086* 

50-327 

R 


9203030180 


9203060090* 

50-327 

R 


9203030180 


9203060090* 

50-327 

R 


9203030182 


9203060165 

50-259 

R 


9203030182 


9203060253 

50-259 

P 


9203030194 


9203060253 

50-259 

P 


9203030194 


9203060253 

50-259 

P 


9203030199 1 


9203060311 

50-327 

R 


9203030239 


9203060311 

50-327 

R 


9203030242’ 


9203060313* 

50-327 

R 


9203030286 


9203060313* 

50-327 

R 


9203030286 


9203060360 

50-259 

H 


9203030353 


9203060360 

50-259 

H 


9203030383’ 


9203060360 

50-259 

H 


9203030423 


9203060360 

50-259 

H 


9203050200 


SUBJECT 

CATEGORY 


50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-390 

PR 

50-260 

50-327 

50-259 

50-259 

50-259 

50-327 

50-327 

50-327 

50-327 

50-259 

50-259 

50-296 

50-327 

50-259 

50-259 

50-259 

50-260 

50-390 

50-259 

50-390 

50-260 

50-328 

50-327 

50-327 

50-328 

50-390 

50-390 

50-327 

50-328 

50-327 

50-327 

PR 

50-260 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

50-327 

50-259 

50-259 

50-259 

50-259 

50-259 

50-259 

REGGD 

REGGD 

REGGD 

50-445 

50-445 

50-445 


50-445 

50-446 

50-446 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-446 

50-259 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGOR 


9203050237 

50-445 

F 


9203040139 

50-483 


9203050237 

50-445 

F 


9203050076 

PR 


9203090031 

50-445 

S 


9203090161 

50-483 


9203100163 

50-445 

P 


9203090236 

50-483 


9203110103 

50-445 

K 


9203090237* 

50-483 


9203110103 

50-445 

K 


9203090240* 

50-483 


9203110109 

PR 



9203110111 

REGGD 


9203110181 

50-445 

Q 


9203120177 

50-483 


9203110181 

50-445 

Q 


9203170015 

50-483 


9203110252 

50-446 

K 


9203170191 

50-483 


9203120071 

50-445 

K 


9203170312 

50-483 


9203130262 

50-445 

S 


9203170323 

50-483 


9203170352 

50-445 

R 


9203170366 

50-483 


9203190094 

50-445 

J 


9203190035 

50-483 


9203190094 

50-445 

J 


9203200016 

50-483 


9203190250 

50-445 

V 


9203240295 

50-483 


9203190298 

50-445 

P 


9203240336 

50-483 


9203190298 

50-445 

P 


9203250039 

50-483 


9203200049 

50-446 

Q 


9203250177 

50-483 


9203200272 

50-446 

A 


9203300054 

PR 


9203200286 

50-445 

G 

Union Oil Co. of California (dba Unocal) 

9203110351 

40-8584 


9203200286 

50-445 

G 

Union Pacific Resources Co. 

9203110368 

40-8452 


9203230034 

PRM 


Union of Concerned Scientists 

9010250190 

PR 


9203230175 

50-446 

K 


9011060104 

PR 


9203230282 

50-445 

P 


9203230350* 

PR 


9203230284* 

50-445 

P 


9203240209 

PR 


9203240213 

50-445 

S 


9203240210* 

PR 


9203240352 

50-445 

P 


9203240217* 

PR 


9203240352 

50-445 

P 

Union of Soviet Socialist Republics 

9203020061 * 

REVIEW GR 


9203250207 

50-445 

Q 


9203020073* 

REVIEW GR 


9203300099 

50-445 

Q 


9203020092* 

REVIEW GR 


9203300126 

50-445 

V 


9203020098* 

REVIEW GR 


9203310290 

50-445 

Q 


9203020107* 

REVIEW GR 

Texas, State of 

9203180111 

PR 



9203020129* 

REVIEW GR 

Tharrington, Smith & Hargrove 

9203250027* 

STATE PRO 

G 


9203020138* 

REVIEW GR 

Toledo Coalition for Safe Energy 

9010240025 

PR 



9203020143* 

REVIEW GR 


9203190221 

PR 



9203020150* 

REVIEW GR 


9203250169 

STATE PRO 

G 


9203020156* 

REVIEW GR 

Toledo Edison Co. 

9203050104 

50-346 

R 


9203020171* 

REVIEW GR 


9203130232 

50-346 

S 


9203020174* 

REVIEW GR 


9203160019 

50-346 

R 


9203020232* 

REVIEW GR 


9203180504* 

PR 



9203020341 * 

REVIEW GR 


9203200266 

50-346 

M 


9203020342* 

REVIEW GR 


9203240268 

50-346 

S 


9203020343* 

REVIEW GR 

Toledo, OH 

9203230081 

PR 



9203020344* 

REVIEW GR 

Total Minerals Corp. 

9203110388 

40-8502 



9203300282 

REVIEW GR 


9203110392* 

40-8502 



9203300331 * 

REVIEW GR 


9203120090 

40-8502 



9203300334 

REVIEW GR 


9203120105* 

40-8502 



9203300337* 

REVIEW GR 

Transnuclear, Inc. 

9203050130 

XPORTLIC 



9203300341 * 

REVIEW GR 


9203050135* 

XPORTLIC 



9203300345* 

REVIEW GR 


9203310191* 

XPORTLIC 


United Nuclear Corp. (subs, of UNC, Inc. 

9203060297 

70-371 


9203310200* 

XPORTLIC 



9203090248* 

70-371 

Trout Unlimited 

9203230109 

PR 



9203110139 

40-8907 

Tuxedo, NY 

9203250002* 

50-54 

W 


9203110174 

40-8907 

U.S. Ecology, Inc. (formerly Nuclear 

9203260088 

71-258 



9203110190 

40-8907 

Engineering, Inc.) 





9203110248 

40-8907 

U.S. Embassies 

9203040160 

XPORTLIC 



9203110379 

40-8907 


9203180494* 

50-320 

S 


9203160086 

70-371 


9203300178* 

XPORTLIC 



9203170404* 

70-371 


9203300192* 

XPORTLIC 



9203170408* 

FOIA 


9203300228* 

XPORTLIC 



9203170413* 

FOIA 

UMETCO Minerals Corp. 

9203100287 

40-8681 



9203310180 

70-371 


9203110202 

40-299 


Vermont Yankee Nuclear Power Corp. 

9011070114 

PR 


9203110207 

40-299 



9108200138 

50-271 


9203110216 

40-299 



9203030264 

50-271 


9203110226 

40-299 



9203040019 

50-271 


9203110228* 

40-299 



9203040071 

50-271 


9203110242 

40-299 



9203040339 

50-271 


9203110352 

40-299 



9203050082 

50-271 


9203110407 

40-8681 



9203060130 

PR 

UNC, Inc. (formerly UNC Resources, Inc.) 

9203090243 

70-371 



9203060369 

50-271 


9203110227 

40-8907 



9203090341 

50-271 


9203110384 

70-371 



9203130203 

50-271 


9203240322 

70-371 



9203160123 

50-271 

US Council for Energy Awareness 

9203110057 

PR 



9203200069 

50-271 


9203120100 

PR 



9203230177 

50-271 


9203230144 

PRM 



9203230252 

50-271 


9203250071 

STATE PRO 

G 


9203240250 

50-271 


9203250195 

STATE PRO 

'G 


9203310034 

PR 

USCEA 

9203190107 

PRM 



9203310210 

50-271 

Union 76 Minerals Exploration Co. 

9203110159 

40-8584 


Vermont, State of 

9203040287* 

CONTRACT 


9203110273 

40-8584 



9203120053 

WASTE MGT 

Union Electric Co. 

8811110208 

PR 



9203120059* 

WASTE MGT 


9011060036 

PR 



9203190030 

PR 


9203020025 

50-483 

P 


9203230126 

PR 


9203020026* 

50-483 

P 

Vermont, Univ. of, Burlington, VT 

9203170129* 

WASTE MGT 


9203030122 

50-483 

P 

Viking Systems International 

8909150234* 

50-440 


9203030126* 

50-483 

P 

Virainia Power (Virainia El ct c & owe 

8811110901 

PR 


wnrunAic ouun^c ihiuca 


ao i 


AUTHOR AFFILIATION 


Co.) 


Virginia, Univ. of, Charlottesville, VA 


Vistula Management Co. 

Volpe, Boskey & Lyons 
Walhalla, SC 

Washburn Univ. of Topeka, Topeka, KS 
Washington Public Power Supply System 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9011060125 

PR 


9203020170 

50-281 

S 

9203020240 

50-280 

S 

9203030263 

50-338 

P 

9203030459* 

50-244 

P 

9203030461 * 

50-244 

P 

9203030462* 

50-244 

P 

9203030463* 

50-244 

P 

9203030465* 

50-244 

P 

9203030466* 

50-244 

P 

9203030467* 

50-244 

P 

9203030469* 

50-244 

P 

9203040009 

50-280 

P 

9203040009 

50-280 

P 

9203050042 

50-280 

F 

9203050042 

50-280 

F 

9203050144 

50-280 

R 

9203050144 

50-280 

R 

9203050149* 

50-280 

R 

9203050149* 

50-280 

R 

9203050153* 

50-280 

R 

9203050207 

50-338 

R 

9203050207 

50-338 

R 

9203050213 

50-280 

Q 

9203050213 

50-280 

Q 

9203050220 

50-338 

Q 

9203050220 

50-338 

Q 

9203060231 

50-280 

R 

9203060231 

50-280 

R 

9203060231 

50-280 

R 

9203060254 

50-281 

Q 

9203060258* 

50-281 

Q 

9203090179 

50-280 

P 

9203090446 

50-280 

S 

9203110004 

50-338 

Q 

9203110052 

50-338 

S 

9203170203 

50-280 

P 

9203170203 

50-280 

P 

9203170210* 

50-280 

P 

9203170210* 

50-280 

P 

9203180243 

50-280 

R 

9203190155* 

50-338 

R 

9203190155* 

50-338 

R 

9203190249 

50-338 

R 

9203190249 

50-338 

R 

9203190258* 

50-338 

R 

9203190263* 

50-338 

R 

9203200216 

50-338 

Q 

9203200225* 

50-338 

P 

9203200228 

50-338 

P 

9203230Q53 

50-338 

S 

9203230066 

PR 


9203240283 

50-338 

P 

9203300001 

50-280 

P 

9203300287 

50-338 

S 

9203300355 

50-339 

s 

9203130311* 

CONTRACT 


9203260181 

50-62 

R 

9203270084* 

CONTRACT 


9203310256 

50-62 

R 

9203180160 

PR 


9203110073 

50-346 

M 

9203190388* 

CONTRACT 


92031Q0268* 

CONTRACT 


8811110181 

PR 


9203030088 

50-397 

S 

9203030234 

50-397 

R 

9203040066 

50-397 

R 

9203040237 

50-397 

Q 

9203050007* 

50-397 

Q 

9203050091 

REGGD 


9203050131 

50-397 

P 

9203050138* 

50-397 

P 

9203050239 

50-397 

P 

9203050245 

50-397 

P 

9203050252 

50-397 

F 

9203060021 

50-397 

F 

9203060112 

50-397 

R 

9203060223 

50-397 

S 

9203060280 

50-397 

R 

9203110272 

50-397 

F 

9203110371 

50-397 

P 

9203120112 

50-397 

Q 

9203130319 

50-397 

P 

9203180320 

50-397 

Q 

9203190018 

PR 


9203190087 

50-305 

H 

9203240127 

50-397 

P 


AUTHOR AFFILIATION 


Washington State Univ., Pullman, WA 
Washington, State of 


Washington, Univ. of, Seattle, WA 

West Valley Nuclear Services Co., Inc. 
Western Nuclear, Inc. 


Westinghouse Electric Corp. 


Westinghouse Operating Plants Owners 
Group 

Weston Geophysical Corp. 

Whittar Industries, Ltd. dba Whittar 

Steel Strip (formerly Whittaker Corp.) 
Wilcoxen & Wilcoxen 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9203240136 

50-397 

P 

9203240271 

50-397 

1 

9203240275* 

50-397 

1 

9203240337* 

50-397 

1 

9203240342* 

50-397 

1 

9203240349* 

50-397 

1 

9203240384 

50-397 

R 

9203250051 

STATE PRO 

G 

9203250293 

50-397 

P 

9203250294* 

50-397 

P 

9203250329 

50-397 

S 

9203250350 

50-397 

S 

9203250357 

50-397 

S 

9203260145 

50-397 

Q 

9203260225 

50-397 

Q 

9203310177 

50-397 

Q 

9203310260 

50-397 

F 

9203180264 

50-27 

P 

8810260444 

PR 


9203030432* 

CONTRACT 


9203250186 

STATE PRO 

G 

9203240263 

50-139 

P 

9203250313 

50-139 

P 

9203240176 

PROJ 


9203100238 

40-1162 


9203110184 

40-1162 


9203110360 

40-1162 


9203250339 

40-1162 


9203250343* 

40-1162 


8902070027 

PR 


9010310041 

PR 


9203030293 

TOPREP 


9203030299* 

TOPREP 


9203030427* 

50-446 

Q 

9203030429* 

50-446 

Q 

9203040108* 

50-390 

A 

9203040111* 

50-390 

A 

9203040151* 

50-348 

P 

9203040155* 

50-348 

P 

9203050079 

PROJ 


9203060168 

TOPREP 


9203060172* 

TOPREP 


9203060420* 

PR 


9203090206 

QA999 


9203110168 

PROJ 


9203110178* 

PROJ 


9203110275 

PROJ 


9203110283* 

PROJ 


9203130199 

TOPREP 


9203160184 

TOPREP 


9203170090 

TOPREP 


9203170102* 

TOPREP 


9203180464 

TOPREP 


9203200285* 

50-344 

P 

9203230086 

PROJ 


9203230341 * 

50-275 

P 

9203230343* 

50-275 

P 

9203240082 

PROJ 


9203240088* 

PROJ 


9203240091 * 

PROJ 


9203250154* 

50-295 

P 

9203250323* 

50-454 

Q 

9203250323* 

50-454 

Q 

9203250323* 

50-454 

Q 

9203250323* 

50-454 

Q 

9203250328* 

50-454 

Q 

9203250328* 

50-454 

Q 

9203250328* 

50-454 

Q 

9203250328* 

50-454 

Q 

9203250334* 

50-454 

Q 

9203250338* 

50-454 

Q 

9203260136* 

50-315 

P 

9203260150* 

50-315 

P 

9203260173 

70-1151 


9203260196 

TOPREP 


9203300035* 

CONTRACT 


9203300254* 

50-443 

P 

9203300257* 

50-443 

P 

9203300263 

TOPREP 


9203310242* 

50-424 

P 

9203310250* 

50-424 

P 

9203060053 

TOPREP 


9203020276* 

50-440 

R 

9203250263 

40-7455 


9203230384 

40-8027 


9203260069 

40-8027 


9203260084* 

40-8027 
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AUTHOR AFFILIATION 

Wilkins Systems, Inc. 

Winston & Strawn 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin, State of 
Wisconsin, Univ. of, Madison, Wl 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9203120086* 

CONTRACT 


9010250049 

PR 


9010250213 

PR 


9010250321 

PR 


9103140007 

PR 


9103140035 

PR 


9203190096 

PRM 


9203230329* 

PR 


9011060131 

PR 


9203030067 

50-301 

P 

9203030069* 

50-301 

P 

9203030300 

50-266 

P 

9203030345 

50-266 

R 

9203030345 

50-266 

R 

9203040191 

50-266 

R 

9203040191 

50-266 

R 

9203040334 

50-266 

1 

9203060118 

50-266 

F 

9203090308 

50-266 

R 

9203100027 

50-266 

F 

9203100027 

50-266 

F 

9203100044* 

50-266 

F 

9203100044* 

50-266 

F 

9203130263 

50-266 

Q 

9203170316 

50-266 

S 

9203190051 

50-266 

F 

9203190051 

50-266 

F 

9203190188 

50-266 

F 

9203190188 

50-266 

F 

9203200150* 

50-266 

F 

9203200150* 

50-266 

F 

9203240244 

50-301 

S 

9203300227 

50-266 

K 

9203300227 

50-266 

K 

9203300240* 

50-266 

K 

9203300240* 

50-266 

K 

9203310243 

50-266 

Q 

9010240028 

PR 


9203020285 

50-305 

R 

9203030414 

50-305 

R 

9203030417* 

50-305 

R 

9203030419* 

50-305 

R 

9203060350 

50-305 

Q 

9203060390 

50-305 

P 

9203090383 

50-305 

R 

9203090385 

50-305 

S 

9203120234 

50-305 

Q 

9203160011 

50-305 

R 

9203160112 

50-305 

Q 

9203180066 

50-305 

H 

9203310235 

50-305 

S 

9203190030 

PR 


9203230079 

PR 


9203060395 

50-156 

P 

9203170158* 

WASTE MGT 



AUTHOR AFFILIATION 


Wolf Creek Nuclear Operating Corp. 


Worcester Polytechnic Institute, 
Worcester, MA 


Worsham, Forsythe, Sampels & Woolridge 
(formerly Worsham, Forsythe & Sampels) 
Wyle Laboratories 
Wyoming, State of 


Yankee Atomic Electric Co. 


Zack Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9203020051 

50-482 

9203030127 

50-482 

9203030132* 

50-482 

9203030136* 

50-482 

9203040005 

50-482 

9203040017 

50-482 

9203110121 

50-482 

9203170263 

50-482 

9203170358 

50-482 

9203180134 

50-482 

9203190072 

50-482 

9203200060 

50-482 

9203200096 

50-482 

9203200116* 

50-482 

9203200125* 

50-482 

9203230285 

50-482 

9203230289 

50-482 

9203250342 

50-482 

9203260131 

50-482 

9203300238 

50-482 

9203310189 

50-482 

9203310193* 

50-482 

9203310209 

50-482 

9203230333 

50-134 

9203240240 

50-134 

9203200286 

50-445 

9203270017 

NUREG 

9203100235 

40-8981 

9203110130 

40-4492 

9203110212 

40-8981 

9203110220 

40-8981 

9203110239 

40-8502 

9203110289 

40-8958 

9203110329 

40-8857 

8811080334 

PR 

9203020192 

50-29 

9203020193* 

50-29 

9203020196* 

50-29 

9203020228 

50-29 

9203030309 

50-443 

9203040198 

50-29 

9203040290 

50-271 

9203050299* 

PR 

9203090182 

50-271 

9203110001 

50-29 

9203110071 

50-29 

9203160167 

PR 

9203180237 

50-29 

9203190078 

50-29 

9203230344* 

PR 

9203250190 

50-29 

9203300372 

50-29 

9203300380 

50-29 

9203310195 

50-29 

9203100300 

FOIA 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example,50-233 P. 
The docket subject categories are defined in Appen¬ 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB¬ 

OTHER REPORT 


NUMBER 

JECT 

CATE¬ 

GORY 

NUMBER 

233-01-91 

9203110144* 

70-143 


233-05-91 

9203110148* 

70-143 


233-06-91 

9203110156* 

70-143 


233-07-91 

9203110160* 

70-143 


233-08-91 

9203110165* 

70-143 


233-09-91 

9203110173* 

70-143 


233-10-91 

9203110177* 

70-143 


233-11-91 

9203110179* 

70-143 


233-12-91 

9203110186* 

70-143 


233-13-91 

9203110191* 

70-143 


233-14-91 

9203110223* 

70-143 


233-15-91 

9203110225* 

70-143 


233-16-91 

9203110229* 

70-143 


233-17-91 

9203110230* 

70-143 


233-18-91 

9203110233* 

70-143 


233-19-91 

9203110235* 

70-143 


233-20-91 

9203110237* 

70-143 


23A6100AQ RB 

9203110138* 

50-605 

A 

2598 

9203300282 

REVIEW GR 

P JCCCNRS WG-3 

2601 

9203300337* 

REVIEW GR 

P JCCCNRS WG-6 

2602 

9203300341 * 

REVIEW GR 

P JCCCNRS WG-6 

2603 

9203300345* 

REVIEW GR 

P JCCCNRS WG-6 

300-04-91 

9203110246* 

70-143 


300-07-91 

9203110257* 

70-143 


300-08-91 

9203110263* 

70-143 


300-09-91 

9203110348* 

70-143 


300-1-91 

9203110240* 

70-143 


300-10-91 

9203110356* 

70-143 


300-11-91 

9203110358* 

70-143 


300-12-91 

9203110364* 

70-143 


300-13-91 

9203110385* 

70-143 


300-14-91 

9203110390* 

70-143 


300-15-91 

9203110396* 

70-143 


300-16-91 

9203110398* 

70-143 


300-17-91 

9203120045* 

70-143 


300-18-91 

9203120058* 

70-143 


300-19-91 

9203120062* 

70-143 


300-2-91 

9203110244* 

70-143 


300-20-91 

9203120064* 

70-143 


300-21-91 

9203120070* 

70-143 


300-22-91 

9203120073* 

70-143 


300-23-91 

9203120076* 

70-143 


300-24-91 

9203120091* 

70-143 


300-25-91 

9203120099* 

70-143 


300-3-91 

9203110245* 

70-143 


300-5-91 

9203110253* 

70-143 


32-1174827-04 

9203050175* 

50-269 

P 

8982-13-19-4 R00 

9203090291 * 

50-237 

P 

8982-13-19-6 R01 

9203090294* 

50-237 

P 

8982-17-19-2 R00 

9203090296* 

50-237 

P 

91-261 

9203030441 * 

50-298 

P NSD920243 

92-06 

9203260253* 

WASTE MGT 

HLWR 

98-114-DEM-1 R00 

9203100201* 

50-155 

S 

98-114-HWM1 R00 

9203100195* 

50-155 

S 

98-114-SAB-01 R00 

9203100204* 

50-155 

S 

98-114-TJF1 R00 

9203100197* 

50-155 

S 

98-114-TJF2 R00 

9203100200* 

50-155 

S 

Cl 1-00261 (4) DRF 

9203250173* 

50-155 

S 

CENPD-210 R07 

9203190033* 

52-2 

LD-92-031 

CENPD-210A R06 

9203190036* 

52-2 

LD-92-031 

EEG-NTA-9675 

9111220229* 

50-335 

P TACM74794 

EGG-EAST-9337 R01 

9203060414* 

FOIA 


EGG-PHY-10011 

9112190309* 

50-289 

P 

EPC-91-1025 

9203030303* 

50-412 

P 

ERS-MPD-91-022 R03 

9203030296* 

50-412 

P 

GE-NE-523-41 -0691 

9203030150* 

50-219 

P 


These categories are defined in Appendix B an< 
listed in the Contents. An asterisk following the ac 
cession number in this index indicates that the docu 
ment is an enclosure to another document. T< 
obtain the accession number of the principal docu 
ment under which the enclosure is listed, refer to th> 
index entitled “Cross Reference of Enclosures t 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

NUMBER 

SUB¬ 

JECT 

CATE¬ 

GORY 

OTHER REPORT 
NUMBER 

L-1311 

M-SLD-003 R00 

M01-601-2 

M01-602-2 

MCEI-0400-20 R000 

9203310239* 

9203090246* 

9203100306* 

9203100304* 

9203030418* 

TOPREP 

50-387 

50-329 

50-329 

50-370 

P 

A 

A 

P 

NEDC 92-023 R00 

N EDO-32047 

NRC 2609 

NSPNAD-92003 R00 
NUREG-0386 D06 R01 

9203030439* 
9203190029* 
9203300331 * 
9203090234* 
9203250316 

50-298 
TOPREP 
REVIEW GR 
50-263 

NUREG 

P NSD920243 

P JCCCNRS WG-6 

P 

NUREG-0430 VII 
NUREG-0750 V34 N06 
NUREG-1214 R09 
NUREG-1362 

NUREG-1362 DRFT FC 

9203250277 

9203270098 

9203170266 

9201060099 

9008070329 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

56FR64943 

55FR29043 

NUREG-1398 

NUREG-1398 DRFT FC 
NUREG-1411 

NUREG-1412 

NUREG-1412 DRFT FC 

9201060281 

9008070358 

9008070323 

9201060078 

9008070326 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

56FR64943 

55FR29043 

55FR29043 

56FR64943 

55FR29043 

NUREG-1428 
NUREG/BR-0046 R16 
NUREG/BR-0056 V08 N1 
NUREG/BR-0057 V06 N3 
NUREG/BR-0075 R02 

9201060074 

9203130053 

9203250274 

9203130050 

9203130253 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

56FR64943 

NUREG/BR-0112 VOS N1 
NUREG/BR-0165 
NUREG/CP-0121 
NUREG/CR-2000 V11 N1 
NUREG/CR-4554 V01 R1 

9203170272 

9203130056 

9203250301 

9203130098 

9203250286 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

ORNL/NSIC-2O0 

UCID-20674 

NUREG/CR-4554 V03 R1 
NUREG/CR-4627 R02 
NUREG/CR-4667 VI3 
NUREG/CR-5303 V01 

N UREG/CR-5382 

9203250288 

9203250297 

9203270025 

9203170293 

9112310175 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

UCID-20674 

SEA87-25308-A:2 

ANL-92/6 

EGG-2628 

AD04-2 006 

NUREG/CR-5444 
NUREG/CR-5535 V05 
NUREG/CR-5725 

NUREG/CR-5762 
NUREG/CR-5775 

9203130127 

9203270007 

9203130114 

9203270017 

9203250305 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

EGG-2661 
EGG-2596 
BNL-NUREG-5221 
WYLE 60101 
BNL-NU REG-522! 

NUREG/CR-5802 
NUREG/CR-5842 
NUREG/CR-5856 
NUREG/GR-0005 V01 
NUS-5175 R01 

9203130120 

9203250282 

9203270010 

9203250310 

9203270164* 

NUREG 

NUREG 

NUREG 

NUREG 

50-272 

BNL-NUREG-5231 

ANL-92/8 

PNL-8022 

CRTD-VOL.20-1 

P 

OIG/91A-03 

OSC-R2 89-6019 

OSC-R2 89-6036 

OSC-R2 89-6042 

PGE-1015-91 

9203270293 

9203270130* 

9203270123* 

9203270127* 

9203030408 

ORG 

PROJ 

PROJ 

PROJ 

50-344 

R 

PMPR 92-05 

RDE 15-0292 R01 

RG-3 1.6 

RG-3 10/91-1.9 

RG-3-10-91 

9203030442* 
9203100188* 
9203020061 * 
9203020098* 
9203020341 * 

WASTE MGT 
50-155 
REVIEW GR 
REVIEW GR 
REVIEW GR 

NRC-02-88-005 

S 

P JCCCNRS WG-3 
P 2590 

P NRC 2583 

RG-3-10/91-1.13 

RG-3-10/91-1.3 

RG-3-10/91-2.2 

RG-3-10/91-2.2 

RG-3-10/91-4.2 

9203020107* 

9203020073* 

9203020129* 

9203020156* 

9203020138* 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

P 2591 

P 2584 

P 2592 

P 2613 

P 2594 

RG-3-10/91-4.2 

RG-3-10/91.3.3 

RG-3-10/91.4.2.3 
RG-3010/91-5.6 
SAIC-91/1264 

9203020143* 

9203020174* 

9203020171* 

9203020232* 

9201020371* 

REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 
50-269 

P 2595 

P 2593 

P 2596 

P 2600 

P TAC M68574 

SAIC-91/1268 

9201020363* 

50-373 

P TACM68559 
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384 REPORT NUMBER INDEX 


REPORT NUMBER ACCESSION SUB¬ 

NUMBER JECT 
CATE¬ 
GORY 


SAIC-91/6686 

9109030074* 

50-424 

SAN D91-0025 

9203060325* 

WASTE MGT 

SAND91-0025 

9203060331* 

WASTE MGT 

SD 3520-010 R03 

9203170365* 

50-320 

SECY-89-275 

8909130055* 

PR 

SECY-89-288 

8909190022* 

PR 

SECY-91-397 

9203040186 

SECY 

SECY-92-018 

9201280354 

SECY 

SECY-92-023 

9201300018 

SECY 

SECY-92-025 

9201300026 

SECY 

SECY-92-045 

9202130092 

SECY 

SECY-92-049 

9202250244 

SECY 

SECY-92-053 

9202250257 

SECY 

SECY-92-054 

9202250267 

SECY 

SECY-92-055 

9202250262 

SECY 

SECY-92-058 

9202270434 

SECY 

SECY-92-060 

9202270249 

SECY 

SECY-92-061 

9202280234 

SECY 

SECY-92-062 

9202280238 

SECY 

SECY-92-064 

9203020251 

SECY 

SECY-92-066 

9203020248 

SECY 

SECY-92-067 

9203020244 

SECY 

SECY-92-069 

9203030448 

COMMISSIO 

SECY-92-070 

9203050268 

SECY 

SECY-92-073 

9203130027 

SECY 

SECY-92-074 

9203110386 

COMMISSIO 

SECY-92-075 

9203130022 

SECY 

SECY-92-078 

9203180289 

SECY 

SECY-92-079 

9203170252 

COMMISSIO 


OTHER REPORT 

NUMBER 

REPORT NUMBER 

TAC 68621 

AD04-1 105 

SECY-92-102 

SIR-91-077 R03 

SR-88-001 R00 

TE-220 R02 

THB-CD-0G1 

AD04-1 106 

THB-CD-0G2 

THB-CD-003 

TID-E/I&C-10 R00 
TID-E/I&C-20 R00 

TR-084 R01 


WCAP-10902 R01 
WCAP-12375 R01 

WCAP-12388 

WCAP-12614 R02 
WCAP-12868 R02 


WCAP-13038 

WCAP-13188 

WCAP-13193 

WCAP-13203 R01 

WCAP-13217 


WCAP-13245 

WG-3 1.4A 

WG-3 1.4B 

WG-3 1.5 

WG-3 1.7 


WG-3 4.2.4 

WNRE-783 

YMP-92-07 

YMP-92-10 

YMP-SR-92-002 


YMP/CM-0011 R04 


ACCESSION 

SUB¬ 

OTHER REPO! 

NUMBER 

JECT 

CATE¬ 

GORY 


NUMBER 

9203240385 

COMMISSIO 

N 


9203100128* 

50-321 

P 


9203310193* 

50-482 

P 


9203040131* 

50-344 

P 


9203060230* 

PROJ 



9203060072* 

PROJ 



9203060117* 

PROJ 



9203190322* 

50-10 

P 


9203190324* 

50-10 

P 


9203030138* 

50-219 

P 


9203250154* 

50-295 

P 


9203040111* 

50-390 

A 


9203250334* 

50-454 

Q 


9203040155* 

50-348 

P 


9203200285* 

50-344 

P 


9203230343* 

50-275 

P 


9203260150* 

50-315 

P 


9203300257* 

50-443 

P 


9203240091 * 

PROJ 



9203030429* 

50-446 

Q 

TXX-92077 

9203250338* 

50-454 

Q 

IEB-88-008 

9203020342* 

REVIEW GR 

P 

2585 

9203020343* 

REVIEW GR 

P 

NRC 2586 

9203020344* 

REVIEW GR 

P 

2587 

9203020092* 

REVIEW GR 

P 

JCCCNRS W< 

9203020150* 

REVIEW GR 

P 

JCCCNRS W< 

9203060212* 

PROJ 



9203250244* 

WASTE MGT 



9203250227* 

WASTE MGT 



9203110318* 

WASTE MGT 


HLWR 

9203230101* 

WASTE MGT 


HLWR 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index¬ 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin¬ 
cipal document,the date issued,and the category en¬ 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen¬ 
dix A. 


Subject categories for nondocketed items are als< 
entered in this column by symbol; for example 
ACRS. These categories are defined in Appendix I 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT ENCLOSURE 

CATEGORY 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


7901090346 

9203040004 

91/06/12 

FOIA 

7904120257 

9203040004 

91/06/12 

FOIA 

7905080034 

9203040004 

91/06/12 

FOIA 

7907020285 

9203040004 

91/06/12 

FOIA 

7911080005 

9203040004 

91/06/12 

FOIA 

7911080007 

9203040004 

91/06/12 

FOIA 

8006060225 

9203040004 

91/06/12 

FOIA 

8006060233 

9203040004 

91/06/12 

FOIA 

8008130114 

9203040004 

91/06/12 

FOIA 

8103250338 

9203170372 

91/09/05 

FOIA 

8202220324 

9203110425 

91/09/13 

50-244 

8202220666 

9203030451 

91/08/19 

50-244 

8203040030 

9203110425 

91/09/13 

50-244 

8205060611 

9203030451 

91/08/19 

50-244 

8306020563 

9203030451 

91/08/19 

50-244 

8307110602 

9203030451 

91/08/19 

50-244 

8404270010 

9203030451 

91/08/19 

50-244 

8404270133 

9203030353 

92/02/28 

50-445 

8404270143 

9203030353 

92/02/28 

50-445 

8412070273 

9203040004 

91/06/12 

40-534 

8412070288 

9203040004 

91/06/12 

40-534 

8502150101 

9203030451 

91/08/19 

50-244 

8505020558 

9203040004 

91/06/12 

FOIA 

8505020563 

9203040004 

91/06/12 

FOIA 

8505020568 

9203040004 

91/06/12 

FOIA 

8505020579 

9203040004 

91/06/12 

FOIA 

8505020582 

9203040004 

91/06/12 

FOIA 

8505020591 

9203040004 

91/06/12 

FOIA 

8505020594 

9203040004 

91/06/12 

FOIA 

8505020600 

9203040004 

91/06/12 

FOIA 

8506240672 

9203120243 

91/07/08 

40-1193 

8507150083 

9203040004 

91/06/12 

FOIA 

8507150090 

9203040004 

91/06/12 

FOIA 

8507150099 

9203040004 

91/06/12 

FOIA 

8507230064 

9202260418 

91/08/30 

FOIA 

8601070457 

9203040004 

91/06/12 

FOIA 

8601070519 

9203040004 

91/06/12 

FOIA 

8601130068 

9203040004 

91/06/12 

FOIA 

8602190117 

9203040004 

91/06/12 

FOIA 

8602260671 

9203040004 

91/06/12 

FOIA 

8602260676 

9203040004 

91/06/12 

FOIA 

8605010062 

9203040004 

91/06/12 

FOIA 

8605010066 

9203040004 

91/06/12 

FOIA 

8610060127 

9203040004 

91/06/12 

FOIA 

8610060147 

9203040004 

91/06/12 

FOIA 

8612020490 

9203060423 

91/09/12 

FOIA 

8704230086 

9203040004 

91/06/12 

FOIA 

8704230095 

9203040004 

91/06/12 

FOIA 

8704230105 

9203040004 

91/06/12 

FOIA 

8704290199 

9203060423 

91/09/12 

FOIA 

8704290203 

9203060423 

91/09/12 

FOIA 

8705260306 

9203060423 

91/09/12 

FOIA 

8708130323 

9203030451 

91/08/19 

50-338 

8708240163 

9203040004 

91/06/12 

FOIA 

8708240180 

9203040004 

91/06/12 

FOIA 

8708240188 

9203040004 

91/06/12 

FOIA 

8708240200 

9203040004 

91/06/12 

FOIA 

8708240208 

9203040004 

91/06/12 

FOIA 

8708240219 

9203040004 

91/06/12 

FOIA 

8708240226 

9203040004 

91/06/12 

FOIA 


8708240230 

9203040004 

91/06/12 

FOIA 

8711020139 

9203030451 

91 /08/19 

50-317 

8801050585 

9203030451 

91/08/19 

50-338 

8804110138 

9203030451 

91/08/19 

50-338 

8804210383 

9203040004 

91/06/12 

FOIA 

8804210390 

9203040004 

91/06/12 

FOIA 

8807Q80274 

9203030451 

91 /08/19 

50-338 

8808300186 

9203030451 

91/08/19 

FOIA 

8811160074 

9203040004 

91/06/12 

40-534 

8811160084 

9203040004 

91/06/12 

40-534 

8812220091 

9203040004 

91/06/12 

FOIA 

8812220111 

9203040004 

91/06/12 

FOIA 

8901300096 

9203050291 

92/02/20 

PR 

8903020266 

9203040004 

91/06/12 

FOIA 

8903020276 

9203040004 

91/06/12 

FOIA 

8903020282 

9203040004 

91/06/12 

FOIA 

8903020287 

9203040004 

91/06/12 

FOIA 

8903030494 

9203060423 

91/09/12 

FOIA 

8903030498 

9203060423 

91/09/12 

FOIA 

8904030343 

9203170372 

91/09/05 

FOIA 

8906230256 

9203040004 

91/06/12 

FOIA 

8906230259 

9203040004 

91/06/12 

FOIA 

8906290376 

9203060423 

91/09/12 

FOIA 

8906290379 

9203060423 

91/09/12 

FOIA 

8907170229 

9203050291 

92/02/20 

PR 

8906310259 

9203050291 

92/02/20 

PR 

8909130055 

9203050291 

92/02/20 

PR 

8909150234 

9203030433 

92/02/10 

50-440 

8909190022 

9203050291 

92/02/20 

PR 

8910050179 

9203040362 

91/08/09 

50-528 

8910160184 

9203030451 

91/08/19 

FOIA 

8911070144 

9203050291 

92/02/20 

PR 

9003130061 

9203060423 

91/09/12 

FOIA 

9004050394 

9203040004 

91/06/12 

FOIA 

9004160137 

9202190236 

92/01/16 

50-424 

9006060241 

9203050291 

92/02/20 

PR 

9006140504 

9203050291 

92/02/20 

PR 

9006140508 

9203050291 

92/02/20 

PR 

9006250105 

9203040004 

91/06/12 

FOIA 

9006250108 

9203040004 

91/06/12 

FOIA 

9006270287 

9203060423 

91/09/12 

FOIA 

9006270294 

9203060423 

91/09/12 

FOIA 

9008060205 

9203040004 

91/06/12 

FOIA 

9012030018 

9203040004 

91/06/12 

FOIA 

9012030046 

9203040004 

91/06/12 

FOIA 

9012180275 

9203040004 

91/06/12 

FOIA 

9102080059 

9203050291 

92/02/20 

PR 

9102180119 

9203040004 

91/06/12 

FOIA 

9103260191 

9203040380 

91/08/09 

40-8724 

9104180182 

9203050291 

92/02/20 

PR 

9105300050 

9203060423 

91/09/12 

FOIA 

9106140190 

9203060423 

91/09/12 

FOIA 

9107080215 

9203060423 

91 /09/12 

FOIA 

9107080220 

9203060423 

91/09/12 

FOIA 

9109030074 

9203030361 

92/02/20 

50-424 

9109060091 

9203050291 

92/02/20 

PR 

9109240139 

9109240136 

91/09/19 

50-445 

9111220229 

9203030387 

92/02/26 

50-335 

9112060213 

9203120160 

92/02/27 

ACRS 

9112130348 

9203120343 

92/03/02 

50-528 
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9112190309 

9203250314 

92/03/19 

50-289 

P 

9203020280 

9203020278 

92/02/27 

50-255 

9112270324 

9203270140 

92/02/20 

50-324 

P 

9203020281 

9203020278 

92/02/27 

50-255 

9201020363 

9203170216 

92/03/06 

50-373 

P 

9203020287 

9203020284 

92/02/26 

CONTRACT 

9201020371 

9203160260 

92/03/10 

50-269 

P 

9203020302 

9203020293 

92/02/18 

50-295 

9201060257 

9201060246 

91/12/24 

50-458 

F 

9203020304 

9203020293 

92/02/18 

50-295 

9201280360 

9201280359 

92/01/16 

ORG 


9203020317 

9203020313 

92/02/12 

50-331 

9201310197 

9203270140 

92/02/20 

50-324 

P 

9203020319 

9203020316 

92/02/24 

XPORTLIC 

9202050336 

9203100071 

92/02/20 

50-413 

F 

9203020323 

9203020322 

92/02/21 

50-265 

9202120174 

9203190274 

92/02/10 

50-482 

P 

9203020324 

9203020322 

92/02/21 

50-265 

9202140328 

9203050191 

92/02/27 

50-344 

F 

9203020329 

9203020325 

92/02/24 

REVIEW GR 

9202140334 

9203050191 

92/02/27 

50-344 

F 

9203020335 

9203030007 

92/02/28 

50-341 

9202140346 

9203050191 

92/02/27 

50-344 

F 

9203020339 

9203020336 

92/02/25 

50-261 

9202190440 

9202190236 

92/01/16 

50-424 

S 

9203020340 

9203020336 

92/02/25 

50-261 

9202190529 

9202190236 

92/01/16 

50-424 

S 

9203020341 

9203020338 

92/03/02 

REVIEW GR 

9202190577 

9202190236 

92/01/16 

50-424 

s 

9203020342 

9203020338 

92/03/02 

REVIEW GR 

9202190622 

9202190236 

92/01/16 

50-424 

s 

9203020343 

9203020338 

92/03/02 

REVIEW GR 

9202190624 

9202190236 

92/01/16 

50-424 

s 

9203020344 

9203020338 

92/03/02 

REVIEW GR 

9202200026 

9203020305 

92/02/11 

WASTE MGT 


9203020348 

9203020346 

92/02/26 

PR 

9202200195 

9202200182 

92/02/12 

50-171 

H 

9203020350 

9203020346 

92/02/26 

PR 

9202200198 

9202200182 

92/02/12 

50-171 

H 

9203020351 

9203020346 

92/02/26 

PR 

9202200361 

9202190236 

92/01/16 

50-424 

S 

9203020353 

9203020346 

92/02/26 

PR 

9202200450 

9202190236 

92/01/16 

50-424 

s 

9203020354 

9203020346 

92/02/26 

PR 

9202210412 

9202190236 

92/01/16 

50-424 

s 

9203030008 

9203030005 

92/02/21 

50-206 

9202210423 

9202190236 

92/01/16 

50-424 

s 

9203030010 

9203030009 

92/02/26 

50-341 

9202210452 

9202190236 

92/01/16 

50-424 

s 

9203030011 

9203030004 

92/02/10 

50-460 

9202210459 

9202190236 

92/01/16 

50-424 

s 

9203030017 

9203030007 

92/02/28 

50-341 

9202210467 

9202190236 

92/01/16 

50-424 

s 

9203030018 

9203030014 

92/02/05 

50-528 

9202210477 

9202190236 

92/01/16 

50-424 

s 

9203030022 

9203030020 

92/02/24 

50-289 

9202210488 

9202190236 

92/01/16 

50-424 

s 

9203030026 

9203030020 

92/02/24 

50-289 

9202240354 

9202190236 

92/01/16 

50-424 

s 

9203030029 

9203030024 

92/02/14 

50-275 

9202240358 

9202190236 

92/01/16 

50-424 

s 

9203030035 

9203030027 

92/02/11 

50-397 

9202240415 

9202190236 

92/01/16 

50-424 

s 

9203030041 

9203030028 

92/02/05 

50-456 

9202270380 

9202270375 

92/02/19 

50-245 

H 

9203030045 

9203030028 

92/02/05 

50-456 

9202280008 

9202280006 

92/02/19 

50-245 

H 

9203030046 

9203030043 

92/02/14 

50-344 

9202280037 

9203310262 

92/02/18 

70-398 


9203030047 

9203030028 

92/02/05 

50-456 

9203020002 

9203020001 

92/02/27 

70-1201 


9203030048 

9203030042 

92/02/14 

50-438 

9203020003 

9203020001 

92/02/27 

70-1201 


9203030050 

9203030049 

92/02/06 

50-397 

9203020004 

9203020001 

92/02/27 

70-1201 


9203030051 

9203030044 

92/02/14 

50-275 

9203020019 

9203020015 

91/06/06 

QA999 


9203030069 

9203030067 

92/02/25 

50-301 

9203020021 

9203020015 

91/06/06 

QA999 


9203030079 

9203030073 

92/02/10 

50-348 

9203020024 

9203020017 

92/02/25 

50-322 

G 

9203030080 

9203030076 

92/02/24 

50-295 

9203020026 

9203020025 

92/02/21 

50-483 

P 

9203030081 

9203030076 

92/02/24 

50-295 

9203020042 

9203020035 

92/02/25 

50-29 

Q 

9203030085 

9203030077 

92/02/14 

50-528 

9203020061 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030087 

9202260194 

92/02/14 

50-416 

9203020069 

9203020053 

92/02/26 

50-322 

G 

9203030101 

9203030097 

92/02/24 

50-317 

9203020072 

9203020070 

92/02/26 

50-313 

Q 

9203030104 

9203030099 

92/02/25 

50-298 

9203020073 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030106 

9203030098 

92/02/11 

50-416 

9203020084 

9203020080 

92/02/25 

QA999 


9203030107 

9203030096 

92/02/27 

50-322 

9203020088 

9203020080 

92/02/25 

QA999 


9203030112 

9203030098 

92/02/11 

50-416 

9203020092 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030115 

9203030096 

92/02/27 

50-322 

9203020094 

9203020089 

92/02/26 

50-482 

Q 

9203030121 

9203030116 

92/02/27 

50-454 

9203020098 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030126 

9203030122 

92/02/25 

50-483 

9203020099 

9203020089 

92/02/26 

50-482 

Q 

9203030128 

9203030120 

92/02/25 

50-373 

9203020107 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030132 

9203030127 

92/02/28 

50-482 

9203020123 

9203020121 

92/02/25 

50-445 

Q 

9203030136 

9203030127 

92/02/28 

50-482 

9203020126 

9203020122 

92/02/25 

CONTRACT 


9203030138 

9203030133 

92/02/26 

50-219 

9203020127 

9203020121 

92/02/25 

50-445 

Q 

9203030140 

9203030137 

92/02/21 

50-454 

9203020129 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030145 

9203030142 

92/02/12 

50-338 

9203020138 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030150 

9203030133 

92/02/26 

50-219 

9203020143 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030157 

9203030151 

92/02/28 

50-445 

9203020145 

9203020133 

92/02/25 

CONTRACT 


9203030159 

9203030151 

92/02/28 

50-445 

9203020146 

9203020137 

92/02/13 

COMMISSIO 

N 

9203030165 

9203030160 

92/02/13 

50-400 

9203020149 

9203020137 

92/02/13 

COMMISSIO 

N 

9203030166 

9203030123 

92/02/05 

50-219 

9203020150 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030168 

9203030162 

92/02/26 

50-443 

9203020154 

9203020137 

92/02/13 

COMMISSIO 

N 

9203030170 

9203030162 

92/02/26 

50-443 

9203020156 

9203020031 

92/03/02 

REVIEW GR 

P 

9203030171 

9203030162 

92/02/26 

50-443 

9203020159 

9203020137 

92/02/13 

COMMISSIO 

N 

9203030172 

9203030162 

92/02/26 

50-443 

9203020168 

9203020151 

92/02/13 

COMMISSIO 

N 

9203030196 

9203030193 

92/01/21 

50-454 

9203020169 

9203020137 

92/02/13 

COMMISSIO 

N 

9203030199 

9203030194 

92/02/28 

50-445 

9203020171 

9203020166 

92/03/02 

REVIEW GR 

P 

9203030204 

9203030198 

92/02/10 

50-261 

9203020174 

9203020166 

92/03/02 

REVIEW GR 

P 

9203030215 

9203030210 

92/02/25 

50-335 

9203020193 

9203020192 

92/02/28 

50-29 

R 

9203030217 

9203030212 

92/02/12 

50-280 

9203020196 

9203020192 

92/02/28 

50-29 

R 

9203030219 

9203030216 

92/02/27 

50-263 

9203020204 

9203020203 

92/02/26 

71-628 


9203030221 

9203030210 

92/02/25 

50-335 

9203020208 

9203020207 

92/02/27 

71-625 


9203030225 

9203030213 

92/02/26 

50-286 

9203020212 

9203020210 

92/02/27 

50-454 

P 

9203030230 

9203030123 

92/02/05 

50-219 

9203020219 

9203020216 

92/02/27 

71-733 


9203030231 

9203030224 

92/02/21 

50-255 

9203020222 

9203020221 

92/02/26 

71-577 


9203030233 

9203030226 

92/02/13 

50-324 

9203020224 

9203020223 

92/02/26 

71-333 


9203030242 

9203030239 

92/02/27 

50-445 

9203020227 

9203020226 

92/02/26 

71-215 


9203030246 

9203030235 

92/02/24 

50-605 

9203020232 

9203020166 

92/03/02 

REVIEW GR 

P 

9203030247 

9203030245 

92/02/26 

50-160 

9203020236 

9203020233 

92/02/24 

50-336 

Q 

9203030248 

9203030243 

92/02/21 

50-315 

9203020241 

9203020239 

92/02/24 

70-135 


9203030253 

9203030235 

92/02/24 

50-605 

9203020249 

9203020247 

92/02/26 

50-333 

R 

9203030257 

9203030255 

92/02/25 

PROJ 

9203020256 

9203020255 

92/02/25 

50-335 

P 

9203030262 

9203030254 

92/02/21 

50-254 

9203020276 

9203020275 

92/02/27 

50-440 

R 

9203030270 

9203030268 

92/02/25 

50-605 

9203 2 27 

920 020270 

92/02/27 

CONTRACT 
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9203030276 

9203030254 

92/02/21 

50-254 

Q 

9203030277 

9203030265 

92/02/27 

50-321 

R 

9203030282 

9203030278 

92/02/12 

70-1113 


9203030283 

9203030272 

92/01/29 

70-143 


9203030296 

9203030291 

92/02/25 

50-412 

P 

9203030299 

9203030293 

92/02/24 

TOPREP 


9203030302 

9203030295 

92/02/28 

50-237 

P 

9203030303 

9203030291 

92/02/25 

50-412 

P 

9203030325 

9203030322 

92/02/28 

50-277 

R 

9203030333 

9203030331 

92/02/28 

50-440 

R 

9203030351 

9203030332 

92/02/24 

50-354 

P 

9203030356 

9203030348 

92/02/27 

50-352 

V 

9203030357 

9203030350 

92/02/19 

CONTRACT 


9203030362 

9203030360 

92/02/26 

50-263 

R 

9203030365 

9203030361 

92/02/20 

50-424 

P 

9203030371 

9203030367 

92/02/27 

CONTRACT 


9203030379 

9203030372 

92/02/25 

50-331 

Q 

9203030383 

9203030353 

92/02/28 

50-445 

P 

9203030388 

9203030331 

92/02/28 

50-440 

R 

9203030392 

9203030387 

92/02/26 

50-335 

P 

9203030394 

9203030389 

92/02/28 

50-277 

R 

9203030398 

9203030353 

92/02/28 

50-445 

P 

9203030399 

9203030378 

92/02/27 

50-315 

V 

9203030402 

9203030389 

92/02/28 

50-277 

R 

9203030403 

9203030400 

92/02/24 

50-73 

F 

9203030407 

9203030389 

92/02/28 

50-277 

R 

9203030416 

9203030389 

92/02/28 

50-277 

R 

9203030417 

9203030414 

92/02/28 

50-305 

R 

9203030418 

9203030415 

92/02/21 

50-370 

P 

9203030419 

9203030414 

92/02/28 

50-305 

R 

9203030427 

9203030423 

92/02/24 

50-446 

Q 

9203030428 

9203030424 

92/02/27 

50-293 

R 

9203030429 

9203030423 

92/02/24 

50-446 

Q 

9203030432 

9203030425 

92/02/21 

CONTRACT 


9203030436 

9203030433 

92/02/10 

50-440 

P 

9203030437 

9203030434 

92/02/28 

WASTE MGT 


9203030439 

9203030438 

92/02/27 

50-298 

P 

9203030440 

9203030435 

92/02/28 

50-171 

Q 

9203030441 

9203030438 

92/02/27 

50-298 

P 

9203030442 

9203030434 

92/02/28 

WASTE MGT 


9203030444 

9203030443 

92/02/27 

50-271 

V 

9203030454 

9203030451 

91/08/19 

50-244 

P 

9203030457 

9203030456 

92/02/26 

50-352 

P 

9203030459 

9203030451 

91/08/19 

50-244 

P 

9203030461 

9203030451 

91/08/19 

50-244 

P 

9203030462 

9203030451 

91/08/19 

50-244 

P 

9203030463 

9203030451 

91/08/19 

50-244 

P 

9203030464 

9203030460 

92/02/28 

CONTRACT 


9203030465 

9203030451 

91/08/19 

50-244 

P 

9203030466 

9203030451 

91/08/19 

50-244 

P 

9203030467 

9203030451 

91/08/19 

50-244 

P 

9203030469 

9203030451 

91/08/19 

50-244 

P 

9203030470 

9203030468 

92/02/26 

CONTRACT 


9203040007 

9203040004 

91/06/12 

FOIA 


9203040015 

9203040004 

91/06/12 

FOIA 


9203040018 

9203040011 

92/02/25 

50-219 

Q 

9203040021 

9203040004 

91/06/12 

FOIA 


9203040023 

9203040004 

91/06/12 

FOIA 


9203040025 

9203040004 

91/06/12 

FOIA 


9203040026 

9203040004 

91/06/12 

FOIA 


9203040027 

9203040004 

91/06/12 

FOIA 


9203040028 

9203040004 

91/06/12 

FOIA 


9203040031 

9203040004 

91/06/12 

FOIA 


9203040035 

9203040004 

91/06/12 

FOIA 


9203040039 

9203040038 

92/01/24 

40-8767 


9203040042 

9203040038 

92/01/24 

40-8767 


9203040044 

9203040004 

91/06/12 

FOIA 


9203040045 

9203040004 

91/06/12 

FOIA 


9203040047 

9203040004 

91/06/12 

FOIA 


9203040048 

9203040043 

92/02/27 

50-445 

Q 

9203040050 

9203040004 

91/06/12 

FOIA 


9203040053 

9203040036 

92/02/26 

50-498 

Q 

9203040060 

9203040004 

91/06/12 

FOIA 


9203040063 

9203040004 

91/06/12 

FOIA 


9203040065 

9203040064 

92/02/26 

50-321 

Q 

9203040069 

9203040036 

92/02/26 

50-498 

Q 

9203040070 

9203040004 

91/06/12 

FOIA 


9203040077 

9203040073 

92/02/28 

50-424 

P 

9203040082 

9203040076 

92/02/26 

50-285 

Q 

9203040085 

9203040004 

91/06/12 

FOIA 


9203040087 

9203040004 

91/06/12 

FOIA 


9203040091 

9203040080 

92/02/21 

50-334 

Q 

9203040108 

9203040104 

92/02/26 

50-390 

A 

9203040109 

9203040099 

92/02/27 

50-382 

Q 

9203040111 

9203040104 

92/02/26 

50-390 

A 

9203040114 

9203040099 

92/02/27 

50-382 

Q 

9203040123 

9203040120 

92/02/25 

50-213 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


9203040124 

9203040118 

92/02/27 

50-498 

Q 

9203040131 

9203040130 

92/02/28 

50-344 

P 

9203040136 

9203040134 

92/02/28 

50-348 

P 

9203040151 

9203040141 

92/02/28 

50-348 

P 

9203040155 

9203040141 

92/02/28 

50-348 

P 

9203040165 

9203040163 

92/02/27 

50-400 

P 

9203040170 

9203040168 

92/02/28 

50-250 

R 

9203040173 

9203040168 

92/02/28 

50-250 

R 

9203040176 

9203040168 

92/02/28 

50-250 

R 

9203040183 

9203040180 

92/02/21 

50-285 

R 

9203040193 

9203040189 

92/02/27 

QA999 


9203040195 

9203040081 

92/02/21 

COMMISSIO 

N 

9203040221 

9203040215 

92/02/20 

50-344 

P 

9203040223 

9203040215 

92/02/20 

50-344 

P 

9203040230 

9203040227 

92/02/27 

50-410 

P 

9203040233 

9203040227 

92/02/27 

50-410 

P 

9203040241 

9203040238 

92/02/26 

50-344 

P 

9203040243 

9203040239 

92/02/20 

50-344 

P 

9203040245 

9203040239 

92/02/20 

50-344 

P 

9203040251 

9203040248 

92/02/27 

50-302 

P 

9203040254 

9203040252 

92/02/27 

50-237 

P 

9203040267 

9203040261 

92/02/27 

CONTRACT 


9203040279 

9203040269 

92/02/27 

CONTRACT 


9203040282 

9203040277 

92/02/27 

50-445 

P 

9203040287 

9203040283 

92/02/14 

CONTRACT 


9203040302 

9203040299 

92/02/14 

70-143 


9203040304 

9203040299 

92/02/14 

70-143 


9203040305 

9203040300 

92/02/28 

CONTRACT 


9203040306 

9203040004 

91/06/12 

FOIA 


9203040309 

9203040090 

92/02/20 

50-320 

P 

9203040311 

9203040004 

91/06/12 

FOIA 


9203040312 

9203040310 

91/12/03 

71-734 


9203040313 

9203040004 

91/06/12 

FOIA 


9203040316 

9203040004 

91/06/12 

FOIA 


9203040317 

9203040308 

92/02/28 

50-352 

R 

9203040319 

9203040004 

91/06/12 

FOIA 


9203040322 

9203040004 

91/06/12 

FOIA 


9203040328 

9203040308 

92/02/28 

50-352 

R 

9203040333 

9203040330 

92/03/02 

50-424 

F 

9203040342 

9203040341 

92/02/27 

WASTE MGT 


9203040347 

9203040344 

92/02/27 

WASTE MGT 


9203040349 

9203040345 

92/03/02 

PR 


9203040350 

9203040345 

92/03/02 

PR 


9203040351 

9203030451 

91/08/19 

50-338 

S 

9203040352 

9203040345 

92/03/02 

PR 


9203040353 

9203040345 

92/03/02 

PR 


9203040355 

9203040345 

92/03/02 

PR 


9203040357 

9203040345 

92/03/02 

PR 


9203040358 

9203040345 

92/03/02 

PR 


9203040359 

9203040345 

92/03/02 

PR 


9203040361 

9203040345 

92/03/02 

PR 


9203040363 

9203040345 

92/03/02 

PR 


9203040364 

9203040345 

92/03/02 

PR 


9203040366 

9203040362 

91/08/09 

FOIA 


9203040368 

9203040345 

92/03/02 

PR 


9203040370 

9203040362 

91/08/09 

50-530 

P 

9203040371 

9203040345 

92/03/02 

PR 


9203040372 

9203040345 

92/03/02 

PR 


9203040375 

9203040345 

92/03/02 

PR 


9203040381 

9203040380 

91/08/09 

40-8724 


9203050007 

9203050005 

92/02/26 

50-397 

Q 

9203050013 

9203050011 

92/02/28 

50-387 

Q 

9203050014 

9203050011 

92/02/28 

50-387 

Q 

9203050024 

9203050022 

92/02/28 

70-27 


9203050030 

9203050023 

91/11/25 

50-424 

Q 

9203050046 

9203050043 

92/02/27 

71-6601 


9203050048 

9203050047 

92/02/28 

50-317 

P 

9203050050 

9203050045 

92/02/27 

50-352 

Q 

9203050053 

9203050052 

92/02/27 

71-9056 


9203050062 

9203050058 

92/02/26 

50-263 

R 

9203050066 

9203050058 

92/02/26 

50-263 

R 

9203050073 

9203120160 

92/02/27 

ACRS 


9203050077 

9203120160 

92/02/27 

ACRS 


9203050080 

9203050072 

92/02/27 

ADVCM 


9203050083 

9203050072 

92/02/27 

ADVCM 


9203050085 

9203050075 

92/02/24 

50-528 

Q 

9203050095 

9203040004 

91/06/12 

FOIA 


9203050101 

9203050099 

92/02/28 

50-416 

R 

9203050103 

9203040004 

91/06/12 

FOIA 


9203050105 

9203050099 

92/02/28 

50-416 

R 

9203050109 

9203040004 

91/06/12 

FOIA 


9203050110 

9203040004 

91/06/12 

FOIA 


9203050111 

9203050099 

92/02/28 

50-416 

R 

9203050113 

9203040004 

91/06/12 

FOIA 


9203050119 

9203040004 

91/06/12 

FOIA 


9203050124 

9203050099 

92/02/28 

50-416 

R 

9203050127 

9203050099 

92/02/28 

50-416 

R 
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9203050129 

9203050126 

92/02/27 

50-483 

P 

9203060128 

9203060119 

92/02/26 

WASTE MG' 

9203050135 

9203050130 

92/02/27 

XPORTLIC 


9203060129 

9203050233 

91/08/02 

50-410 

9203050138 

9203050131 

92/02/25 

50-397 

P 

9203060131 

9203060120 

92/02/28 

50-254 

9203050141 

9203050137 

92/03/03 

CONTRACT 


9203060132 

9203060052 

92/03/02 

PROJ 

9203050142 

9203050139 

92/03/02 

50-412 

P 

9203060135 

9203060133 

92/02/28 

50-309 

9203050145 

9203050139 

92/03/02 

50-412 

P 

9203060136 

9203060052 

92/03/02 

PROJ 

9203050147 

9203050143 

92/03/03 

CONTRACT 


9203060140 

9203060052 

92/03/02 

PROJ 

9203050149 

9203050144 

92/02/28 

50-280 

R 

9203060141 

9203060052 

92/03/02 

PROJ 

9203050153 

9203050144 

92/02/28 

50-280 

R 

9203060142 

9203060120 

92/02/28 

50-254 

9203050158 

9203050152 

92/03/03 

50-423 

P 

9203060144 

9203060052 

92/03/02 

PROJ 

9203050159 

9203040004 

91/06/12 

FOIA 


9203060148 

9203060052 

92/03/02 

PROJ 

9203050164 

9203050155 

92/02/24 

50-346 

V 

9203060149 

9203060146 

92/03/04 

71-629 

9203050168 

9203040004 

91/06/12 

FOIA 


9203060150 

9203060052 

92/03/02 

PROJ 

9203050173 

9203040004 

91/06/12 

FOIA 


9203060151 

9203060052 

92/03/02 

PROJ 

9203050175 

9203050170 

92/02/26 

50-269 

P 

9203060153 

9203060133 

92/02/28 

50-309 

9203050176 

9203050169 

92/02/24 

50-317 

V 

9203060155 

9203060052 

92/03/02 

PROJ 

9203050178 

9203040004 

91/06/12 

FOIA 


9203060156 

9203060052 

92/03/02 

PROJ 

9203050180 

9203040004 

91/06/12 

FOIA 


9203060157 

9203060052 

92/03/02 

PROJ 

9203050182 

9203040004 

91/06/12 

FOIA 


9203060159 

9203060052 

92/03/02 

PROJ 

9203050184 

9203050177 

92/02/24 

50-245 

V 

9203060160 

9203060137 

92/02/24 

COMMISSIO 

9203050185 

9203040004 

91/06/12 

FOIA 


9203060162 

9203060052 

92/03/02 

PROJ 

9203050186 

9203050181 

92/02/25 

50-416 

P 

9203060163 

9203060052 

92/03/02 

PROJ 

9203050187 

9203040004 

91/06/12 

FOIA 


9203060164 

9203060052 

92/03/02 

PROJ 

9203050189 

9203050181 

92/02/25 

50-416 

P 

9203060167 

9203060052 

92/03/02 

PROJ 

9203050192 

9203040004 

91/06/12 

FOIA 


9203060172 

9203060168 

92/02/28 

TOPREP 

9203050195 

9203050193 

92/02/24 

50-348 

V 

9203060174 

9203060052 

92/03/02 

PROJ 

9203050197 

9203050194 

92/03/02 

50-285 

P 

9203060176 

9203060173 

92/03/02 

50-289 

9203050199 

9203050198 

92/03/03 

CONTRACT 


9203060178 

9203060170 

92/03/04 

50-369 

9203050203 

9203050188 

92/03/02 

50-285 

P 

9203060187 

9203060173 

92/03/02 

50-289 

9203050208 

9203050202 

92/03/03 

CONTRACT 


9203060188 

9203060171 

92/02/26 

COMMISSIO 

9203050214 

9203050212 

92/03/03 

CONTRACT 


9203060192 

9203060171 

92/02/26 

COMMISSIO 

9203050219 

9203050216 

92/03/03 

CONTRACT 


9203060195 

9203060171 

92/02/26 

COMMISSIO 

9203050223 

9203050222 

92/03/03 

CONTRACT 


9203060196 

9203060173 

92/03/02 

50-289 

9203050230 

9203050228 

92/03/02 

50-605 

A 

9203060197 

9203060193 

92/02/27 

CONTRACT 

9203050232 

9203050226 

92/02/25 

50-277 

P 

9203060200 

9203060171 

92/02/26 

COMMISSIO 

9203050235 

9203050226 

92/02/25 

50-277 

P 

9203060201 

9203060190 

92/02/12 

PR 

9203050254 

9203050251 

92/03/02 

50-320 

P 

9203060207 

9203060206 

92/03/03 

PROJ 

9203050255 

9203050248 

92/02/25 

CONTRACT 


9203060208 

9203060052 

92/03/02 

PROJ 

9203050258 

9203050251 

92/03/02 

50-320 

P 

9203060212 

9203060052 

92/03/02 

PROJ 

9203050269 

9203050263 

92/02/26 

CONTRACT 


9203060215 

9203060052 

92/03/02 

PROJ 

9203050274 

9203050272 

91/12/30 

CONTRACT 


9203060216 

9203060198 

92/02/26 

50-313 

9203050280 

9203050270 

92/02/28 

71-258 


9203060220 

9203060052 

92/03/02 

PROJ 

9203050283 

9203050277 

92/02/25 

CONTRACT 


9203060222 

9203060203 

92/02/25 

CONTRACT 

9203050297 

9203050291 

92/02/20 

PR 


9203060224 

9203060052 

92/03/02 

PROJ 

9203050298 

9203050291 

92/02/20 

PR 


9203060225 

9203060198 

92/02/26 

50-313 

9203050299 

9203050291 

92/02/20 

PR 


9203060227 

9203060052 

92/03/02 

PROJ 

9203050300 

9203050296 

91/08/19 

FOIA 


9203060228 

9203060052 

92/03/02 

PROJ 

9203050301 

9203050291 

92/02/20 

PR 


9203060230 

9203060052 

92/03/02 

PROJ 

9203050302 

9203050291 

92/02/20 

PR 


9203060233 

9203060218 

92/02/12 

ORG 

9203050303 

9203050291 

92/02/20 

PR 


9203060244 

9203030189 

92/02/13 

COMMISSIO 

9203050304 

9203050291 

92/02/20 

PR 


9203060258 

9203060254 

92/02/28 

50-281 

9203050305 

9203050291 

92/02/20 

PR 


9203060266 

9203060262 

92/02/27 

50-213 

9203050307 

9203050306 

91/08/19 

FOIA 


9203060268 

9203060237 

92/02/27 

71-5796 

9203050309 

9203050306 

91/08/19 

FOIA 


9203060274 

9203060270 

92/02/26 

COMMISSIO 

9203050310 

9203050306 

91/08/19 

FOIA 


9203060276 

9203060237 

92/02/27 

71-5796 

9203050311 

9203050306 

91/08/19 

FOIA 


9203060278 

9203060237 

92/02/27 

71-5796 

9203050312 

9203050306 

91/08/19 

FOIA 


9203060279 

9203060277 

92/03/02 

50-331 

9203050313 

9203050291 

92/02/20 

PR 


9203060281 

9203060277 

92/03/02 

50-331 

9203060008 

9203060007 

92/02/21 

50-397 

Q 

9203060294 

9203060290 

92/03/03 

50-338 

9203060010 

9203060007 

92/02/21 

50-397 

Q 

9203060296 

9203060290 

92/03/03 

50-338 

9203060015 

9203060011 

92/02/20 

50-206 

Q 

9203060307 

9203060304 

92/03/02 

WASTE MG1 

9203060017 

9203050270 

92/02/28 

71-258 


9203060313 

9203060311 

92/03/02 

50-327 

9203060022 

9203060016 

92/02/19 

50-344 

Q 

9203060325 

9203060315 

92/03/03 

WASTE MG1 

9203060027 

9203060016 

92/02/19 

50-344 

Q 

9203060327 

9203060317 

92/02/21 

52-2 

9203060031 

9203060024 

92/02/19 

50-206 

Q 

9203060331 

9203060315 

92/03/03 

WASTE MG1 

9203060043 

9203060038 

92/02/28 

50-454 

Q 

9203060336 

9203060333 

92/03/03 

50-338 

9203060046 

9203060038 

92/02/28 

50-454 

Q 

9203060337 

9203060333 

92/03/03 

50-338 

9203060058 

9203060050 

92/03/02 

50-498 

P 

9203060355 

9203060342 

92/02/28 

50-322 

9203060059 

9203060054 

92/02/20 

50-275 

Q 

9203060409 

9203050291 

92/02/20 

PR 

9203060061 

9203060052 

92/03/02 

PROJ 


9203060412 

9203060405 

91/08/21 

FOIA 

9203060065 

9203060052 

92/03/02 

PROJ 


9203060414 

9203060405 

91/08/21 

FOIA 

9203060067 

9203060052 

92/03/02 

PROJ 


9203060416 

9203050291 

92/02/20 

PR 

9203060068 

9203060037 

92/02/21 

50-528 

Q 

9203060417 

9203060413 

92/02/17 

40-7604 

9203060072 

9203060052 

92/03/02 

PROJ 


9203060420 

9203050291 

92/02/20 

PR 

9203060074 

9203060069 

92/02/28 

50-155 

Q 

9203060425 

9203060421 

91/08/21 

50-245 

9203060084 

9203060080 

92/02/20 

50-528 

Q 

9203060426 

9203060421 

91/08/21 

50-336 

9203060086 

9203060082 

92/03/02 

50-327 

R 

9203060427 

9203060421 

91/08/21 

50-245 

9203060088 

9203060080 

92/02/20 

50-528 

Q 

9203060428 

9203060421 

91/08/21 

50-245 

9203060090 

9203060082 

92/03/02 

50-327 

fl 

9203060429 

9203060421 

91/08/21 

50-245 

9203060109 

9203060102 

92/03/03 

50-255 

Q 

9203060430 

9203060421 

91/08/21 

50-336 

9203060117 

9203060052 

92/03/02 

PROJ 


9203060431 

9203060421 

91/08/21 

50-336 

9203060121 

9203060116 

92/01/31 

PRM 


9203060432 

9203060421 

91/08/21 

50-245 

9203060122 

9203050233 

91/08/02 

50-410 

Q 

9203060433 

9203060421 

91/08/21 

50-213 

9203060123 

9203060052 

92/03/02 

PROJ 


9203060434 

9203060421 

91/08/21 

50-336 

9203060124 

9203060120 

92/02/28 

50-254 

Q 

9203060435 

9203060421 

91/08/21 

50-336 

9203060125 

9203060119 

92/02/26 

WASTE MGT 


9203090017 

9203090013 

92/03/02 

50-255 

9203060127 

9203060052 

92/03/02 

PROJ 


9203090023 

9 30 0 

92/09/9A 
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203090030 

9203090028 

92/03/01 

50-286 

R 

9203090325 

9203090318 

92/02/26 

50-206 

203090033 

9203090028 

92/03/01 

50-286 

R 

9203090327 

9203040004 

91/06/12 

FOIA 

203090036 

9203090028 

92/03/01 

50-286 

R 

9203090330 

9203090318 

92/02/26 

50-206 

203090037 

9203090032 

92/02/07 

40-8027 


9203090331 

9203090420 

92/02/28 

50-206 

203090057 

9203090050 

92/02/28 

50-373 

Q 

9203090332 

9203040004 

91/06/12 

FOIA 

203090074 

9201020287 

91/12/12 

PR 


9203090333 

9203090318 

92/02/26 

50-206 

203090077 

9203090075 

92/03/02 

50-320 

R 

9203090334 

9203040004 

91/06/12 

FOIA 

203090082 

9203090075 

92/03/02 

50-320 

R 

9203090335 

9203090318 

92/02/26 

50-206 

>203090084 

9203090075 

92/03/02 

50-320 

R 

9203090337 

9203090318 

92/02/26 

50-206 

203090085 

9201020287 

91/12/12 

PR 


9203090338 

9203040004 

91/06/12 

50-89 

203090093 

9201020287 

91/12/12 

PR 


9203090339 

9203090318 

92/02/26 

50-206 

203090097 

9201020287 

91/12/12 

PR 


9203090347 

9203090336 

91/08/16 

FOIA 

'203090100 

9201020287 

91/12/12 

PR 


9203090348 

9203090346 

92/03/03 

50-269 

203090106 

9203090076 

92/02/25 

50-498 

P 

9203090359 

9203090336 

91/08/16 

40-2407 

'203090108 

9201020287 

91/12/12 

PR 


9203090363 

9203090336 

91/08/16 

40-2407 

>203090113 

9201020287 

91/12/12 

PR 


9203090369 

9203090336 

91/08/16 

40-2407 

'203090115 

9203090110 

92/03/04 

WASTE MGT 


9203090371 

9203060421 

91/08/21 

50-245 

'203090121 

9201020287 

91/12/12 

PR 


9203090373 

9203090336 

91/08/16 

40-2407 

'203090124 

9203090112 

92/02/28 

50-458 

R 

9203090375 

9203060342 

92/02/28 

50-322 

'203090126 

9201020287 

91/12/12 

PR 


9203090379 

9203090336 

91/08/16 

40-2407 

'203090130 

9203090112 

92/02/28 

50-458 

R 

9203090381 

9203090374 

92/03/05 

50-321 

'203090131 

9203090076 

92/02/25 

50-498 

P 

9203090382 

9203090336 

91/08/16 

40-2407 

'203090132 

9203090129 

92/03/04 

50-269 

Q 

9203090421 

9203060421 

91/08/21 

50-336 

1203090135 

9201020287 

91/12/12 

PR 


9203090435 

9203060421 

91/08/21 

50-336 

'203090138 

9203090112 

92/02/28 

50-458 

R 

9203090447 

9203090436 

92/02/24 

WASTE MGT 

'203090140 

9203090133 

92/02/28 

50-151 

Q 

9203090456 

9203060421 

91/08/21 

50-423 

'203090146 

9203090143 

92/01/31 

PRM 


9203090460 

9203090455 

92/03/04 

WASTE MGT 

'203090148 

9203090137 

92/02/28 

50-269 

P 

9203090461 

9203090458 

92/03/04 

70-27 

1203090149 

9201020287 

91/12/12 

PR 


9203090470 

9203050291 

92/02/20 

PR 

(203090152 

9203090137 

92/02/28 

50-269 

P 

9203090478 

9203050291 

92/02/20 

PR 

(203090162 

9203090156 

92/03/04 

50-285 

P 

9203090480 

9203090479 

91/08/22 

40-8027 

•203090163 

9201020287 

91/12/12 

PR 


9203090482 

9203090481 

91/08/26 

70-371 

(203090169 

9203090137 

92/02/28 

50-269 

P 

9203090484 

9203090483 

91/09/11 

70-371 

1203090171 

9203090137 

92/02/28 

50-269 

P 

9203090485 

9203090483 

91/09/11 

70-371 

1203090174 

9203090172 

92/03/02 

50-424 

P 

9203090486 

9203090483 

91/09/11 

70-371 

1203090175 

9203090137 

92/02/28 

50-269 

P 

9203090487 

9203090483 

91/09/11 

70-371 

1203090178 

9203090166 

92/02/24 

50-309 

R 

9203090488 

9203090483 

91/09/11 

70-371 

1203090184 

9201020287 

91/12/12 

PR 


9203100003 

9203100001 

92/03/04 

50-286 

1203090194 

9203090188 

92/02/28 

50-269 

P 

9203100009 

9203090254 

92/03/05 

50-285 

1203090198 

9203090193 

92/02/25 

50-416 

P 

9203100014 

9203100007 

92/03/04 

50-373 

1203090199 

9203090188 

92/02/28 

50-269 

P 

9203100029 

9203100024 

92/02/25 

50-261 

1203090204 

9203090193 

92/02/25 

50-416 

P 

9203100033 

9203100021 

92/03/04 

50-440 

1203090207 

9203090188 

92/02/28 

50-269 

P 

9203100039 

9203100024 

92/02/25 

50-261 

1203090210 

9203090188 

92/02/28 

50-269 

P 

9203100040 

9203100036 

92/02/19 

50-369 

>203090211 

9203Q90205 

92/03/04 

50-416 

P 

9203100043 

9203100035 

92/02/28 

70-734 

>203090218 

9203090214 

92/02/28 

50-29 

Q 

9203100044 

9203100027 

91/12/26 

50-266 

>203090225 

9203090215 

92/03/05 

71-5939 


9203100046 

9203100035 

92/02/28 

70-734 

>203090234 

9203090231 

92/02/27 

50-263 

P 

92031Q0052 

9203100047 

92/02/20 

50-395 

>203090237 

9203090236 

92/02/28 

50-483 

R 

920310Q054 

9203100048 

92/02/28 

50-440 

>203090240 

9203090236 

92/02/28 

50-483 

R 

9203100055 

9203100030 

92/03/04 

CONTRACT 

>203090244 

9203090224 

92/03/02 

50-424 

P 

9203100069 

9203100060 

92/02/21 

50-250 

>203090246 

9203090230 

92/03/03 

50-387 

P 

9203100078 

9203100066 

92/02/25 

50-335 

>203090248 

9203090243 

92/03/05 

70-371 


9203100083 

9203100066 

92/02/25 

50-335 

>203090256 

9203090251 

92/02/03 

50-280 

Q 

9203100085 

9203100080 

92/02/25 

50-338 

>203090259 

9203040004 

91/06/12 

FOIA 


9203100094 

9203100090 

92/02/26 

50-416 

>203090261 

9203090251 

92/02/03 

50-280 

Q 

9203100097 

9203100088 

92/02/25 

50-302 

>203090264 

9203040004 

91/06/12 

FOIA 


9203100101 

9203100092 

92/03/03 

50-353 

>203090265 

9203090254 

92/03/05 

50-285 

P 

9203100108 

9203100089 

92/02/25 

50-213 

>203090266 

9203090262 

92/02/25 

50-528 

P 

9203100114 

9203100107 

92/02/20 

50-395 

>203090267 

9203040004 

91/06/12 

FOIA 


9203100115 

9203100089 

92/02/25 

50-213 

>203090269 

9203040004 

91/06/12 

FOIA 


9203100121 

9203100103 

92/02/25 

50-416 

>203090270 

9203090262 

92/02/25 

50-528 

P 

9203100124 

9203100103 

92/02/25 

50-416 

>203090271 

9203040004 

91/06/12 

FOIA 


9203100128 

9203100116 

92/03/03 

50-321 

>203090273 

9203040004 

91/06/12 

FOIA 


9203100129 

9203100125 

92/03/03 

50-352 

>203090274 

9203040004 

91/06/12 

FOIA 


9203100131 

9203100123 

92/03/02 

50-277 

>203090275 

9203040004 

91/06/12 

FOIA 


9203100145 

9203100135 

92/02/24 

50-400 

>203090277 

9203040004 

91/06/12 

FOIA 


9203100161 

9203100157 

92/02/28 

50-302 

>203090281 

9203040004 

91/06/12 

FOIA 


9203100165 

9203100158 

92/02/19 

70-143 

>203090283 

9203040004 

91/06/12 

FOIA 


9203100170 

9203100164 

92/02/28 

50-280 

>203090285 

9203040004 

91/06/12 

FOIA 


9203100173 

9203100167 

92/02/27 

50-438 

>203090288 

9203040004 

91/06/12 

FOIA 


9203100176 

9203100172 

92/02/18 

50-327 

>203090291 

9203090284 

92/03/03 

50-237 

P 

9203100180 

9203100172 

92/02/18 

50-327 

>203090292 

9203040004 

91/06/12 

FOIA 


9203100183 

9203040004 

91/06/12 

FOIA 

>203090294 

9203090284 

92/03/03 

50-237 

P 

9203100188 

9203100175 

92/03/04 

50-155 

>203090295 

9203090290 

92/02/28 

50-443 

Q 

9203100189 

9203100175 

92/03/04 

50-155 

>203090296 

9203090284 

92/03/03 

50-237 

P 

9203100191 

9203040004 

91/06/12 

50-87 

>203090298 

9203040004 

91/06/12 

FOIA 


9203100195 

9203100175 

92/03/04 - 

50-155 

>203090299 

9203090289 

92/02/10 

50-269 

F 

9203100197 

9203100175 

92/03/04 

50-155 

>203090303 

9203040004 

91/06/12 

FOIA 


9203100198 

9203100194 

92/02/20 

50-269 

>203090306 

9203040004 

91/06/12 

FOIA 


9203100200 

9203100175 

92/03/04 

50-155 

9203090309 

9203040004 

91/06/12 

FOIA 


9203100201 

9203100175 

92/03/04 

50-155 

203090311 

9203040004 

91/06/12 

FOIA 


9203100202 

9203100194 

92/02/20 

50-269 

203090315 

9203040004 

91/06/12 

FOIA 


9203100203 

9203100196 

92/03/03 

50-272 

203090321 

9203040004 

91/06/12 

FOIA 


9203100204 

9203100175 

92/03/04 

50-155 

203090322 

9203090420 

92/02/28 

50-206 

R 

9203100224 

9203100219 

92/02/26 

50-321 

9203090323 

9203090318 

92/02/26 

50-206 

F 

9203100227 

9203100117 

92/02/20 

50-327 

203090324 

9203040004 

91/06/12 

FOIA 


9203100232 

9203100228 

92/02/20 

40-8964 


F 

F 

R 


F 

F 

F 

Q 

F 

P 


P 

P 


P 

P 

P 


P 


Q 

P 

Q 

Q 

Q 

Q 


F 

Q 

P 


Q 

Q 

Q 

Q 

V 

Q 

P 

Q 

Q 

Q 

Q 

Q 

P 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

S 

S 

Q 

S 

S 

Q 

S 

s 

Q 

Q 

S 

Q 

Q 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9203100236 

9203100247 

9203100253 

9203100258 

9203100261 

9203100263 

9203100266 

9203100268 

9203100273 

9203100279 

9203100280 

9203100281 

9203100284 

9203100285 

9203100293 

9203100294 

9203100296 

9203100302 

9203100303 

9203100304 

9203100306 

9203100308 

9203100310 

9203100311 

9203100313 

9203100315 

9203100324 

9203100326 

9203100327 

9203100329 

9203100330 

9203100332 

9203100338 

9203100339 

9203100341 

9203100343 

9203100344 

9203100346 

9203100348 

9203110024 

9203110029 

9203110040 

9203110046 

9203110050 

9203110051 

9203110055 

9203110072 

9203110079 

9203110094 

9203110131 


PRINCIPAL 

DOCUMENT 

9203100234 

9203100242 

9203100249 

9203100255 

9203100252 

9203100260 

9203100262 

9203100265 

9203100271 

9203100276 

9203100275 

9203100272 

9203100282 

9203100275 

9203100286 

9203100291 

9203100295 

9203100301 

9203100301 

9203100301 

9203100301 

9203100301 

9203100301 

9203100301 

9203100301 

9203100301 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203100321 

9203110021 

9203110021 

9203110026 

9203110043 

9203110026 

9203110043 

9203110048 

9203110068 

9203110074 

9203110093 

9203110124 


SUBJECT 

CATEGORY 


PRINCIPAL 

DOCUMENT 


SUBJECT 

CATEGORY 


9203110136 

9203110077 

9203110138 

9203110132 

9203110144 

9203110077 

9203110145 

9203060421 

9203110146 

9203110143 

9203110148 

9203110077 

9203110153 

9203110142 

9203110156 

9203110077 

9203110160 

9203110077 

9203110164 

9203060421 

9203110165 

9203110077 

9203110172 

9203110161 

9203110173 

9203110077 

9203110177 

9203110077 

9203110178 

9203110168 

9203110179 

9203110077 

9203110186 

9203110077 

9203110189 

9203110171 

9203110191 

9203110077 

9203110192 

9203110185 

9203110201 

9203110200 

9203110205 

9203110198 

9203110214 

9203110209 

9203110219 

9203110215 

9203110223 

9203110077 

9203110224 

9203110218 

9203110225 

9203110077 

9203110228 

9203110216 

9203110229 

9203110077 

9203110230 

9203110077 

9203110233 

9203110077 

9203110234 

9203040004 

9203110235 

9203110077 

9203110236 

9203040004 

9203110237 

9203110077 

9203110240 

9203110077 

9203110241 

9203040004 


92/02/12 

92/02/17 

92/03/03 

92/02/19 

92/02/17 

92/03/06 

92/02/28 

92/03/06 

92/03/06 

92/02/12 

92/03/02 

92/03/09 

92/02/21 

92/03/02 

92/03/09 

92/03/02 

92/03/09 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/08/27 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

92/03/06 

92/03/06 

92/02/29 

92/03/02 

92/02/29 

92/03/02 

92/03/05 

92/03/03 

92/03/02 

92/03/06 

92/03/04 

92/02/20 

92/03/05 

92/02/20 

91/08/21 

92/02/28 

92/02/20 

92/03/09 

92/02/20 

92/02/20 

91/08/21 

92/02/20 

92/02/18 

92/02/20 

92/02/20 

92/03/04 

92/02/20 
92/02/20 
92/02/11 
92/02/20 
92/03/04 

92/03/06 

92/03/04 

92/03/09 

92/03/04 

92/02/20 

92/03/09 

92/02/20 

92/02/07 

92/02/20 

92/02/20 

92/02/20 

91/06/12 

92/02/20 

91/06/12 

92/02/20 

92/02/20 

91/06/12 


40-8857 


9203110243 

9203040004 

91/06/12 

FOIA 

40-8102 


9203110244 

9203110077 

92/02/20 

70-143 

50-277 

Q 

9203110245 

9203110077 

92/02/20 

70-143 

40-8857 


9203110246 

9203110077 

92/02/20 

70-143 

40-8857 


9203110249 

9203040004 

91/06/12 

40-534 

CONTRACT 


9203110251 

9203040004 

91/06/12 

40-534 

40-8905 


9203110253 

9203110077 

92/02/20 

70-143 

CONTRACT 


9203110254 

9203040004 

91/06/12 

50-87 

CONTRACT 


9203110256 

9203040004 

91/06/12 

50-87 

CONTRACT 


9203110257 

9203110077 

92/02/20 

70-143 

50-57 

Q 

9203110258 

9203040004 

91/06/12 

40-534 

CONTRACT 


9203110262 

9203040004 

91/06/12 

FOIA 

CONTRACT 


9203110263 

9203110077 

92/02/20 

70-143 

50-57 

Q 

9203110267 

9203040004 

91/06/12 

40-534 

CONTRACT 


9203110269 

9203110261 

92/03/09 

CONTRACT 

50-317 

Q 

9203110271 

9203040004 

91/06/12 

40-534 

CONTRACT 


9203110274 

9203040004 

91/06/12 

FOIA 

50-329 

Q 

9203110282 

9203040004 

91/06/12 

FOIA 

50-329 

Q 

9203110283 

9203110275 

92/03/04 

PROJ 

50-329 

A 

9203110286 

9203060421 

91/08/21 

50-336 

50-329 

A 

9203110287 

9203040004 

91/06/12 

40-534 

50-329 

A 

9203110290 

9203040004 

91/06/12 

FOIA 

FOIA 


9203110296 

9203040004 

91/06/12 

40-534 

FOIA 


9203110298 

9203110292 

92/02/28 

40-8027 

FOIA 


9203110299 

9203110281 

92/03/09 

CONTRACT 

50-329 

Q 

9203110300 

9203110295 

92/03/05 

50-261 

40-8027 


9203110302 

9203060421 

91/08/21 

50-336 

40-8027 


9203110304 

9203040004 

91/06/12 

40-534 

40-8027 


9203110311 

9203110305 

92/02/27 

40-6622 

40-8027 


9203110312 

9203040004 

91/06/12 

FOIA 

40-8027 


9203110313 

9203110309 

92/03/09 

CONTRACT 

40-8027 


9203110317 

9203060421 

91/08/21 

50-245 

40-8027 


9203110318 

9203110316 

92/02/28 

WASTE MGT 

40-8027 


9203110323 

9203110308 

92/02/28 

50-213 

40-8027 


9203110324 

9203060421 

91/08/21 

50-336 

40-8027 


9203110327 

9203040004 

91/06/12 

FOIA 

FOIA 


9203110335 

9203110322 

92/03/09 

CONTRACT 

40-8027 


9203110336 

9203060421 

91/08/21 

50-213 

40-8027 


9203110345 

9203110338 

92/03/09 

CONTRACT 

40-8027 


9203110348 

9203110077 

92/02/20 

70-143 

40-8027 


9203110354 

9203110197 

92/02/14 

40-8981 

50-333 

F 

9203110356 

9203110077 

92/02/20 

70-143 

50-321 

K 

9203110358 

9203110077 

92/02/20 

70-143 

50-333 

F 

9203110364 

9203110077 

92/02/20 

70-143 

50-321 

K 

9203110366 

9203110361 

92/03/03 

50-387 

50-348 

G 

9203110369 

9203060421 

91/08/21 

50-336 

50-482 

Q 

9203110372 

9203110363 

92/01/27 

WASTE MGT 

50-498 

Q 

9203110380 

9203110377 

92/01/30 

40-8905 

PR 


9203110383 

9203110376 

92/02/11 

40-8768 

CONTRACT 


9203110385 

9203110077 

92/02/20 

70-143 

70-143 


9203110387 

9203110382 

92/02/07 

40-8584 

50-605 

A 

9203110389 

9203110381 

92/03/02 

TOPREP 

70-143 


9203110390 

9203110077 

92/02/20 

70-143 

50-423 

P 

9203110392 

9203110388 

92/01/31 

40-8502 

50-302 

P 

9203110393 

9203060421 

91/08/21 

50-423 

70-143 


9203110395 

9203110381 

92/03/02 

TOPREP 

CONTRACT 


9203110396 

9203110077 

92/02/20 

70-143 

70-143 


9203110398 

9203110077 

92/02/20 

70-143 

70-143 


9203110399 

9203060421 

91/08/21 

FOIA 

50-245 

F 

9203110401 

9203060421 

91/08/21 

50-245 

70-143 

Q 

9203110404 

9203060421 

91/08/21 

50-423 

50-254 

9203110408 

9203110406 

92/02/12 

40-2259 

70-143 


9203110409 

9203060421 

91/08/21 

50-423 

70-143 


9203110410 

9203060421 

91/08/21 

50-213 

PROJ 


9203110411 

9203060421 

91/08/21 

50-213 

70-143 


9203110412 

9203100321 

91/09/05 

40-8027 

70-143 


9203110413 

9203100321 

91/09/05 

40-8027 

CONTRACT 


9203110414 

9203100321 

91/09/05 

40-8027 

70-143 


9203110415 

9203060421 

91/08/21 

50-213 

50-285 

P 

9203110416 

9203100321 

91/09/05 

40-8027 

71-216 


9203110417 

9203100321 

91/09/05 

40-8027 

CONTRACT 


9203110418 

9203060421 

91/08/21 

50-213 

CONTRACT 


9203110419 

9203060421 

91/08/21 

FOIA 

CONTRACT 


9203110420 

9203060421 

91/08/21 

50-213 

70-143 


9203110421 

9203100321 

91/09/05 

40-8027 

CONTRACT 


9203110422 

9203100321 

91/09/05 

40-8027 

70-143 


9203110423 

9203060421 

91/08/21 

50-213 

40-299 


9203110424 

9203060421 

91/08/21 

50-336 

70-143 


9203110426 

9203060421 

91/08/21 

50-336 

70-143 


9203110427 

9203110425 

91/09/13 

50-244 

70-143 

FOIA 

70-143 

FOIA 

70-143 


9203110428 

9203110425 

91/09/13 

50-244 


9203110434 

9203120010 

9203050291 

9203040004 

92/02/20 

91/06/12 

PR 

FOIA 


9203120012 

9203120014 

9203040004 

9203040004 

91/06/12 

91/06/12 

FOIA 

FOIA 

70-143 

50-87 


9203120017 

9203040004 

91/06/12 

FOIA 

Q 

9203120020 

9203120013 

92/01/30 

40-8981 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 


DOCUMENT 

ISSUED 

CATEGORY 



9203120021 

9203040004 

91/06/12 

FOIA 


9203120317 

9203120023 

9203040004 

91/06/12 

FOIA 


9203120322 

9203120025 

9203040004 

91/06/12 

FOIA 


9203120323 

9203120026 

9203120018 

92/03/04 

CONTRACT 


9203120327 

9203120029 

9203040004 

91/06/12 

FOIA 


9203120330 

9203120030 

9203040004 

91/06/12 

FOIA 


9203120333 

9203120035 

9203040004 

91/06/12 

FOIA 


9203120334 

9203120037 

9203120027 

92/03/05 

PRM 


9203120337 

9203120039 

9203040004 

91/06/12 

FOIA 


9203120338 

9203120042 

9203040004 

91/06/12 

FOIA 


9203120339 

9203120045 

9203110077 

92/02/20 

70-143 


9203120340 

9203120049 

9203120043 

92/03/04 

CONTRACT 


9203120345 

9203120052 

9203040004 

91/06/12 

FOIA 


9203120347 

9203120054 

9203120046 

92/03/05 

PRM 


9203120351 

9203120058 

9203110077 

92/02/20 

70-143 


9203120353 

9203120059 

9203120053 

92/02/19 

WASTE MGT 


9203120355 

9203120060 

9203120055 

92/03/04 

CONTRACT 


9203120356 

9203120062 

9203110077 

92/02/20 

70-143 


9203120360 

9203120064 

9203110077 

92/02/20 

70-143 


9203120362 

9203120070 

9203110077 

92/02/20 

70-143 


9203120363 

9203120072 

9203040004 

91/06/12 

FOIA 


9203120367 

9203120073 

9203110077 

92/02/20 

70-143 


9203120368 

9203120074 

9203040004 

91/06/12 

FOIA 


9203120370 

9203120076 

9203110077 

92/02/20 

70-143 


9203120372 

9203120078 

9203120069 

92/03/06 

50-285 

P 

9203120375 

9203120079 

9203040004 

91/06/12 

FOIA 


9203120376 

9203120085 

9203040004 

91/06/12 

FOIA 


9203120378 

9203120086 

9203120067 

92/03/09 

CONTRACT 


9203120381 

9203120087 

9203120063 

92/02/13 

40-8903 


9203120384 

9203120089 

9203040004 

91/06/12 

FOIA 


9203120386 

9203120091 

9203110077 

92/02/20 

70-143 


9203120387 

9203120093 

9203040004 

91/06/12 

FOIA 


9203120388 

9203120095 

9203040004 

91/06/12 

FOIA 


9203120406 

9203120099 

9203110077 

92/02/20 

70-143 


9203120407 

9203120101 

9203040004 

91/06/12 

FOIA 


9203130002 

9203120104 

9203040004 

91/06/12 

FOIA 


9203130004 

9203120105 

9203120090 

92/02/17 

40-8502 


9203130005 

9203120106 

9203040004 

91/06/12 

FOIA 


9203130008 

9203120107 

9203120094 

92/03/02 

50-395 

Q 

9203130010 

9203120110 

9203040004 

91/06/12 

FOIA 


9203130011 

9203120113 

9203040004 

91/06/12 

FOIA 


9203130018 

9203120118 

9203120111 

92/03/06 

50-369 

Q 

9203130021 

9203120122 

9203120115 

92/03/03 

CONTRACT 


9203130023 

9203120132 

9203040004 

91/06/12 

FOIA 


9203130025 

9203120136 

9203Q40004 

91/06/12 

FOIA 


9203130026 

9203120137 

9203040004 

91/06/12 

FOIA 


9203130029 

9203120139 

9203120135 

92/03/04 

CONTRACT 


9203130030 

9203120148 

9203040004 

91/06/12 

FOIA 


9203130033 

9203120150 

9203040004 

91/06/12 

FOIA 


9203130036 

9203120153 

9203040004 

91/06/12 

FOIA 


9203130038 

9203120155 

9203120144 

92/02/28 

CONTRACT 


9203130040 

9203120158 

9203040004 

91/06/12 

FOIA 


9203130041 

9203120163 

9203120152 

92/02/25 

WASTE MGT 


9203130042 

9203120165 

9203040004 

91/06/12 

FOIA 


9203130046 

9203120166 

9203120152 

92/02/25 

WASTE MGT 


9203130047 

9203120168 

9203120152 

92/02/25 

WASTE MGT 


9203130057 

9203120170 

9203040004 

91/06/12 

FOIA 


9203130062 

9203120171 

9203120164 

92/02/27 

CONTRACT 


9203130063 

9203120173 

9203120152 

92/02/25 

WASTE MGT 


9203130066 

9203120174 

9203040004 

91/06/12 

FOIA 


9203130071 

9203120175 

9203040004 

91/06/12 

FOIA 


9203130076 

9203120176 

9203040004 

91/06/12 

FOIA 


9203130083 

9203120179 

9203040004 

91/06/12 

FOIA 


9203130084 

9203120182 

9203040004 

91/06/12 

FOIA 


9203130085 

9203120183 

9203120194 

92/03/02 

50-482 

Q 

9203130087 

9203120188 

9203040004 

91/06/12 

FOIA 


9203130091 

9203120192 

9203120187 

92/03/06 

50-254 

Q 

9203130094 

9203120198 

9203120193 

92/03/12 

71-735 


9203130105 

9203120205 

9203120201 

92/03/04 

CONTRACT 


9203130111 

9203120206 

9203120199 

92/03/06 

50-315 

Q 

9203130113 

9203120208 

9203120160 

92/02/27 

ACRS 


9203130117 

9203120213 

9203120203 

92/03/06 

50-373 

Q 

9203130122 

9203120219 

9203120217 

92/03/04 

50-454 

P 

9203130123 

9203120220 

9203120214 

92/03/05 

70-36 


9203130126 

9203120228 

9203120214 

92/03/05 

70-36 


9203130129 

9203120233 

9203120230 

92/03/06 

50-155 

Q 

9203130132 

9203120236 

9203110248 

92/02/14 

40-8907 


9203130133 

9203120238 

9203120230 

92/03/06 

50-155 

Q 

9203130136 

9203120253 

9203120241 

92/03/04 

50-333 

Q 

9203130137 

9203120262 

9203120258 

92/02/19 

MISC 


9203130138 

9203120270 

9203120265 

92/03/09 

50-413 

P 

9203130139 

9203120283 

9203120279 

92/03/09 

50-219 

P 

9203130140 

9203120284 

9203120279 

92/03/09 

50-219 

P 

9203130142 

9203120292 

9203120288 

92/03/06 

50-244 

P 

9203130143 

9203120294 

9203120288 

92/03/06 

50-244 

P 

9203130144 

9203120300 

9203120291 

92/03/10 

50-400 

P 

9203130145 

Q90.1190101 

9203120296 

92/03 05 

50-2 9 


9203130156 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 
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SUBJECT 


ENCLOSURE 
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DOCUMENT 

ISSUED 

CATEGORY 

9203130158 

9203130151 

92/03/06 

50-146 

P 

9203160045 

9203160034 

92/03/04 

50-289 

9203130161 

9203120243 

91/07/08 

70-***** 


9203160046 

9203120243 

91/07/08 

70-***** 

9203130163 

9203120243 

91/07/08 

70-***** 


9203160047 

9203160031 

92/03/04 

50-423 

9203130165 

9203120243 

91/07/08 

70-***** 


9203160050 

9203120243 

91/07/08 

70-***** 

9203130166 

9203130151 

92/03/06 

50-146 

P 

9203160051 

9203120243 

91/07/08 

70-***** 

9203130168 

9203120243 

91/07/08 

70-***** 


9203160056 

9203120243 

91/07/08 

70-***** 

9203130171 

9203120243 

91/07/08 

FOIA 


9203160058 

9203160055 

92/03/05 

50-277 

9203130174 

9203130157 

92/03/09 

50-395 

P 

9203160063 

9203160062 

92/03/10 

50-285 

9203130176 

9203120243 

91/07/08 

FOIA 


9203160087 

9203160077 

92/03/06 

50-289 

9203130180 

9203130172 

92/03/02 

50-255 

V 

9203160088 

9203160082 

92/03/05 

COMMISSIO 

9203130181 

9203130167 

92/03/11 

CONTRACT 


9203160096 

9203160104 

92/03/02 

50-269 

9203130182 

9203120243 

91/07/08 

FOIA 


9203160098 

9203160095 

92/03/06 

50-245 

9203130184 

9203120243 

91/07/08 

FOIA 


9203160100 

9203040004 

91/06/12 

FOIA 

9203130186 

9203120243 

91/07/08 

FOIA 


9203160105 

9203040004 

91/06/12 

FOIA 

9203130189 

9203120243 

91/07/08 

FOIA 


9203160109 

9203160094 

92/03/04 

50-322 

9203130191 

9203120243 

91/07/08 

FOIA 


9203160110 

9203160082 

92/03/05 

COMMISSIO 

9203130193 

9203130187 

92/03/11 

CONTRACT 


9203160113 

9203040004 

91/06/12 

FOIA 

9203130195 

9203120243 

91/07/08 

FOIA 


9203160118 

9203040004 

91/06/12 

FOIA 

9203130206 

9203120243 

91/07/08 

FOIA 


9203160125 

9203040004 

91/06/12 

FOIA 

9203130208 

9203120243 

91/07/08 

FOIA 


9203160126 

9203160117 

92/03/03 

50-295 

9203130209 

9203120243 

91/07/08 

FOIA 


9203160127 

9203160082 

92/03/05 

COMMISSIO 

9203130211 

9203120243 

91/07/08 

FOIA 


9203160128 

9203160111 

92/03/09 

50-445 

9203130212 

9203120243 

91/07/08 

FOIA 


9203160132 

9203160082 

92/03/05 

COMMISSIO 

9203130213 

9203120243 

91/07/08 

FOIA 


9203160134 

9203160131 

92/03/11 

71-9186 

9203130216 

9203120243 

91/07/08 

FOIA 


9203160135 

9203160082 

92/03/05 

COMMISSIO 

9203130218 

9203120243 

91/07/08 

FOIA 


9203160137 

9203040004 

91/06/12 

FOIA 

9203130219 

9203120243 

91/07/08 

70-***** 


9203160139 

9203160121 

92/03/06 

WASTE MGT 

9203130221 

9203120243 

91/07/08 

70-***** 


9203160142 

9203160082 

92/03/05 

COMMISSIO 

9203130222 

9203040004 

91/06/12 

FOIA 


9203160143 

9203040004 

91/06/12 

FOIA 

9203130223 

9203120243 

91/07/08 

70-***-* 


9203160146 

9203160082 

92/03/05 

COMMISSIO 

9203130224 

9203040004 

91/06/12 

FOIA 


9203160152 

9203120243 

91/07/08 

70-***** 

9203130225 

9203120243 

91/07/08 

70-***** 


9203160153 

9203160136 

92/03/10 

CONTRACT 

9203130227 

9203040004 

91/06/12 

FOIA 


9203160154 

9203120243 

91/07/08 

70-***** 

9203130229 

9203040004 

91/06/12 

FOIA 


9203160155 

9203160082 

92/03/05 

COMMISSIO 

9203130233 

9203130230 

92/02/06 

PR 


9203160158 

9203120243 

91/07/08 

70-. 

9203130235 

9203120243 

91/07/08 

FOIA 


9203160162 

9203160082 

92/03/05 

COMMISSIO 

9203130238 

9203120243 

91/07/08 

70-***** 


9203160163 

9203120243 

91/07/08 

70-***** 

9203130240 

9203120243 

91/07/08 

70-***** 


9203160166 

9203120243 

91/07/08 

70-***** 

9203130242 

9203040004 

91/06/12 

FOIA 


9203160172 

9203120243 

91/07/08 

70-***** 

9203130243 

9203120243 

91/07/08 

70-***** 


9203160174 

9203120243 

91/07/08 

70-***** 

9203130246 

9203120243 

91/07/08 

70-***** 


9203160178 

9203120243 

91/07/08 

70-. 

9203130250 

9203120243 

91/07/08 

70-***** 


9203160180 

9203160173 

92/03/09 

50-295 

9203130251 

9203040004 

91/06/12 

FOIA 


9203160182 

9203120243 

91/07/08 

70-. 

9203130252 

9203130247 

92/03/09 

40-8027 


9203160186 

9203160177 

92/03/10 

50-295 

9203130254 

9203120243 

91/07/08 

70-***** 


9203160191 

9203160188 

92/03/11 

71-9023 

9203130256 

9203120243 

91/07/08 

FOIA 


9203160195 

9203120243 

91/07/08 

70-***** 

9203130258 

9203120243 

91/07/08 

70-***** 


9203160198 

9203120243 

91/07/08 

70-***** 

9203130261 

9203120243 

91/07/08 

70-***** 


9203160199 

9203160193 

92/03/10 

50-263 

9203130264 

9203120243 

91/07/08 

70-***** 


9203160201 

9203120243 

91/07/08 

70-***** 

9203130266 

9203120243 

91/07/08 

70-***** 


9203160202 

9203120243 

91/07/08 

70-***** 

9203130268 

9203130259 

92/03/11 

CONTRACT 


9203160203 

9203040004 

91/06/12 

FOIA 

9203130270 

9203130267 

92/03/09 

70-371 


9203160206 

9203120243 

91/07/08 

70-. 

9203130279 

9203120243 

91/07/08 

70-45 


9203160210 

9203120243 

91/07/08 

70-***** 

9203130280 

9203130272 

92/03/11 

CONTRACT 


9203160211 

9203120243 

91/07/08 

70-. 

9203130285 

9203120243 

91/07/08 

70-***** 


9203160212 

9203120243 

91/07/08 

70-***** 

9203130287 

9203120243 

91/07/08 

70-***** 


9203160214 

9203120243 

91/07/08 

70-. 

9203130293 

9203130291 

92/03/11 

CONTRACT 


9203160216 

9203120243 

91/07/08 

70-***** 

9203130297 

9203120243 

91/07/08 

70-***** 


9203160217 

9203120243 

91/07/08 

70-. 

9203130300 

9203120243 

91/07/08 

70.**... 


9203160223 

9203060421 

91/08/21 

50-336 

9203130305 

9203130275 

92/03/11 

CONTRACT 


9203160224 

9203120243 

91/07/08 

70-. 

9203130309 

9203130303 

92/03/10 

50-220 

P 

9203160225 

9203120243 

91/07/08 

70-***** 

9203130311 

9203130308 

92/03/11 

CONTRACT 


9203160228 

9203120243 

91/07/08 

70-***** 

9203130316 

9203130303 

92/03/10 

50-220 

P 

9203160231 

9203120243 

91/07/08 

70-***** 

9203130345 

9203130340 

92/03/06 

50-29 

P 

9203160233 

9203120243 

91/07/08 

70-***** 

9203130347 

9203130344 

92/02/27 

CONTRACT 


9203160235 

9203120243 

91/07/08 

70-***** 

9203130349 

9203130348 

92/02/18 

CONTRACT 


9203160236 

9203120243 

91/07/08 

70-***** 

9203130352 

9203130350 

92/03/11 

CONTRACT 


9203160240 

9203120243 

91/07/08 

70-. 

9203130355 

9203130353 

92/03/11 

CONTRACT 


9203160241 

9203160237 

92/02/28 

XPORTLIC 

9203160001 

9203120243 

91/07/08 

70-. 


9203160256 

9203120243 

91/07/08 

70-***** 

9203160002 

9203120243 

91/07/08 

70-***** 


9203160258 

9203160255 

92/03/13 

50-413 

9203160003 

9203120243 

91/07/08 

50-6 

P 

9203160259 

9203120243 

91/07/08 

70-. 

9203160004 

9203120243 

91/07/08 

70-***** 


9203160261 

9203160255 

92/03/13 

50-413 

9203160007 

9203160006 

92/03/10 

50-286 

Q 

9203160262 

9203120243 

91/07/08 

70-***** 

9203160010 

9203160009 

92/03/06 

50-219 

Q 

9203160265 

9203120243 

91/07/08 

70-***** 

9203160014 

9203160009 

92/03/06 

50-219 

Q 

9203160266 

9203040004 

91/06/12 

FOIA 

9203160016 

9203120243 

91/07/08 

70-***** 


9203160272 

9203120349 

92/03/04 

COMMISSIO 

9203160018 

9203120243 

91/07/08 

FOIA 


9203160276 

9203160267 

92/03/13 

50-369 

9203160023 

9203120243 

91/07/08 

70-***** 


9203160278 

9203160270 

92/03/02 

50-282 

9203160027 

9203120243 

91/07/08 

70-***** 


9203160279 

9203160267 

92/03/13 

50-369 

9203160028 

9203120243 

91/07/08 

70-***** 


9203160289 

9203160282 

92/03/04 

50-424 

9203160030 

9203120243 

91/07/08 

70-. 


9203160296 

9203160290 

92/03/12 

CONTRACT 

9203160033 

9203120243 

91/07/08 

70-. 


9203160297 

9203160291 

'92/03/04 

50-244 

9203160036 

9203160031 

92/03/04 

50-423 

Q 

9203160301 

9203160299 

92/03/12 

50-270 

9203160037 

9203120243 

91/07/08 

70-. 


9203160306 

9203160304 

92/03/03 

COMMISSIO 

9203160039 

9203120243 

91/07/08 

70-***** 


9203160308 

9203160307 

92/03/12 

CONTRACT 

9203160040 

9203160034 

92/03/04 

50-289 

Q 

9203170001 

9203120243 

91/07/08 

70-***** 

9203160043 

9203120243 

91/07/08 

70-. 


9203170002 

9203120243 

91/07/08 

70-. 


C>cl>z >o o z > za-z zzzzz OOO a- oc oc zotno OOz 















































CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 393 


ACCESSION NUMBER 


ACCESSION NUMBER 


^CLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

>03170003 

9203120243 

91/07/08 

70-***** 

9203170187 

9203170122 

>03170004 

9203120243 

91/07/08 

70-***** 

9203170188 

9203120243 

>03170005 

9203120243 

91/07/08 

70-. 

9203170189 

9203170180 

>03170006 

9203120243 

91/07/08 

70-***** 

9203170190 

9203120243 

>03170007 

9203120243 

91/07/08 

70-. 

9203170193 

9203120243 

>03170008 

9203120243 

91/07/08 

70-***** 

9203170195 

9203170184 

>03170009 

9203120243 

91/07/08 

70-. 

9203170197 

9203160300 

>03170010 

9203120243 

91/07/08 

70-***** 

9203170198 

9203170184 

>03170011 

9203120243 

91/07/08 

70-***** 

9203170207 

9203170202 

>03170012 

9203120243 

91/07/08 

70-***** 

9203170209 

9203120243 

>03170019 

9203120243 

91/07/08 

70-***** 

9203170210 

9203170203 

>03170022 

9203120243 

91/07/08 

70-. 

9203170213 

9203120243 

>03170023 

9203170206 

92/03/13 

50-528 R 

9203170215 

9203120243 

>03170025 

9203120243 

91/07/08 

70-***** 

9203170217 

9203170212 

>03170031 

9203120243 

91/07/08 

70-***** 

9203170221 

9203120243 

>03170032 

9203060421 

91/08/21 

50-213 F 

9203170223 

9203120243 

>03170033 

9203120243 

91/07/08 

70-***** 

9203170227 

9203120243 

>03170037 

9203120243 

91/07/08 

70-. 

9203170228 

9203170201 

>03170039 

9203120243 

91/07/08 

70-***** 

9203170229 

9203170216 

>03170044 

9203120243 

91/07/08 

70-***** 

9203170232 

9203120243 

>03170048 

9203170244 

92/03/13 

50-269 R 

9203170233 

9203170206 

>03170049 

9203040004 

91/06/12 

FOIA 

9203170235 

9203170226 

>03170052 

9203040004 

91/06/12 

FOIA 

9203170236 

9203120243 

>03170056 

9203040004 

91/06/12 

FOIA 

9203170237 

9203170105 

>03170069 

9203040004 

91/06/12 

FOIA 

9203170242 

9203120243 

>03170070 

9203040004 

91/06/12 

FOIA 

9203170243 

9203120243 

>03170072 

9203170065 

92/03/11 

QA999 

9203170246 

9203170105 

>03170073 

9203170060 

92/03/10 

WASTE MGT 

9203170250 

9203120243 

>03170074 

9203040004 

91/06/12 

FOIA 

9203170254 

9203120243 

>03170077 

9203170068 

92/03/13 

50-354 R 

9203170256 

9203040004 

203170079 

9203040004 

91/06/12 

FOIA 

9203170259 

9203120243 

>03170082 

9203170065 

92/03/11 

QA999 

9203170260 

9203170105 

203170085 

9203170068 

92/03/13 

50-354 R 

9203170262 

9203170244 

203170091 

9203040004 

91/06/12 

FOIA 

9203170265 

9203170105 

203170098 

9203170063 

92/03/09 

50-333 P 

9203170268 

9203040004 

203170101 

9203170063 

92/03/09 

50-333 P 

9203170271 

9203120243 

203170102 

9203170090 

92/03/09 

TOPREP 

9203170273 

9203040004 

203170104 

9203040004 

91/06/12 

FOIA 

9203170274 

9203120243 

203170109 

9203040004 

91/06/12 

FOIA 

9203170276 

9203040004 

203170113 

9203040004 

91/06/12 

FOIA 

9203170283 

9203040004 

203170114 

9203160260 

92/03/10 

50-269 P 

9203170284 

9203170279 

203170116 

9203040004 

91/06/12 

FOIA 

9203170286 

9203040004 

203170117 

9203170112 

92/03/09 

50-286 P 

9203170290 

9203170279 

203170118 

9203040004 

91/06/12 

FOIA 

9203170291 

9203170105 

203170119 

9203170112 

92/03/09 

50-286 P 

9203170292 

9203170251 

203170124 

9203040004 

91/06/12 

FOIA 

9203170295 

9203170289 

203170126 

9203170125 

92/03/09 

50-443 Q 

9203170296 

9203170105 

203170128 

9203120243 

91/07/08 

70-. 

9203170297 

9203040004 

203170129 

9203170122 

92/03/03 

WASTE MGT 

9203170299 

9203170105 

203170130 

9203120243 

91/07/08 

70-. 

9203170302 

9203170105 

03170133 

9203120243 

91/07/08 

70-. 

9203170303 

9203040004 

03170134 

9203040004 

91/06/12 

FOIA 

9203170307 

9203170251 

03170135 

9203170120 

92/03/06 

50-277 V 

9203170311 

9203170309 

03170136 

9203170127 

92/03/09 

50-416 P 

9203170315 

9203170309 

203170139 

9203170122 

92/03/03 

WASTE MGT 

9203170320 

9203170319 

203170140 

9203040004 

91/06/12 

FOIA 

9203170321 

9203170251 

203170141 

9203120243 

91/07/08 

FOIA 

9203170322 

9203170251 

203170145 

9203170138 

92/02/28 

50-275 Q 

9203170335 

9203170331 

203170146 

9203040004 

91/06/12 

FOIA 

9203170337 

9203170331 

203170147 

9203170122 

92/03/03 

WASTE MGT 

9203170342 

9203170331 

203170148 

9203120243 

91/07/08 

FOIA 

9203170365 

9203170364 

203170149 

9203170127 

92/03/09 

50-416 P 

9203170368 

9203050291 

203170151 

9203040004 

91/06/12 

FOIA 

9203170375 

9203170372 

203170152 

9203120243 

91/07/08 

FOIA 

9203170378 

9203170372 

203170153 

9203170138 

92/02/28 

50-275 Q 

9203170381 

9203170372 

203170154 

9203170122 

92/03/03 

WASTE MGT 

9203170382 

9203170372 

203170156 

9203040004 

91/06/12 

FOIA 

9203170384 

9203170372 

203170157 

9203120243 

91/07/08 

FOIA 

9203170386 

9203170372 

203170158 

9203170122 

92/03/03 

WASTE MGT 

9203170389 

9203170372 

203170159 

9203170155 

92/03/09 

50-423 P 

9203170390 

9203170372 

203170161 

9203170120 

92/03/06 

50-277 V 

9203170392 

9203170372 

203170162 

9203040004 

91/06/12 

FOIA 

9203170393 

9203170372 

203170163 

9203120243 

91/07/08 

FOIA 

9203170396 

9203170372 

203170164 

9203170155 

92/03/09 

50-423 P 

9203170398 

9203170372 

203170166 

9203170122 

92/03/03 

WASTE MGT 

9203170400 

9203170372 

203170167 

9203040004 

91/06/12 

FOIA 

9203170403 

9203170372 

203170169 

9203120243 

91/07/08 

FOIA 

9203170404 

9203090483 

203170170 

9203170122 

92/03/03 

WASTE MGT 

9203170408 

9203090483 

1203170171 

9203170155 

92/03/09 

50-423 P 

9203170411 

9203090483 

1203170172 

9203160302 

92/03/02 

50-220 V 

9203170412 

9203170372 


DATE SUBJECT 

ISSUED CATEGORY 


92/03/03 WASTE MGT 

91/07/08 FOIA 

92/01/30 50-133 Q 

91/07/08 70-***** 

91/07/08 70-***** 

92/03/09 50-333 P 

92/03/05 40-8027 

92/03/09 50-333 

92/03/04 50-443 

91/07/08 FOIA 


92/03/09 

50-280 

91/07/08 

FOIA 

91/07/08 

FOIA 

92/03/06 

50-247 

91/07/08 

FOIA 


91/07/08 

FOIA 

91/07/08 

FOIA 

92/03/10 

50-206 

92/03/06 

50-373 

91/07/08 

FOIA 


92/03/13 

50-528 

92/03/10 

50-282 

91/07/08 

FOIA 

92/03/13 

50-348 

91/07/08 

FOIA 


91/07/08 

FOIA 

92/03/13 

50-348 

91/07/08 

FOIA 

91/07/08 

FOIA 

91/06/12 

FOIA 


91/07/08 

92/03/13 

92/03/13 

92/03/13 

91/06/12 

91/07/08 

91/06/12 

91/07/08 

91/06/12 

91/06/12 

92/03/09 

91/06/12 

92/03/09 

92/03/13 

92/03/02 


FOIA 

50-348 

50-269 

50-348 

FOIA 

70-1054 

FOIA 

70-1054 

FOIA 

FOIA 

50-245 

FOIA 

50-245 

50-348 

COMMISSIO 


92/03/12 

50-305 

92/03/13 

50-348 

91/06/12 

FOIA 

92/03/13 

50-348 

92/03/13 

50-348 


91/06/12 FOIA 

92/03/02 COMMISSIO 

92/03/13 50-364 

92/03/13 50-364 

92/03/10 50-306 

92/03/02 COMMISSIO N 

92/03/02 COMMISSIO N 

92/03/03 ORG 

92/03/03 ORG 

92/03/03 ORG 

92/03/10 50-320 P 

92/02/20 PR 

91/09/05 FOIA 

91/09/05 FOIA 

91/09/05 FOIA 


91/09/05 FOIA 

91 /09/05 FOIA 

91 /09/05 FOIA 

91/09/05 FOIA 

91/09/05 FOIA 


91/09/05 FOIA 
91 /09/05 FOIA 
91/09/05 FOIA 
91/09/05 FOIA 
91/09/05 FOIA 


91/09/05 FOIA 

91/09/11 70-371 

91/09/11 FOIA 

91/09/11 70-371 

91/09/05 FOIA 


1203170173 

1203170175 

1203170176 

1203170177 

1203170181 


9203120243 

9203170122 

9203120243 

9203170155 

9203120243 


91/07/08 

92/03/03 

91/07/08 

92/03/09 

91/07/08 


FOIA 

WASTE MGT 
FOIA 
50-423 
FOIA 


P 


9203170413 

9203170414 

9203170417 

9203170421 

9203170424 


9203090483 

9203170372 

9203170372 

9203090483 

9203170372 


91/09/11 

FOIA 

91/09/05 

FOIA 

91/09/05 

FOIA 

91/09/11 

70-371 

91/09/05 

FOIA 


1203170182 9203170122 

12031 018 9203120243 


92/03/03 

91/07/08 


WASTE MGT 
70-***** 


9203170425 
9203170428 


9203170372 

9203170372 


91/09/05 FOIA 

91/09/05 FOIA 
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394 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGOR 1 

9203170429 

9203170372 

91/09/05 

FOIA 


9203180198 

9203170372 

91/09/05 

FOIA 

9203170432 

9203170372 

91/09/05 

FOIA 


9203180201 

9203170372 

91/09/05 

FOIA 

9203170435 

9203170372 

91/09/05 

FOIA 


9203180203 

9203170372 

91/09/05 

FOIA 

9203170437 

9203170372 

91/09/05 

FOIA 


9203180207 

9203120243 

91/07/08 

FOIA 

9203170439 

9203170372 

91/09/05 

FOIA 


9203180208 

9203170372 

91/09/05 

FOIA 

9203170441 

9203090483 

91/09/11 

70-371 


9203180209 

9203120243 

91/07/08 

FOIA 

9203170442 

9203170372 

91/09/05 

FOIA 


9203180210 

9203170372 

91/09/05 

FOIA 

9203170444 

9203090483 

91/09/11 

70-371 


9203180212 

9203120243 

91/07/08 

FOIA 

9203170445 

9203170372 

91/09/05 

FOIA 


9203180213 

9203170372 

91/09/05 

FOIA 

9203170446 

9203170372 

91/09/05 

FOIA 


9203180214 

9203120243 

91/07/08 

FOIA 

9203170447 

9203170372 

91/09/05 

50-280 

Q 

9203180217 

9203120243 

91/07/08 

FOIA 

9203170448 

9203170372 

91/09/05 

50-309 

F 

9203180219 

9203170372 

91/09/05 

FOIA 

9203170450 

9203170372 

91/09/05 

FOIA 


9203180221 

9203120243 

91/07/08 

FOIA 

9203170453 

9203170372 

91/09/05 

FOIA 


9203180222 

9203170372 

91/09/05 

FOIA 

9203170456 

9203170372 

91/09/05 

FOIA 


9203180224 

9203170372 

91/09/05 

FOIA 

9203170458 

9203170372 

91/09/05 

FOIA 


9203180231 

9203170372 

91/09/05 

FOIA 

9203170459 

9203170372 

91/09/05 

FOIA 


9203180233 

9203170372 

91/09/05 

FOIA 

9203170461 

9203170372 

91/09/05 

FOIA 


9203180239 

9203120243 

91/07/08 

FOIA 

9203170462 

9203170372 

91/09/05 

FOIA 


9203180242 

9203120243 

91/07/08 

FOIA 

9203170463 

9203170372 

91/09/05 

FOIA 


9203180244 

9203120243 

91/07/08 

FOIA 

9203170464 

9203170372 

91/09/05 

FOIA 


9203180246 

9203120243 

91/07/08 

FOIA 

9203170466 

9203170372 

91/09/05 

50-269 

P 

9203180249 

9203120243 

91/07/08 

FOIA 

9203180001 

9203120243 

91/07/08 

70-1054 


9203180254 

9203120243 

91/07/08 

FOIA 

9203180002 

9203120243 

91/07/08 

70-1054 


9203180256 

9203180248 

92/03/11 

50-361 

9203180003 

9203120243 

91/07/08 

70-1054 


9203180263 

9203120243 

91/07/08 

FOIA 

9203180004 

9203120243 

91/07/08 

FOIA 


9203180265 

9203120243 

91/07/08 

FOIA 

9203180005 

9203120243 

91/07/08 

70-1054 


9203180268 

9203180261 

92/03/11 

50-440 

9203180006 

9203120243 

91/07/08 

70-1054 


9203180271 

9203120243 

91/07/08 

FOIA 

9203180007 

9203120243 

91/07/08 

70-1054 


9203180273 

9203180261 

92/03/11 

50-440 

9203180008 

9203120243 

91/07/08 

70-1054 


9203180278 

9203120243 

91/07/08 

FOIA 

9203180009 

9203120243 

91/07/08 

70-1054 


9203180279 

9203120243 

91/07/08 

FOIA 

9203180010 

9203120243 

91/07/08 

70-1054 


9203180280 

9203120243 

91/07/08 

FOIA 

9203180012 

9203120243 

91/07/08 

70-1054 


9203180281 

9203120243 

91/07/08 

FOIA 

9203180014 

9203120243 

91/07/08 

70-1054 


9203180283 

9203120243 

91/07/08 

FOIA 

9203180016 

9203120243 

91/07/08 

FOIA 


9203180284 

9203120243 

91/07/08 

FOIA 

9203180022 

9203180020 

92/03/11 

50-267 

Q 

9203180286 

9203120243 

91/07/08 

FOIA 

9203180023 

9203180021 

92/03/04 

50-335 

Q 

9203180288 

9203120243 

91/07/08 

FOIA 

9203180027 

9203180024 

92/03/09 

50-269 

Q 

9203180290 

9203180287 

92/03/09 

50-354 

9203180028 

9203120243 

91/07/08 

FOIA 


9203180291 

9203120243 

91/07/08 

FOIA 

9203180033 

9203120243 

91/07/08 

FOIA 


9203180292 

9203120243 

91/07/08 

FOIA 

9203180034 

9203180019 

92/03/03 

50-269 

V 

9203180295 

9203180287 

92/03/09 

50-354 

9203180038 

9203120243 

91/07/08 

FOIA 


9203180297 

9203120243 

91/07/08 

FOIA 

9203180045 

9203120243 

91/07/08 

FOIA 


9203180300 

9203180296 

92/03/12 

CONTRACT 

9203180048 

9203120243 

91/07/08 

FOIA 


9203180302 

9203120243 

91/07/08 

FOIA 

9203180049 

9203180019 

92/03/03 

50-269 

V 

9203180306 

9203120243 

91/07/08 

FOIA 

9203180051 

9203120243 

91/07/08 

FOIA 


9203180307 

9203120243 

91/07/08 

FOIA 

9203180052 

9203180046 

92/03/12 

50-336 

P 

9203180308 

9203120243 

91/07/08 

FOIA 

9203180054 

9203180046 

92/03/12 

50-336 

P 

9203180309 

9203120243 

91/07/08 

FOIA 

9203180057 

9203120243 

91/07/08 

FOIA 


9203180311 

9203120243 

91/07/08 

FOIA 

9203180063 

9203180058 

92/02/07 

50-424 

Q 

9203180314 

9203170372 

91/09/05 

FOIA 

9203180064 

9203180062 

92/03/04 

50-424 

Q 

9203180315 

9203180303 

92/03/12 

CONTRACT 

9203180068 

9203120243 

91/07/08 

FOIA 


9203180316 

9203120243 

91/07/08 

FOIA 

9203180070 

9203120243 

91/07/08 

FOIA 


9203180317 

9203120243 

91/07/08 

FOIA 

9203180071 

9203180059 

92/03/09 

50-278 

P 

9203180318 

9203170372 

91/09/05 

FOIA 

9203180073 

9203120243 

91/07/08 

FOIA 


9203180319 

9203120243 

91/07/08 

FOIA 

9203180076 

9203120243 

91/07/08 

FOIA 


9203180322 

9203170372 

91/09/05 

FOIA 

9203180078 

9203120243 

91/07/08 

FOIA 


9203180325 

9203170372 

91/09/05 

FOIA 

9203180079 

9203120243 

91/07/08 

FOIA 


9203180328 

9203120243 

91/07/08 

FOIA 

9203180083 

9203120243 

91/07/08 

FOIA 


9203180329 

9203180294 

91/08/07 

50-219 

9203180085 

9203120243 

91/07/08 

FOIA 


9203180330 

9203170372 

91/09/05 

FOIA 

9203180087 

9203120243 

91/07/08 

FOIA 


9203180332 

9203120243 

91/07/08 

FOIA 

9203180090 

9203180084 

92/02/20 

50-250 

P 

9203180333 

9203170372 

91/09/05 

FOIA 

9203180093 

9203120243 

91/07/08 

FOIA 


9203180334 

9203180294 

91/08/07 

50-219 

9203180094 

9203180088 

92/03/11 

50-298 

Q 

9203180335 

9203170372 

91/09/05 

FOIA 

9203180105 

9203170249 

92/03/11 

50-324 

P 

9203180336 

9203120243 

91/07/08 

FOIA 

9203180122 

9203180120 

92/03/03 

50-369 

Q 

9203180337 

9203180294 

91/08/07 

50-219 

9203180126 

9203180118 

92/02/27 

50-269 

Q 

9203180340 

9203120243 

91/07/08 

FOIA 

9203180129 

9203180125 

92/03/06 

50-269 

Q 

9203180342 

9203180294 

91/08/07 

50-219 

9203180136 

9203180118 

92/02/27 

50-269 

Q 

9203180346 

9203180294 

91/08/07 

50-219 

9203180138 

9203180133 

92/03/05 

50-369 

Q 

9203180348 

9203120243 

91/07/08 

FOIA 

9203180143 

9203180137 

92/03/13 

50-335 

P 

9203180349 

9203180294 

91/08/07 

50-219 

9203180148 

9203180144 

92/02/20 

50-250 

Q 

9203180350 

9203120243 

91/07/08 

FOIA 

9203180153 

9203180144 

92/02/20 

50-250 

Q 

9203180351 

9203170372 

91/09/05 

FOIA 

9203180159 

9203180155 

92/03/04 

50-269 

Q 

9203180352 

9203180345 

92/03/06 

50-285 

9203180161 

9203180158 

92/03/05 

50-395 

Q 

9203180354 

9203120243 

91/07/08 

FOIA 

9203180163 

9203180157 

92/02/28 

CONTRACT 


9203180355 

9203180294 

91/08/07 

50-219 

9203180168 

9203180166 

92/03/06 

50-302 

Q 

9203180356 

9203170372 

91/09/05 

FOIA 

9203180171 

9203170372 

91/09/05 

FOIA 


9203180357 

9203180294 

91/08/07 

50-219 

9203180174 

9203170372 

91/09/05 

FOIA 


9203180358 

9203180294 

91/08/07 

50-219 

9203180177 

9203170372 

91/09/05 

FOIA 


9203180359 

9203170372 

91/09/05 

FOIA 

9203180178 

9203180173 

92/03/12 

50-309 

P 

9203180361 

9203180345 

92/03/06 

50-285 

9203180181 

9203170372 

91/09/05 

FOIA 


9203180363 

9203170372 

91/09/05 

FOIA 

9203180182 

9203180173 

92/03/12 

50-309 

P 

9203180367 

9203170372 

91/09/05 

FOIA 

9203180184 

9203170372 

91/09/05 

FOIA 


9203180368 

9203170372 

91/09/05 

FOIA 

9203 80 85 

20317 

91 0 05 

F 1 


9203180369 

920318 365 

92/03 03 

RFV EW GR 



ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

9203180374 

9203180376 

9203180377 

9203180379 

9203180380 

9203170372 

9203170372 

9203170372 

9203180294 

9203170340 

91/09/05 

91/09/05 

91/09/05 

91/08/07 

92/03/09 

FOIA 

FOIA 

FOIA 

50-219 O 

PROJ 

9203190101 

9203190105 

9203190106 

9203190111 

9203190114 

9203190091 

9203180294 

9203180294 

9203040004 

9203180294 

9203180382 

9203180386 

9203180390 

9203180391 

9203180392 

9203180294 

9203180383 

9203170372 

9203170372 

9203180294 

91/08/07 

92/03/13 

91/09/05 

91/09/05 

91/08/07 

50-219 O 

50-313 P 

FOIA 

FOIA 

50-219 O 

9203190119 

9203190120 

9203190128 

9203190132 

9203190135 

9203040004 

9203190084 

9203190084 

9203190124 

9203190127 

9203180396 

9203180399 

9203180400 

9203180401 

9203180404 

9203170372 

9203180294 

9203170372 

9203180394 

9203170372 

91/09/05 

91/08/07 

91/09/05 

92/03/12 

91/09/05 

FOIA 

50-219 O 

FOIA 

71-252 

FOIA 

9203190138 

9203190141 

9203190142 

9203190143 

9203190147 

9203040004 

9203040004 

9203190137 

9203040004 

9203040004 

9203180405 

9203180406 

9203180409 

9203180410 

9203180412 

9203180294 

9203170372 

9203170372 

9203180294 

9203170372 

91/08/07 

91/09/05 

91/09/05 

91/08/07 

91/09/05 

50-219 0 

FOIA 

FOIA 

50-219 O 

FOIA 

9203190152 

9203190154 

9203190155 

9203190161 

9203190163 

9203040004 

9203040004 

9203190249 

9203040004 

9203040004 

9203180419 

9203180432 

9203180433 

9203180435 

9203180437 

9203180294 

9203170372 

9203170372 

9203170372 

9203170372 

91/08/07 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

50-219 O 

FOIA 

FOIA 

FOIA 

FOIA 

9203190167 

9203190170 

9203190171 

9203190172 

9203190174 

9203190156 

9203040004 

9203040004 

9203040004 

9203040004 

9203180438 

9203180440 

9203180442 

9203180444 

9203180445 

9203170372 

9203170372 

9203180439 
9203170372 
9203170372 

91/09/05 
91/09/05 
92/03/11 
91/09/05 
91/09/05 

FOIA 

FOIA 

CONTRACT 

FOIA 

FOIA 

9203190176 

9203190177 

9203190179 

9203190181 

9203190184 

9203040004 

9203180294 

9203190136 

9203040004 

9203040004 

9203180447 

9203180448 

9203180450 

9203180451 

9203180454 

9203170372 

9203170372 
9203170372 
9203170372 
9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203190185 

9203190190 

9203190192 

9203190193 

9203190195 

9203190182 

9203190183 

9203180294 

9203040004 

9203180294 

9203180455 

9203180458 

9203180460 

9203180461 

9203180463 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

50-295 F 

FOIA 

FOIA 

9203190197 

9203190199 

9203190205 

9203190207 

9203190210 

9203040004 
9203190183 
9203040004 
9203190204 
9203040004 

9203180465 

9203180466 

9203180469 

9203180470 

9203180473 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203190219 

9203190220 

9203190222 

9203190228 

9203190230 

9203190211 
9203190217 
9203190217 
9203190217 
9203190229 

9203180474 

9203180479 

9203180480 

9203180481 

9203180483 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91 /09/05 
91/09/05 
91/09/05 

91 /09/05 
91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203190245 

9203190255 

9203190256 

9203190257 

9203190258 

9203180294 

9203180294 

9203190247 

9203180294 

9203190249 

9203180484 

9203180486 

9203180488 

9203180489 

9203180492 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91 /09/05 
91/09/05 
91/09/05 
91/09/05 
91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

50-320 S 

9203190263 

9203190267 

9203190268 

9203190273 

9203190277 

9203190249 

9203190254 

9203180294 

9203190130 

9203180294 

9203180494 

9203180495 

9203180498 

9203180500 

9203180501 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

50-320 S 

50-206 F 

FOIA 

FOIA 

FOIA 

9203190279 

9203190280 

9203190281 

9203190282 

9203190284 

9203190259 

9203050291 

9203180294 

9203190259 

9203180294 

9203180503 

9203180504 

9203180507 

9203180508 

9203190016 

9203170372 

9203050291 

9203180506 

9203180506 

9203190014 

91/09/05 

92/02/20 

92/03/06 

92/03/06 

92/03/12 

FOIA 

PR 

50-445 P 

50-445 P 

50-247 Q 

9203190285 

9203190287 

9203190290 

9203190292 

9203190294 

9203190276 

9203190276 

9203190286 

9203190289 

9203190289 

9203190029 

9203190033 

9203190036 

9203190038 

9203190041 

9203190027 

9203190031 

9203190031 

9203040004 

9203190040 

92/02/24 

92/03/12 

92/03/12 

91/06/12 

92/03/12 

TOPREP 

52-2 

52-2 

FOIA 

50-387 P 

9203190296 

9203190301 

9203190310 

9203190311 

9203190319 

9203190286 

9203190293 

9203190309 

9203190269 

9203190318 

9203190042 

9203190048 

9203190050 

9203190059 

9203190060 

9203190040 

9203190037 

9203040004 

9203190053 

9203180294 

92/03/12 

92/03/10 

91/06/12 

92/03/09 

91/08/07 

50-387 P 

CONTRACT 

40-534 

50-155 P 

50-219 O 

9203190322 

9203190324 

9203190336 

9203190337 

9203190342 

9203190316 
9203190316 
9203170372 
9203170372 
9203170372 

9203190065 

9203190070 

9203190073 

9203190075 

9203190077 

9203180294 

9203180294 

9203180294 

9203040004 

9203180294 

91/08/07 

91/08/07 

91/08/07 

91/06/12 

91/08/07 

50-219 O 

50-219 1 

50-219 1 

40-534 

50-219 O 

9203190343 

9203190347 

9203190348 

9203190352 

9203190357 

9203170372 

9203170372 

9203170372 

9203170372 

9203190354 

9203190083 

9203190086 

9203190089 

9203190093 

9203190095 

9203190074 

9203180294 

9203180294 

9203040004 

9203120285 

92/03/12 

91/08/07 

91/08/07 

91/06/12 

92/03/06 

CONTRACT 

50-219 O 

50-219 O 

FOIA 

50-285 F 

9203190358 

9203190363 

9203190366 

9203190368 

9203190370 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

9203190098 

9203190099 

9203180294 

9203190076 

91/08/07 

92/03/11 

50-219 O 

50-387 Q 

9203190372 

9203190374 

9203170372 

9203170372 


92/03/09 

92/03/09 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

92/03/13 

91/09/05 
91/09/05 
91/09/05 
91/09/05 
91/09/05 


91/09/Q5 
91/09/05 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9203190375 

9203190376 

9203190379 

9203190381 

9203190384 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9203200316 

9203200317 

9203200325 

9203200333 

9203200334 

9203200312 

9203040004 

9203200322 

9203200314 

9203200329 

92/03/11 
91/06/12 
92/03/12 
92/03/10 
92/03/12 

CONTRACT 

FOIA 

CONTRACT 

50-410 

CONTRACT 

9203190387 

9203190388 

9203190389 

9203190390 

9203190392 

9203170372 
9203190385 
9203170372 
9203170372 
9203170372 

91/09/05 

92/03/16 

91/09/05 

91/09/05 

91/09/05 

FOIA 

CONTRACT 

FOIA 

FOIA 

FOIA 


9203200340 

9203200341 

9203200346 

9203200349 

9203200352 

9203200337 

9203200335 

9203200336 

9203200336 

9203200350 

92/03/13 

92/03/16 

92/02/24 

92/02/24 

92/03/16 

52-1 

50-499 
WASTE MGT 
WASTE MGT 
50-368 

9203190394 

9203190406 

9203190407 

9203190409 

9203190415 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9203200353 

9203200354 

9203200365 

9203200390 

9203200393 

9203200347 

9203200350 

9203200330 

9203170372 

9203170372 

92/03/09 

92/03/16 

92/03/11 

91/09/05 

91 /09/05 

50-369 

50-368 

GEN TEC 1 
FOIA 

FOIA 

9203190416 

9203190417 

9203190433 

9203190435 

9203190437 

9203190412 

9203170372 

9203190431 

9203190430 

9203190436 

92/03/10 

91/09/05 

92/03/13 

92/03/16 

92/03/13 

50-261 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

P 

9203200394 

9203200395 

9203200396 

9203200398 

9203200400 

9203170372 
9203170372 
9203170372 
9203170372 
9203170372 

91 /09/05 
91/09/05 
91/09/05 
91/09/05 
91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203190441 

9203190444 

9203190448 

9203190450 

9203200023 

9203190439 

9203190442 

9203190443 

9203190446 

9203200021 

92/03/16 

92/03/14 

92/03/16 

92/03/13 

92/03/16 

CONTRACT 

CONTRACT 

CONTRACT 

52-1 

70-1040 


9203200402 

9203200404 

9203200405 

9203200407 

9203200408 

9203170372 

9203170372 

9203170372 

9203170372 

9203170372 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

91/09/05 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203200035 

9203200040 

9203200046 

9203200048 

9203200072 

9203200027 

9203200037 

9203200039 

9203200037 

9203200068 

92/03/17 

92/03/11 

92/03/16 

92/03/11 

92/03/12 

50-265 

50-331 

50-315 

50-331 

50-322 

Q 

P 

Q 

P 

Q 

9203200409 
9203200411 
9203200415 
9203200420 
9203230003 

9203170372 

9203170372 

9203190356 

9203200419 

9203230001 

91/09/05 

91/09/05 

92/03/12 

92/03/13 

92/02/24 

FOIA 

FOIA 

50-352 

COMMISSIO 

40-7604 

9203200075 

9203200080 

9203200082 

9203200084 

9203200095 

9203200067 

9203200067 

9203200078 

9203200074 

9203200089 

92/03/11 

92/03/11 

92/03/10 

92/03/09 

92/03/12 

50-331 

50-331 

50-245 

70-3025 

70-3025 

P 

P 

Q 

9203230011 
9203230014 
9203230021 
9203230026 
9203230042 

9203230013 

9203230012 

9203230017 

9203230017 

9203230036 

92/03/16 

92/03/01 

92/03/06 

92/03/06 

92/02/26 

40-8027 

70-27 

50-528 

50-528 

50-361 

9203200099 

9203200105 

9203200116 

9203200125 

9203200127 

9203200094 

9203200094 

9203200096 

9203200096 

9203200120 

92/03/16 

92/03/16 

92/03/16 

92/03/16 

92/03/11 

50-295 

50-295 

50-482 

50-482 

50-331 

Q 

Q 

F 

F 

P 

9203230049 

9203230056 

9203230061 

9203230065 

9203230067 

9203230044 

9203040004 

9203040004 

9203040004 

9203040004 

92/03/04 

91/06/12 

91/06/12 

91/06/12 

91/06/12 

70-1201 

FOIA 

FOIA 

FOIA 

FOIA 

9203200131 

9203200150 

9203200167 

9203200168 

9203200171 

9203200120 

9203190051 

9203040004 

9203040004 

9203200163 

92/03/11 

92/03/12 

91/06/12 

91/06/12 

92/03/13 

50-331 

50-266 

FOIA 

FOIA 

50-271 

P 

F 

V 

9203230069 

9203230073 

9203230076 

9203230077 

9203230091 

9203040004 

9203040004 

9203230071 

9203230075 

9203230085 

91/06/12 

91/06/12 

92/03/02 

92/03/16 

92/03/13 

FOIA 

FOIA 

50-361 

50-47 

50-458 

9203200174 

9203200180 

9203200181 

9203200183 

9203200188 

9203040004 

9203200172 

9203040004 

9203040004 

9203040004 

91/06/12 

92/03/12 

91/06/12 

91/06/12 

91/06/12 

FOIA 

50-324 

FOIA 

FOIA 

FOIA 

Q 

9203230094 

9203230099 

9203230101 

9203230102 

9203230104 

9203040004 

9203040004 

9203230097 

9203040004 

9203040004 

91/06/12 

91/06/12 

92/03/13 

91/06/12 

91/06/12 

FOIA 

FOIA 

WASTE MGT 
FOIA 

FOIA 

9203200190 

9203200204 

9203200209 

9203200215 

9203200221 

9203040004 

9203200201 

9203200201 

9203200211 

9203200214 

91/06/12 

92/03/06 

92/03/06 

92/03/13 

92/03/04 

FOIA 

50-528 

50-528 

50-331 

50-528 

P 

P 

P 

P 

9203230106 

9203230108 

9203230118 

9203230121 

9203230123 

9203040004 

9203040004 

9203040004 

9203040004 

9203040004 

91/06/12 

91/06/12 

91/06/12 

91/06/12 

91/06/12 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

9203200222 

9203200224 

9203200225 

9203200243 

9203200250 

9203200218 

9203200214 

9203200228 

9203200240 

9203040004 

92/03/18 

92/03/04 

92/03/16 

92/03/13 

91/06/12 

50-219 

50-528 

50-338 

50-295 

FOIA 

Q 

P 

P 

P 

9203230127 

9203230133 

9203230168 

9203230180 

9203230186 

9203230116 

9203230130 

9203230163 

9203050291 

9203230183 

92/03/03 
92/03/17 
92/03/11 
92/02/20 
92/02/28 

50-397 

50-285 

50-369 

PR 

50-238 

9203200251 

9203200252 

9203200255 

9203200258 

9203200261 

9203040004 

9203040004 

9203040004 

9203040004 

9203040004 

91/06/12 

91/06/12 

91/06/12 

91/06/12 

91/06/12 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


9203230187 

9203230192 

9203230193 

9203230200 

9203230201 

9203230182 

9203230188 

9203230191 

9203230197 

9203050291 

92/03/16 

92/03/06 

92/03/16 

92/02/14 

92/02/20 

50-298 

50-139 

50-499 

50-413 

PR 

9203200267 

9203200270 

9203200275 

9203200276 

9203200277 

9203200265 

9203190438 

9203040004 

9203200269 

9203200268 

92/03/17 
92/03/11 
91/06/12 
92/03/13 
92/03/17 

CONTRACT 

50-317 

FOIA 

50-344 

50-312 

P 

P 

P 

9203230203 

9203230206 

9203230207 

9203230210 

9203230213 

9203040004 

9203230202 

9203040004 

9203040004 

9203050291 

91/06/12 

92/03/16 

91/06/12 

91/06/12 

92/02/20 

FOIA 

QA999 

FOIA 

FOIA 

PR 

9203200279 

9203200280 

9203200281 

9203200282 

9203200284 

9203040004 

9203200273 

9203200268 

9203200269 

9203040004 

91/06/12 

92/03/16 

92/03/17 

92/03/13 

91/06/12 

FOIA 

CONTRACT 

50-312 

50-344 

FOIA 

P 

P 

9203230214 

9203230218 

9203230219 

9203230221 

9203230223 

9203040004 

9203230215 

9203040004 

9203230199 

9203230217 

91/06/12 

92/03/18 

91/06/12 

92/03/13 

92/03/19 

FOIA 

50-278 

FOIA 

70- 1257 

71- 524 

9203200285 

9203200287 

9203200289 

9203200294 

9203200296 

9203200269 

9203040004 

9203200268 

9203040004 

9203040004 

92/03/13 

91/06/12 

92/03/17 

91/06/12 

91/06/12 

50-344 

FOIA 

50-312 

FOIA 

FOIA 

P 

P 

9203230224 

9203230225 

9203230227 

9203230228 

9203230229 

9203050291 

9203230217 

9203050291 

9203040004 

9203230199 

92/02/20 

92/03/19 

92/02/20 

91/06/12 

92/03/13 

PR 

71-524 

PR 

FOIA 

70-1257 

9203200299 

9203200300 

9203200301 

9203200302 

9203200306 

9203200293 

9203040004 

9203040004 

9203200295 

9203040004 

92/03/17 

91/06/12 

91/06/12 

92/03/11 

91/06/12 

CONTRACT 

FOIA 

FOIA 

CONTRACT 

FOIA 


9203230231 

9203230233 

9203230235 

9203230236 

9203230247 

9203230217 

9203040004 

9203230232 

9203040004 

9203230246 

92/03/19 

91/06/12 

92/03/12 

91/06/12 

92/03/23 

71-524 

FOIA 

50-269 

FOIA 

50-255 

9203200309 

9203200310 

9203040004 

9203200292 

91/06/12 

92/03/17 

FOIA 

CONTRACT 


9203230268 

9203230272 

9203230267 

9203050291 

92/03/16 

92/02/20 

50-298 

PR 


GOOD ID tjDD OtjO <DO 



ncrcncnvc %Jr CiiuLUaunaid i rmnwirMi. uwwuwlii i 


09# 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

9203230284 

9203230282 

9203230288 

9203050291 

9203230291 

9203230275 

9203230292 

9203230199 

9203230293 

9203050291 

9203230294 

9203230275 

9203230297 

9203050291 

9203230299 

9203230281 

9203230303 

9203050291 

9203230305 

9203040004 

9203230309 

9203040004 

9203230315 

9203230314 

9203230319 

9203040004 

9203230320 

9203050291 

9203230324 

9203050291 

9203230329 

9203050291 

9203230330 

9203230328 

9203230332 

9203050291 

9203230335 

9203230308 

9203230341 

9203230334 

9203230343 

9203230334 

9203230344 

9203050291 

9203230350 

9203050291 

9203230354 

9203230349 

9203230355 

9203050291 

9203230358 

9203230349 

9203230359 

9203230356 

9203230360 

9203230356 

9203230361 

9203050291 

9203230364 

9203050291 

9203230367 

9203050291 

9203230371 

9203230368 

9203230376 

9203230373 

9203230377 

9203230374 

9203240001 

9203040004 

9203240002 

9203040004 

9203240003 

9203040004 

9203240005 

9203040004 

9203240006 

9203040004 

9203240009 

9203240007 

9203240010 

9203240008 

9203240011 

9203040004 

9203240012 

9203240007 

9203240013 

9203240008 

9203240014 

9203040004 

9203240017 

9203040004 

9203240018 

9203240016 

9203240023 

9203040004 

9203240031 

9203240026 

9203240033 

9203200305 

9203240037 

9203240032 

9203240040 

9203240026 

9203240045 

9203240039 

9203240053 

9203240049 

9203240056 

9203240048 

9203240061 

9203240048 

9203240066 

9203240063 

9203240068 

9203240064 

9203240073 

9203240064 

9203240075 

9111060210 

9203240076 

9203240069 

9203240085 

9203240080 

9203240087 

9203240081 

9203240088 

9203240082 

9203240089 

9203240079 

9203240091 

9203240082 

9203240094 

9203240090 

9203240098 

9203240096 

9203240102 

9203240096 

9203240107 

9203240100 

9203240112 

9203240110 

9203240133 

9203240128 

9203240140 

9203240136 

9203240165 

9203240159 

9203240170 

9203240167 

9203240172 

9203240167 

9203240210 

9203240209 

9203240212 

9203240206 

9203240217 

9203240209 

9203240220 

9203240216 

9203240260 

9203240256 

9203240275 

9203240271 

9203240282 

9203240279 

9203240296 

9203180294 

9203240299 

9203230013 

9203240302 

9203180294 

9203240304 

9203180294 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


92/03/18 

50-445 

P 

92/02/20 

PR 


92/03/16 

50-528 

P 

92/03/13 

70-1257 


92/02/20 

PR 


92/03/16 

50-528 

P 

92/02/20 

PR 


92/03/13 

50-387 

P 

92/02/20 

PR 


91/06/12 

F01A 


91/06/12 

FOIA 


92/03/18 

50-374 

P 

91/06/12 

FOIA 


92/02/20 

PR 


92/02/20 

PR 


92/02/20 

PR 


92/03/17 

50-219 

P 

92/02/20 

PR 


92/03/13 

COMMISSIO 

N 

92/03/16 

50-275 

P 

92/03/16 

50-275 

P 

92/02/20 

PR 


92/02/20 

PR 


92/03/17 

50-320 

P 

92/02/20 

PR 


92/03/17 

50-320 

P 

92/03/11 

50-298 

P 

92/03/11 

50-298 

P 

92/02/20 

PR 


92/02/20 

PR 


92/02/20 

PR 


92/03/18 

CONTRACT 


92/03/19 

CONTRACT 


92/03/13 

WASTE MGT 


91/06/12 

FOIA 


91/06/12 

FOIA 


91/06/12 

FOIA 


91/06/12 

FOIA 


91/06/12 

FOIA 


92/03/18 

50-416 

V 

92/03/13 

50-440 

Q 

91/06/12 

FOIA 


92/03/18 

50-416 

V 

92/03/13 

50-440 

Q 

91/06/12 

FOIA 


91/06/12 

FOIA 


92/03/20 

40-6563 


91/06/12 

40-659 


92/03/12 

50-237 

Q 

92/03/18 

50-312 

P 

92/03/17 

50-443 

Q 

92/03/12 

50-237 

Q 

92/03/12 

CONTRACT 


92/03/16 

50-440 

P 

92/03/13 

50-346 

Q 

92/03/13 

50-346 

Q 

92/03/18 

50-338 

V 

92/03/09 

50-346 

P 

92/03/09 

50-346 

P 

91/10/30 

50-267 

F 

92/03/17 

50-306 

Q 

92/03/12 

50-387 

Q 

92/03/17 

50-311 

Q 

92/03/13 

PROJ 


92/03/17 

50-155 

Q 

92/03/13 

PROJ 


92/03/12 

50-387 

Q 

92/03/13 

50-361 

R 

92/03/13 

50-361 

R 

92/03/13 

50-387 

Q 

92/03/18 

50-151 

Q 

92/03/13 

50-29 

Q 

92/03/16 

50-397 

P 

92/03/16 

50-445 

S 

92/03/13 

50-267 

F 

92/03/13 

50-267 

F 

92/03/16 

PR 


92/03/13 

50-213 

Q 

92/03/16 

PR 


92/03/10 

40-8027 


92/03/16 

50-206 

R 

92/03/04 

50-397 

1 

92/03/18 

WASTE MGT 

91/08/07 

50-219 

O 

92/03/16 

40-8027 


91/08/07 

50-219 

O 

91/08/07 

50-219 

1 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

9203240307 

9203240301 

9203240309 

9203180294 

9203240312 

9203180294 

9203240314 

9203230013 

9203240318 

9203180294 

9203240320 

9203180294 

9203240323 

9203230013 

9203240325 

9203180294 

9203240328 

9203240308 

9203240329 

9203240286 

9203240335 

9203180294 

9203240337 

9203240271 

9203240341 

9203180294 

9203240342 

9203240271 

9203240343 

9203240326 

9203240345 

9203240339 

9203240349 

9203240271 

9203240356 

9203180294 

9203240358 

9203240354 

9203240361 

9203180294 

9203240364 

9203180294 

9203240371 

9203240351 

9203240377 

9203240375 

9203240379 

9203240363 

9203240382 

9203240363 

9203240388 

9203240363 

9203250002 

9203250001 

9203250005 

9203250004 

9203250006 

9203250003 

9203250008 

9203250004 

9203250016 

9203250012 

9203250017 

9203180294 

9203250020 

9203180294 

9203250021 

9203250013 

9203250025 

9203180294 

9203250027 

9203250019 

9203250029 

9203180294 

9203250030 

9203250028 

9203250031 

9203180294 

9203250037 

9203180294 

9203250038 

9203250033 

9203250040 

9203180294 

9203250042 

9203250033 

9203250043 

9203180294 

9203250045 

9203180294 

9203250046 

9203250034 

9203250047 

9203050291 

9203250048 

9203180294 

9203250052 

9203180294 

9203250056 

9203180294 

9203250059 

9203180294 

9203250062 

9203250055 

9203250063 

9203180294 

9203250068 

9203180294 

9203250070 

9203180294 

9203250075 

9203180294 

9203250077 

9203180294 

9203250078 

9203250072 

9203250080 

9203180294 

9203250081 

9203180294 

9203250084 

9203180294 

9203250086 

9203180294 

9203250089 

9203180294 

9203250091 

9203180294 

9203250094 

9203180294 

9203250097 

9203180294 

9203250105 

9203180294 

9203250106 

9203180294 

9203250108 

9203180294 

9203250110 

9203250034 

9203250114 

9203180294 

9203250116 

9203180294 

9203250118 

9203250113 

9203250119 

9203180294 

9203250121 

9203180294 

9203250125 

9203180294 

9203250126 

9203180294 

9203250127 

9203180294 

9203250129 

9203250123 

9203250131 

9203180294 

9203250134 

9203180294 

9203250135 

9203250132 

9203250136 

9203180294 

9203250139 

9203180294 

9203250140 

9203050291 

9203250144 

9203250142 

9203250146 

9203250138 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


92/03/17 

50-412 

P 

91/08/07 

50-219 

1 

91/08/07 

50-219 

1 

92/03/16 

40-8027 


91/08/07 

50-219 

O 

91/08/07 

50-219 

O 

92/03/16 

40-8027 


91/08/07 

50-219 

0 

92/03/16 

50-334 

p 

92/03/03 

50-269 

F 

91/08/07 

50-219 

O 

92/03/04 

50-397 

1 

91/08/07 

50-219 

O 

92/03/04 

50-397 

1 

92/03/11 

50-413 

P 

92/03/16 

50-499 

Q 

92/03/04 

50-397 

1 

91/08/07 

50-219 

0 

92/03/19 

50-312 

p 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/02/20 

50-334 

R 

92/03/20 

CONTRACT 


92/03/18 

50-302 

P 

92/03/18 

50-302 

P 

92/03/18 

50-302 

P 

92/03/11 

50-54 

W 

92/03/19 

50-382 

Q 

92/03/12 

50-54 

Q 

92/03/19 

50-382 

Q 

92/03/20 

CONTRACT 


91/08/07 

50-219 

0 

91/08/07 

50-219 

O 

92/03/19 

50-458 

Q 

91/08/07 

50-219 

O 

92/03/17 

STATE PRO 

G 

91/08/07 

50-219 

0 

92/03/18 

50-298 

Q 

91/08/07 

50-219 

0 

91/08/07 

50-219 

O 

92/03/19 

50-267 

P 

91/08/07 

50-219 

0 

92/03/19 

50-267 

P 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/18 

STATE PRO 

G 

92/02/20 

PR 


91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/20 

CONTRACT 


91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/19 

CONTRACT 


91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/18 

STATE PRO 

G 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/10 

50-312 

Q 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/13 

50-458 

J 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/03/19 

50-440' 

p 

91/08/07 

50-219 

0 

91/08/07 

50-219 

0 

92/02/20 

PR 


92/03/18 

50-213 

P 

92/03/19 

QA999 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGOR 

9203250151 

9203250148 

92/03/19 

50-313 

P 

9203260075 

9203260067 

92/03/19 

CONTRACT 

9203250154 

9203250150 

92/03/13 

50-295 

P 

9203260077 

9203260071 

92/03/17 

50-289 

9203250157 

9203180294 

91/08/07 

50-219 

O 

9203260078 

9203180294 

91/08/07 

50-219 

9203250158 

9203250145 

92/03/11 

50-348 

P 

9203260082 

9203180294 

91/08/07 

50-219 

9203250173 

9203250170 

92/03/18 

50-155 

s 

9203260083 

9203180294 

91/08/07 

50-219 

9203250174 

9203180294 

91/08/07 

50-219 

O 

9203260084 

9203260076 

92/03/20 

40-8027 

9203250175 

9203250138 

92/03/19 

QA999 


9203260086 

9203260081 

92/03/19 

CONTRACT 

9203250176 

9203250145 

92/03/11 

50-348 

p 

9203260087 

9203180294 

91/08/07 

50-219 

9203250181 

9203180294 

91/08/07 

50-219 

O 

9203260089 

9203180294 

91/08/07 

50-219 

9203250183 

9203250138 

92/03/19 

QA999 


9203260094 

9203260090 

92/03/17 

50-309 

9203250187 

9203250164 

92/03/18 

50-255 

p 

9203260098 

9203260092 

92/03/18 

50-327 

9203250191 

9203250189 

92/02/25 

50-275 

F 

9203260099 

9203260090 

92/03/17 

50-309 

9203250198 

9203250189 

92/02/25 

50-275 

F 

9203260100 

9203180294 

91/08/07 

50-219 

9203250202 

9203250196 

92/03/19 

50-445 

Q 

9203260102 

9203180294 

91/08/07 

50-219 

9203250203 

9203250179 

92/03/19 

70-3070 


9203260104 

9203260097 

92/03/23 

50-458 

9203250215 

9203250211 

92/03/18 

50-322 

H 

9203260105 

9203260096 

92/03/20 

71-9156 

9203250216 

9203250213 

92/03/18 

50-285 

Q 

9203260106 

9203260101 

92/03/18 

50-250 

9203250224 

9203180294 

91/08/07 

50-219 

O 

9203260108 

9203180294 

91/08/07 

50-219 

9203250227 

9203250222 

92/03/19 

WASTE MGT 


9203260111 

9203180294 

91/08/07 

50-219 

9203250229 

9203250226 

92/03/20 

50-482 

P 

9203260112 

9203260109 

92/03/18 

50-400 

9203250230 

9203180294 

91/08/07 

50-219 

O 

9203260113 

9203180294 

91/08/07 

50-219 

9203250233 

9203180294 

91/08/07 

50-219 

O 

9203260126 

9203180294 

91/08/07 

50-219 

9203250234 

9203180294 

91/08/07 

50-219 

O 

9203260128 

9203180294 

91/08/07 

50-219 

9203250235 

9203180294 

91/08/07 

50-219 

O 

9203260130 

9203260124 

92/03/20 

50-315 

9203250236 

9203180294 

91/08/07 

50-219 

O 

9203260134 

9203180294 

91/08/07 

50-219 

9203250238 

9203180294 

91/08/07 

50-219 

O 

9203260135 

9203180294 

91/08/07 

50-219 

9203250239 

9203180294 

91/08/07 

50-219 

O 

9203260136 

9203260124 

92/03/20 

50-315 

9203250241 

9203180294 

91/08/07 

50-219 

O 

9203260138 

9203180294 

91/08/07 

50-219 

9203250243 

9203180294 

91/08/07 

50-219 

O 

9203260143 

9203260137 

92/03/20 

50-318 

9203250244 

9203250231 

92/03/06 

WASTE MGT 


9203260144 

9203180294 

91/08/07 

50-219 

9203250245 

9203180294 

91/08/07 

50-219 

O 

9203260150 

9203260124 

92/03/20 

50-315 

9203250246 

9203180294 

91/08/07 

50-219 

O 

9203260159 

9203180294 

91/08/07 

50-219 

9203250247 

9203180294 

91/08/07 

50-219 

O 

9203260161 

9203180294 

91/08/07 

50-219 

9203250250 

9203180294 

91/08/07 

50-219 

O 

9203260163 

9203260155 

92/03/23 

50-302 

9203250257 

9203250254 

92/03/13 

WASTE MGT 


9203260164 

9203180294 

91/08/07 

50-219 

9203250260 

9203250254 

92/03/13 

WASTE MGT 


9203260166 

9203260156 

92/03/10 

50-424 

9203250261 

9203180294 

91/08/07 

50-219 

O 

9203260167 

9203180294 

91/08/07 

50-219 

9203250264 

9203180294 

91/08/07 

50-219 

O 

9203260169 

9203180294 

91/08/07 

50-219 

9203250267 

9203180294 

91/08/07 

50-219 

O 

9203260171 

9203180294 

91/08/07 

50-219 

9203250269 

9203180294 

91/08/07 

50-219 

O 

9203260172 

9203180294 

91/08/07 

50-219 

9203250271 

9203180294 

91/08/07 

50-219 

O 

9203260175 

9203180294 

91/08/07 

50-219 

9203250275 

9203180294 

91/08/07 

50-219 

O 

9203260177 

9203180294 

91/08/07 

50-219 

9203250276 

9203180294 

91/08/07 

50-219 

O 

9203260187 

9203260180 

92/03/18 

50-346 

9203250278 

9203180294 

91/08/07 

50-219 

O 

9203260188 

9203260183 

92/02/20 

50-369 

9203250280 

9203250273 

92/03/16 

50-333 

p 

9203260189 

9203260180 

92/03/18 

50-346 

9203250281 

9203180294 

91/08/07 

50-219 

O 

9203260193 

9203260191 

92/03/01 

50-528 

9203250284 

9203180294 

91/08/07 

50-219 

O 

9203260201 

9203260200 

92/03/06 

QA999 

9203250287 

9203180294 

91/08/07 

50-219 

O 

9203260216 

9203260214 

92/03/20 

70-135 

9203250289 

9203180294 

91/08/07 

50-219 

O 

9203260217 

9203260213 

92/03/16 

70-3070 

9203250291 

9203180294 

91/08/07 

50-219 

O 

9203260219 

9203180294 

91/08/07 

50-219 

9203250294 

9203250293 

92/03/18 

50-397 

p 

9203260221 

9203180294 

91/08/07 

50-219 

9203250300 

9203250296 

92/03/20 

50-282 

p 

9203260226 

9203260213 

92/03/16 

70-3070 

9203250302 

9203250296 

92/03/20 

50-282 

p 

9203260227 

9203180294 

91/08/07 

50-219 

9203250303 

9203180294 

91/08/07 

50-219 

O 

9203260231 

9203180294 

91/08/07 

50-219 

9203250307 

9203180294 

91/08/07 

50-219 

O 

9203260234 

9203180294 

91/08/07 

50-219 

9203250311 

9203180294 

91/08/07 

50-219 

O 

9203260237 

9203180294 

91/08/07 

50-219 

9203250315 

9203180294 

91/08/07 

50-219 

O 

9203260238 

9203180294 

91/08/07 

50-219 

9203250323 

9203250320 

92/03/16 

50-454 

Q 

9203260240 

9203260229 

92/03/18 

50-331 

9203250325 

9203180294 

91/08/07 

50-219 

O 

9203260241 

9203180294 

91/08/07 

50-219 

9203250328 

9203250320 

92/03/16 

50-454 

Q 

9203260242 

9203180294 

91/08/07 

50-219 

9203250330 

9203180294 

91/08/07 

50-219 

O 

9203260244 

9203180294 

91/08/07 

50-219 

9203250333 

9203180294 

91/08/07 

50-219 

O 

9203260247 

9203230208 

92/03/09 

50-324 

9203250334 

9203250320 

92/03/16 

50-454 

Q 

9203260250 

9203180294 

91/08/07 

50-219 

9203250338 

9203250320 

92/03/16 

50-454 

Q 

9203260252 

9203180294 

91/08/07 

50-219 

9203250343 

9203250339 

92/03/11 

40-1162 


9203260253 

9203260251 

92/03/23 

WASTE MG1 

9203250346 

9203250340 

92/03/18 

50-414 

Q 

9203260255 

9203180294 

91/08/07 

50-219 

9203260007 

9203260003 

92/03/12 

50-369 

R 

9203260259 

9203260258 

92/03/25 

40-7102 

9203260015 

9203180294 

91/08/07 

50-219 

O 

9203260263 

9203180294 

91/08/07 

50-219 

9203260018 

9203180294 

91/08/07 

50-219 

O 

9203260265 

9203180294 

91/08/07 

50-219 

9203260020 

9203180294 

91/08/07 

50-219 

O 

9203260268 

9203260264 

92/03/23 

70-3070 

9203260023 

9203180294 

91/08/07 

50-219 

O 

9203260270 

9203260262 

92/03/24 

WASTE MG1 

9203260026 

9203180294 

91/08/07 

50-219 

O 

9203260273 

9203180294 

91/08/07 

50-219 

9203260031 

9203180294 

91/08/07 

50-219 

O 

9203260275 

9203180294 

91/08/07 

50-219 

9203260033 

9203260027 

92/03/19 

CONTRACT 


9203260277 

9203180294 

91/08/07 

50-219 

9203260035 

9203260030 

92/03/18 

PR 


9203260278 

9203260272 

92/03/20 

50-259 

9203260038 

9203180294 

91/08/07 

50-219 

O 

9203260279 

9203180294 

91/08/07 

50-219 

9203260046 

9203260039 

92/03/12 

CONTRACT 


9203260281 

9203180294 

91/08/07 

50-219 

9203260047 

9203180294 

91/08/07 

50-219 

O 

9203260282 

9203180294 

91/08/07 

50-219 

9203260048 

9203260037 

92/03/16 

PR 


9203260285 

9203180294 

91/08/07 

50-219 

9203260050 

9203180294 

91/08/07 

50-219 

O 

9203260286 

9203180294 

91/08/07 

50-219 

9203260053 

9203180294 

91/08/07 

50-219 

O 

9203260287 

9203180294 

91/08/07 

50-219 

9203260058 

9203180294 

91/08/07 

50-219 

S 

9203260289 

9203180294 

91/08/07 

50-219 

9203260060 

9203180294 

91/08/07 

50-219 

O 

9203260290 

9203180294 

91/08/07 

50-219 

9203260061 

9203260054 

92/03/18 

50-286 

Q 

9203260291 

9203260288 

92/03/20 

50-285 

9203260062 

9203260055 

92/03/20 

CONTRACT 


9203260292 

9203180294 

91/08/07 

50-219 

9203260068 

9203180294 

91/08/07 

50-219 

O 

9203260294 

9203180294 

91/08/07 

50-219 

9203260072 

9203180294 

91/08/07 

50-219 

O 

920 260295 

2 8 29 

91/Oft 07 

Rn-5>1G 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 399 


ACCESSION NUMBER 


ACCESSION NUMBER 


iNCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

203260296 

9203180294 

91/08/07 

50-219 

O 

9203270299 

9203270297 

92/03/02 

50-397 

203260300 

9203180294 

91/08/07 

50-219 

O 

9203300003 

9203300002 

92/03/20 

50-346 

203260301 

9203180294 

91/08/07 

50-219 

O 

9203300007 

9203300006 

92/03/19 

50-285 

203260303 

9203180294 

91/08/07 

50-219 

O 

9203300008 

9203300006 

92/03/19 

50-285 

203260304 

9203180294 

91/08/07 

50-219 

O 

9203300009 

9203300005 

92/03/16 

50-219 

203260307 

9203180294 

91/08/07 

50-219 

O 

9203300015 

9203300013 

92/03/23 

50-289 

203260312 

9203180294 

91/08/07 

50-219 

S 

9203300020 

9203300016 

92/03/23 

50-313 

203260313 

9203260297 

92/03/23 

50-338 

P 

9203300022 

9203300016 

92/03/23 

50-313 

203260314 

9203180294 

91/08/07 

50-219 

O 

9203300024 

9203300021 

92/03/23 

50-266 

203260315 

9203260308 

92/03/17 

50-220 

Q 

9203300026 

9203300023 

92/03/25 

50-280 

203260319 

9203260310 

92/03/19 

50-456 

Q 

9203300032 

9203300028 

92/03/25 

50-382 

203260321 

9203260318 

92/03/13 

50-397 

P 

9203300035 

9203300029 

92/03/24 

CONTRACT 

203260322 

9203260318 

92/03/13 

50-397 

P 

9203300036 

9203300033 

92/03/17 

50-271 

203260326 

9203260323 

92/03/20 

50-254 

Q 

9203300040 

9203300033 

92/03/17 

50-271 

203270016 

9203180294 

91/08/07 

50-219 

O 

9203300055 

9203300051 

92/03/26 

71-9145 

203270020 

9203180294 

91/08/07 

50-219 

O 

9203300063 

9203300057 

92/03/20 

50-321 

203270021 

9203180294 

91/08/07 

50-219 

O 

9203300064 

9203300058 

92/03/24 

70-1308 

203270023 

9203180294 

91/08/07 

50-219 

O 

9203300072 

9203300057 

92/03/20 

50-321 

203270024 

9203180294 

91/08/07 

50-219 

Q 

9203300074 

9203300069 

92/03/23 

50-237 

203270029 

9203270027 

92/03/19 

50-312 

P 

9203300089 

9203300085 

92/03/19 

50-293 

203270030 

9203180294 

91/08/07 

50-219 

O 

9203300094 

9203300091 

92/03/24 

50-456 

203270031 

9203270027 

92/03/19 

50-312 

P 

9203300098 

9203300088 

92/03/16 

50-424 

203270036 

9203180294 

91/08/07 

50-219 

0 

9203300100 

9203300091 

92/03/24 

50-456 

203270037 

9203180294 

91/08/07 

50-219 

0 

9203300102 

9203300088 

92/03/16 

50-424 

>203270039 

9203180294 

91/08/07 

50-219 

0 

9203300104 

9203300096 

92/03/19 

50-352 

(203270047 

9203180294 

91/08/07 

50-219 

0 

9203300114 

9203300109 

92/03/20 

CONTRACT 

203270050 

9203180294 

91/08/07 

50-219 

0 

9203300121 

9203300118 

92/03/20 

50-220 

203270052 

9203180294 

91/08/07 

50-219 

0 

9203300127 

9203300119 

92/03/20 

CONTRACT 

203270054 

9203180294 

91/08/07 

50-219 

s 

9203300133 

9203300128 

92/03/16 

50-247 

203270057 

9203180294 

91/08/07 

50-219 

s 

9203300155 

9203300145 

92/03/24 

50-267 

203270062 

9203180294 

91/08/07 

50-219 

s 

9203300159 

9203300154 

92/03/17 

50-312 

203270066 

9203270051 

92/03/16 

50-220 

Q 

9203300164 

9203300154 

92/03/17 

50-312 

203270067 

9203270059 

92/03/13 

CONTRACT 


9203300174 

9203300168 

92/03/20 

50-440 

203270068 

9203180294 

91/08/07 

50-219 

O 

9203300175 

9203300168 

92/03/20 

50-440 

203270069 

9203180294 

91/08/07 

50-219 

0 

9203300178 

9203300146 

92/02/10 

XPORTLIC 

1203270072 

9203180294 

91/08/07 

50-219 

0 

9203300180 

9203300173 

92/03/26 

71-516 

1203270073 

9203180294 

91/08/07 

50-219 

0 

9203300182 

9203300179 

92/03/12 

50-498 

1203270074 

9203270070 

92/03/24 

50-498 

p 

9203300184 

9203300177 

92/03/26 

71-9229 

1203270077 

9203180294 

91/08/07 

50-219 

0 

9203300189 

9203300179 

92/03/12 

50-498 

1203270084 

9203270082 

92/02/07 

CONTRACT 


9203300192 

9203300183 

92/02/24 

XPORTLIC 

1203270085 

9203180294 

91/08/07 

50-219 

s 

9203300194 

9203300185 

92/03/08 

STATE PRO 

1203270088 

9203180294 

91/08/07 

50-219 

0 

9203300198 

9203300186 

92/03/18 

50-397 

1203270090 

9203180294 

91/08/07 

50-219 

0 

9203300210 

9203300206 

92/03/20 

50-529 

1203270092 

9203180294 

91/08/07 

50-219 

s 

9203300216 

9203300208 

92/03/13 

XPORTLIC 

1203270094 

9203180294 

91/08/07 

50-210 

0 

9203300222 

9203300186 

92/03/18 

50-397 

1203270095 

9203180294 

91/08/07 

50-219 

R 

9203300228 

9203300224 

92/02/24 

XPORTLIC 

1203270096 

9203270093 

92/03/20 

50-369 

P 

9203300237 

9203300186 

92/03/18 

50-397 

1203270097 

9203180294 

91/08/07 

50-219 

s 

9203300240 

9203300227 

92/03/23 

50-266 

1203270099 

9203180294 

91/08/07 

50-219 

s 

9203300243 

9203300186 

92/03/18 

50-397 

1203270122 

9203270118 

92/03/17 

CONTRACT 


9203300244 

9203300241 

92/03/20 

50-443 

1203270123 

9203270112 

92/03/16 

PROJ 


9203300245 

9203300186 

92/03/18 

50-397 

1203270127 

9203270112 

92/03/16 

PROJ 


9203300252 

9203300249 

92/03/10 

50-352 

1203270130 

9203270112 

92/03/16 

PROJ 


9203300253 

9203300241 

92/03/20 

50-443 

)203270131 

9203270120 

92/03/16 

CONTRACT 


9203300254 

9203300241 

92/03/20 

50-443 

J203270136 

9203270124 

92/03/20 

50-243 

Q 

9203300257 

9203300241 

92/03/20 

50-443 

5203270152 

9203270140 

92/02/20 

50-324 

P 

9203300269 

9203270225 

92/03/23 

50-416 

3203270164 

9203260190 

92/03/19 

50-272 

P 

9203300273 

9203270219 

92/03/20 

COMMISSIO 

3203270174 

9203270172 

92/03/23 

50-335 

Q 

9203300288 

9203300267 

92/03/18 

XPORTLIC 

3203270179 

9203270178 

92/03/24 

70-143 


9203300295 

9203300293 

92/03/26 

WASTE MGT 

3203270181 

9203180294 

91/08/07 

50-219 

O 

9203300325 

9203300324 

92/03/23 

CONTRACT 

3203270182 

9203180294 

91/08/07 

50-219 

S 

9203300331 

9204010129 

92/04/01 

REVIEW GR 

3203270185 

9203180294 

91/08/07 

50-219 

S 

9203300332 

9203300329 

92/03/17 

CONTRACT 

3203270189 

9203180294 

91/08/07 

50-219 

O 

9203300337 

9204010129 

92/04/01 

REVIEW GR 

3203270193 

9203180294 

91/08/07 

50-219 

O 

9203300341 

9204010129 

92/04/01 

REVIEW GR 

3203270196 

9203270191 

92/03/20 

50-265 

P 

9203300343 

9203300339 

92/03/20 

50-293 

3203270197 

9203180294 

91/08/07 

50-219 

0 

9203300344 

9203300340 

92/03/20 

50-220 

3203270199 

9203270194 

92/03/25 

50-260 

p 

9203300345 

9204010129 

92/04/01 

REVIEW GR 

3203270200 

9203270188 

92/03/19 

50-528 

p 

9203300353 

9203300350 

92/03/20 

50-155 

3203270202 

9203270188 

92/03/19 

50-528 

p 

9203300361 

9203300357 

92/03/19 

50-338 

3203270203 

9203270188 

92/03/19 

50-528 

p 

9203300367 

9203300360 

92/03/25 

CONTRACT 

3203270206 

9203270188 

92/03/19 

50-528 

p 

9203300371 

9203300368 

92/03/25 

WASTE MGT 

3203270207 

9203180294 

91/08/07 

50-219 

0 

9203300375 

9203300369 

92/03/25 

50-259 

3203270227 

9203270225 

92/03/23 

50-416 

p 

9203300377 

9203300374 

92/03/26 

CONTRACT 

3203270228 

9203180294 

91/08/07 

50-219 

0 

9203300381 

9203300379 

92/03/25 

CONTRACT 

3203270231 

9203180294 

91/08/07 

50-219 

0 

92Q3300385 

9203300383 

92/03/20 

50-295 

3203270240 

9203180294 

91/08/07 

50-219 

0 

9203310017 

9203310016 

92/03/23 

50-341 

3203270241 

9203270219 

92/03/20 

COMMISSIO 

N 

9203310023 

9203310016 

92/03/23 

50-341 

3203270246 

9203270242 

92/03/24 

50-387 

P 

9203310046 

9203310044 

92/03/25 

CONTRACT 

3203270248 

9203270242 

92/03/24 

50-387 

P 

9203310055 

9203310049 

92/03/26 

50-461 

3203270249 

9203180294 

91/08/07 

FOIA 


9203310061 

9203310060 

92/03/27 

50-306 

3203270251 

9203180294 

91/08/07 

FOIA 


9203310070 

9203310067 

92/03/24 

40-8914 

3203270253 

9203270245 

92/03/20 

50-220 

Q 

9203310075 

9203310071 

92/03/24 

50-348 

3203270259 

9203270257 

92/03/23 

50-443 

P 

9203310083 

9203310080 

92/03/20 

50-528 

3203270260 

9203270257 

92/03/23 

50-443 

P 

9203310087 

9203310079 

92/03/13 

50-344 

3203270265 

9203180294 

91/08/07 

50-219 

O 

9203310091 

9203310079 

92/03/13 

50-344 

203270273 

9203270272 

92/03/23 

50-336 

P 

9203310101 

9203310095 

92/03/24 

50-305 


QOnQO7n0Q7 

Q!>/n3/ni> 

?;n-3Q7 

P 

2 33 0 4 

9203310081 

92/01/21 

WASTE MGT 


P 

P 

P 

P 

Q 

Q 

Q 

Q 

V 
P 

V 

Q 

Q 


P 

P 

Q 

Q 

Q 

P 

Q 

P 

Q 


P 

Q 

Q 

P 

P 

P 

P 


P 

P 


G 

F 

Q 

F 


F 

K 

F 

P 

F 

F 

P 

P 

P 

P 

N 


P 

P 

P 

V 

P 
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V 


P 
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9203310105 

9203310095 

92/03/24 

50-305 

Q 

9203310232 

9203310227 

92/03/26 

50-424 

9203310107 

9203310093 

92/03/25 

50-272 

Q 

9203310234 

9203310218 

91/09/26 

50-336 

9203310110 

9203310093 

92/03/25 

50-272 

Q 

9203310237 

9203310218 

91/09/26 

50-336 

9203310111 

9203310081 

92/01/21 

WASTE MGT 


9203310238 

9203310218 

91/09/26 

50-336 

9203310113 

9203310097 

92/03/23 

70-734 


9203310239 

9203310221 

92/03/27 

TOPREP 

9203310116 

9203310109 

92/03/20 

50-255 

Q 

9203310240 

9203310218 

91/09/26 

50-423 

9203310118 

9203310115 

92/03/26 

50-29 

T 

9203310242 

9203310227 

92/03/26 

50-424 

9203310123 

9203310117 

92/03/20 

50-151 

Q 

9203310244 

9203310218 

91/09/26 

50-423 

9203310128 

9203310122 

92/03/23 

50-285 

P 

9203310247 

9203310218 

91/09/26 

50-245 

9203310130 

9203300369 

92/03/25 

50-259 

P 

9203310249 

9203310248 

92/02/13 

71-9 

9203310132 

9203310126 

92/03/20 

50-255 

Q 

9203310250 

9203310227 

92/03/26 

50-424 

9203310136 

9203310126 

92/03/20 

50-255 

Q 

9203310251 

9203310248 

92/02/13 

71-9 

9203310137 

9203310122 

92/03/23 

50-285 

P 

9203310252 

9203310218 

91/09/26 

50-245 

9203310147 

9203310144 

92/03/13 

50-483 

V 

9203310253 

9203310248 

92/02/13 

71-9 

9203310155 

9203310150 

92/03/16 

CONTRACT 


9203310254 

9203310248 

92/02/13 

71-9 

9203310168 

9203310152 

92/03/10 

50-413 

F 

9203310257 

9203310218 

91/09/26 

50-423 

9203310178 

9203310171 

92/03/27 

XPORTLIC 


9203310264 

9203310218 

91/09/26 

50-423 

9203310182 

9203310171 

92/03/27 

XPORTLIC 


9203310265 

9203310218 

91/09/26 

FOIA 

9203310184 

9203310179 

92/03/25 

50-334 

P 

9203310269 

9203310218 

91/09/26 

FOIA 

9203310187 

9203310179 

92/03/25 

50-334 

P 

9203310272 

9203310218 

91/09/26 

50-336 

9203310191 

9203310185 

92/03/27 

XPORTLIC 


9203310275 

9203310218 

91/09/26 

50-245 

9203310193 

9203310189 

92/03/24 

50-482 

P 

9203310288 

9203310283 

92/03/20 

50-443 

9203310200 

9203310185 

92/03/27 

XPORTLIC 


9203310293 

9203310218 

91/09/26 

50-245 

9203310212 

9203310206 

92/03/26 

WASTE MGT 


9203310294 

9203310283 

92/03/20 

50-443 

9203310216 

9203310214 

92/03/27 

50-364 

P 

9203310298 

9203310218 

91/09/26 

50-245 

9203310220 

9203310218 

91/09/26 

FOIA 


9203310302 

9203310296 

92/03/20 

50-244 

9203310223 

9203310218 

91/09/26 

50-423 

P 

9203310303 

9203310218 

91/09/26 

FOIA 

9203310225 

9203310218 

91/09/26 

50-245 

F 

9203310309 

9203310218 

91/09/26 

50-245 

9203310226 

9203310218 

91/09/26 

50-245 

F 

9203310313 

9203310312 

92/03/27 

50-318 

9203310228 

9203310218 

91/09/26 

50-245 

F 

9203310315 

9203310312 

92/03/27 

50-318 

9203310230 

9203310218 

91/09/26 

50-423 

P 

9203310328 

9203310325 

92/03/26 

CONTRACT 

9203310231 

9203310229 

92/03/26 

WASTE MGT 


9204010160 

9203310296 

92/03/20 

50-244 


APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub¬ 
stantive technical content that do not fall into other spe¬ 
cific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction 
permit application. 

3. Amendments and changes submitted by applicants 
and licensees. 


10. Construction Permit, amendments, and corre 
spondence relating to the construction permit anc 
related orders issued by the Office of Nuclear Re 
actor Regulation (NRR show cause and modifica 
tions) not involving the Atomic Safety Licensinj 
and Appeal Board. 

11. Scheduling of license application submission or re 
view. 

12. Environmental review information (other environ 
mental documents are filed in Categories C, D, P 
orR). 


4. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre¬ 
solved design and construction issues. 

7. Meeting announcements and summaries of meet¬ 
ing discussions on issues of item 6. 

8. Correspondence regarding the utility Preliminary 
Safety Analysis Report (PSAR). 


13. Seismic qualification review teams (SQRT) report 
and related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li 
cense application. 

16. Amendments and changes submitted by applicant 
and licensees. 

17. Correspondence regarding the utility Final Safe! 
Analysis Report (FSAR) and the Updated Fin. 
Safety Analysis Report (USAR). 


9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na¬ 
tional Environmental Policy Act (NEPA), Water 
Quality Improvement Act, Water Pollution Con¬ 
trol Act, etc.). 


18. Correspondence and documentation on gener 
technical matters highlighted by an event at ai 
other facility which may affect the subject facilit 
not covered by an IE Bulletin. 
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19. Safety Evaluation Reports (SERs) on specific 21. Backup technical documents (e.g., topical reports 

generic issues. submitted in support of the application. 

22. Proposed equipment failure/instructions. 

23. NRC’s changes in internal organizational struc 

20. Reports of site visits. ture. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


All related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

, „ ,. . , 3. Transmittal and acknowledgment letters. 

1. Preliminary Safety Analysis Report (PSAR) sub- 

mitted by utility (formerly called Hazards Sum¬ 
mary Report or Safety Analysis Report). 4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgment letters. 

4. Information on scheduling of submittal or review 
of ER. 


5. NRC questions, requests for additional informa¬ 
tion, and applicant responses. 


6. Federal Register notices citing the availability o 
items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meeting 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu 
tion control devices. 

NOTE: Other environmental documents are filed ii 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 
FES), SUPPLEMENTS AND CORRESPONDENCE 


1. Draft and Final Environmental (Impact) State¬ 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, State, and local 
government agencies; organizations; and inter¬ 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Documents related to NRC review of environ¬ 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents submitted in connec¬ 
tion with above. 


8. Federal Register notices citing availability of items 
1 and 2. 


9. Reports of site visits to obtain information for the 
DES or FES. 


10. Meeting announcements or reports of meetings 
where the primary subject of discussion is the DES 
or FES. 


NOTE: Other environmental documents and corre¬ 
spondence are filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple¬ 
ments. 

4. Federal Register notices citing availability of items 
1 and 2. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in pre¬ 

paring SER; responses to such requests. 


7. Meeting announcements or reports of meetings 
where the primary subject of discussion is the SER. 


8. Transmittal and acknowledgment letters. 


NOTE: Other documents dealing with specific safety- 
related issues are filed in Categories A, P, or W, 
depending on the phase of the licensing 
process. 
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F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS 


All plans in this category are individual submissions. 
Emergency and Fire Protection Plans submitted as part 
of the licensing application are filed in this category. 

1. Fire Hazard Protection Plans and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Health Physics Program and its review. 

5. Emergency Plans. 


6. Correspondence relating to aforementioned plans 


7. Supplements, changes, and revisions to plans. 


8. Correspondence and documentation relating tc 
Appendix R of 10 CFR Part 50 (fire protection) 
guard training, emergency response centers, anc 
emergency preparedness. 


9. Transmittal and acknowledgment letters. 


10. Meeting announcements and reports of meeting! 
where the primary subject of discussion is relatec 
to the aforementioned plans and topics covered ir 
item 8. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad¬ 
judicatory documentation, except for transcripts, brief¬ 
ings, and testimony, which are filed in Category T. Show- 
cause orders and modification orders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be¬ 
fore the Board) are filed in Categories A and P. Exhibits 
to the proceedings (Hearings) are located in the PDR 
but Eire available upon request to the PDR from the 
Docketing and Service Branch, Office of the Secretary. 


1. Atomic Safety and licensing Board (ASLB) Eind 
Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Motions, briefs, arguments, statements, and re 
lated correspondence filed by participants foi 
hearings. 

5. Transmittal of supporting documents (e.g., SER 
FES) to the Boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decision: 
resulting from item 8. 

NOTE: Since 1982, letters of concern, support, or op 
position for all plants are filed in a Genera 
Public Comments folder. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bear¬ 
ing on the status of the application or license. Items that 
have no substantive technical content and administra¬ 
tive documents are included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests to applicants for additional copies of 
documents. 

5. Correspondence from the public requesting infor¬ 
mation about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 


7. Letters of support, concern, or opposition to the 
facility. 

8. Correspondence regarding the Local Public Docu¬ 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain¬ 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon¬ 
dence forwarded by Congressman to NRC for re¬ 
sponse. 

11. Resolutions passed by State and local governing 
bodies (e.g., town councils). 

NOTE: Since 1982, letters of concern, support, or op¬ 
position for all plants are filed in a General 
Public Comments folder. 


I. FINANCIAL INFORMATION 


This category contains all financial information except 
that submitted as part of the application or its amend¬ 
ments or relating to the imposition of civil penalties. 

1. Company annual reports, auditor statements, and 
stock prospectuses for all companies holding own¬ 
ership. 


2. Separately submitted financial information and re¬ 
lated correspondence. 


3. Transcripts and testimony before State commis¬ 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreements and amendments. 

2. Endorsements of insurance policies. 


3. Other correspondence regarding indemnity and in¬ 

surance matters. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 
ANALYSIS REPORTS (USAR), AND AMENDMENTS 


1. Final Safety Analysis Report (FSAR), (formerly 
called Final Hazards Summary Report), submitted 
by the utility. 


2. Updated Final Safety Analysis Report (USAR) 
submitted by the utility and periodically updated to 
incorporate new information or modifications to 
the facility. 


3. Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of th< 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 

6. Certificates of service to the FSAR and USAR. 


NOTE: All related correspondence falls in Category A 
or P. Emergency and Fire Protection Plans sub 
mitted as part of the licensing application ar< 
filed in Category F. 


L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Lim¬ 
ited Work Authorizations (LWAs) whereby applicants 
can carry out limited site preparation and construction 
prior to the granting of a Construction Permit. 


1. Limited Work Authorizations (LWAs) am 
amendments 

2. Correspondence pertaining to work performed un 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


1. Documents submitted as part of the application for sion is antitrust matters, 

a Construction Permit and Operating License 

entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. All antitrust proceeding documents, except fo 
hearing transcripts, testimony, and briefings, whicl 

2. Correspondence where the primary topic of discus- are filed in Category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


This category contains word-for-word transcripts of hearings, testimony, and briefings in antitrust matters. Relate 
correspondence falls in Category M. 
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O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


This category contains plant-specific documents per¬ 
taining to ACRS safety reviews. 

1. ACRS reports relating to facility license applica¬ 
tions. 


2. Announcement of ACRS meetings relating to fa¬ 
cility license applications, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings, relating to both facility license applications 
and safety-related matters. 

4. Technical correspondence, and memoranda to and 

from ACRS, including transmittal and acknowl¬ 
edgment letters relating to facility license applica¬ 
tions. 


NOTE: For generic and document-specific safety- 
related material, transcripts of ACRS subcom¬ 
mittee and full committee meetings, minutes, 
and ACRS reports (consultant, contract, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Application/Con¬ 
struction Stage (Category A) file for general technical 
items dated from the issuance of the operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend¬ 
ments, changes, and related correspondence. 

2. Show-cause and modification orders issued by 
NRR (not before the Board) for the operating li¬ 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2. 

5. Federal Register notices citing availability of item 1 
and the FSAR. 


6. Correspondence regarding the utility Final Safety 
Analysis Report (FSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an¬ 
nouncements or meeting summaries relating to 
Technical Specifications, the Operating License or 
technical issues arising after the issuance of the 
Operating License. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in policy that may affect plant op¬ 
eration or bear on the Operating License. 


9. Information on the Standard Review Plan (STP). 


10. Results of surveys or tests conducted in accordance 
with the Technical Specifications (not periodic re¬ 
ports, which fall in Category R). 


11. Correspondence relating to NRC’s Systematic 
Evaluation Program (SEP). 
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12. Owner’s group meeting announcements and re¬ 
ports. 

13. Quality assurance information. 

14. Environmental matters (technical). 

15. Seismic qualification review team (SQRT) reports 
and related correspondence. 

16. Emergency core cooling system documents. 

17. Radioactive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19. Start-up test reports. 

20. Correspondence and documentation on generii 
technical matters highlighted by an event at an 
other facility which may affect the subject facility 
not covered by an IE Bulletin. 

21. SERs on specific generic issues. 

22. Proposed equipment failure/instructions. 

23. Inservice testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis 
mantle, and dispose of component parts. 

26. Changes in NRC’s internal organizational struc 
ture. 


Q. INSPECTION REPORTS; OFFICE OF INSPECTION AND ENFORCEMENT 
RESPONSE TO BULLETINS, CIRCULARS AND INFORMATION NOTICES, CIVIL 
PENALTIES, AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. Responses to IE Bulletins (formerly called Regula¬ 

tory Operations (RO) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3. Responses by applicant to IE correspondence. 


4. Applicant’s determination of proprietary nature of 

Inspection Reports. 


5. Letters concerning areas of noncompliance. 


6. Pre-service and in-service inspections and proce¬ 
dures. 


7. Correspondence and orders relating to impositio 
and payment of civil penalties, including Notifia 
tion of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and er 
forcements that does not specifically relate to inc 
dents or events as defined in Category S. 

9. Health physics inspections/appraisals. 

10. Emergency preparedness inspections/appraisals. 

11. Inspections and related correspondence from th 
International Atomic Energy Agency. 

12. Systematic Assessment of Licensee Performanc 
(SALP). 
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13. Construction Appraisal Team/Construction As¬ 
sessment Team (CAT) reports. 

A. Integrated Design Inspection (IDI) reports. 

B. Independent Design Verification Program 
(ID VP) reports. 

14. Notice of significant licensee meetings. 


15. Performance Appraisal Team (PAT) reports. 

16. Licensee^/endor interface inspections. 

17. Correspondence relating to items 12,13,14,15 and 
16. 

NOTE: For IE Bulletins and Information Notices, see 
I&E file series. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine na¬ 
ture. 

1. Monthly, semiannual, or annual operating reports 
(other than financial) for construction and operat¬ 
ing stages. 

2. Periodic environmental monitoring, effluent test¬ 
ing, or similar reports. 

3. Periodic personnel exposure reports. 


4. Periodic nonconformance reports (issued pursuant 
to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating log on plant systems 
core, plant status summary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains all materials relating to abnor¬ 
mal, unusual, reportable, or nonroutine occurrences or 
events. These include: 

1. All 24-hour, 10-day, 30-day, interim and final Li¬ 
censee Event Reports (LERs) and follow-up corre¬ 
spondence (also called Incident Reports, Abnor¬ 
mal Occurrence Reports and Reportable 
Occurrences). 


2. Potential or possible reportable Deficiency Re¬ 
ports and related correspondence. 


3. Individual Personnel Exposure Reports. 


4. Construction Deficiency Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliminary Notification of Safeguards Events 
(PNs). 

6. Environmental Technical Specifications Violation 
Reports and Environmental Event Reports. 

7. Part 21 Reports or Defects and Noncompliance. 

8. Correspondence or other documents relating to 
items 1-7. 
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NOTE: For PNOs and PNSs, see I&E file senes. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat¬ 
ters (Category V), and antitrust matters (Category N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and 
ASLAB. 

3. Commission meeting transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Corrections to above items. 

NOTE: Transcripts on specific dockets are also filed on 
ACRS and 9.21 files series. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1. Statements and testimony before Congress or be- 4. Correspondence to or from State Legislative bod 

fore bodies/committees appointed by the Execu- ies. 

five or Legislative Branches. 

2. Information supplied for the record of Congres¬ 
sional hearings. 

3. Correspondence to and from Congress and the Ex- N0TE: This category contains correspondence on sub 

ecutive Branch on other than constituent response stantive matters. Routine responses to con 

matters. stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. Information bearing on licensing operators and 3. Correspondence pertaining to operator examina 
shift engineers. tions. 


2. Power plant examination summary sheet. 
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W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Operating License 
Stage (Category P) file for general technical items from 
the order for termination of the operating license on¬ 
ward. 


1. Order granting authority to dismantle/decommis¬ 
sion. 


2. Technical documents submitted, such as: Decom¬ 
missioning Plan, Dismantling Plan, Environmental 


Report on Dismantling, Safety Analysis Report on 
Decommissioning. 

3. Documents relating to disposal of radioactive ma¬ 
terial and decontamination of the site. 

4. Other correspondence relating to decommission¬ 
ing. 

5. All documentation relating to the ongoing opera¬ 
tion of the plant, formerly filed in Category P. 


X. ONSITE STORAGE OF LOW-LEVEL WASTE 


1. license application, license, proposed amend¬ 
ments and amendments to store low-level waste at 
a commercial reactor. 

2. All related correspondence and reports. 


NOTE: These documents will also have a Nuclear Ma¬ 
terials Safety and Safeguards (NMSS) license 
or Docket-30 number associated with the 
Docket-50 number. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 


1. License applications, licenses, amendments and 
proposed amendments to possess power reactor 
spent fuel and other radioactive materials associ¬ 
ated with spent storage in an independent spent 
fuel storage installation. (Such spent fuel storage 
installations may be on a reactor site or at a sepa¬ 
rate site.) 


2. All related correspondence and reports to the 
above. 

NOTE: These documents will have an NMSS license 
and/or a Docket-72 number. For these instal¬ 
lations on a reactor site, the associated 
Docket-50 number also has been identified. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


10 CFR 9.21—Commission Meeting Records 


Contains documentation pertaining to open and closed 

Commission meetings. 

L. Sunshine Act Federal Register notices. 

1. Full, written explanation of closed meetings. 

5. Certification by the General Counsel on closed 
meetings. 

t. Commission Determination Statements signed by 
the Secretary regarding the public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unofficial and official transcripts or por¬ 
tions of transcripts of open and closed Commission 
meetings made publicly available in accordance 
with provisions of 10 CFR Part 9, the Sunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli¬ 
cable viewgraphs, staff papers, and staff correspon¬ 
dence. 

7. Staff Requirements Memoranda for open meet¬ 
ings; memoranda of record; record of votes of 
Commissioners on items under consideration at 
meetings. 


ACRS—Advisory Committee on Reactor Safeguards 


Phis category contains documents pertaining to safety- 

related areas reviewed by ACRS. ACRS serves as an in- 

Jependent advisory committee to the Commission. 

1. ACRS reports relating to safety-related matters. 

2. Announcements of ACRS meetings relating to 
safety-related matters, including description of 
meeting agendas. 

3. Transcripts of ACRS subcommittee and full com¬ 
mittee meetings relating to both facility license ap¬ 
plications and safety-related matters. 

4. Statements and written testimony of ACRS mem¬ 
bers or presented by individuals at ACRS proceed¬ 


ings related to both facility license applications and 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit¬ 
tee meetings relating to both facility license appli¬ 
cation and safety-related matters. 

6. ACRS consultant reports, comments and related 
correspondence relating to both facility license ap¬ 
plications and safety-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safety-related matters. 

8. General correspondence and related material 
about ACRS, but not authored by ACRS or its con¬ 
sultants. 
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NOTE: For Docket-specific technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM—NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category include: 

1. Charters of each advisory committee. 

2. Meeting announcements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that are publicly available. 


5. Committee-related correspondence. 


COMMISSION—NRC Commissioner Correspondence 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis¬ 
sion. 


1. Incoming and outgoing Commission-level corre¬ 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap¬ 
pointment calendars of participating Commis¬ 
sioner (placed in the PDR at the discretion of indi¬ 
vidual Commissioners). 


3. Speeches, interviews, and testimony given by Com¬ 
missioners at meetings, symposia, and Congres¬ 
sional hearings. 

4. Weekly Information Reports (SECY series num¬ 
ber) prepared by the Executive Director for Op¬ 
erations (EDO) for the Commissioners, providing 
a summary of key events and items of interest un¬ 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10 
CFR 9.21. For all other staff papers with a 
SECY series designation prepared for Com¬ 
mission review, see SECY file category. 


CONTRACT—NRC Contracts and Modifications 


Contains documentation pertaining to AEC and NRC 
contracts, grants, and Interagency Agreements. 





1. Notification of contracts and grant execution, 2. Contractual documents and modifications to con- 
specifying contract number; project title; contrac- tracts, 

tor name; contract type; funding and period of per¬ 
formance. 


DISCLOSURE—Financial Disclosure Information 


Contains financial disclosure and conflict of interest information submitted by certain NRC employees in accordance 
with the Ethics in Government Act of 1978. 


FOIA—Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each is assigned a sequential identification num¬ 
ber based on the year that the request is made, so 
that 89-100 refers to the 100th FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re¬ 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions thereof released in response 
to FOIA requests made under FOIA appeals. 


GEN TECH IS—Generic Technical Issues 


Contains records pertaining to unresolved safety issues cussing methodologies, analyses, the program and 

of a generic nature that are being analyzed by the NRC technical aspects of issues. 

Office of Nuclear Reactor Regulation (NRR). 

1. Draft reports of action plans to accomplish generic Meeting notifications and minutes, 

tasks in the NRR program. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of Generic Technical Is- 

2. Correspondence with industry and within NRC dis- sues. 

I&E—Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices up action by the licensee. Also included in this category 
that are issued by the NRC Office of Inspection and En- are draft bulletins and information notices (I&E Misc), 

forcement. These issuances describe some event that Preliminary Notifications of Events or Unusual Occur- 

has occurred at a facility that may require some follow- rences (PNOs), Preliminary Notifications of Safeguards 
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Events or Unusual Occurrences (PNSs), and Notifica¬ 
tions of Significant Enforcement Actions (ENs). 

1. I&E Circulars, which describe an event at a li¬ 
censed facility and are informational in nature (dis¬ 
continued in 1981). 

2. I&E Information Notices, which are similar to cir¬ 
culars but are preliminary in nature and issued 
shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a li¬ 
censed facility and request all recipients to perform 
certain actions as a result of that event. 

4. Draft I&E Bulletins and Information Notices 
which are being considered for issuance, and re¬ 
lated comments and evaluations. 


5. Preliminary Notifications of Events or Unusual 
Occurrences (PNOs), which provide updated in¬ 
formation of an event of safety or public interest. 


6. Preliminary Notifications of Safeguards Events or 
Unusual Occurrences (PNSs), which provide early 
notice of events of possible safety significance. 


7. Notification of Significant Enforcement Actions 
(ENs), which provide information on a Notice of 
Violation and Proposed Imposition of Civil Penal¬ 
ties. 


NOTE: For utility responses to such issuances and re¬ 
lated correspondence, see Categories Q and S 
of file. 


MISC—Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG—Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatory, technical, and administra¬ 
tive issues of interest to staff, industry, other Govern¬ 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa¬ 

cilities preliminary to licensing actions. 


2. Results of analyses of general or specific problems 
of a regulatory or technical nature that are of inter¬ 
est to a major segment of the industry. 


3. Action and review plans, as well as guidance, for 
meeting NRC requirements. 


4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 

6. Management and program analysis reports. 

7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 

8. Administrative reports that are of interest to the 
staff, the industry, and the public. 

9. Correspondence from industry, government, and 
the public commenting on reports. 
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10. Internal NRC memoranda summarizing meetings NOTE: NUREG reports on specific plants or facilities 
or discussions pertaining to the contents of the re- are filed in Docket 50 Categories A, P, E, or D. 

ports. 


ORG—Organization File 


Contains correspondence with professional organiza¬ 
tions, Government agencies, and associations with 
which NRC is in contact; records other than Regulatory 
Guides that pertain to NRC’s activities in standards de¬ 
velopment; records pertaining to specific NRC offices; 
and emergency petitions not assigned Petition for 
Rulemaking (PRM) numbers that request the Commis¬ 
sion to take immediate action on some issue. 


1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
international bodies, such as the Atomic Industrial 
Forum and the International Atomic Energy 
Agency. 


2. Correspondence between NRC’s Office of Nu¬ 
clear Regulatory Research and other Government 


agencies in which both parties have joint regulatory 
responsibility; e.g., EPAhas authority to control all 
radioactive pollutants emitted into the air. 


3. Internal memoranda, correspondence between 
NRC and Congress, and other technical corre¬ 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Research in de¬ 
veloping standards. 


NOTE: For Regulatory Guides and comments on 
Regulatory Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file category. For petitions for 
rulemaking filed by the public to amend, re¬ 
scind or change an NRC regulation, see the 
PRM file category. 


PR—Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopt, amend, or repeal a Commission regulation. Pro¬ 
posed Rules (PRs) can be initiated as a result of a Com¬ 
mission directive; a staff proposal; or as a result of a 
Commission determination that sufficient grounds exist 
for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. 

1. Federal Register notice stating the terms or sub¬ 
stance of the proposed rule, or a specification of 
the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Draft and generic proposed rules and Federal Reg¬ 
ister notices (PR Misc.). 


4. Comments, statements, information, opinions, or 
arguments on the proposed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industry, organizations, 

and other parties for written interpretation of the 
PR. 


NOTE: For staff recommendations to the Commission 
on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.21 
file category. 
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PRM—Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside party to issue, amend or re¬ 
scind an NRC regulation. 


1. Petitions filed by any interested person or party to 
issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of the filing of the petition. 


3. Correspondence between NRC and the Petitioner 

relevant to the status and substance of the petition. 


4. Comments from the nuclear industry, professional 
associations, public interest groups, and others in 
favor of or in opposition to the PRM. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysis of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTE: For staff recommendations to the Commission¬ 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec¬ 
ommendations, see the 10 CFR 9.21 file cate¬ 
gory. 


PRO J—Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
full licensing responsibilities; and (2) Government- 
owned reactors for which NRC provides technical ex¬ 
pertise and occasional review. Both classes are identi¬ 
fied with a “P” prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

These files contain all documentation up until the time 
that the NRC considers the application and the Safety 
Analysis Report (PS AR) is submitted by the utility com¬ 
plete enough for staff review. The unit is then assigned a 
docket number and the file transferred to the 
Docket-50 series category. 

The documents are grouped together in categories, des¬ 
ignated by alphabetic characters. These are the same 
categories as those used for the Docket-50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon¬ 
dence discussing the completeness and ade¬ 
quacy of the Preliminary Safety Analysis Re¬ 
port (PSAR). 

3. Applicant Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 
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G. Adjudicatory Correspondence 

1. Motions, briefs, orders, etc., pertaining to 
pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related materials pertaining 
to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant quality as¬ 
surance program. 


2. Notices of deviations. 

3. Follow-up correspondence resolving devia¬ 
tions cited. 

2. Government-owned reactors 


Meeting summaries and technical correspondence be¬ 
tween NRC and other Government technical people re¬ 
lating to test reactors, critical experiments, and Depart¬ 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


PT 21 —10 CFR Part 21 Deficiency Reports 


Deficiency reports submitted in compliance with Part 21 
of Title 10 of the Code of Federal Regulations. 


1. Reports by firms involved in the nuclear industry 
reporting noncompliance with NRC regulations or 
the existence of defects which could create a sub¬ 
stantial safety hazard. 


2. Correspondence pertaining to the NRC review of 
reports to assess the possibility of generic defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up 
actions taken by the Agency. 


QA 999—Quality Assurance Inspections 


Contains inspection reports of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test¬ 
ing, and follow-up correspondence. Each vendor is as¬ 
signed a docket number and is a part of the QA 999 se¬ 
ries. 


Vendors are defined as companies, both U.S. and for¬ 
eign, that are engaged in the design, manufacture, or 
testing of both nuclear components, or supplying serv¬ 
ices to the nuclear industry. The controlling criteria are 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo¬ 
nents for use in nuclear facilities and vendor/licen¬ 
see interface. 

2. Notices of deviation. 

3. Vendor corrective actions and other follow-up cor¬ 
respondence associated with resolution of inspec¬ 
tion findings. 

NOTE: For vendor licensee interface inspection from 
licensee’s view, see Docket 50 Category Q. 
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REGGD—Regulatory Guides 


Contains new and revised Regulatory Guides and re¬ 
lated correspondence. These guides describe to the in¬ 
dustry and to the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC regula¬ 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 


1. Federal Register notices announcing the issuance 
and availability of a proposed Regulatory Guide. 


2. Revised or newly issued Regulatory Guides. 


3. NRC value/impact assessment. 


4. Comments submitted by the nuclear industry and 
interested members of the public regarding a pro¬ 
posed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon¬ 
sible for standards development, see the Or¬ 
ganization (ORG) file category. Industry codes 
and standards cited in Regulatory Guides are 
available for reference use only in the NRC li¬ 
brary. 


RES—Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per¬ 
taining to research activities of the Commission. 


1 . Technical letter reports provide information on the 
technical aspects of work by contractors or other 
government agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or final informal reports attached, or 
the technical information may be incorporated in 
the bocfy of the letter. The form and frequency of 
reporting is specified in the Contract Statement of 
Work. 


a. Interim technical letter reports provide infor¬ 
mation on the technical aspects of the work at 
various stages and form a basis for develop¬ 
ment of the formal reports required by the 
contract. Interim technical letter reports may 
include, but are not limited to, informal (in¬ 
terim) progress reports, “quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safety analyses, experiment operating proce¬ 
dures, facility certification reports, and test 
results. 

b. Final technical letter reports are prepared to 
record the results of contract work that com¬ 
prises review and evaluation of the work of 
others or work to be used by the staff in the 
licensing and regulation process. These tech¬ 
nical letter reports are not followed by a for¬ 
mal report. 

2. Formal technical reports, which may be periodic pro¬ 
gress reports on long-term projects of final reports, 
are published in the NUREG/CR series. These re¬ 
ports are final products of research, original inves¬ 
tigations, or significant compilations of informa¬ 
tion, or they may be progress reports. 


3. Research Information Letters (RILs) summarize re¬ 
search information for staff use. They are prepared 
in the NRC Office of Nuclear Regulatory Re¬ 
search (RES). 
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4. Conference Proceedings report the information pre¬ 
sented at conferences sponsored or co-sponsored 

by NRC. Sponsorship or co-sponsorship by NRC 
requires that the subjects covered be of interest 
and value to NRC. 


NOTE: For final reports of research conducted by con¬ 
tractors and conference proceedings, see 
NUREG reports series file. See also the 
WMRES file for research reports on disposal 
of high level waste. 


REVIEW GRP-Research Review Groups 


Contains records pertaining to the activities of internal 

and external Research Review Groups. Such groups 
provide a broad base of technical expertise to aid man¬ 
agement in reviewing research in defined technical ar¬ 
eas. They review and comment on research plans and 
predicted results of major experiments, the validity and 
applicability of research results; possible redirection of 
research projects; new research projects; and priorities 
within the technical areas covered by the Research Pre¬ 
view Group. 

1. Agendas for quarterly Review Group meetings. 

2. Summary minutes of Review Group meetings rep¬ 
resenting views expressed, including dissenting 
views. 


3. Research plans and predicted results of major ex¬ 
periments and presentations by research contrac¬ 
tors. 


4. Comments on meetings from attendees, including 
representatives from contractors, universities, ven¬ 
dors, and other agencies. 


5. Internal memoranda relating to topics under dis¬ 
cussion. 


6. Correspondence related to items 1 through 5. 


RM—Rulemakings 


Contains records pertaining to public hearings held on 3. Petitions, motions, testimony, and statements sub¬ 
proposed changes to the Commission's regulations. mitted by parties to the hearings. 

Hearings are instituted at the discretion of the Commis- 

sion based on the importance and the magnitude of the 4 Hearing Board orders and rulings, 
subject under consideration. 

5. Technical reports submitted as evidence in the pro- 

1. Designations of the presiding officer and any spe- ceedings. 

cial directions for the conduct of the hearing. 

6. Reports, if any, of the special Board to the Com- 

2. Notifications of Hearing Board meetings. mission regarding the subject proceeding. 

SECY—Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re¬ 
approval of the Commission. They are assigned a SECY lating to policy formulation, 

report series code. 
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2. Rulemaking Issue Papers are used to present 
rulemaking activities of the Commission. 

3. Adjudicatory Issue Papers are used to present mat¬ 
ters relating to the granting, suspending, revoking 
or amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 


4. Information Papers are used to provide informa¬ 
tion to the Commission. Some (e.g., the weekly re¬ 
port of the Executive Director for Operations) pro¬ 
vide general information about agency activities 
without specific reference to policy formulation, 
rulemaking, or adjudication. 

These categories of staff papers may be issued as one of 
the following: (a) a Commission Meeting paper to be 
discussed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discussion 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each other; (c) a Notation Vote paper 
which does not require interactive discussion among all 
Commissioners or formal vote in a meeting, thereby 
lending itself to a written notation process; (d) a Nega¬ 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (e) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a general practice, papers that are regularly released 
to the public include those that are the subject of discus¬ 
sion at a public meeting of the Commission and those 
that address unclassified matters pertaining to the ex¬ 
port and import of nuclear equipment and material. 

NOTE: For Weekly Information Reports prepared by 
the NRC Office of the Executive Director for 
Operations to the Commission providing a 
summary of key events and items of interest un¬ 
dertaken by staff and program offices, see the 
Commission Correspondence file. 


STATE PROG—State Programs 


Contains records that pertain to the Commission’s rela¬ 
tions with State Governments. Areas covered include: 
(1) the State Agreements Program, whereby States may 
assume certain of the NRC’s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co¬ 
operative activities regarding such functions as licensing 
and siting. 

1. Correspondence between and among NRC Office 

of Governmental and Public Affairs and State offi¬ 
cials, mostly State liaison officers and radiation 
control management health officials, regarding: 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio¬ 
active waste disposal, and transportation sur¬ 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement States in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work¬ 
shops and training programs on current matters of 
policy and regulations, i.e., decommissioning and 
radioactive waste disposal. 

3. State Legislative Reports (discontinued as of De¬ 
cember 1984). 


4. Agreement State Licensing Statistics Reports (dis¬ 
continued as of December 1984). 

NOTE: For specific uranium milling and mining pro¬ 
jects in which the Agency is providing technical 
assistance to States, see the Projects series file 
category. 
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TOPREP—Topical and Vendor Reports and Correspondence 


Contains Topical Reports, generally of a technical ge¬ 
neric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vendor- 
related correspondence that is not docket-specific and 
documents generated by vendor-related Owner’s 
Groups are also included in this category. 


1. Topical reports, dealing with such technical mat¬ 
ters as specifications, testing, and safety that are 
submitted by architects, engineers and other ven¬ 
dors. 


2. Revisions, modifications, and amendments to 
Topical Reports. 


3. Correspondence between NRC and vendors per¬ 
taining to the review of submittals. 

4. Meeting agendas, summaries, minutes and corre¬ 
spondence pertinent to vendor activities, pro¬ 
grams, methodologies, and design criteria. 

5. Vendor-related Owner’s Group meeting an¬ 
nouncements, agendas, summaries, reports, and 
correspondence. 

NOTE: For reports submitted by utilities that are writ¬ 
ten by vendors on their behalf and that relate to 
docketed cases, see the categories for the dock¬ 
et series. 


WASH—AEC-Issued Formal Reports and Correspondence 


Formal reports that were issued by the U.S. Atomic En¬ 
ergy Commission (AEC) Headquarters staff which carry 
the WASH series code and correspondence pertaining 
to those reports. The WASH series, which consisted of 


administrative, scientific, and technical reports, ended 
in 1975 but correspondence is occasionally generated 
which refers to WASH reports. Post-1975 NRC-issued 
formal reports carry the NUREG series designation. 


WM—Waste Management Documents 


Contains records dealing with the activities of the NRC 
Division of High-Level Waste Management. Each topic 
has been assigned a unique number, prefixed by the let¬ 
ters “WM.” Documents in these files include: 

1. NRC and DOE prelicensing activities regarding 
the disposal of high-level waste in geologic reposi¬ 
tories, pursuant to the Nuclear Waste Policy Act of 
1982. 

a. Technical high-level waste site prelicensing 
documentation. 


b. Meeting agendas, minutes, and backup docu¬ 
ments of DOE/NRC meetings in which DOE 
presents information on its geologic explora¬ 
tion program to identify sites for nuclear 
waste repositories. 

c. Briefings by DOE on research being con¬ 
ducted on nuclear waste management. 

2. NRC reviews of the site-by-site implementation of 
DOE’s program for uranium mill tailings remedial 
actions, pursuant to the Uranium Mill Tailings Ra¬ 
diation Control Act of 1978. 
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3. Correspondence and comments between NRC and 5. Correspondence from citizens and other non-gov- 

the Environmental Protection Agency (EPA) per- emment organizations for the above items, 

taining to the high-level waste standard. 

4. NRC topical report reviews and associated corre- NOTE: For contractor research on waste management 

spondence. activities, see the WMRES category. 

WMRES—Waste Management and Research Reports 


Contains interim and final reports, and correspondence 3. Draft and final reports submitted for NRC review 
between NRC and its contractors regarding prelicensing or information, 

activities in the area of high-level disposal in geologic re¬ 
positories, including: 

1. Periodic contractor progress reports. . x XT _.^ ^ r , 

4. Correspondence between NRC staff and contrac¬ 
tors related to technical questions or issues to be 

2. Trip reports. resolved. 

XPORTLIC—Export and Import Licenses 


Contains records relating to the issuance of licenses to 

export or import nuclear facilities and materials. 

1. License applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, reactors, nuclear facility com¬ 
ponents, or reactor materials. 

2. Correspondence between NRC and applicant or li¬ 
censee pertaining to the review or status of a pend¬ 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 8 - Licenses, license amendments, and license renew- 

(e.g., U.S. Department of State) views. als for types specified in item 1. 

4. Review and findings of the Executive Branch on NOTE: For transcripts of Commission meetings and 

whether issuance of a license would be inimical to papers submitted for Commissioner considera- 

the common defense and security of the United tion or information, see the 10 CFR 9.21 and 

States. SECY-series files. 


5. Correspondence to and from foreign governments, 
international organizations, and members of the 
public. 

6. Hearing records and decisions. 

7. Memoranda from the office of the Secretary to the 
Executive Director for Operations (EDO) regard¬ 
ing the Commission decision on issuance of a pro¬ 
posed license. 
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